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Regulation 452 


under The Niagara Parks Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 

(a) ‘‘cab” means a horse-drawn vehicle; 

(b) “chartered trip” means one specific trip for 
which a public vehicle is engaged, hired or 
chartered for the transportation exclusively 
of a group of persons, one fare or charge only 
being collected for the trip; 


(¢) ‘licensee’ means the holder of an operating 
licence; 


(d) ‘‘officer’” means, 


(i) a member of the Ontario Provincial 
Police Force, and 


(ii) an officer, constable, caretaker or other 
person, appointed by the Commission 
to enforce this Regulation; 


(e) “parking” includes the standing of a vehicle. 
O. Reg. 43/52, s. 1. 


CONDUCT OF PERSONS USING PARKS 
2.—(1) No person shall, 
(a) remove or damage any plant, shrub or flower; 
(b) climb, remove or damage any tree or fence; 


(c) climb, remove or damage any bench, seat, 
monument or sign; 


(d) climb, deface or damage any bridge, wall or 
similar structure; 


(e) deface or damage any building; or 


(f) deface or damage any other property of the 
Commission, 


within the Parks. 

(2) No person shall throw or dump, or cause to be 
thrown or dumped, any material within the Parks or 
along or over the river bank or talus within the Parks. 


(3) No person shall litter the Parks with refuse. 


(4) No person shall permit a horse, dog or other 
animal to be at large in the Parks. 


(5) Subsection 4 applies to a dog on a leash exceed- 
ing six feet in length. 


(6) No person shall ride a horse within the Parks 
except with the permission of an officer. 


(7)*No person within the Parks shall, 
(a) carry or discharge an air-gun or fire-arm; or 


(b) fire or discharge any torpedo, rocket or other 
fire-works, 


without the permission of an officer. 


(8) Except with the permission and under the 
supervision of an officer, no person shall build or light a 
fire within the Parks in places other than in fire-places 
provided by the Commission. 


(9) No person shall go on foot or otherwise upon the 
grass, lawn or turf in the Parks where a sign of pro- 
hibition is posted. C.R.O. 1950, Reg. 305, s. 2. 


3. No person shall, 
(a) use abusive or insulting language; 
(b) throw stones or other missiles; 


(c) solicit patronage to or for any person, busi- 
ness, rooming house, restaurant or hotel; 


(d) beg, solicit or invite subscriptions or contribu- 
tions; 


(e) loiter anywhere from midnight to sunrise; 


(f) between midnight and sunrise have a vehicle, 
except while travelling on the established 
roads or pathways; 


(g) hunt, trap or molest any fish, bird or animal; 
(h) play organized games on Sunday; or 
(1) damage or destroy any notice posted, 


in the Parks. C.R.O. 1950, Reg. 305, s. 3. 


PICNICS AND GAMES 


4.—(1) Picnics within the Parks shall be under the 
supervision of an officer and may be held in such 
places only and at such times as he determines. 


(2) Athletic games and other forms of recreation 
and amusement may be held or practised in such parts 
of the Parks as are designated by an officer. C.R.O. 
1950, Reg. 305, s. 4. 


5. Unless accompanied by and in the charge of an 
adult person, no person under twelve years of age shall 
enter or remain upon the Dufferin Islands or bathe or 
play along the river bank within the Parks. , C.R.O. 
1950, Reg. 305, s. 5. 


6.—(1) No person shall wade or bathe exceptTat 
such times and at such places in the Parks as are 
designated by an officer. 


(2) No person shall foul a basin, pond or fountain 
within the Parks. C.R.O. 1950, Reg. 305, s. 6. 


SALE OF GOODS PROHIBITED 


7.—(1) No person shall sell or offer for sale any 
article, thing or service, or erect a booth, tent or stall 
or any other structure, within the Parks. C.R.O. 1950, 
Reg. 305, s. 7 (1). 


(2) Subsection 1 does not apply to a sale conducted 
or authorized by the Commission. O. Reg. 43/52, s. 2. 


PERMITS 


8.—(1) No person shall place or permit to be placed 
any power-boat, row-boat, sail-boat, canoe, punt, ice- 
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boat, raft, hydroplane or water-craft of any kind upon 
the talus or foreshore of the Niagara River under the 
jurisdiction of the Commission, without a boating 
permit from the Commission. 


(2) A boating permit shall be in Form 1 and the fee 
therefor is $1 payable to the Commission. 


(3) A boating permit expires on the 31st day of 
December next following the date of issue. C.R.O. 
1950, Reg. 305, s. 8. 


9.—(1) No person shall make an ascent in a bal- 
loon, aeroplane or other kind of aircraft from the 
Parks or land thereon from a balloon, parachute, 
aeroplane or other kind of aircraft, without an aerial 
permit from the Commission. 


(2) An aerial permit shall be in Form 2 and the fee 
therefor is $5 payable to the Commission. 


(3) An aerial permit shall specify the date for which 
it is valid. C.R.O. 1950, Reg. 305, s. 9. 


10. Except under a ceremonial permit in Form 3 
from the Commission, no person while in the Parks 
shall, 


(a) play any instrument; 
(b) carry or display any flag or other emblem; 


(c) in military formation or in a band or proces- 
sion parade, march, drill or perform any 
evolution, movement or ceremony; or 


(d) perform any other act that congregates or is 
likely to congregate persons. C.R.O. 1950, 
Reg. 305, s. 10 (1, 2). 


11.—(1) No person shall make any excavation in 
the Parks for any purpose, without an excavation 
permit from the Commission. 


(2) An excavation permit shall be in Form 4 and 
the fee therefor is $5. 


(3) A permit expires three months after the date 
of issue. C.R.O. 1950, Reg. 305, s. 11. 


12.—(1) No person shall move along, across or 
upon the Parks any building, structure, machine or 
boat without a moving permit from the Commission. 


(2) A moving permit shall be in Form 5 and the fee 
therefor is $1 payable to the Commission. 


(3) A moving permit shall specify the date, time of 
day and route op which it is valid. C.R.O. 1950, 
Reg. 305, s. 12. 


ADVERTISING PROHIBITED 


13.—(1) No person shall erect, post up or otherwise 
display any notice, sign, signboard or other advertising 
device within the Parks, except under an agreement 
made under clause & of section 3 of the Act. 


(2) No person shall erect, post up or otherwise 
display any notice, sign, signboard or other advertising 
device within 300 feet, 


(a) from the westerly boundary of the Parks be- 
tween the northerly limit of the Town of Fort 
Erie and the southerly limit of the Village 
of Chippawa; 


(b) from the westerly boundary of the Parks be- 
tween the King’s Highway No. 8A and the 
southerly limit of the ordnance lands forming 
part of the Military Reserve at Niagara-on- 
the-Lake; and 
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(c) from the easterly boundary of the Parks be- 
tween the King’s Highway No. 8A and the 
easterly production of the division line be- 
tween lots 9 and 10 in the Township of 
Niagara. C.R.O. 1950, Reg. 305, s 13. 


LICENCES 


14.—(1) No person shall guide visitors through the 
Parks for compensation without a licence from the 
Commission. O. Reg. 43/52, s. 2. 


(2) A guide licence shall be in Form 6 and the fee 
therefor is $1 payable to the Commission. 


(3) A guide licence expires on the 31st day of 
December next following the date of issue. C.R.O. 
1950, Reg. 305, s. 14 (2, 3). 


(4) In subsection 1, ‘‘compensation”’ includes any 
rate, remuneration, reimbursement or reward of any 
kind paid, payable or promised, or received or de- 
manded, directly or indirectly. O. Reg. 43/52, s. 4. 


15.—(1) No person shall operate or permit to be 
operated within the Parks any cab or taxicab for hire 
for the transportation of passengers, without a licence 
from the Commission in Form 9 in respect of each cab 
or in Form 10 in respect of each taxicab. 


(2) An applicant for a cab licence shall complete 
and file with the Commission an application in Form 7. 


(3) An applicant for a taxicab licence shall com- 
plete and file with the Commission an application in 
Form 8. 


(4) An applicant for a cab or taxicab licence shall 
with his application file with the Commission the tariff 
of rates or charges to be payable by persons using his 
cab or taxicab, and shall pay to the Commission a fee 
of $1 for each licence. 


(5) Cab licences and taxicab licences, 


(a) expire on the 31st day of December next fol- 
lowing the date of issue; 


(b) are not transferable without the consent in 
writing of the Commission; and 


(c) expire immediately if the insurance pre- 
scribed by this Regulation is cancelled. 


(6) A licensee shall display in the cab or taxicab, 
(a) the licence in respect of which it is issued; and 


(b) a copy of the tariff of rates or charges filed 
with the Commission under subsection 4, 


so that they are visible to all passengers in the cab or 
taxicab. O. Reg. 43/52, s. 5, revised. 


TRAFFIC RULES 


16. No person shall park a vehicle within the Parks, 
(a) within fifty feet of a bridge; 


(b) in a position or place that prevents or is likely 
to prevent the free and convenient move- 
ment of other vehicles; or 

(c¢) in any prohibited area. C.R.O. 1950, Reg. 

OSs. 


17.—(1) An officer may direct traffic and in cases 
of fire, accident, traffic congestion or other emergency 
may direct it into such channels as are necessary§to 
prevent or relieve congestion or give right of way. 


(2) Every person shall obey any direction given 
under subsection 1. C.R.O. 1950, Reg. 305, s. 18. 
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18. No person shall drive a vehicle in the Parks at 
a speed in excess of 35 miles an hour, but within Queen 
Victoria Park or Queenston Heights Park the speed 
shall not exceed 25 miles an hour. C.R.O. 1950, 
Reg. 305, s. 19. 


19. Subject to sections 16 and 17, no person shall 
operate or park a vehicle within the Parks except upon 
roadways or other places designated for vehicles. 
C.R.O. 1950, Reg. 305, s. 20. 


20. No person shall solicit passengers for any 
vehicle for hire within the Parks. C.R.O. 1950, 
Reg. 305, s. 21. 


21. No person in charge of a vehicle for hire shall 
leave his vehicle unattended while in the Parks. 
C.R.O. 1950, Reg. 305, s. 22. 


22. Persons in charge of vehicles for hire shall con- 
duct themselves in an orderly and respectful manner. 
CAR-OF 1950) Reg, 305, si 23. 


23.—(1) No person shall operate or drive within 
the Parks a public commercial vehicle as defined in 
The Public Commercial Vehicles Act. 


(2) Subsection 1 does not apply to a public com- 
mercial vehicle when making deliveries within the 
Parks or to an owner or tenant of property abutting 
the Parks. C.R.O. 1950, Reg. 305, s. 24. 


THROUGH HIGHWAYS 


24.—(1) The operator or driver of every vehicle 
shall bring the vehicle to a full stop immediately 
before entering or crossing the travelled portion of a 
highway designated and marked by the Commission 
under subsections 2, 3 and 4. 


(2) The parts of the highways under the juris- 
diction of the Commission, specified in column 2 of the 
Schedule and known by the names set opposite thereto 
in column 1, are designated as through highways. 


(3) A through highway shall be marked by warning 
signs erected and maintained by the Commission, at or 
near the place where any other highway enters or inter- 
sects the through highway. 


(4) A warning sign shall, 


(a) be at least two feet high and at least two feet 
wide; 


(b) bear the word “‘stop’’ coloured white on 
green background and in letters at least 
eight inches high; 


(c) be placed at least six feet and not more than 
fifty feet from the travelled portion of the 
through highway on the right-hand side of 
the highway entering or intersecting the 
through highway, and so as to face traffic 
approaching the through highway; and 


(d) be so placed that the bottom edge thereof is 
at least one foot and not more than three feet 
above the level of the travelled portion of the 
highway on which the sign is placed. O. Reg. 
Sel, Ge a 


PROTECTION OF PERSONS 


25.—(1) The holder of an excavation permit in 
Form 4, who places any material upon a roadway in 
the Parks, shall maintain warning lights and barriers, 


(2) No person shall use more than one-third in 
width of the travelled portion of the roadway at any 
one time for the placing of material, warning lights 
and barriers. C.R.O. 1950, Reg. 305, s. 25. 


CLASSES OF VEHICLES PROHIBITED 


26. No person shall operate or drive a traction- 
engine, tractor, steam-shovel or machine of a similar 
nature in the Parks unless the wheels are free of cleats 
or flanges and have a smooth surface or are equipped 
with rubber tires. C.R.O. 1950, Reg. 305, s. 26. 


TOLLS 


27. The following tolls are prescribed: 


1. For each person admitted to a scenic 
tunnel at Table Rock, 


(a) over 12 years of age........... $ 1.00 
but in groups of 15 or more..... 5 
(b) 7 to 12 years of age...... 50 


but in organized groups of school 
children 7 to 12 years of age in 
charge of a supervisor..........  .25 


2. For each person admitted to the stair- 
way at Brock’s Monument, 


(@) over 12 years of age........... MS 
(O) Maton years of aces ern tee .10 
3. For each person admitted to Fort 
George, 
(@) over 12 years of age........... 25 
(i) Mistom2evearstotace- cere ame! O 


4. For each person admitted to Navy Hall. .10 


5. For each person admitted to Old Fort 


Erie, 
(a) over 12 years of age........... ahs) 
(Db) iimtomlevears otageenneen perii 10 


6. For opening and closing graves at 
Drummond Hill Cemetry for the burial 


of, 
(a) a person under 5 years of age... 5.00 
(b) a person not under 5 years and 
not over 12 years of age........ 8.00 
(c) a person over 12 years of age... 10.00 
7. For a funeral held on Sunday at Drum- 
mond HaulliGemetiveenert sce eee ae 5.00 


C.R.O. 1950, Reg. 305, s. 27; O. Reg. 43/52, 
s. 6. 


PUBLIC VEHICLE OPERATING LICENCES 


28.—(1) An operating licence authorizes the 
licensee to conduct upon a highway of the Commission 
by means of a public vehicle the business of a carrier 
of passengers or passengers and express freight subject 
to the Act and this Regulation. 


(2) An operating licence expires on the 31st day of 
December in each year, unless on or before that day 
the licensee has applied for and acquired vehicle 
licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licence as provided in subsection 2, his operating licence 
shall be deemed to be renewed. 


(4) An application for an operating licence shall 
be in Form 11. 


(5) An operating licence shall be in Form 12. 
O. Reg. 43/52, s. 7. 
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29.—(1) An application for the transfer of an oper- 
ating licence shall be in Form 13, and shall be signed 
by the licensee and by the applicant. 


(2) The application shall be accompanied by, 


(a) a copy of the agreement between the licensee 
and the applicant covering the sale of the 
business, equipment, vehicles and vehicle 
licences; and 


(b) a statutory declaration showing the liabili- 
ties, if any, of the licensee and showing how 
those liabilities are to be liquidated. O. Reg. 
AS SD eSotie 


PUBLIC VEHICLE LICENCES 


30.—(1) A public vehicle licence authorizes the 
holder to operate the vehicle for which it is issued as a 
public vehicle on the highways designated in his 
operating licence. 


(2) A public vehicle licence expires on the 31st day 
of December in each year. 


(3) No public vehicle licence shall be issued in 
respect of a public vehicle except to the person regis- 
tered as the owner of the public vehicle under The 
Highway Traffic Act. 


(4) A public vehicle licence shall be in Form 14. 
O. Reg. 43/52, s. 7. 


31.—(1) No person shall display his Jicence on any 
vehicle other than that for which the licence was 
issued. 


(2) No public vehicle licence shall be transferred 
unless the vehicle in respect of which the licence was 
issued is sold to the transferee and unless the trans- 
feree holds an operating licence. O. Reg. 43/52, s. 7. 


32. A public vehicle licence shall be framed and the 
face thereof protected by a transparent cover and shall 
be displayed at all times in a conspicuous place in the 
vehicle for which it was issued. O. Reg. 43/52, s. 7. 


FEES 


33.—(1) A licensee shall pay to the Commission 
fees on each named month's operations on or before 
the 15th day of the next succeeding month. 


(2) The fees are 1/20 cent a passenger mile of 
travel over the highways of the Commission. 


(3) Passenger miles of travel shall be computed 
in the case of scheduled trips by multiplying, 


(a) the seating capacity of each vehicle operated; 
or 


(b) the average seating capacity where two or 
more vehicles having different seating capacity 
are operated, 


by the number of miles travelled in the month. 


(4) Seating capacity shall be computed by dividing 
by eighteen the aggregate length in inches of all seats 
provided for passengers, but, where a seat is designed 
for the accommodation of one or two passengers only, 
the actual aggregate number of passenger seats shall 
be used. 


(5) Where more than one vehicle is operated on a 
scheduled trip, the licensee shall forward a_ report 
thereon to the Commission on the day following the 
trip, indicating the number of vehicles. O. Reg. 
AS /O2Ses 
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TIME-TABLES 


34.—(1) A licensee shall file with the Commission 
a time-table showing the scheduled times of arrival 
and departure of public vehicles and the number of 
trips to be made daily over each route. 


(2) A licensee shall adhere to the time-table filed. 


(3) A licensee shall not permit a public vehicle to 
leave or pass any point except in accordance with the 
filed time-table. O. Reg. 43/52, s. 7. 


CHARTERED TRIPS 


35. A person who operates a public vehicle on a 
chartered trip shall upon entering the Parks report to 
the Commission and pay a licence fee of $1. O. Reg. 
43/52, s. 7. ; 


SERVICE 


36. When a public vehicle is disabled during a trip, 
the licensee shall arrange immediately to transport the 
passengers therein to the destination to which they 
were being carried by the vehicle. O. Reg. 43/52, s. 7. 


37.—(1) A_ licensee shall not discontinue any 
scheduled service except after giving the Commission 
ten days’ written notice of his intention so to do. 


(2) The Commission may cancel or suspend an 
operating licence where the licensee, 


(a) fails to begin service within thirty days after 
the issue of the licence or within such further 
period as is specified in the licence; or 


(b) fails for a continuous period of thirty days 
to give any service authorized by the licence. 


(3) Where a scheduled service is discontinued for 
more than twenty-four hours, the licensee shall give, 


(a) a written report to the Commission; and 


(6) notice to the public in the area affected in- 
dicating the cause of the discontinuance and 
its probable duration. 


_ (4) The notice referred to in subsection 3 shall be 
given by publication in a newspaper published in the 
area affected and by posting it up at the scheduled 
stopping places on the highway of the discontinued 
service. O. Reg. 43/52, s. 7. 


INSURANCE 


38.—(1) A licensee, with respect to each public 
vehicle operated by him, shall effect and carry in- 
surance in his name in a company authorized to con- 
duct the business of automobile insurance in Ontario 
in the following amounts and for the following purposes: 


1. At least $5,000, exclusive of interest and costs, 
against loss or damage to or the death of any 
one person other than a passenger and, sub- 
ject to such limit for any one person so 
injured or killed, at least $10,000, exclusive 
of interest and costs, against any loss or 
damage resulting from bodily injury to or 
death of two or more persons other than pas- 
sengers in any one accident. 


2. At least $1,000, exclusive of interest and costs, 
for damage to property, except property 
carried in or upon the public vehicle, resulting 
from any one accident. 


Set least $5,000 against loss or damage re- 
sulting from bodily injury to or death of any 
one passenger. 
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4, At least such amounts as are set forth in 
column tf of the following Table against loss or 
damage resulting from bodily injury to or 
death of two or more passengers as set forth in 
column 2: 


TABLE 
Column 1 Column 2 
Seating capacity for 
Item Amount passengers of each 
vehicle 

1 $ 35,000 1 to 7 passengers 

2 50,000 8 to 12 passengers 

3 75,000 13 to 21 passengers 

4 100,000 22 to 29 passengers 

9) 150,000 30 to 39 passengers 

6 200,000 40 to 49 passengers 

7 300,000 50 passengers and over 


5. At least $1,000 for damage to property of 
all passengers. 


(2) Paragraph 5 of subsection 1 does not apply to 
school buses. O. Reg. 43/52, s. 7. 


VEHICLES AND DRIVERS 


39. A driver of a public vehicle shall be eighteen 
years of age or over, of good moral character, and 
competent to operate the vehicle under his charge. 
O. Reg. 43/52, s. 7. 


40. A licensee shatl maintain each of his public 
vehicles in a safe and sanitary condition. O. Reg. 
43/52, s. 7. 


41. Where a public vehicle is used for the trans- 
portation of the property of passengers or express 
freight, the licensee shall provide accommodation there- 
for so that there is no interference with the free and 
ready ingress and egress of passengers to and from the 
vehicle, and the accommodation shall be so con- 
structed as to prevent the property or freight from 
injuring a passenger. O. Reg. 43/52, s. 7. 


42. A public vehicle shall be equipped with a 
speedometer which shall be maintained in effective 
working order and located in a convenient place on the 
instrument board. O. Reg. 43/52, s. 7. 


43.—(1) A public vehicle shall be equipped with an 
adequate fire extinguisher. 


(2) The fire extinguisher shall be kept in effective 
working order and shall be securely mounted in a 
bracket provided therefor at a place readily accessible 
to the driver in the forward part of the vehicle near 
the entrance. O. Reg. 43/52, s. 7. 
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_ 44. A public vehicle shall be equipped with one 
light or more within the vehicle, so arranged as to 
provide adequate lighting to the whole of the interior 
of the vehicle, and the light or lights shall be kept 
constantly lighted between sunset and sunrise when 
there are passengers in the vehicle. O. Reg. 43/52, s. 7. 


45. A public vehicle shall be equipped with, 


(a) such emergency and spare equipment and 
tools as are likely to be required for replace- 
ment or use on a trip; and 


(b) an axe secured in such a manner and place 
within the vehicle as to be readily accessible 
in an emergency. O. Reg. 43/52, s. 7. 


_ 46. An officer may examine any public vehicle, 
its contents and equipment, at any reasonable time. 
O. Reg. 43/52, s. 7, 


GENERAL 


47. A licensee shall file with the Commission a 
tariff of tolls or a revision thereof for the approval of 
the Commission. O. Reg. 43/52, s. 7. 


48. A licensee shall keep a record of, 


(a) the hours of labour of all drivers and the 
vehicle or vehicles driven by each during those 
hours; and 


(b) the operation of each public vehicle showing 
each trip on which it is operated, 


and shall make the records available at any reasonable 
time within one year of the making thereof, for in- 
spection by the Commission. O. Reg. 43/52, s. 7. 


49. No licensee shall display any advertising sign 
or device on the outside of any of his public vehicles. 
O. Reg. 43/52, s. 7. 


50. It is a condition of an operating licence that an 
official of the Commission may, at any reasonable 
time, examine all books, records and documents used 
in respect of the business of operating public vehicles 
of the holder of an operating licence. O. Reg. 43/52, s. 7. 


51. Every officer is designated and authorized to 
assist in the enforcement of the Act and this Regula- 
tion. O. Reg. 43/52, s. 7. 


52. The Commission may at any time cancel or 
suspend a licence for a breach of the Act or this 
Regulation or if a false statement is made in any 
application for a licence under this Regulation. 


PENALTIES 


53. Every person who contravenes any of the 
provisions of this Regulation is guilty of an offence 
and liable to a fine of not more than $100. C.R.O. 1950, 
Reg. 305, s. 28 (1, 2), revised. 
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Schedule 


CoLuUMN 1 


COLUMN 2 


Name of Highway 


Parts OF HIGHWAYS 


From 


To 


Lake Shore Road 


Niagara Boulevard 


The production of the southerly 
limit of lot 6, registered plan 328 
Fort Erie 


(1) The southerly limit of Gar- 
rison Road in Fort Erie 


(2) The southerly limit of Bertie 
Street in Fort Erie 


(3) A distance of 250 feet norther- 
ly from Mechanic 
| Chippawa 


(4) The northerly limit of Bender 
Street in Niagara Falls 


(5) The intersection of the south- 
westerly limit of Niagara Boule- 
vard produced with Portage Road 
at the entrance to Queenston 
Heights Park 


(6) The southerly limit of that por- 
tion of the King’s Highway known 
as Highway No. 8A 


(7) The northerly limit of John 
Street in the Town of Niagara 


O. Reg 


Form Il 


Street in | 


The southerly limit of Garrison 
Road in Fort Erie 


The southerly limit of Queen 
Street in Fort Erie 
The northwesterly limit of Main 
Street in Chippawa 


The northerly limit of Clifton Hill 
in Niagara Falls 


The southeasterly limit of Portage 
Road in Niagara Township at the 
entrance to Queenston Heights 
Park 


The southerly limit of that portion 
of the King’s Highway known as 
Highway No. 8A 


The intersection of the northerly 
limit of John Street in the Town 
of Niagara 


The northwesterly limit of Wel- 
lington Street in the Town of 
Niagara 


. 5/54, Sched. 1; O. Reg. 24/54, Sched. 


Form'2 


The Niagara Parks Act 
Fee received $1 


BOATING PERMIT 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this permit is 


STANICEG LO Winiah Sete eas Siar Riati thei sie ed eae ciate seem 
(kind of watercraft) 
on the talus or foreshore of the Niagara River under 


the jurisdiction of the Commission. 


This permit expires on the 31st day of December 
next following the date of issue. 


Issued this.2....... LAVOE reaine creatieercratcrne pu Gas 


C.R.O. 1950, Reg. 305, Form 1. 


The Niagara Parks Act 
Fee received $5 
AERIAL PERMIT 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this permit is 


granted to 


“(kind of aircraft) 
from the Parks; 


(6) land on the Parks from 


B66 CANO CBee ae cle atk © De we 


(kind of aircraft) 
This permit is valid only for the 


C.R.O. 1950, Reg. 305, Form 2. 
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Form 3 


The Niagara Parks Act 


CEREMONIAL PERMIT 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this permit is 


SUA ted Om Maae Geant richer nny ear cee a cd fA) 
Ole ae ni ee ae ete eee Se LO loreal ne aad agen ders cata trae 
ONG Sweetin Meee CDV EOL em act acne eat 
between the hours of............ EWI(6 lava Sch Sentai ASeRe re 


in the Parks of the Commission. 


THe NIAGARA PARKS COMMISSION: 


C.R.O. 1950, Reg. 305, Form 3. 


Form 4 
The Niagara Parks Act 
Fee received $5 IN Gh adese sar 
EXCAVATION PERMIT 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this permit is 


granted to 


for the purpose of 


_ This permit expires three months after the date of 
issue. 


Wsstieds thisnn- stn day Olea heh don ce Sao PL Gey 


C.R.O. 1950, Reg. 305, Form 4. 


Form 5 
The Niagara Parks Act 
Fee received $1 IN Ope e eins 
MOVING PERMIT 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this permit is 
granted to 


Gis: SoS LOOM Crp iat eee OO Be POO OS Bt Ae 
(describe object to be moved) 


Withinethe Parison the route.....+52-454.0s20---- 
(describe route) 


VOL, 3—SIG. 2 
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C.R.O. 1950, Reg. 305, Form 5. 


Form 6 
The Niagara Parks Act 
Fee received $1 No 


GUIDE LICENCE 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this guide licence 


is‘ Sranted tome, aco chan eee ee rete eee 


the Parks. 


This licence expires on the 31st day of December 
next following the date of issue. 


Iscnediathicnerraee dayooltamstamen samen. ae aloes 


C.R.O. 1950, Reg. 305, Form 6. 


Form 7 
The Niagara Parks Act 
APPLICATION FOR CAB LICENCE 
To the General Manager, 
Niagara Parks Commission, 
Niagara Falls, Ontario. 

I apply for a licence to operate a cab under The 
Niagara Parks Act and the regulations, and in support 
of this application I make the following statements: 
ihe W2SHNGL@S SUE aoe oboe omnmanharoedadc hope rovud 
exclusive of 


2. Maximum number of passengers, 


Liver. co-ctas aoe 
Route of operations. esas eto er mke eter 
Fullname of OWmer.c- cc sere oie emote 


i SifepavelalaseGiaam ee em creciaewoo ua op aoroaconoad > 5 Oc 


Insurance carried. 2.0.22. 6.. 0-2 de eee eee nese 


I enclose $1 licence fee. 


(signature of applicant) 
O. Reg. 43/52, s. 5 (6A). 
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Form 8 
The Niagara Parks Act 
APPLICATION FOR TAXICAB LICENCE 


To the General Manager, 
Niagara Parks Commission, 
Niagara Falls, Ontario. 


I apply for a licence to operate a taxicab under 
The Niagara Parks Act and the regulations, and in 
support I make the following statements: 


imeMalcerot taxicabs. acces: INO ad nara ohare rete rote 
(motor vehicle registration) 

STAG EWVIN (cea ween acer Capacity a cnkiacan wonton 

2 MROUTE-OOPErationls «...1 sche teenth we ae tee 
3. Have you ever been convicted of any crime?....... 


Eieso, state particulars. 1.) evafor aeons miee eines 


4. Have you ever been refused an operator’s or chauf- 


DeName oh OWNEE Ys. soccrs acres ae ccctten oe cerns 
GayNddréssins pe waaea tastes ch mee See aE TR ae 
I enclose $1 licence fee. 


Datedsaty Brtcccrscan terete Cee SU LUSTp Amer cers day of 


(signature) 


C.R.O. 1950, Reg. 305, Form 7. 


Form 9 
The Niagara Parks Act 
CAB LICENCE 


Under The Niagara Parks Act and the regulations 
and subject to the limitations thereof, this licence is 


REST EGHE Ort oicis eee erator alan oA a ee ee 


This licence expires on the 31st day of December 
next following the date of issue. 


Issued at Niagara Falls, this...... day Olver ner pp 


General Manager 


O. Reg. 43/52, s. 5 (7A). 


Form 10 
The Niagara Parks Act 
TAXICAB LICENCE 
Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this licence is 
issued to 


INGUITICOLONVILGE sa his ce stots avin Sera Irene hn) bY Sy meee 


TNUIG bce erent ty em ERS A rin Pec ree aN om ae boilee meee 
to operate within the Parks a taxicab as described as: 


Serial 
No. 


Make of 
Taxicab 


Registration 


No. Capacity 


This licence expires on the 31st day of December, 


ete 
Dated at Niagara Falls, this...... GA) Oligo reies ‘ 
LO er 

THe NIAGARA PARKS COMMISSION: 
Countersigned Dye aie. Anes ee ee 


General Manager 


O. Reg. 43/52, s. 5 (8). 


Form 11 
The Niagara Parks Act 


APPLICATION FOR A PUBLIC VEHICLE 
OPERATING LICENCE 


To The Niagara Parks Commission, 
Niagara Falls, Ontario. 


I hereby apply for a public vehicle operating licence 


on the highways of the Commission between........ 
er piece Taine iva heeriest ce re mlb ee RAC ons As Sac) ODE VE DY 
Ole Fee etna te and in support of this application 


give the following information: 


(State in detail the nature of the proposed service. ) 


(print) 
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If an incorporated company, give name of: 


President 


And name of manager 


ING Kalieheft Sey tare preridetoks occa N tks PLT eee en oT 


(signature of applicant) 


O. Reg. 43/52, Form 9. 


Form 12 
The Niagara Parks Act 
PUBLIC VEHICLE OPERATING LICENCE 


Under The Niagara Parks Act and the regulations, 
and subject to the limitations thereof, this licence is 


TSSUCHAC Onin numero eee ce ate lore eed Oy pelea e cue RRA 
to conduct upon the highways described hereunder 
by means of a public vehicle the business of a carrier 
of passengers or passengers and express freight subject 
to the under-mentioned conditions. 

Te Ted aM GPS aes Gerke te merce cae tc & oleh ca hake cer omc enpanee inet ntS 
Cornaliatoye yanmar etre oo oe merece One etd 


DVN iSol-Ricters ca Meee een emia oe niilalan ur eerctes.tretone eheras day of 


O. Reg. 43/52, Form 10. 


Form 13 
The Niagara Parks Act 


APPLICATION FOR TRANSFER OF 
AN OPERATING LICENCE 


To The Niagara Parks Commission, 
Niagara Falls, Ontario. 


The licensee, as vendor, requests that public vehicle 


Operatineulicences Nonearetaaese ieee now in the name 
(0) Geet Pe etn Ce rcs rere hat hom ye be transferred 
1K OP RCNE Re Ct Baie Oe A cote nt No Atak Pic ger babes as purchaser. 
Dated cyt ey ners vite ei, See eee , this Pee ayn 


(signature of licensee) 
The undersigned applies for the transfer of the 
above-numbered public vehicle operating licence and 
gives the following information: 


Name of applicant 


If an incorporated company, give name of: 


Presidente escent eee ee eas a ee een eee 


Manager 


Secretary-Treasurer 


INGO NOMINAL ONG uo nownuadanaandanddapenacanones 
If a partnership, give names of partners: 


And snamleroiemanagel saris ys rater herent 


ING CRESS creer eeihe cea OTRAS CL Te OATS cue Pe 


(signature of applicant) 


O. Reg. 43/52, Form 11. 
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Form 14 
The Niagara Parks Act 
PUBLIC VEHICLE LICENCE INOS EV cnrete tax oeete 


10 ict ce Or RL Oe On tee EI o Tare CIA REE, CMG A cies AS «crake eerie Obaark ae tong ce Lea tees ee eters 
to operate the niicie described hereunder on the highway described hereunder. 


Make of | Style Serial Seating Registration Year P. V. Operating 
Vehicle | Capacity | No. Licence No. 
| 
| 
| 
IGM Way «Sek crgtcizss coguieay md obits, catebanfocaevns Piatoey aerate ane atacand an aeverenere ney anne 
This licence expires on the 31st day of December, 19.... 
THE NIAGARA PARKS COMMISSION: 
Daya pgaa iticcen tre Sanitane Leann Rare IAS 
Dated at Niagara Falls, this........ Gay Of Ness reeiretiesierears FLO exe 


O. Reg. 43/52, Form 12. 
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Regulation 453 


under The Notaries Act 


FEES 


1. The fee for a commission appointing a barrister or solicitor as a notary public for Ontario is $10. C.R.O. 
1950, Reg. 306, s. 1. 


2. The fee for a commission appointing a person, other than a barrister or solicitor, as a notary public for 
Ontario is $20. C.R.O. 1950, Reg. 306, s. 2. 


3. Sections 1 and 2 do not apply to a commission appointing as a notary public for Ontario a person who 
is an employee of, 


(a) the Government of Canada; 
(b) the Government of Ontario; or 


(c) a municipality in Ontario where the commission appointing him is made upon the request of the 
head of the municipality. O. Reg. 231/56, s. 1. 
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Regulation 454 


under The Nurses Registration Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “registrar” means the person appointed by 
the Board to be registrar; 


(0) “school of nursing’”’ means a school of nursing 
established under The Nursing Act and the 
regulations under that Act. O. Reg. 200/58, 
Swale 


SCHOOLS OF NURSING 


3 2. An applicant for admission to a school of nursing 
shall, 


(a) be of a minimum age of seventeen years, 
except in the case of an applicant who holds 
a Secondary School Honour Graduation 
Diploma in addition to the educational 
requirements contained in clause }; 


(b) possess, 


(i) a Secondary School Graduation Di- 
ploma with standing in Grade 12 
chemistry and either Grade 12 physics 
or Grade 13 botany or zoology, or 
equivalent qualifications as determined 
by the Minister of Education, or 


(ii) where the applicant resides in another 
province of Canada, qualifications for 
entrance to a university that is a 
member of the National Conference of 
Canadian Universities and standing in 
science equivalent to that in  sub- 
clause i; and 


(c) submit to the director of the school of nursing 
to which application is being made, 


(i) a birth certificate, 


(ii) the report of a duly qualified medical 
practitioner certifying that the appli- 
cant is in good health and including the 
results of an x-ray of the chest, and 


(iii) a certificate signed by a dentist certify- 
ing that the applicant is in good dental 
health. O. Reg. 200/58, s. 2. 


3. The courses of instruction in a school of nursing 
shall include, 


(a) clinical experience in each of the subjects in 
column 1 of Schedule 1 for at least the time 
set opposite each subject in column 2; and 


(b) theoretical instruction in each of the subjects 
in column 1 of Schedule 2 and instruction in 
the topics in column 2 for at least the time 
set opposite each topic in column 3. O. Reg. 
200/58, s. 3. 


REGISTRATION 


4, Every applicant for registration by examination 
shall file an application with the registrar at least thirty 
days before the time set for examination and shall 
submit, 


(a) a certificate of qualification in Form 1 from 
a school of nursing; and 


(b) the examination fee prescribed by subsection 1 
of section 12. O. Reg. 200/58, s. 4. 


5.—(1) The registrar shall conduct or cause to be 
conducted examinations for registration upon the sub- 
jects prescribed by section 3 at least once a year and 
at such times and places as the Board deems necessary. 


(2) Where an applicant does not pass all of the 
examinations conducted at one time and place, she 
may try such additional examinations as the Board 
directs. O. Reg. 200/58, s. 5. 


6. The Board shall register any person who, 


(a) is a graduate of a school of nursing within 
Ontario; 


(b) has passed the examinations held under 


section 5; and 


(c) pays the registration fee prescribed in sub- 
section 2 of section 12. O. Reg. 200/58, s. 6. 


7.—(1) The Board shall register any person, 


(a) who has graduated from a school of nursing 
outside Ontario approved by the Board; 


(b) who, 


(1) is registered or entitled to renewal of 
registration outside Ontario under regu- 
lations similar to this Regulation, 


(ii) has registered outside Canada under 
regulations similar to this Regulation 
but whose registration has been can- 
celled by reason of being a Canadian 
citizen, or 


(iii) is unable to register in the place of 
graduation by reason of being a Cana- 
dian citizen and has passed examina- 
tions required by section 5; and 


(c) who pays the registration fee prescribed by 
subsection 3 of section 12. 


(2) The Board may accept in lieu of the require- 
ment in clause a of subsection 1 such qualifications 
as it deems equivalent thereto. O. Reg. 200/58, s. 7. 


8. Upon payment of the reinstatement fee pre- 
scribed in subsection 5 of section 12, the Board shall 
register every person who was registered under The 
Nurses Act when The Nurses Registration Act came into 
force. O. Reg. 200/58, s. 8. 


9.—(1) Subject to subsection 2, any person who 
fails to renew a registration shall be reinstated upon 
payment of the reinstatement fee prescribed in sub- 
section 5 of section 12. 


(2) Where a person applies to reinstate a registra- 
tion and ten years have elapsed since the person was 
last registered, the Board may require the applicant 
to pass further examinations. O. Reg. 200/58, s. 9. 
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REGISTRATION 


10.—(1) Upon each registration the registrar shall 
issue a certificate of the registration in Form 2. 


(2) Upon each renewal of registration the registrar 
shall issue a certificate of the renewal in Form 3. 
O. Reg. 200/58, s. 10. 


11.—(1) Every registration expires with the 31st 
day of December next following the date of registration 
unless it is renewed in accordance with subsection 2. 


(2) A registration may be renewed by paying the 
prescribed renewal fee on or before the first Monday in 
February in the year following that in which the regis- 
tration would have otherwise expired. O. Reg. 200/58, 
sll. 


FEES 


12.—(1) The examination fee is $10. 


(2) The registration fee for a registration made 
under section 6 is, 


(a) where the registration is made within one 
year of the date of the examinations, $10; 


(b) where the registration is made one year or 
more after the date of the examinations, $15. 


(3) The registration fee for a registration made 
under section 7 is $20. 


(4) The fee for renewal of registration is $5. 
(5) The reinstatement fee is $10. 


(6) All fees shall be paid to the Board. O. Reg. 
200/58, s. 12. 


DISCIPLINE 


13.—(1) The Board may, after a hearing, suspend or 
cancel a registration when it has been shown to the 
satisfaction of the Board that the person registered, 


(a) has procured registration by misrepresenta- 
tion or fraud; 


(b) has been guilty of malpractice; 


(c) has been convicted of any criminal offence for 
conduct that demonstrates that it is not in 
the public interest for her to continue to 
practise as a nurse; 


(d) is mentally or physically incapable of prac- 
tising nursing; 


(e) is so given over to the use of alcohol or drugs 
as to render the person registered incapable of 
practising nursing; or 


(f) has demonstrated by one or more negligent 
acts or omissions that she is incompetent to 
practise nursing. 


(2) The Board may, after a hearing, refuse to make 
or to renew a registration for any reason that the 
registration or renewal, if granted, could be suspended 
or cancelled. O. Reg. 200/58, s. 13. 
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Form 1 
The Nurses Registration Act 


CERTIFICATE OF QUALIFICATION FROM 
A SCHOOL OF NURSING 


AG WIS LOUD RAINY WYO BISWA P Gee ose. - was enrolled 
Tithe vistas Me School of Nursing located in........ 
in the Province of Ontarioonthe........ dayiolns sis ; 
iLO chee and that, 


(a) she successfully completed the course in this 


school on the........ GaVsOl ae chi eis’: ag ; 


OR 
(b) she will have completed the course in this 


SCHOO ONtheZ Ane eniscn GAY Obeict Mencken F 


Director of School of 
Nursing 


O. Reg. 200/58, Form 1. 
Form 2 
The Nurses Registration Act 
CERTIFICATE OF REGISTRATION AS A 
REGISTERED NURSE IN THE PROVINCE 
OF ONTARIO 
This is to certify that under The Nurses Registration 


Act and the regulations, and subject to the limitations 
thereof, 


AS eaten Cr RON He ye ee Sey OMe, | ho, old Cel oe relia eye 18 WER £16) 6) 8 LGls wp Ke ELLIS 


Dated at Toronto, the...... CLAY Olen iene ties ,19 
Pe GES ce Seana Spain ee 
Certificates No ncaa ce tare 

O. Reg. 200/58, Form 2. 
Form 3 


The Nurses Registration Act 
CERTIFICATE OF RENEWAL OF 
REGISTRATION AS A REGISTERED NURSE 
IN THE PROVINCE OF ONTARIO 

This is to certify that the registration of.......... 
as a Registered Nurse is renewed for the year ending 


the 31st day of December, 19..... 


Dated at Toronto, the........ Ay FOR na dncte ies I ee 


For the Board 


ew ce ey ee ke ee ee 


Registrar 
O. Reg. 200/58, Form 3. 
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NURSES REGISTRATION 


CoLuMN 1 


Schedule 1 


Subject 


obstetrical nursing 


paediatric nursing 


medical nursing and nutrition in relation to nursing 30 


operating-room nursing and surgical nursing 30 


12 
12 


CoLuMN 2 


Time in weeks 


le) 


O. Reg. 200/58, Sched. 1. 


Schedule 2 
CoLuMN 1 COLUMN 2 CoLuMN 3 
Subject Topics Time in 
hours 
Science anatomy and physiology 80 
bacteriology 25 
chemistry 20 
nutrition in health and disease 45 
pharmacology and therapeutics 40 
psychology 10 
Health and social education physical and mental health, the principles 
of teaching, and community health and 
social needs of the community 70 
Ethics and developments in 
nursing ethics, history, development and trends 40 
Elementary nursing elementary principles and practice of 
nursing 150 
Advanced nursing medical nursing 40 
surgical nursing 35 
obstetrical and gynaecological nursing 35 
paediatric nursing 20 
ophthalmological and otolaryngological 
nursing 15 
nursing in communicable disease 20 
Medical instruction medicine 20 
surgery | 20 
obstetrics and gynaecology | 20 
paediatrics 15 
communicable diseases 10 


O. Reg. 200/58, Sched. 2. 
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Regulation 455 


under The Nursing Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “‘board”’ means a board of directors, governors 
or trustees or a commission or other governing 
body or authority of a hospital in which a 
school is established; 


(o) “Council’’ means the Council of Nursing; 


(c) “hospital” includes a sanitarium or a sana- 
torium; 


(d) “school” means a school of nursing established 
under the Act; 


(e) ‘student nurse’ means a person admitted to 
a school; 


(f) “superintendent” means the superintendent of 
a school and includes the director of a school; 


(g) “‘trainee’’ means a person admitted to a 
training course; 


(h) “training centre’ means a place where a 
training course is conducted; 


(2) “training course” means a training course for 
nursing assistants. O. Reg. 48/52, s. 1; 
Oy Ince 7/56, & iGO, INee, DSS, es 1G 
O. Reg. 3/60, s. 1. 


ADMINISTRATION 


2. The Director is responsible to the Minister for 
the enforcement of the Act and regulations and shall 
keep, 


(a) a record of all schools and training courses; 


(6) a record of the results of all examinations 
leading to registration as certified nursing 
assistants; and 


(c) a record of all persons to whom a certificate 
of renewal of registration as a certified nursing 
assistant is issued. O. Reg. 48/52, s. 2. 


3.—(1) A Council of Nursing is established. O. Reg. 
48/52, s. 3 (1). 


(2) The Council shall be composed of the Deputy 
Minister of Health, the Director and ten other members 
appointed by the Lieutenant Governor in Council, 
consisting of, 


(a) a representative of the Hospital Services 
Commission of Ontario who is either a 
registered nurse or a qualified medical 
practitioner; 


(6) an officer of the Department of Education; 


(c) three registered nurses, designated by the 
Minister, who are directors of schools, of 
whom one is director of a school conducted 
by a university; 


(d) a duly qualified medical practitioner desig- 
nated by the Minister; 


(e) two registered nurses recommended by the 
Registered Nurses’ Association of Ontario; 


(f) a member of the Ontario Hospital Association 
recommended by that Association; and 


(g) a member of the Ontario Medical Association 
recommended by that Association. O. Reg. 
48/52, s. 3 (2); O. Reg. 16/55, s. 1; O. Reg. 
104/60, s. 1 (2); O. Reg. 121/60, s. 1. 


(3) A member appointed under clause a, 6, ¢ or d 
of subsection 2 shall hold office for a term of three years 
or until his successor is appointed. 


(4) Where a member referred to in subsection 3 
has served for two consecutive terms, he is not eligible 
for appointment for a period of three years from the 
expiration of his second term. 


(5) Subject to subsection 6, a member appointed 
under clause e, f or g of subsection 2 shall hold office 
for a term of two years. 


(6) Where a member referred to in subsection 5 
has served for three consecutive terms, he is not eligible 
for appointment for a period of two years from the 
expiration of his third term. O. Reg. 48/52, s. 3; 
O. Reg. 16/55, s. 1. 


4.—(1) The Council shall elect annually from its 
members a chairman and a vice-chairman, who shall 
hold office during the pleasure of the Council. 


(2) The Director shall be the secretary of the 
Councii. O. Reg. 16/55, s. 2. 


5. Six members of the Council constitute a quorum, 
and all business of the Council shall be decided by a 
majority of the members present. O. Reg. 48/52, s. 5; 
O. Reg. 16/55, s. 3. 


6.—(1) The Council may by resolution determine 
the time and place of meetings and the procedure of 
summoning and conducting meetings and may make 
recommendations to the Minister for the better adminis- 
tration of the Act and the regulations. 


(2) When requested by the Deputy Minister, the 
Director shall give notice in writing to each member 
of the Council of the time and place of the first meeting. 
O. Reg. 48/52, s. 6. 


7. The chairman of any meeting has the same 
right to vote as any other member of the Council, but 
has no casting vote, and in the event of an equality 
of votes the motion shall be declared lost. O. Reg. 
AVS DAS emi 


8.—(1) The Lieutenant Governor in Council may 
appoint one or more registered nurses to be an inspector 
or inspectors of schools or training courses. 


(2) Subject to the direction of the Director, an 
inspector shall inspect schools and training courses at 
least once every two years. O. Reg. 3/60, s. 2. 


(3) An inspector shall submit a report of his 
inspections to the Director. O. Reg. 225/57, s. 2. 
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SCHOOLS OF NURSING 
9. Before any hospital or university establishes a 
school it shall give notice in writing of the proposed 
establishment to the Director. O. Reg. 48/52, s. 9. 
10.—(1) Every school shall provide a training staff 
for training student nurses as prescribed by sub- 
section 2. 
(2) The staff shall include, 
(a) a superintendent of nurses; 
(6) an assistant superintendent of nurses; 
(c) a night superintendent of nurses; 
(d) a nurse supervisor in every department of 
the hospital to which student nurses are 


assigned; and 


(e) at least two nurses for class room instruction. 


(3) Every member of the staff shall be a registered 
nurse. O. Reg. 48/52, s. 10. 


11. The board shall establish a school of nursing 
advisory committee. O. Reg. 71/56, s. 2. 


12.—(1) The advisory committee shall be composed 
of, 


(a) the superintendent of the hospital in which 
the school is established; 


(b) the superintendent of the school; 


(c) the president of the medical staff of the 
hospital; and 


(d) not less than four and not more than seven 
members who shall be appointed by the 
board under subsections 2 and 3. 


(2) The persons appointed by the board under 
clause d of subsection 1 shall be, 


(a) one member of the board; 
(b) one member of the Alumnae Association, if 


any, of the school, who is recommended by 
the Alumnae Association; 


(c) one person who resides in the area served by 
the hospital; and 


(d) one 


duly qualified medical practitioner 
recommended by the medical staff of the 
hospital. 


(3) Where the board appoints more than four 
persons, the fifth member shall be a person who resides 
in the area served by the hospital, and the sixth and 
seventh members shall be appointed from persons who 
reside in the area served by the hospital and from among 
duly qualified medical practitioners recommended by 
the medical staff of the hospital. O. Reg. 71/56, s. 2. 


13.—(1) A member of the advisory committee 
appointed by the board shall hold office for a term of 
two years, and is eligible for re-appointment at the 
expiration of his term of office for a further term, but 
is not thereafter eligible for re-appointment until the 
expiration of a further two years. 


(2) Where a member appointed by the board dies, 
resigns or becomes incapacitated, the vacancy so 
caused shall be filled for the remainder of the term of 
such member by a person appointed by the board in 
the manner prescribed in section 12. O. Reg. 71/56, 
Ss 2s 


14.—(1) The advisory committee shall, 


(a) elect annually from its members a chairman 
and a secretary; 


(6) hold not fewer than three meetings a year; 


(c) by resolution determine the time and place 
of meetings and the procedure for summoning 
and conducting its meetings; 


(d) investigate and report to the board matters 
referred to it by the board; 


(e) investigate and make recommendations to 
the board in regard to any matter relating 


to the maintenance and management of the 
school; and 


(f) where the board appoints a superintendent, 
recommend one or more candidates for the 


board’s consideration. 


(2) A majority of the committee is a quorum. 
O. Reg. 71/56, s. 2. 


SUPERINTENDENT 


15. No person shall be appointed superintendent 
unless that person, 


(a) is a registered nurse; and 

(6) has successfully completed a course of at least 
one year in nursing at a university acceptable 
to the Council or the equivalent as determined 
by the Council. O. Reg. 71/56, s. 2. 

16.—(1) The superintendent shall, 

(a) be present at meetings of the board when 
matters relating to the policies, organization, 
administration and conduct of the education 
programme and management of the school are 
under discussion; and 

(b) submit annually to the board a report on the 
operation of the school over the previous 
year. 


(2) The report referred to in clause b of subsection 1 
shall contain particulars of, 


(a) the teaching staff; 

(6) the teaching programme; 

(c) the adequacy of facilities; 

(d) enrolment of student nurses; 

(e) the health of student nurses; 

(f) recommendations of the superintendent con- 
cerning the maintenance and conduct of the 
school; and 

(g) such other matters as the superintendent 
deems necessary or as the board directs. 
O. Reg. 71/56, s. 2. 

17.—(1) A school shall provide for the use of 
student nurses a separate building as a residence 
equipped with, 

(a) lavatory facilities including, 

(i) one toilet, 
(ii) one wash-basin, and 


(iii) one bath-tub, 


for each six students; 
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(b) a separate room and clothes closet for each 
student nurse in respect of at least 50 per cent 
of the student nurses; 


(c) a separate room and clothes closet for each 
two student nurses in respect of the student 
nurses for whom the accommodation pre- 
scribed by clause 0 is not available; 


(d) quiet residential accommodation for night 
nurses; and 


(e) a recreation room. 


O. Reg. 148/53, s. 1. 


O. Reg. 48/52, s. 1 (1); 


(2) A school shall provide for the use and instruc- 
tion of student nurses, 


(a) class rooms including, 
(i) at least one class room for the accom- 
modation of all the student nurses 
enrolled in the training school, 


(i1) one class room for the accommodation 
of a class, and 


(iii) one demonstration room for the 
accommodation of a class and equipped 


with at least one bed and one bedside 
table for every six students in the class; 


(b) laboratories including, 


(i) a science laboratory large enough to 
accommodate sixteen students, and 


(ii) a dietetic laboratory large enough to 
accommodate sixteen students; 


(c) one of each of, 
(i) a library, 


(ii) a study containing at least one chair 
and one table for each eight students, 


(iii) an office for each instructor, 
(iv) a cloak-room and wash-room, 
(v) a storage room, and 


(vi) a cleaning cupboard with hopper and 
sink, 


and such other accommodation as may be 
required; 


(d) blackboards; 

(e) anatomical charts; 

(f) skeletons; 

(g) specimens of bones; 

(h) demonstration beds; 

(t) manikins; 

(7) students’ chairs; 

(k) reference books; 

(1) cupboards for demonstration equipment; 
(m) one microscope for every three students; and 


(m) all other necessary equipment. O. Reg. 


48/52, s. 11 (2). 
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18.—(1) The superintendent shall not permit a 
student nurse to assume responsibility as a nurse until 
the student nurse has completed a probation period 
of training of not less than eighteen weeks. 


(2) The probation period shall not exceed twenty- 
four weeks. 


(3) The training of a student nurse during the 
probation period shall include practical demonstrations 
of nursing methods and the practice thereof under the 
supervision of a nurse. O. Reg. 48/52, s. 12. 


19. When a student nurse has completed the pro- 
bation period under section 18, the superintendent 
shall notify the Director. O. Reg. 48/52, s. 13. 


20.—(1) A school shall provide a three-year course 
of training and shall give the courses of instruction 
prescribed from time to time by the regulations made 
under The Nurses Registration Act. 


(2) A student nurse shall complete the courses of 
instruction referred to in subsection 1 before receiving 
the certificate of qualification under section 27. 


(3) The probation period prescribed by section 18 
shall be included in the computation under subsection 1 
of the period of training completed by a student nurse. 
O. Reg. 48/52, s. 14 (1-3). 


(4) Subsections 1 and 2 do not apply to a school of 
nursing that is established and operated by the Hospital 
Services Commission of Ontario. O. Reg. 218/60, s. 1. 


(5) Where, in the opinion of the Council, the 
instruction and hospital services in a school do not 
meet the requirements of this Regulation, the Council 
may approve an arrangement whereby student nurses 
in the school may continue their courses in another 
school. O. Reg. 48/52, s. 14 (5). 


21. No student nurse shall receive clinical experi- 
ence except in accommodation for the treatment of 
patients in a hospital in which, 


(a) the nursing services are supervised by a 
registered nurse; 


(6) at least 40 per cent of the nursing services 
are performed by registered nurses; 


(c) the nursing staff is sufficient to provide each 
patient with at least, 


(i) two hours of nursing care between the 
hours of 8 o’clock in the forenoon and 
4 o'clock in the afternoon in each day, 


(ii) one hour of nursing care between the 
hours of 4 o’clock in the afternoon and 
11 o’clock in the afternoon in each day, 
and 


(iii) one-half hour of nursing care between 
the hours of 11 o’clock in the afternoon 
of a day and 8 o'clock in the forenoon of 
the next day. O. Reg. 233/60, s. 1. 


22. Student nurses shall be assigned only to a 
ward or a division in which supervision by a registered 
nurse is provided for all periods of duty. O. Reg. 
233/60, s. 1. 


23. Student nurses shall not provide more than 
40 per cent of the nursing care to the patients in a 
hospital. O. Reg. 233/60, s. 1. 


24.—(1) No student nurse shall be required to 
devote more than an aggregate of fifty-eight hours a 
week to classes of instruction and hospital work. 


(2) A student nurse shall be given an annual 
vacation of not less than two weeks. O. Reg. 48/52, 
Sado: 
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25.—(1) Every school shall keep a record of its 
student nurses. 


(2) The record shall contain, 


(a) the educational qualifications and date of 


birth; 
(b) the time spent by the student nurse in 
receiving, 
(i) clinical experience and training, and 
(ii) instruction in the theory of nursing for 
each subject taught; 
(c) the subjects taught and by whom; 
(d) time lost through illness or leave of absence; 
(e) any characteristics or particulars affecting or 
in any way relating to the efficiency of the 
student nurse; and 
(f) such details of health examination as the | 


Minister requires. O. Reg. 48/52, s. 16. 

26.—(1) Except with the approval of the Director, 
no school shall admit as a student nurse any person 
who has been dismissed from a training school. 


(2) Except with the approval of the Director, no 
student nurse in a school shall transfer to another 
school. O. Reg. 48/52, s. 17. 


27. The superintendent shall issue to every student 
nurse who has completed the course of instruction 
and fulfilled any other requirements for graduation 
from the school a certificate of qualification in Form 1. 
O. Reg. 48/52, s. 18. 


28.—(1) The superintendent of a school shall make 
a report annually for the year ending with the 31st day 
of December to the Director not later than the 31st 
day of January next following. 


(2) The annual report shall contain, 


(a) 


particulars of clinical facilities for teaching 
nurses; 


the names of instruction staff; 
the number of all students enrolled; 


particulars of the programme in respect of 
the health of student nurses; and 


particulars of lecture courses and_ clinical 
training. O. Reg. 48/52, s. 19. 


NURSING ASSISTANTS 


29. Before a hospital or university establishes a 
training course it shall give notice in writing of the 
proposed establishment to the Director. O. Reg. 48/52, 
s. 20. 


30. A training course shall provide for ten months 
of instruction or, where instruction is given on a part- 
time basis, twelve months. O. Reg. 223/57, s. 1. 


31.—(1) Every instructor employed in a training 
centre shall be a registered nurse. 


(2) A training centre shall have at least one in- 


structor engaged exclusively in the instruction of 
trainees. O. Reg. 48/52, s. 22. 


32. Every training centre shall provide, 


(a) lecture rooms; 


(b) demonstration rooms; 
(c) a cooking laboratory; and 
(d) teaching aids. O. Reg. 48/52, s. 23. 


33. The courses of instruction in a training centre 
shall include, 


(a) theoretical instruction in each of the subjects 
in column 1 of Schedule 1 and instruction in 
the topics in column 2 for at least the time 
set opposite each topic in column 3; and 


(b 


clinical experience and training in each of the 
subjects in column 1 of Schedule 2 for at 
least the time set opposite each subject in 
column 2. O. Reg. 223/57, s. 2. 


34. Every training centre shall keep a written 
record of every trainee. O. Reg. 48/52, s. 27. 


35. The record shall include, 
(a) her date of birth; 
(b) her educational qualifications; 
(c) the number of hours of instruction; 
(d) her attendance; 
(e) the results of all examinations; and 


Gy) pe ee and health record. O. Reg. 48/52, 
SS 


36.—(1) No person under the age of seventeen 
years shall be admitted as a trainee. O. Reg. 48/52, 
S29 (1) (Os ReowiSi//53.sa4. 


(2) No person shall be admitted as a trainee unless 
she has completed Grade 8 in Ontario, or the equivalent 
as determined by the Minister of Education. O. Reg. 
48/52, s. 28 (2). 


37.—(1) The Council shall prescribe examinations 
for registration as a certified nursing assistant upon the 
subjects prescribed by section 33. 


(2) The Director shall conduct or cause to be 
conducted the examinations at least once a year at 
each training centre. O. Reg. 48/52, s. 30. 


38. A trainee who, 


(a) has completed the training course or has 
attended the training course for at least nine 
months ending within thirty days of the date 
fixed for the examination; 


(b) is recommended by the training centre; and 
(c) has submitted to the Director, 
(i) an application in Form 2, and 


(ii) the certificate in Form 3 of the in- 
structor referred to in subsection 2 of 
section 31, 


may write the examination for trainees. 


\ O. Reg. 
48/52, s. 31; O. Reg. 157/53, s. 5. 


39.—(1) Any person may write the examination 
for trainees who, 


(a) has attended as a student nurse for at least 
ten months at a school of nursing in Ontario 
or in a school of nursing outside Ontario 
approved by the Council, and is employed as 
a nurse ina public hospital and is recommended 
for registration by that hospital; 
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(b) has completed a course of training in nursing 
outside Ontario approved by the Council 
for at least ten months and has been employed 
in a public hospital in Ontario for twelve 
months and is recommended for registration 
by that hospital; 


(c) has graduated from a course of instruction 
in nursing conducted by a public hospital in 
Ontario before September, 1954; or 


(d) has completed a course of clinical and theo- 
retical training in nursing equivalent to the 
courses of training referred to in clause a, b or 
c as determined by the Director. 


(2) Where the Director determines that the course 
of training of an applicant under clause d of subsection 1 
is not equivalent to the course of training referred to in 
clause a, 6 or c of subsection 1, the Director may refer 
the application to the Deputy Minister together with a 
report thereon, and the Deputy Minister shall review 
the qualifications and the training received by the 
applicant and the report of the Director and he may 
authorize the Director to permit the applicant to 
write the examination. O. Reg. 196/60, s. 1 (2). 


40. The Director shall register as a certified nursing 
assistant any person, 


(a) who, 


(i) has passed the examinations pre- 
scribed by section 37, 

(ii) has completed the Ontario demonstra- 
tion course of instruction for practical 
nurses conducted by the Registered 
Nurses’ Association of Ontario at the 
cities of Hamilton, London and Toron- 
to during the years of 1941 to 1944, 
both inclusive, 


(iii) is a discharged member of Her Majes- 
ty’s Forces and has completed the 
course for practical nurses under 
Canadian Vocational Training in On- 
tario, or 


(iv) is registered as a nurse outside Ontario 
but is unable to register in Ontario by 
reason of a lack of academic qualifica- 
tions; and 


(b) who has paid the registration fee. O. Reg. 
48/52, s. 32; O. Reg. 223/57, s. 4. 


41. The Director shall register any person who, 


(a) has graduated from a training course for 
nursing assistants outside Ontario approved 
by the Council; 


(b) has been certified outside Ontario under re- 
quirements satisfactory to the Council; and 


(c) has paid the registration fee. O. Reg. 48/52, 
Sy Soe 


42. The Director shall issue to every nursing 
assistant who is registered a certificate in Form 4. 
O. Reg. 48/52, s. 34. 


43.—(1) Every certificate of registration remains 
in force during the year in which it is issued, and 
until the date of renewal prescribed by subsection 2. 


(2) Every certified nursing assistant shall pay to 
the Director a renewal fee on or before the first Monday 
in February in each year, and upon payment thereof 
the Director shall issue a certificate of renewal of 
registration in Form 5. 
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(3) No renewal certificate shall be issued until all 
arrears of fees have been paid. O. Reg. 48/52, s. 35. 


44.—(1) The fee for registration as a§certified 
nursing assistant is $3. 


Ae The fee for the annual renewal of registration 
is $1 


(3) The fees shall be paid to the Director. O. Reg. 
48/52, s. 36. 


45. The Minister, on the recommendation of the 
Council, may suspend or cancel the certificate of a 
certified nursing assistant when it has been shown to 
the satisfaction of the Council at a hearing that the 
holder, 


(a) has procured registration by misrepresentation 
or fraud; 


(b) has been guilty of malpractice; 
(c) has been convicted of any criminal offence 
associated with the practice of a nursing 


assistant; 


(d) is mentally or physically incapable of practis- 
ing as a nursing assistant; or 


(e) is so given over to the use of alcohol or drugs 
as to render her incapable of practising as a 


certified nursing assistant. O. Reg. 48/52, 
SEOs 


NURSES’ REGISTRIES 
46.—(1) An application for a licence to carry on a 


nurses’ registry shall be made to the Director in 
Form 6. 


(2) An application for a licence shall be accom- 
panied by the prescribed licence fee. O. Reg. 225/57, 


Shoe 


47. A licence to carry on a nurses’ registry shall be 
in Form 7. O. Reg. 225/57, s. 3. 


48. Where, on or before the expiry date of a licence, 


(a) an application for renewal is made to the 
Director in Form 8; and 


(b) the renewal fee is paid, 


the licence shall be renewed for one year from the 
expiry date. O. Reg. 225/57, s. 3. 


49.—(1) The fee for a licence in Form 7 is $15. 


(2) The fee for the renewal of a licence is $5. 
OF Regs 225/sinsess 


50. A licence in Form 7 shall not be issued unless 
the applicant, 


(a) is of good character; 
(b) is financially responsible; and 


(c) complies with the Act and the regulations. 
O; Ree, BYSYSilly Be Se 


51. A licence may be suspended, revoked or not 
renewed, 


(a) where the licensee is in breach of sections 52 
to 57; or 


(b) for any reason that a new application therefor 
would be refused. O. Reg. 225/57, s. 3. 
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52.—(1) A person carrying on a nurses’ registry 
shall keep and maintain records of, 


(a) the name, address and qualifications of each 
nurse who is a member of the registry; 


(b) the name and address of each patient for 
whom a nurse is supplied by the registry, and 


(i) the type of illness and condition of 
the patient, 


(ii) the name of the doctor in attendance 
on the patient, 


(iii) the name of the nurse supplied by the 
registry for the patient, and 


(iv) the period of employment of each 
nurse supplied for the patient and 
the reason for the termination of her 
services; and 


(c) a copy of the contract required by section 53 
in respect of each nurse member. 


(2) The Director or an officer of the Department 
authorized for the purpose by the Director may 
examine the records required to be kept under sub- 
section 1 at any time. O. Reg. 225/57, s. 3. 


53. The terms upon which a nurse becomes a 
member of a registry shall be evidenced by a contract 
in writing. O. Reg. 225/57, s. 3. 


54. A person carrying on a nurses’ registry shall 
ensure that each nurse member is examined for the 
presence of tuberculosis at least once each year. 
O. Reg. 225/57, s. 3. 


55. Notwithstanding any agreement to the con- 
trary, no person carrying on a nurses’ registry shall 
charge a nurse member, 


(a) a commission exceeding 5 per cent of the 
nurse’s earnings from services referred to her 
by the registry; and 


(b) a membership fee exceeding $5 a year. O. Reg. 
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56.—(1) No person carrying on a nurses’ registry 
shall admit to membership in the registry a person 
who is not physically fit to perform full nursing duties 
and who is not, 


(a) a registered nurse; or 


(b) a certified nursing assistant. O. Reg. 225/57, 
s. 3, revised. 


(2) No person carrying on a nurses’ registry shall 
retain as a member a person who ceases to be qualified 
for admittance as a member. O. Reg. 225/57, s. 3. 


57. Before any person carrying on a nurses’ registry 
assigns a nurse to a patient, he shall secure from the 
doctor in attendance on the patient particulars of the 
condition of the patient, the nature of the duties in- 
volved and the type of nurse member who should be 
assigned. O. Reg. 225/57, s. 3. 


58. The following nurses’ registries are exempt 
from section 3 of the Act: 


1. Community nursing registries sponsored by 
the Registered Nurses’ Association of Ontario. 


2. Registries operated by ten or more registered 
nurses. 


3. Registries located in a public hospital within 
the meaning of The Public Hospitals Act. 
ON Regi 225 /5.7,78:, 3: 


Form 1 
The Nursing Act 
CERTIFICATE OF QUALIFICATION 


dkhisrcentifies thateeoutat.< 2 Sean e oer cre aint 
(name of person) 


OLS. Fe es es ge ee ee ee completed the 
(address ) 


courses of instruction and fulfilled the requirements 


for graduation from the school of nursing of........ 


_(signature of 
superintendent of nurses) 


O. Reg. 48/52, Form 1. 


Form 2 
The Nursing Act 


APPLICATION TO WRITE EXAMINATION 
FOR TRAINEES 


To the Director of Nursing, 
Parliament Buildings, 
Toronto, Ontario. 


I apply to write the examination for trainees and 
I make the following statements of fact: 


Ly dNain evin fll etaea ceeysth ee Gene terete oe ae ernie 
Permanent addresciesc mats an ieee aca eerie ee 
Se, lemporany address. su enema mtee aoa eeet ne 
4. Name of nearest relative or guardian............ 
SeuDateandsplace of binth: cn dees ce ante eee eran 
Oneliolonmennre rant. Ractalloriginl sn nvreenieare siete 
is Wiatitalstatucey £55 ..Wintd 4 ees. ee en eaten, 

Numiberomdependants. ane acaniiee seiner eal ate 
8. Number of years in public school................ 

Certificateneld cc into ci: cea Cees Ger eacr ead 
9. Number of years in high school................. 

Certificate netdec se.c ccs tacte scm oe mete eee 


10. Name and location of last school attended........ 


12. Previous experience in nursing before taking train- 
AITOMCOUES One, ie Renee cate io corre tes acta 


ie aNameottrarmine rcentee mech Wyse se vrs. s cee 


HOGaO Tt SER, a ee ee a ee Oe AEE ee oP 
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15. Are you certified as a nursing assistant in any other 
If so, specify 

and give number of certificate.................. 
16. State examination centre at which you wish to be 


EXAMINE MEE esa Smee eet clac at t 


(signature of applicant) 
O. Reg. 48/52, Form 2. 


Form 3 
The Nursing Act 
CERTIFICATE OF INSTRUCTOR 


Mecertivss thatumerane a seems ee etoe es entered 
the training school for nursing assistants............. 
(location ) 
Cinna crt oe , and completed the course on 
(date) 
Deel nthe Corer eee ale , and that the training in theory 
(date) 


and practice of nursing was satisfactory. 


Estimation of ability and personality................ 


Progress made during course and type of work for 


UETCLESUILE CREE ANI pies eT TAS See okt 5, chee akeveieenes 


ERR aliwipilalve’eiin. (ew ehwes «elleverie ie wilelmisrie ite aha ie.laiiel(siehe i Ciekeral © aleve! & 9 ce: os 


Instructor 


O. Reg. 48/52, Form 3. 


Form 4 
The Nursing Act 


CERTIFICATE AS A CERTIFIED 
NURSING ASSISTANT 


This certifies that under The Nursing Act and the 
regulations, and subject to the limitations thereof, 


(name of person) (address) 


is a Certified Nursing Assistant. 


(signature of Director) 


O. Reg. 48/52, Form 4. 


Form 5 
The Nursing Act 
CERTIFICATE OF RENEWAL OF 
REGISTRATION AS A CERTIFIED 
NURSING ASSISTANT 


This certifies that the registration of............ 


SpE Pee nea Be as a certified nursing assistant 
(name of person) 


is renewed for the year ending the 31st day of Decem- 


Der 1 Oke 


(signature of Director) 


O. Reg. 48/52, Form 5. 


Form 6 
The Nursing Act 


APPLICATION FOR LICENCE TO 
CONDUCT A NURSES’ REGISTRY 


To the Director, 
Nursing Branch, 
Ontario Department of Health, 
Parliament Buildings, Toronto. 

I hereby make application for a licence to conduct a 
nurses’ registry under the provisions of The Nursing 
Act and the regulations made thereunder. 


Enclosed is the required fee of $............ 


(name and address of operator of registry) 
3. For character references apply to: 


(name and address of legally qualified 
medical practitioner) 


(name and address of bank manager) 


4. The registry is owned by: (name of person or part- 
ners or directors if incorporated) 


(address) 
O. Reg. 225/57, s. 3 (7). 
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Form 7 


The Nursing Act 
LICENCE FOR NURSES’ REGISTRY 
MICENEE NINO sites aiereeienerais 


Under The Nursing Act and the regulations, and 
subject to the limitations thereof, this licence is granted 
to 


Form 8 
The Nursing Act 


APPLICATION FOR RENEWAL OF A LICENCE 
TO CONDUCT A NURSES’ REGISTRY 


To the Director, 
Nursing Branch, 
Ontario Department of Health, 
Parliament Buildings, Toronto. 


Under The Nursing Act and the regulations, I 
hereby make application for renewal for one year of 


licence sNOna veer to conduct a nurses’ registry. 


Enclosed is the required fee of $ 


Pena p Dees. hates eriaytedcnn ts eee fe ways oneal ere cts 
Iv r Ss e istry * . see SEL ON ian Ho 
Me og a ee ee (name and address of registry) 
‘uhiswlicencevexpires with! therlst day oraliuly. Ose ashe Ze) ceeies seus chasraniete wane tear te Crease Ces eer eee 
(name and address of operator of registry) 
Dated at Toronto, this...... CAyTOD ee nomen. FeO tN arly cet ee 
(signature of owner) 
OSORIO ES eae a alee 2 | 2d DY de cadre Wy ee a are ANN Meat be eho 
Director (address) 
O. Reg. 225/57, s. 3 (8). O. Reg. 225/57, s. 3 (9). 
Schedule 1 
CoLuMN 1 CoLuMN 2 CoLuMN 3 
Subject Description Time in 
Hours 
Biology Elementary instruction in the structure and function of the 30 
human body. 
Nutrition Normal body requirements, simple cookery in health and disease, 20 
meal planning. 
Hygiene Individual and community health. 10 
Relationships Working relationships, personal development, ethics, role of the 10 
trained auxiliary worker. 
Nursing in Emergencies | Community effects of disaster, what the nursing assistant can 10 
do, first aid. 
Elementary Nursing Orientation to nursing, including planned, related observation 100 
and experience. 
Total needs of the patient, basic principles— 
Making the patient comfortable: 
Admission and discharge of patients, 
Bathing of patients, 
Bedmaking, ; 
Housekeeping—care of equipment, 
—daily cleaning, 
Prevention and care of pressure sores, 
Care of hair, 
Care of mouth and teeth, 
Feeding of patients. 
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CoLuMN 1 CoLuMN 2 


Subject Description Time in 
Hours 


Treatments: 
Applications of heat—(unsterile) 
Applications of cold, 
Charting, 
Collection of specimens, 
Enemata, 
Temperature, pulse and respiration, 
Nose and throat treatments. 


Medications: 
Pouring and giving of SrmmpLe oral medications, 
Technique of hypodermic preparation for the home. 


Clinical Nursing Medical-Surgical Nursing— 
simple instruction in medicine and surgery, care of the 
chronically ill, rehabilitation. 


Care of the Well Child— 
general care and development, feeding, training, daily 
routine for care of baby and mother in the home, im- 
munization. 


Care of the Expectant Mother— ; 
signs and symptoms of pregnancy, pre-natal hygiene and 
medical care, brief outline of process of labour, post-natal 
care. 


OF Reg. 223/50, Sac. 


Schedule 2 
COLUMN 1 CoLuMN 2 
Item Subject Time in Weeks 

1 Medica! Nursing, including care of the chronically ill. 4 
2 Surgical Nursing, including simple pre-operative care and post-operative care 4 

of the convalescent patient. 
3 Paediatric Nursing with the less acutely ill and convalescent child. 4 
4 | Obstetrical Nursing, care of the post-partum patient, observation in pre-natal 4 

and well-baby clinics. 


O. Reg. 223/57, s. 2; O. Reg. 22/58. 
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Regulation 456 


under The Official Notices Publication Act 


RATES 


1. In this Regulation “‘line’’ means agate line. 
C.R.O. 1950, Reg. 308, s. 1. 


2.—(1) The rates payable for publication of matters 
in The Ontario Gazette are, 


(a) for a double-column insertion of, 


(i) a notice of the sale of land for arrears 
of taxes, $5, and 


(i) a list of lands liable to be sold for 
arrears of taxes, 25 cents a line or 
fraction thereof; and 


(b) for a single-column insertion of all other 
matter, 


(i) on the first insertion, 20 cents a line or 
fraction thereof, and 


(ii) on each additional insertion, 10 cents a 
line or fraction thereof. 


(2) The rates in subsection 1 shall be paid as 
follows: 


1. Upon submitting the copy of a matter for 
publication, $5 for the first insertion and $2.50 
for each additional insertion requested. 


2. Except for the rates payable under subclause i 
of clause a of subsection 1, the balance, after 
crediting the amount paid under clause a, 
upon receipt of an account from the Queen’s 
Printer. 


(3) Where the amount paid under paragraph 1 of 
subsection 2 exceeds the rates payable, the person 
making that payment is entitled to a refund of the 
amount by which the amount paid exceeds the rates 
payable. C.R.O. 1950, Reg. 308, s. 2. 


3.—(1) The 
Gazette are, 


rates payable for The Ontario 


(a) by subscribers for a subscription of 52 weekly 
issues, $6; and 


(b) by others for a single copy, 15 cents. 


(2) The rates in subsection 1 shall be paid in 
advance. C.R.O. 1950, Reg. 308, s. 3. 
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Regulation 457 


under The Old Age Assistance Act 


GENERAL 


1.—(1) Application for assistance shall be made in 
writing to the Director in Form 1. 


(2) The application shall be supported by a statu- 
tory declaration of the applicant or person making 
application on behalf of the applicant in the form 
endorsed on Form 1. 


(3) The application shall be accompanied by, 


(a) a statutory declaration in Form 2 made by a 
reliable and disinterested person, other than 
the applicant, as regards residence in Canada 
of the applicant; and 


(b) aconsent to inspect assets in Form 3. O. Reg. 


68/525sy 1: 


2. Every district welfare administrator, district 
welfare supervisor and field worker of the Department 
of Public Welfare is designated as an investigator. 
O. Reg. 60/57, s. 1. 


POWERS AND DUTIES OF INVESTIGATORS 


3. An investigator shall, at the request of the 
Director, investigate and report in writing to the 
Director upon, 


(a) the persons and their circumstances in relation 
to the conditions specified in any agreement 
made under section 2 of the Act; and 


(b) any matter in respect of assistance. O. Reg. 


68/52, s. 4, revised. 


4. A local authority shall without charge to the 
applicant, 


(a) obtain the necessary information for and 
complete Form 1 and Form 2; and 


(6) attend upon the execution of the forms and 
send the executed forms to the Director. 
O. Reg. 68/52, s. 5. 


5. A recipient, other than a recipient who is an 
Indian and eligible for medical services under the 
Indian Act (Canada), is entitled without cost to 
receive medical services provided under any agreement 
in writing in force from time to time between the Crown 
in right of Ontario and the Ontario Medical Association. 
O. Reg. 148/60, s. 1. 
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Form 1 


The Old Age Assistance Act 


APPLICATION FOR ASSISTANCE 


1. NAME OF APPLICANT 


eT calcel be als at tiw Lallballa tol th 58) er Ree eg ait 


Surname Given Name(s) 
ADDRESS 
Number, Street or Rural Route City, Town, Village or P.O., Township County 
If Married Woman—Give Maiden Name Has Name been changed other than by marriage? 


Yes lay. (Nou [ay ¢Rormer Names 2. 7cc.cs see cores 


2. MARITAL STATUS 


SINGLE oO 
MARRIED [] 


Dane Nl mince WIDOWED fa Date Place 


DIVORCED { 


Is Applicant living with spouse? Yes [] No (J SEPARATED 1 


Previous Applicant Yes? a] —No 
Marriages? Spouse Yes [] No 


00 


DESERTED 


3. PERSONAL DATA 


Given Name(s) Place of Birth Birthdate Proof Sex Occupation 

A. APPLICANT 

B. SPOUSE | 

4, FAMILY — especially parents, and all living sons and daughters 

Relationship Full Name Address Living | Deceased 

MOTHER Maiden Name 

FATHER 

Age | Contributions 


Yes No 
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5. RESIDENCE 


Province or Country Municipality Postal Address Dates 


Address in August, 1940: 
If born outside Canada, state date of arrival in Canada: 


6. REAL PROPERTY 


A. Property and | A. R. |Assessed MORTGAGES TAXES Fire Insurance 
Location: se) aot yet Value Full Principal | | 
O. Amount |Payment| Interest | Year | Arrears|/Paid By| Yearly |Paid By 
ee ea cer ie ica ge sera aot 
Dy Cale. a | ee 
3. | | 


Give details of mortgages below: 


B. Transfer of property 


1. Have any properties—real or personal—been transferred within 5 years, by gift, sale, quitclaim or 
foreclosure? Applicant Yes [] No [J Spouse Yes] No 


2. Is maintenance of any kind being received as a result of any such transfer? iVies) [i Non (al 


7. LIVING CONDITIONS AND EXPENSES 


A. Where maintaining own quarters, describe, give number of rooms and complete expenses. 
Type | Rooms 


Monthly living expenses | 


Monthly Monthly ; 
Cost of Amount | Paid By Cost of Amount |Paid By 
Rent or Taxes —on occupied property Coal Oil 
Mortgage Interest—on occupied property Fuel 
Fire Insurance —on occupied property Telephone 


Water Other 
Electricity 
Gas 


oz 
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B. | Applicant Spouse | Monthly Amount 
Yes No! Yes No |App.$ Sp. $ 
i. Boarding? With whom, and relationship? 
ii. Is board free? If yes, reason: 
iii. If allowance granted, 
will board be paid? App. $ Sp. $ If no, why? 
iv. If no fixed board paid, , 
any other contribution? App. $ Sp. $ If yes, in what way? 
C. 7 . . . 
In Hospital, Nursing Home | Yes | No | Yes| No |App.$ Sp. $ Paid by, relationship, and from 
or other Institution? what date? 
Name of Institution: Type: 
Details Full Amount charged to patient $ 
8 EMPLOYMENT 
A. Work Applicant Spouse 
i. Working? If yes, state rate Yes [] No [J $ Yesuiml) No: aes 
ij. Total earnings last 12 months. 
State if full, part-time or seasonal $ $ 
iii. If working at odd jobs, is there more than 
one employer? Yes (a) No fa Yes [] No (J 
iv. Will earnings ii continue at same rate? 
If no, estimate. Yes [] No (1) $ Yes [] No (J $ 
v. If estimate shows an increase or decrease, 
state reason. 
vi. If applicant or spouse NOT working, state 
reason and date work ceased. 
vii. If work became available would applicant 
or spouse accept it? Yes [| No | Yes [] No 
B. Unemployment Insurance Applicant Spouse 
Has applicant or spouse ever contributed to | 
unemployment insurance? Yes [1] No Yes] No 
No. No. 


If yes, show Unemployment Insurance Number 


9 PUBLIC ASSISTANCE 


List assistance currently received or previously applied for, including Old Age Assistance, Blind Persons’ 
Allowance, Disabled Persons’ Allowance: 


Check for each item below: 


Unemployment Relief Yes [] No [) 


OVACAS, 


DPA 


OvASta be eeAes 
Rehab., M.A., 


Family Allowances, 
Workmen’s Compensation, 
Indian Relief, Post San Care, 
U.S. Social Security 


A. or S. | Date began or applied for 


Amount 
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10. MILITARY SERVICE AND ALLOWANCES 


—— 


Applicant Spouse 
j. Service in the armed forces? West [el eNon a Yes L] No] 
ii. If yes, give service number 
Also—was such service in a theatre of war? Yes(] No] Wes (i) Ino 1a 
iii. Does applicant or spouse receive: 
(a) a pension under the Pension Act (Canada)? Yes) No] $ Yes] No $ 
(b) an allowance under the War Veterans’ Allow- 
ance Act (Canada)? Yes (J No [J $ Yes [] No] $ 
iv. Does applicant or spouse expect any pension 
under either of these Acts? Yes [ip Nov [ml Yes [] No {J 
v. Does applicant or spouse receive any assigned service 
pay? Yes fi No sl Yes [i] No & 
11. OTHER INCOME 
A. Roomers, Boarders, Rentals Name A.S. | Amount Weekly | Monthly 
B. Check for each item below Type and Details A.S. | Amount Weekly | Monthly 


Annuities, Superannuation, 
Contributions, Sick Benefits, 
Maintenance Agreement, 
Business Profits, Farm Revenue, 
et cetera 


C. The means of subsistence of the applicant and spouse is: 


D. Is any future income expected from any source? Yes [] No [) 


12. ESTATE OF DECEASED SPOUSE 


i. Was there any estate? Yes LJ] No (J 
ii. Was there a Will? Yes [] No (J 


iii. Was probate or letters of administration applied for? Yes [J] No (J 


iv. Name and address of executor or administrator, or reason none appointed: 


vy. Attach copy of surrogate court record, executor’s statement or explain: 


13. ASSETS 


Check for each item shown and give full description of any held by applicant or spouse 


Type Yes Description ALS: Value 


Cash on hand 

Bank Accounts 
Postal Savings 

Credit Union 

Safety Deposit Box 
Bonds, Stocks, Shares 
Securities 

Mortgage Receivable 
Loans, Notes 

10. Accounts Collectable 
11. Money in Trust 

12. Money held for Children 
13. Automobile or Truck 
14. Interest in Business 
15. Other 

16. Other 


SORES HONS AM a adc 


HUI 


ALLEL 


Are any future assets (such as unadjusted claims, insurance, an inheritance or lawsuit pending) expected? 
Yes of 


INSURANCE 


Name and Address ; } F 
Policy No. A.S. | Premiums paid by of Company Beneficiary| Relationship | Value 
| | 


34 OLD AGE ASSISTANCE Reg. 457 


14. DEBTS 


Amount 


Name of Creditor Details 


15. DISABILITY 
A. Permanently and totally disabled? 
Date applicant first considered himself to be— B. Blind? 


A. Nature of disability. 
Applicant's occupation prior to becoming disabled, if any? 


B. Cause of blindness or impaired vision. 


C. Is spouse sighted [] or blind (] 


16. TRUSTEE 


Is applicant capable of handling the allowance? Yes (] No (J 


ADDITIONAL EXPLANATIONS REGARDING ITEMS 1 TO 16: 


STATUTORY DECLARATION SUPPORTING APPLICATION 
FOR ASSISTANCE OR AN ALLOWANCE 


CANADA 
PROVINCE OF ONTARIO IN THE MATTER OF The Old Age Assistance Act 
TOW: 
TD preatesnee Buatcatenatteen ee) aeeauen eters Byers aetoeouswenee cena: Ausaehe oi ty ore ve tectore Gann tetera aes teat Rae aN eam , solemnly declare: 
1. I am the applicant named in the foregoing application for assistance or an allowance (or the person 
making application on behalf of the applicant). 


2. All the statements in the foregoing application are true to the best of my knowledge and belief and no 
information required to be given has been concealed or omitted. 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the 
same force and effect as if made under oath. 


Signature 


A Commissioner, etc. 


The following forms, documents and certificates are attached: 


FIELD WoRKER’S VERIFICATION 


I certify that I have verified, to the best of my ability, the following information given by the applicant 
in completing this application: 


1. Residence, as shown in item 5, 4. Income, as shown in items 8, 9, 10 and 11. 
2. Real property, as shown in item 6. 5. Personal property, as shown in item 13. 
3. Living expenses, as shown in item 7, 


Date Field Worker’s Signature District Office No. 


OF Rez. 247)/56..6: 2. 
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Form 2 
The Old Age Assistance Act 
DECLARATION AS TO RESIDENCE OF APPLICANT 


CANADA 

ONTARIO IN THE MATTER OF THE OLD AGE ASSISTANCE ACT 

TO WIT: 

and 
In the matter of the application of 

for assistance or an allowance. 

ROR Pe SAI cE CS th ies i VION CEOS SIRS CRN ERE Sort Sees POR CLI ODE OOS TCE To IES aes 

(address) 
eet here rOVince! Olesen kin ces ayes toe Sists solemnly declare: 
1. THAT I have resided in Canada for.......... VEATS "ANG ayo: NS ee acee SINCEM A eee wont 
(Province) 


2. THAT I am acquainted with the above-named applicant and he (she) has, to my personal knowledge, resided 
at the places listed for the periods of time as follows: 


Province or Country Municipality Postal Address 


Shy, ADS VAN US G5 eee le reine a relative of the applicant, and I am a disinterested person. 
(am or am not) 


iitraerelativie estate mela tlOmsii ip )saercemae weed verater-eitereee cee ratete re aac eases thet ssecdar oh ote ole do clot efeas leyevave letter efel over sicheyaVereie ters 


4. THAT for the following reasons I know the above-mentioned applicant has resided in the places and for the 
periods listed above: 


ata Netialiavie ve 1ei-eP > i010] wl s\ieitenie! ele) tial (el idife)(6:18) sile ie} 0) 6)'e) 6 /ay's\ 6 bie] (6)/\6)(0,.6)8 1e)/e) 0 01 6. 'e'e16) 6/0, 9; in| 0, #10), 0:.8) 's0,01 (0) oe, (6) 6)'¢/'6 61.8 Net 8! al iniielieleias eile 


Siiviielipueliels)io:iers ails) s) 40.4) 6° @ @ eiehe lee ¢lsie (ois sae sce mie 665660) e 
eifeis)lelpilel silos ele iss tel elieietie:\e7 e/a) (9) (¢)(e1¢,/e1 e109! (0°19,1@) 0) 9s 14 (6 8) (6101 6 016 (01s ©) 6/0 e146 6 8) 0: 


AND I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the 
same force and effect as if made under oath. 


Declared before me at the................ | 

Oe EAU RO tee oe [dob Chyea & Gene errno chan 

LAV aOlia eter scn sean iy ashore Aid El woe = 1 

SOA is ee pay eee. Ae nes 


O. Reg. 60/57, s. 2. 
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PAS S4SEQMGE ACE RAM U GY oe S ycreseie te woe eine SORTS OOOO eRe Leta Toe eo eR Orne 


Form 3 
The Old Age Assistance Act 


CONSENT TO INSPECT ASSETS 


Uae ettes Seats yndosle poe tata SoA eee ee NCE EEE EO Re eRe PEE , an applicant for assistance under 7he Old Age 


spouse of the above-named 
(complete only where applicable) 


applicant, consent that: 


Any person authorized under the Act may inspect and have access to any account held by mealone or jointly 


tes 
in any bank, trust company or other financial institution or to any assets held in trust for me by any 
person, or any records relating to any of them. 
2. Any person authorized under the Act may secure information in respect of any life or accident insurance 
policyconumiy late spouse. aere.stree wcraydcterete terete sete atecoreiaisercheya Ory Cote: Sieh aya Sina ale Whe choirs Mile BPSK IEE 
(complete only where applicable) 
Warted at i oveci Meera Wie werent oie ove eecere oltre crate anece tye mie ores fil 01 Taner mee dayol eae a saan care oe ml Gees 
(Signature of Applicant) = = 
(Witness) 
theres SEO COAL 
Dated (at spurns ac = Sheicceoke creyspocersiein arcvenee sre ©. staves ober aleieve.s itis reertaae GAY Oleic. ayarece. x ectistore: «stg sore pilD race pase 
(Signature of spouse where applicable) pe ® i 
Witicce) spots dines Gis erea elevate 


COCMEMC ME Be Dt le We ME By sr ee tk CTU eC CaO ar Par eI SCeCRC CMCC 


(Address, if different) 


O. Reg. 217/56, s. 3; O. Reg. 148/60, s. 2. 
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Form 4 
The Old Age Assistance Act 
CONSENT 


To the Dominion Bureau of Statistics, 
Ottawa, Ontario. 


I am an applicant for Old Age Assistance under The Old Age Assistance Act, and I consent to the Director 
of Old Age Assistance obtaining information as to my age and I state: 


Narre atiay 01 warm ieee ee eM ore US cs croc a kA Ne fn a ns Ce of et een Gage ee OE 


(full given name or names) 
Names of brothers and sisters when I was living with my parents..............00.c0-escvecereccccececsevere 


I eiteram Gp lac ero Inia lAs On meus merece tae ecaas eet ieeee vores cape eee eratiiete Wsone Re Ge ote get erect PRO ae ee 


ENA CSLOLNCH Chet Merete water eraree ty free Rect aye' on, AUS, Aan wai ala ceva at Lchaueleee eac ser sens Mah ool Se oy Sea oh orn a A Se 


City, Town, Village, : ; 
Census Township or rural If in City, Street Address County Province With whom 
Date municipality and Ward living 


ENTE RO EL SOL om tieg Meme enere acy oec asec ater exec | eaench nue coreachen stot disan sens eho be shales crea cayerssiust|laydiesen wietcmanaer dual honoree AOU mel ona 
VEE ers LoL OO LR a wean ete aie etiey rtises ke tac Re eG He i she nae tent neces ce rane; ScePls ey hee Pemba gs NeW San ert alte sahaeeee mete tiat gts [Pacey = PohaNeton Pe menenc ne 
plea ema ee 51-9 TA Ne sey aes eee, auth aah er ava arsune sesh snueter staid culev ania bs Ieee Suateh abel ote a telersa: ¢tueneyen api lanes, ere aeNrener one veapebcpeuepanaray Kee 
Jen A IVAN ce ctts on Sunich ah Oldie nid cal kom acme Cro oe koo > lok bce I ORPRRE TE, fey nase Ce ROI ONG oral net Rt eh ois 


MB EGl balitis sepMeantcae oy oie tastn Ae etre eae Ce paeaaine WOU can A abkonlS owe aaseie CASTOR Meant soon nent ere Cee cer ne wee 


O. Reg. 68/52, Form 4. 
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Regulation 458 


under The Oleomargarine Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) ‘‘analyst’’ means an analyst appointed under 


the Act; 


(b) ‘inspector’ means an inspector appointed 
under the Act; 


(c) ‘milk solids’ means the solids consisting of 
butter fat, casein, albumen, sugar and ash in 
milk; 


(d) ‘‘refined oils” means fats or oils or any com- 
bination of fats and oils that have been 
refined or hydrogenated and that do not 
contain more than 1 per cent of substances 
other than fatty acids and fat. O. Reg. 41/52, 
Sauls 


LICENCES 


2.—(1) An application for a licence to manufacture 
oleomargarine shall be in Form 1. 


(2) A licence to manufacture oleomargarine shall 
be in Form 2. 


(3) The fee for a licence to manufacture oleo- 


margarine is $100 and shall be forwarded with the 
application for the licence. O. Reg. 41/52, s. 2. 


3.—(1) An application for a licence to sell oleo- 
margarine by wholesale shall be in Form 3. 


(2) A licence to sell oleomargarine by wholesale 
shall be in Form 4. 


(3) The fee for a licence to sell oleomargarine by 


wholesale is $5 and shall be forwarded with the applica- 
tion for the licence. O. Reg. 41/52, s. 3. 


4.—(1) Licences are valid from and including the 
ist day of January in the year of issue to and including 
the 31st day of December in the same year. 


(2) Licences are not transferable. O. Reg. 41/52, 
s. 4, 


5. The Minister may, after a hearing, suspend or 


cancel a licence for any violation of the Act or of this 
Regulation. O. Reg. 41/52, s. 5. 


STANDARDS OF QUALITY 
6. Component parts of oleomargarine shall include, 


(a) refined oils of animal, fish, marine-animal or 
vegetable origin, or any combination thereof; 


(6) water; 

(c) milk solids; and 
(d) salt. O. Reg. 41/52, s. 6. 

7.—(1) Where oleomargarine contains refined oils 


of animal, fish, marine-animal or vegetable origin, the 
refined oils shall, 
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(a) be fit for human consumption; and 


(b) comprise at least 80 per cent by weight of 
the oleomargarine. O. Reg. 41/52, s. 7 (1); 
O. Reg. 154/52, s. 1. 


(2) Where oleomargarine contains water, the water 
shall not exceed 16 per cent by weight of the oleo- 
margarine. 


(3) Where the oleomargarine contains milk solids, 
the milk-solids content shall not exceed 1.4 per cent 
an be of the oleomargarine. O. Reg. 41/52, s.7 
DAS). 


POWERS AND DUTIES OF INSPECTORS 


_ 8.—(1) For the purpose of making an inspection an 
inspector may, at all reasonable hours, enter, 


(a) premises where oleomargarine is manufactured, 
stored, held for transport or delivery, or sold; 


(b) public eating-places; and 


(c) conveyances used for transport or delivery of 
oleomargarine or products used in the manu- 
facturing of oleomargarine. 


(2) In making an inspection an inspector may 
examine, 


(a) apparatus and equipment used in the manu- 
facturing of oleomargarine; and 


(b) materials or substances used in the manu- 
facturing and packaging of oleomargarine. 


(3) For the purposes of making an analysis of 
oleomargarine or materials or substances that in his 
opinion contain oleomargarine, an inspector may obtain 
samples in sufficient quantity for making an analysis. 


(4) Where an inspector obtains a sample of oleo- 
margarine or materials or substances that in his opinion 
contain oleomargarine he shall, 


(a) make a written report in Form 5 showing the 
time and place of obtaining the sample, the 
name of the person in charge of the premises, 
a description of the oleomargarine or materials 
or substances, the approximate quantity 
obtained and the price paid therefor; and 


(b) deliver a copy of the report to the person in 
charge of the premises or conveyance. 


(5) Where an analyst makes an analysis of a 
sample of oleomargarine or materials or substances, he 
shall make a report to the Minister in Form 6 stating 
the component parts and the percentages thereof and 
the colour of the sample and the name of the manu- 
facturer or trade name carried on the package, if any. 
O. Reg. 41/52, s. 8. 


DETENTION OF OLEOMARGARINE 


9.—(1) Where an inspector finds oleomargarine that 
he has reasonable grounds to suspect does not comply 
with the provisions of the Act and this Regulation, 
he may place the oleomargarine under detention for 
such period of time as is required for analysis, 
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(a) under the supervision of the inspector by an 
analytical chemist who ordinarily makes 
examinations and analyses for the manu- 
facturer of the oleomargarine; or 


(b) by an analyst, including the time required for 
the issuance of his report. 


(2) Where, after analysis, an inspector finds oleo- 
margarine that does not comply with the provisions of 
the Act and this Regulation, he may place the oleo- 
margarine under detention. O. Reg. 41/52, s. 9. 


10. Where an inspector has placed oleomargarine 
under detention, he shall attach to the package or any 
container of packages a numbered tag having in bold 
type the words “oleomargarine under detention’’, in 
Form 7, and no person shall sell, offer for sale, move, 
allow or cause to be moved the oleomargarine, package 
or container of packages or remove the detention tag 
without the written authority of an inspector or of the 
Minister. O. Reg. 41/52, s. 10. 


11. Where an inspector is satisfied that any oleo- 
margarine, oleomargarine package or container of 
packages that has been placed under detention complies 
with the Act and this Regulation, he may release from 
detention the oleomargarine, oleomargarine package 
or container of packages by removing the detention tag. 
O. Reg. 41/52, s. 11. 


CONFISCATION OF OLEOMARGARINE 


12.—(1) Where oleomargarine does not comply with 
the Act and this Regulation, and 


(a) the oleomargarine was placed under detention; 


(b) the inspector delivered or sent by registered 
mail a copy of his report in Form 5 to the 
person in charge of the premises where the 
oleomargarine is under detention and to the 
manufacturer whose name appears on the 
package or container; and 


(c) a period of not less than thirty days has elapsed 
from the delivery or sending of the inspector’s 
report in Form 5, 


the oleomargarine is confiscated and becomes the 
property of the Crown in right of Ontario. 


(2) Where oleomargarine has been confiscated, it 
may be sold or otherwise disposed of as the Minister 
directs, and the money, if any, derived therefrom shall 
be paid to Her Majesty in right of Ontario. O. Reg. 
AW / S25 Silo 


Form 1 


The Oleomargarine Act 


APPLICATION FOR LICENCE TO 
MANUFACTURE OLEOMARGARINE 


To The Minister of Agriculture, 
Parliament Buildings, 
Toronto. 


(address) 


applies for a licence to manufacture oleomargarine 
under The Oleomargarine Act, and in support of this 
application the following facts are stated: 


Cline: gmats Soomchey tet oreteEh 9 el eee ees ee aa 
(Give name of person, partnership or 
corporation, and if partnership, give 
names of all partners) 


OLEOMARGARINE 


(2!) BUSIn GSS ac LeSS en cased dcr nie atiaie cee a eaten 
(3) ONameiof ‘plant operateda a. sean. oom eemeee 
(2) AGELESS: Oly planer nmes nes eins icc arse Penis aa eek ele 


(GiaeNametohinanagen pec rals docs eos kee e oie 


IDV de tirel soni aie greet Cee 


Nore: Application to be accompanied by a fee of $100. 
O. Reg. 41/52, Form 1. 
Form 2 


The Oleomargarine Act 


MANUFACTURER’S LICENCE 


Under The Oleomargarine Act and the regulations, 
and subject to the limitations thereof, this licence is 
issued to: 


INGOT oa oom aod daa omone EL COUMUEY Olena aeisrrnies 
to manufacture oleomargarine. 
This licence expires on the 31st day of December, 


MO aerctors 


Minister of Agriculture 
O. Reg. 41/52, Form 2. 
Form 3 
The Oleomargarine Act 


APPLICATION POR MEICEN CE, TO SEL 
OLEOMARGARINE BY WHOLESALE 


To the Minister of Agriculture, 


Parliament Buildings, 
Toronto. 


(address) 


applies for a licence to sell oleomargarine by wholesale 
under The Oleomargarine Act, and in support of this 
application, the following facts are stated: 


(Give name of person, partnership or 
corporation, and if partnership, give 
names of partners) 
(@)y Addressiof head Womice. 7 5,sce) anes sien senna 
Ko) lo arte Of manavenn «cm ante vane aude ce Geri ee ane 


(4) eBusinessraddness: ukrat sec tontlk Snare asain aie) odiartacks 


(title of official signing) 
Nove: Application to be accompanied by a fee of $5. 
O. Reg. 41/52, Form 3. 


Reg. 458 OLEOMARGARINE Al 
Form 4 Form 6 
DUMOlmET carina AG} The Oleomargarine Act 
REPORT OF ANALYST 
CAT AM e oe ya IN Opes ements stance 


WHOLESALER’'S LICENCE 


Under The Oleomargarine Act and the regulations, 
and subject to the limitations thereof, this licence is 
issued to: 


to sell oleomargarine by wholesale. 


This licence expires on the 31st day of December, 


i ee reee 
“Minister of Agriculture 
O. Reg. 41/52, Form 4. 
Form 5 
The Oleomargarine Act 
REPORT OF INSPECTOR 
Ate Of ins pectiGniecie we a soak whiiarel ala Ree etre ies 


PEeIiSeS Or COMVCVANCE meri letim annie sieriaciostiac since 


IRYoYeRN BXGY aes cht Be ues other cnc MCT ee Fhe CAME ORI PE ee 


(name and position) 


Description of oleomargarine or materials or substances 


Onanultvalnesanplemermen ius etree eee naar Ryo sein 
Taenuincationrol samnplee tant worst nye ke ere ae teens 
ETC eNDAIGELOTASAINPLEe -eeereeaie = aoe) ) siete ay oe, cue ieloisislsiensiens 


Nianntactunerntorstradeumamenn cat «aust aieiee nee 


Was detention effected?.......... If so, amount under 
GeteneCLOn Mn earn cee sie eala PaguN Owes tte een 
IDENEG:. ous, Oc ORS 0 + OR eee rea yoke Olen eroitst NOR 


(signature of inspector) 


O. Reg. 41/52, Form 5S. 


Date and time of receipt of sample.................. 
Condition of sample when received................. 
If in package, name of manufacturer or trade name on 
Pakage ct eye ee nae ee Me OM Pfr 
Quantityaingsam pleaser eae eee ae ae 


Fromiavhomynecetved nce: aetna ee rar ee ee 
(name and address) 


Date of making examination or analysis of sample: 


RESULTS OF EXAMINATION AND ANALYSIS 


1. I found the sample has the following component 
parts and percentages thereof: (a) refined oils of animal, 
fish, marine-animal or vegetable origin or any combina- 


tion thereof, .... per cent, (b) water . 
(c) milk solids . . 


(e)othermparts and percentages:san eset eee 


pepe Cent, 


.. per cent, (d) salt .... per cent, and 


2. I found by analysis of the refined oils in the 
sample the following values: (a) iodine value 
(6) index of refraction ...., (¢) saponification value 
....,(d@) Reichert-Meissl value ... 


..., and (g) acid value .... 


., (e) Polenske value 
., (f) Kirschner value . 


3. I found the colour of the sample contains ...... 
Lovibond units of red and yellow. 


Icentifyitnatathersamplestso: es anaes era er Taras 
for human consumption. 


(signature of analyst) 
O. Reg. 154/52, s. 2. 
Form 7 
The Oleomargarine Act 
OLEOMARGARINE UNDER DETENTION 
ANCE INO en ets oe 


Under The Oleomargarine Act and the regulations, 
I have placed under detention* the oleomargarine in 
the package or container of packages to which this 
tag is attached. 


(signature of inspector ) 
*Section 10 reads as follows: 


Where an inspector has placed oleomargarine under 
detention, he shall attach to the package or any 
container of packages a numbered tag having in bold 
type the words ‘‘oleomargarine under detention”’, in 
Form 7, and no person shall sell, offer for sale, move, 
allow or cause to be moved the oleomargarine, package 
or container of packages or remove the detention tag 
without the written authority of an inspector or of 


the Minister. 
O. Reg. 41/52, Form 7. 
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Regulation 459 


under The Ontario Energy Board Act 


GENERAL 
FEES 


1.—(1) The fee payable on filing an application 
in a proceeding before the Board under the Act or any 
other Act is $25. 


(2) The fees payable for certified copies of docu- 
ments are, 


(a) for each certificate, 50 cents; and 


(6) for each 100 words of the document, 15 cents 
with a minimum fee of 50 cents. O. Reg. 
238/60, s. 1. 


ADJUDICATION BY BOARD 


2. The Board shall adjudicate on and examine and 
report on, 


(a) applications for regulations under paragraph 
6, 14 or 15 of subsection 1 of section 9 of The 
Energy Act, of particular application; and 


(b) applications for regulations under paragraph 
39 or 40 of subsection 1 of section 9 of The 
Energy Act, 


that in the opinion of the Lieutenant Governor in 
Council require a public hearing. O. Reg. 238/60, s. 2. 


FREE GAS OR REDUCED CHARGE 


3.—(1) No producer shall furnish or supply any 
gas without charge or at a reduced rate under any 
contract for which the supplying of gas without 
charge or at a reduced rate is a consideration. 


(2) Subsection 1 does not apply to any contract 
or renewal thereof made before the Ist day of January, 
1955. O. Reg. 238/60, s. 3. 


GAS STORAGE AREAS 


4. The areas described in the Schedule are desig- 
nated as gas storage areas. O. Reg. 238/60, s. 4. 


5.—(1) A board of arbitration referred to in sub- 
section 3 of section 19 of the Act may be composed of 
one or more persons and shall be appointed by the 
Minister. 


(2) Where the board of arbitration is composed of 
more than one person, the Minister shall designate one 
of them as chairman. 


(3) A board of arbitration shall proceed in a sum- 
mary manner, and the practice and procedure of the 
Ontario Municipal Board apply to any arbitration 
under section 19 of the Act. 


(4) Where a board of arbitration is composed of 
more than one person, the decision of the majority of 
the members is the decision of the board and, if a major- 
ity of the members fail to agree upon any matter, the 
decision of the chairman upon such matter is the 
decision of the board. 


(5) An appeal lies to the Ontario Municipal Board 
from the award of a board of arbitration. 


(6) Notice of an appeal under this section shall be 
sent by registered mail by the party appealing to the 
secretary of the Ontario Municipal Board and to the 
other party within fourteen days after the making of 
the award. 


(7) The hearing of an appeal under this section 
shall be a hearing de novo and the provisions of The 
Ontario Municipal Board Act apply thereto. 


(8) An appeal within the meaning of section 95 of 
The Ontario Municipal Board Act lies from the Ontario 
Municipal Board to the Court of Appeal, in which case 
section 95 of that Act applies. O. Reg. 238/60, s. 5. 


GENERAL 


6.—(1) Persons who sell, transmit, distribute or 
store liquefied petroleum gas are exempt from section 
17 of the Act. 


(2) Any person who, otherwise than under an order 
of the Ontario Fuel Board, was transmitting, distribut- 
ing or storing gas immediately before the ist day of 
September, 1960 is exempt from the operation of sub- 
section 2 of section 17 of the Act, 


(a) until an order of the Board is made under 
subsection 1 of section 17 of the Act; and 


(b) if the rates or other charges for the trans- 
mission, distribution or storage are not in- 
creased from those charged when the Act 
comes into force. 


(3) Corporations are exempt from section 21 of the 
Act. O. Reg. 238/60, s. 6. 


7.—(1) The authorization of the chairman of the 
Board required by section 32 of the Act shall be in 
Form 1. 

(2) The permission of the Minister to lay an 


information under section 36 or 38 of the Act shall be 
in Form 2. O. Reg. 238/60, s. 7. 


Schedule 


1. In the Township of Dawn, in the County of 
Lambton, being, 


(a) the north half and the southwest quarter of 
Lot 18 in the 1st Concession; 


(b) all of Lot 19 in the 1st Concession; 


(c) all the east three-quarters of the south half 
of Lot 20 in the 1st Concession; 


(d) all of lots 24 and 25 in the 2nd Concession; 


(e) the west quarter of Lot 25 in the 3rd Con- 
cession; 


(f) all of lots 23, 24, 25 and 26 in the 7th Con- 
cession; 


(g) the southwest quarter and the north half of 
Lot 23 in the 8th Concession; 
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(h) all of lots 24 and 25 in the 8th Concession; 


(i) the south half and the northeast quarter of 
Lot 26 in the 8th Concession; 


(j) all of lots 23, 24, 25 and 26 in the 9th Con- 
cession; and 


(k) all of lots 23, 24, 25 and 26 in the 10th Con- 
cession. 


2. In the Township of Sombra, in the County of 
Lambton, being the north half of Lot 30 in the 8th 
Concession. 


3. In the Township of Moore, in the County of 
Lambton, being, 


(a) the east half of Lot 9 in the 2nd Concession; 


(b) the west half of Lot 9 in the 2nd Concession, 
save and except the easterly 40 feet thereof 
and the southerly 40 feet thereof conveyed 
to The Corporation of the Township of Moore 
as an allowance for road; 


(c) that part of the original allowance for side 
road lying between lots 9 and 10, in the 2nd 
Concession, extending north from Blind Line 
to the southerly limit of the 2nd Concession 
Road and having a width of one chain by a 
depth of 66 chains and 66 links; 


(d) all that part of the east half of Lot 10, in the 
2nd Concession lying north of Bear Creek, 
save and except thereout and therefrom a 
strip of land 2 rods wide lying along the 
westerly side thereof and running north from 
the north limit of Bear Creek, a distance of 
29 rods; 


(e) that part of the east half of Lot 10, in the 2nd 
Concession lying north of Bear Creek being 
a strip of land along the westerly side of the 
east half of the lot, 2 rods wide and running 
north from the north limit of Bear Creek a 
distance of 29 rods; 


(f) all that part of the east half of Lot 10, in the 
2nd Concession lying south of Bear Creek; 


(g) the west half of Lot 10, in the 2nd Concession; 


(h) the south half of the southeast quarter of 
Lot 9, in the 3rd Concession; 


(2) all those parts of lots 9 and 10, in the 3rd Con- 
cession, described as follows: 


Beginning at the southeast corner of the west 
half of Lot 9 and proceeding thence north 
along the line between the east and west halves 
of said Lot 9, a distance of 17 chains and 28 
links; thence west parallel with the north 
limit of the allowance for road between the 
2nd and 3rd concessions, a distance of 30 chains 
more or less to the centre of Bear Creek; 
thence in a southerly direction along the 
centre of Bear Creek to the north limit of the 
allowance for concession road above-men- 
tioned; thence east along the last-mentioned 
north limit, a distance of 25 chains more or 
less to the place of beginning; 


(j) all that part of the original allowance for road 
between lots 9 and 10, in the 3rd Concession 
lying between the north limit of the allowance 
for road between the 2nd and 3rd concessions 
and a point distant northerly at right angles 
from such concession road allowance, 17 
chains and 28 links; 


(k) all of the south quarter of Lot 10 in the 3rd 
Concession that lies west of the centre line 
of Bear Creek; 


(1) all that part of the unopened allowance for 
road between the 2nd and 3rd concessions 
extending east and west from the line between 
lots 9 and 10 to the opened portions of such 
concession road allowance; 


(m) all the lands in the east half of Lot 10 in the 
2nd Concession covered by the waters of 
Bear Creek; 


(n) the north half of lots 21 and 22 in the 6th 
Concession; 


(o) the westerly 500 feet of even perpendicular 
width throughout from front to rear of Lot 20 
in the 7th Concession; 


(p) all of lots 21 and 22 in the 7th Concession; 
and 


(q) the south quarter of lots 21 and 22 in the 8th 
Concession. O. Reg. 238/60, Sched. 1. 


Form 1 


The Ontario Energy Board Act 


Chairman of the Ontario Energy Board, hereby 
give to 


the authority required under section 32 of The 
Ontario Energy Board Act in respect of 


2. This authorization expires with the........ day of 

ea ce eee rid iS 

Dated at Toronto this........ aiv7 0 fein cine ek 
ne er ae 


Ontario Energy Board. 
O. Reg. 238/60, Form 1. 


Form 2 


The Ontario Energy Board Act 
IN THE MATTER OF PROPOSED SUMMARY 
PROCEEDINGS AGAINST 


Minister of Energy Resources, hereby give per- 


mission to 


Act. 


2. I give this permission under subsection 2 of section 
38 of the Act. 


Dated at Toronto this..... day of 


Minister of Energy Resources 
O. Reg. 238/60, Form 2. 


Reg. 460 


ONTARIO ENERGY BOARD 45 


Regulation 460 


under The Ontario Energy Board Act 


RULES OF PROCEDURE 
1. In this Regulation, 
(a) ‘file’ means file with the Board; 


(b) “respondent’’ means a person, other than the 
applicant, named in an application and such 
other person as the Board directs to be served 
with a copy of the application. O. Reg. 
237/60, s. 1. 


2. A proceeding before the Board shall be com- 
menced by filing an application. O. Reg. 237/60, s. 2. 


3.—(1) An application shall, 


(a) be filed in quadruplicate; 


(b) contain a clear and concise statement of the 
facts, the grounds of application, the pro- 
visions of the Act under which it is made, the 
nature of the order applied for and the 
relief or remedy to which the applicant 
claims to be entitled; 


(c) be divided into paragraphs numbered con- 
secutively, each of which is confined as nearly 
as possible to a distinct portion of the subject; 


(d) where the application affects any other person, 
contain the name and address of that person, 
but, on an application to fix rates, it is not 
necessary to name each of the consumers 
affected; 


(e) be signed by the applicant or, on his behalf, 
by his solicitor or agent; and 


(f) be endorsed with the name and address of 
the applicant or of his solicitor acting for him. 


(2) The applicant shall serve the application upon 
each respondent within fourteen days after the day on 
which the application is filed. O. Reg. 237/60, s. 3. 


4.—(1) The respondent may file an answer to the 
geecoton within fourteen days after the day on which 
the application is served upon him. 


(2) The answer to an application shall, 
(a) be in quadruplicate; 


(6) contain a clear and concise statement of the 
grounds upon which the application is opposed; 


(c) be signed by the respondent or on his behalf 
by his solicitor or agent; and 


(d) be endorsed with the name and address of 
the respondent or of his solicitor. 


(3) The respondent shall serve his answer upon the 
applicant on or before the day on which the answer is 
filed. O. Reg. 237/60, s. 4. 


5.—(1) The applicant may file a reply to the answer 


of a respondent within ten days after the day on which 
the answer is filed. 


(2) The reply shall be, 


(a) in quadruplicate; 


(b) signed by the applicant or on his behalf by 
his solicitor or agent; and 


(¢) endorsed with the name and address of the 
applicant or of his solicitor. 


(3) The applicant shall serve his reply to the answer 
of a respondent upon the respondent on or before the 
day on which the reply is filed. O. Reg. 237/60, s. 5. 


6. Where an answer or a reply to an answer has not 
been filed within the time allowed, the time for filing 
the answer or reply, as the case may be, shall be deemed 
to beclosed. O. Reg. 237/60, s. 6. 


7. After a reply has been filed or after the time for 
filing an answer or reply has expired, the Board shall 
serve or direct a party to the proceeding to serve upon 
each applicant and each respondent a notice of hearing 
in Form 1. O. Reg. 237/60, s. 7; O. Reg. 248/60, s. 1. 


8.—(1) Where any person is required to serve any 
notice, document or paper in proceedings before the 
Board, he shall serve it by delivering a true copy to 
the person to be served personally or by sending it to 
him by registered mail at his address for service or his 
last-known or usual address and that service shall be 
conclusively deemed to be good and sufficient service 
and to have been made on the date of mailing. 


(2) Where the name and address of a solicitor of a 
party toa proceeding is shown in the application, answer 
or reply, any notice, document or paper may be served 
upon the party by delivering a true copy to the solicitor 
personally or by sending it to him by registered mail 
at his last-known or usual address and that service 
shall be conclusively deemed to have been good and 
sufficient service and to have been made on the date 
of mailing. 


(3) Where, 


(a) the number of persons affected by an applica- 
tion is so large that in the opinion of the Board 
it is not practicable to serve the persons under 
subsection 1; or 


(b) the party required to effect the service proves 
to the satisfaction of the Board that service 
cannot be effected or that it is not expedient 
to effect service under subsection 1, 


the Board may direct that service be made by the 
publication of the notice, document or paper to be 
served in a newspaper named in the direction of the 
Board and the service shall be conclusively deemed to 
be good and sufficient service and to have been made 
on the date of publication. O. Reg. 237/60, s. 8. 


9. No proceeding shall be deemed to be invalid by 
reason of any defect in form or any other technical 
irregularity. O. Reg. 237/60, s. 9. 


10.—(1) The Board may, upon such terms as it 
thinks fit, enlarge the time prescribed by this Regula- 
tion for doing any act, serving or filing any notice, 
document or paper or taking any proceeding and may 
exercise the power although application therefor is not 
made until after the expiration of the time prescribed. 


(2) Where the Board is satisfied that it is necessary 
or convenient in the public interest, it may, upon such 
terms and conditions as it thinks fit, abridge the time 
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prescribed by this Regulation for doing any act, serving 
or filing any notice, document or paper or taking any 
proceeding. O. Reg. 237/60, s. 10. 

11.—(1) Asummons toa witness shall bein Form 2. 


(2) An order of the Board shall be in Form 3. 
O. Reg. 237/60, s. 11. 


Form 1 
The Ontario Energy Board Act 
NOTICE OF HEARING 
Before the Ontario Energy Board 
Between: 


Applicant, 


and — 
Respondent. 
Tor 
TAKE NOTICE of the hearing by the Board of 


Cherappicationmoleeres weet nee Ley nee ee tee 


ERLE T sa rei shee Oh 0) ee ase: day, 
thet, Were GEVO tine weet tas eae Woes E 5, tS) ; 
AA cask heirs ROC Rater oiclocadnitive ne. aaen noon. 

Dated this...... dart a a ne Stee lanes pe er 


Ontario ENERGY BOARD: 


O. Reg. 


No 


37/60, Form 1. 


Form 2 
The Ontario Energy Board Act 
SUMMONS TO A WITNESS 


Before the Ontario Energy Board 


Between : 
Applicant, 


—and — 


Respondent. 
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‘hoz 


You are summoned and required to attend before 
the Ontario Energy Board at a hearing to be held at 


LOE Sree n ee oR ANGELO neni oer oe eee eae 
BRO hee ea id Ae Onin soe Abe Ca ee ee 
18 sto ay ee CA OR BA AA cin cn ah eeeeiierete SEC eae ; 
at the bOuUrOf. crs sss. OLGlOGke IT CRE). nae oF nee noon, 


and so from day to day until the hearing is concluded, 
to give evidence on oath touching the matters in 
question in the proceedings and to bring with you 
and produce at the time and place. 

Dated thissazems Cay? Ct cee Nae Ou coment & Na ae 


ONTARIO ENERGY BOARD: 


O. Reg. 237/60, Form 2. 


Form 3 
The Ontario Energy Board Act 
ORDER 


Before the Ontario Energy Board 


Between: 

Applicant, 
— and — 

Respondent. 
Wipomthe-applicaiem ote + os s.u5 ee ee: eke oe eee 
Wigta le tan Meee Rema Ae ees ee , and upon reading 
CHE Ap PNCALIOIN Va. tose tl eke ates tee een ee 
SRN Sc are Pe ices 2 ye Ate ce era eee ee and 


upon hearing the evidence adduced by or on behalf 
of the Applicant and Respondent and upon hearing 


O. Reg. 237/60, Form 3. 
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Regulation 461 


under The Ontario Food Terminal Act 


COMPOSITION OF BOARD 
1. The Board shall be composed of seven members. O. Reg. 174/55, s. 1. 
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Reg. 462 


Regulation 462 


under The Ontario Food Terminal Act 


CONDUCT OF BUSINESS 
INTERPRETATION 
1. In this Regulation, 


(a) “buyer’’ means a person, other than a whole- 
saler, who buys fruit and produce from a 
wholesaler; 


(b) ‘buyers’ court’? means the court-yard of the 
Food Terminal Building; 

(c) ‘“‘cold-storage section’’ means that part of the 

Food Terminal Building that is used for cold 

storage purposes; 


(d) ‘Farmers’ Market’’ means that part of the 
Terminal where growers of or dealers in fruit 
and produce sell by wholesale to retailers and 
jobbers; 


(e) “Food Terminal Building’ means the building 
at the Terminal that is used for the handling, 
processing, storing and selling by wholesale of 
fruit and produce; 


(f) “officer’’ means, 


(i) officer, constable or other person 
appointed by the manager of the 
Terminal, subject to the approval of 
the Board, to enforce this Regulation, 


(ii) a member of the Metropolitan Toronto 
Police Force, and 


(ili) a member of the Ontario Provincial 
Police Force; 


(g) “truck” means a commercial motor vehicle 
as defined in The Highway Traffic Act; 


(h) “‘wholesaler”’ means a tenant who rents space 
in the Food Terminal Building from the 
Board and includes his employees and sub- 
tenants. O. Reg. 131/58, s. 1. 


VEHICLES 


2. No person shall drive or cause to be driven an 
automobile, motorcycle or truck within the Terminal 


ace speed in excess of 20 milesan hour. O. Reg. 131/58, 
S: 


3. No person shall park or stand a vehicle within 
the Terminal, 


(a) in a position or place that prevents or is 
likely to prevent the free and convenient 
movement of automobiles and trucks within 
the premises; or 

(b) in any prohibited area. O. Reg. 131/58, s. 3. 

_4.—(1) An officer may direct traffic within the Ter- 
minal and, in cases of fire, accident, traffic congestion 
or other emergency, may direct it into such channels as 
are necessary to prevent or relieve congestion or give 
right of way. 


(2) Every person shall obey any direction given 
under subsection 1. O. Reg. 131/58, s. 4. 


5. Subject to sections 3 and 4, no person shall 
operate, park or stand an automobile, motorcycle or 
truck within the Terminal except upon roadways or 
other places designated for operating or parking auto- 
mobiles, motorcycles or trucks. O. Reg. 131/58, s. 5S. 


6. No person, other than an officer, may obstruct 
any person having business within the Terminal from 
travelling by automobile, motorcycle or truck along 
or upon roadways or other places designated for 
travelling by automobiles, motorcycles or trucks. 
On Regul Si/53 60 


7. When so directed by an officer, every person in 
charge of a vehicle within the Terminal shall drive the 
vehicle or cause it to be driven, 


(a) to a parking area permitted for the vehicle 
under this Regulation; 


(b) to a place designated by the officer; or 


(c) from the Terminal. O. Reg. 131/58, s. 7. 
8.—(1) Every person driving a vehicle within the 
Terminal shall obey all traffic signs, 


(a) erected thereon; or 


(b) painted on roadways therein. 


(2) Where a traffic sign bearing the word ‘“‘stop”’ is 
erected at the approach to a roadway in the Terminal, 
every person driving a vehicle on approaching that 
roadway shall bring the vehicle to a full stop before 
proceeding into the roadway. O. Reg. 131/58, s. 8. 


9. No person shall operate an automobile, motor- 
cycle or truck within the Terminal unless he is, 


(a) the holder of a chauffeur’s licence or an 
operator’s licence issued under The Highway 
Traffic Act; or 


(b) is exempted from holding a chauffeur's licence 
or operator's licence under section 15 of The 
Highway Traffic Act. O. Reg. 131/58, s. 9. 


10. No person shall drive an automobile, motor- 
cycle or truck within the Terminal without due care 
and attention or without reasonable consideration for 
other persons using the Terminal. O. Reg. 131/58, 
s. 10. 


11.—(1) Where an area has been designated a park- 
ing area for automobiles, no person shall park a vehicle 
other than an automobile in the parking area. 


(2) Where an area has been designated a parking 
area for trucks, no person shall park a vehicle other 
than a truck in the parking area. 


(3) Where an area has been designated a reserved 
parking area for automobiles or trucks, no person shall 
park an automobile or a truck, as the case may be, in 
a parking space in that area except, 


(a) the person who is the tenant of the parking 
space; 


(6) with the permission of the person mentioned 
in clause a; or 


(c) the person to whom the parking space has 
been assigned by the manager of the Terminal. 


Reg. 462 


ONTARIO FOOD TERMINAL 


49 
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(4) Where the manager of the Terminal has assigned 
a parking space under clause c of subsection 3, he shall 
issue a numbered decalcomania to the person to whom 
the parking space has been assigned. 


_ (5S) The person to whom a decalcomania has been 
issued shall affix the decalcomania to the lower right- 
hand corner of the windshield of his automobile. 


(6) No person shall park, 
(a) an automobile referred to in subsection 1; or 
(b) a truck referred to in subsection 2, 


for a period of time longer than twenty-four hours. 
O. Reg. 131/58, s. 11. 


12.—(1) No person shall park or stand an auto- 
mobile or truck at the rear platform of a wholesaler or 
at the platform of the cold-storage section, except during 
the period of the actual loading or unloading of the 
automobile or truck. 


(2) Except with the permission of the manager of 
the Terminal, no person may park or stand any vehicle 
at the rear platform of a wholesaler, during the hours, 


(a) from 4 p.m. to 6 p.m. each day; or 


(6) from 8 p.m. each day to 4 a.m. the day next 
following, during the period from the 1st day 
of October each year to the 31st day of May 
in the year next following. 


(3) In subsections land 2, ‘‘rear platform of a whole- 
saler’’ means platform of a wholesaler other than a 
loading platform in the buyers’ court. 


(4) No person shall transport fruit or produce to 
or from a truck in the buyers’ court unless the truck 
is backed to a platform. 


(S) For the purpose of loading fruit and produce, a 
buyer may park his automobile or truck so that it is 
backed to a platform in the buyers’ court for such period 
of time as may reasonably be required for the loading 
thereof. 


(6) A person may park an automobile in the centre 
area in the buyers’ court from 10 a.m. to 12 midnight 
each day the Terminal is open for business. O. Reg. 
031/58)s. 12: 


13. Every driver of an automobile, motorcycle or 
truck involved in an accident causing personal injury 
or property damage on the premises shall immediately 
notify an officer or the manager of the Terminal of the 
accident. O. Reg. 131/58, s. 13. 


SELLING 


14. No person shall sell fruit and produce at the 
Terminal in any manner except by wholesale only. 
O. Reg. 131/58, s. 14. 


15. No person shall sell or offer for sale at the 
Terminal any goods, wares or merchandise, other than 
fruit and produce, except as authorized by the Board. 
O. Reg. 131/58, s. 15. 


HOURS OF OPERATION OF TERMINAL 


16.—(1) Subject to subsections 2, 3 and 4, the 
Terminal shall be open for selling fruit and produce 
every day, 


(a) commencing on the first Monday in May to 
the Saturday immediately before the first 
Monday in October, from 5.45 a.m. to 2 p.m.; 
and 


(b) commencing on the first Monday in October 
to the Saturday immediately before the first 
Monday in May, from 6.45 a.m. to 3 p.m., 


standard time or daylight saving time as the case may 
be in the local municipality. O. Reg. 131/58, s. 16 (1). 


(2) The Terminal shall not be open for selling fruit 
and produce, 


(a) on Sundays; 


(b) on New Year’s Day, Good Friday, Victoria 
Day, Dominion Day, the first Monday in 
August, Labour Day, Thanksgiving Day and 
Christmas Day; and 


(c) where the 1st day of January or the 25th day 
of December falls on a Sunday, on the day 
next following. O. Reg. 322/60, s. 1. 


(3) The Terminal, other than the Farmers’ Market 
section thereof, shall not be open for selling fruit and 
produce on Saturdays. 


(4) The Farmers’ Market section of the Terminal 
shall not be open for selling fruit and produce on 
Saturdays in November, December, January, February, 
March and April and the first two Saturdays in May. 
O. Reg. 131/58, s. 16 (3, 4). 


ENTRY TO THE TERMINAL 


17.—(1) Subject to subsection 2, no buyer shall 
enter the Terminal on any day, 


(a) before the time of opening of the Terminal; or 


(b) later than one hour before the time of closing 
of the Terminal, 


and no buyer shall remain in the Terminal after the 
time of closing of the Terminal, as prescribed in sec- 
tion 16. 


(2) Under a permit from the manager of the 
Terminal, a buyer may enter or remain in the Terminal 
for the time stated in the permit, but no permit to 
enter the Terminal is required when the Terminal is 
open as prescribed in section 106. 


(3) A permit shall be in Form 1. O. Reg. 131/58, 
Sele 


18. For the purpose of, 


(a) delivering fruit and produce at premises of 
tenants in the Terminal; or 


(6) loading or unloading fruit and produce at the 
cold-storage section, 
persons may enter the Terminal at any time. O. Reg. 
131/58, s. 18. 


19.—(1) Subject to subsection 2, no tenant of the 
Board shall make delivery of fruit and produce from the 
Terminal at any time other than the time during 
which the Terminal is open as prescribed in section 16 
on any day and during a period of two hours im- 
mediately following the time of closing on that day. 
O, Reg. 132/58,s. 19 (1): 


(2) Under a permit in Form 1 from the manager of 
the Terminal, a tenant of the Board may make delivery 
of fruit and produce from the Terminal at times other 
than the times permitted under subsection 1. O. Reg. 
IGA SSa.Sa LO C25). 


20. No person shall enter or leave the Terminal 
from Park Lawn Road on any day later than the time 
of closing of the Terminal without the permission of the 
manager of the Terminal. O. Reg. 131/58, s. 20. 
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21. No person shall enter the Terminal from The 
Queensway on any day when the entrance is barricaded, 
without the permission of the manager of the Terminal. 
O. Reg. 131/58, s. 21. 

CARE AND USE OF PREMISES 

22.—(1) No person shall, 

(a) damage in any manner; or 
(b) mark or deface, 
any property of the Board. 
(2) No person shall, 


(a) misuse corridors, washrooms or other public 
parts of the Food Terminal Building; 


(6) create a nuisance in the Terminal; 


(c) remove or damage or interfere with any barri- 
cade or directional sign in the Terminal; 


(d) climb, remove or damage any fence in the 
Terminal; or 


(e) interfere with the use or operation of any 
gates, locks, equipment or supplies of the 
Board. 


(3) No person shall, 


(a) throw or dump, or cause to be thrown or 
dumped, any refuse or fruit and produce; or 


(b) litter the premises with any material, 
in the Terminal. 


(4) No person shall allow a dog, horse or other 
animal in the Terminal. O. Reg. 131/58, s. 22. 


23.—(1) Every wholesaler shall provide metal con- 
tainers with proper covers therefor of sufficient number 
and size to contain all garbage and refuse in that part 
of the Terminal of which he is the tenant, but no 
container shall have a capacity of more than fifteen 
gallons. 


(2) Every wholesaler shall place all garbage and 
Ney on his premises in containers. O. Reg. 131/58, 
s. 23. 


24. No wholesaler shall permit any unsanitary con- 
dition to exist on his premises. O. Reg. 131/58, s. 24. 
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25. No person shall maintain, operate or allow to 
be operated on the premises hand trucks, tow-motors 
or other equipment having iron or steel wheels in 
contact with floors or platforms of the Food Terminal 
Building. O. Reg. 131/58, s. 25. 


26. No person shall use for storage the rear plat- 
forms of the Food Terminal Building beyond a distance 
of four feet from the wall of the building. O. Reg. 
131/58 05. 20. 


27. No person shall use the loading platforms in 
the buyers’ court for the purpose of storage. O. Reg. 
epee Gy OTE 


28. Where a property line on the loading platforms 
in the buyers’ court marks the limits of premises leased 
by the tenants, no tenant shall keep for sale or display 
any merchandise on a loading platform other than that 
part of the loading platform located on the side of the 
property line next to his premises. O. Reg. 131/58, 
s. 28. 


Form 1 
The Ontario Food Terminal Act 


PERMIT TO ENTER AND REMAIN IN, OR 
MAKE DELIVERIES FROM, THE TERMINAL 


Under The Ontario Food Terminal Act and regula- 
tions made by the Board, and subject to the limitations 
thereof, this permit is issued 


to enter and remain in the Terminal under section 17 
of R.R.O. 1960, Reg. 462, or for the purpose of making 
delivery of fruit and produce from the Terminal under 


section 19, during the time from........ Leet, ae rristae 
Gis eae OE Age: LOAM REE Rn CE ee pt a icine 
Dated the...... day Ort Li, eee ee ,19 


Manager of Terminal 


O. Reg. 131/58, Form 1. 
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Regulation 463 


under The Ontario Food Terminal Act 


PROCEDURE OF THE BOARD 
MEETINGS 


1. Meetings of the Board may be called at any 
time by the chairman or, in his absence, by the vice- 
chairman. O. Reg. 175/55, s. 1. 


2. Notice of all meetings of the Board shall be 
given to the office of each member of the Board at 
least twenty-four hours before the meeting, but no 
notice is necessary when all members of the Board, 
either before or after the meeting, sign a waiver of 
notice. O. Reg. 175/55, s. 2. 


3. Four members of the Board constitute a quorum 
at any meeting of the Board. O. Reg. 175/55, s. 3. 


EXECUTION OF DOCUMENTS 


4, All cheques, notes and orders for the payment 
of money shall be signed by, 


(a) the chairman or such other member of the 
Board as the Board by resolution appoints 
for the purpose of signing; and 


(6) the secretary, treasurer, manager or such 
other person as the Board by resolution 
appoints for the purpose of signing. O. Reg. 
WY / Sone Ch 


5. Contracts, documents and instruments in 
writing requiring execution by the Board may be 
signed by the chairman and the secretary, or the Board 
by resolution may appoint two persons, at least one of 
whom shall be a member of the Board, to sign contracts, 
documents and instruments in writing. O. Reg. 175/55, 
Ss) 


6. The seal of the Board shall be in the form of two 
concentric circles with the words ‘‘Ontario Food 
Terminal Board’’ inserted in the space between the 
two circles, and when used shall be authenticated as 
provided by section 5. O. Reg. 175/55, s. 6. 


OFFICERS 
7.—(1) There shall be a secretary of the Board. 
(2) There shall be a treasurer of the Board. 


(3) The same person may be appointed secretary 
and treasurer. O. Reg. 175/55, s. 7. 


8. The manager shall, 


(a) enforce the Act and this Regulation and the 
rules made by the Board with respect to the 
operation of the Terminal; and 


(b) make a report to the Board at each meeting 
of the Board showing, 


(i) all alleged violations of the Act, this 
Regulation and the rules made by the 
Board, since the date of the meeting 
last held by the Board, 


(ii) all accidents occurring at the Terminal 
reported to him since the date of the 
meeting last held by the Board, 


(iii) particulars of changes in the tenancies 
at the Terminal, 


(iv) all other matters that he deems to be 
of interest to the Board, and 


(v) any other matter on which the Board 
or any member thereof requests a report 
or information. O. Reg. 175/55, s. 8. 


9. The secretary shall, 


(a) attend all meetings of the Board and keep 
true minutes thereof; 


(b) conduct the correspondence of the Board; 


(c) keep a record of all business transactions of 
the Board; 


(d) assist the chairman and vice-chairman in 
carrying out their duties; and 


(e) carry out such further duties as are assigned 
to him by the Board. O. Reg. 175/55, s. 9. 


10. The treasurer shall, 


(a) receive all moneys paid to the Board and forth- 
with deposit them to the credit of the Board 
in a chartered bank or in a branch of The 
Province of Ontario Savings Office, as the 
Board may by resolution direct; 


(b) keep the securities of the Board in safe 
custody; 


(c) keep or cause to be kept proper books of 
account and make or cause to be made 
therein entries of all receipts and expenditures 
of the Board; 


(d) prepare the annual financial statement of the 
Board; and 


(e) prepare reports showing the financial position 
of the Board, as the Board from time to time 
directs. O. Reg. 175/55, s. 10. 


11.—(1) The treasurer shall be bonded by a bond 
of a guarantee company approved under The Guarantee 
Companies Securities Act in an amount satisfactory 
to the Board. 


(2) The Board shall pay the cost of the bond. 
O, Res, tia/soys. Le 
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Regulation 464 


under The Ontario Highway Transport Board Act 


RULES OF PROCEDURE 
1. In this Regulation, 
(a) “‘file’’ means file with the Board; 


(b) “respondent’? means a person who files an 
objection under section 5 and includes such 
other person as the Board directs to be added 
under section 18. O. Reg. 59/56, s. 1. 


2. An application before the Board shall be verified 
by affidavit. O. Reg. 164/56, s. 1. 


3.—(1) Upon receipt by the Board of an application 
or reference made under The Public Vehicles Act, The 
Public Commercial Vehicles Act or any other Act, other 
than an application for approval of the issuance of a 
temporary operating licence or a reference of an 
operating licence by the Minister with the recom- 
mendation that the terms and conditions be reviewed, 
and subject to section 8, the Board shall cause a notice 
of hearing to be published in The Ontario Gazette. 
O. Reg. 42/57, s. 1. 


(2) The notice of hearing shall, 


(a) state the nature of the application or reference; 
and 


(b) fix the time, date and place of the hearing. 
OP Res 59/5055, 252). 


4, Subject to section 5, any person may make 
representations to the Board in respect of an application 
or reference. O. Reg. 59/56, s. 3. 


5.—(1) Any person who wishes to oppose the grant- 
ing of the licence in respect of which an application or 
reference has been made shall filean objection. O. Reg. 
59/56, s. 4 (1). 


(2) A respondent shall serve upon the applicant 
or person named in the reference, on or before the day 
on which the objection is filed, 


(a) the objection; and 


(b) acertified copy of the operating licence, if any, 
of the respondent. O. Reg. 59/56, s. 5. 


(3) The objection shall, 


(a) be filed in quadruplicate at least fifteen days 
before the date set for the hearing; 


(6) be signed by the respondent or by his solicitor 
on his behalf; 


(c) contain a clear and concise statement of the 
grounds upon which the application is 
opposed; 


(d) contain the name and address of the re- 
spondent and of his solicitor, if any; and 


(e) contain proof of service under subsection 2. 
O. Reg. 59/56, ss. 4 (2), 6, revised. 


6.—(1) The applicant or person named in the re- 
ference may file a reply to each objection and shall 
serve each respondent with the reply to his objection 
on or before the day on which the reply is filed. O. Reg. 
Se, Sey GS Gy 


(2) The reply shall, 


(a) be filed in quadruplicate at least five days 
before the date set for the hearing; 


(6) be signed by the applicant or person named 
in the reference or by his solicitor on his 
behalf; and 


(c) contain proof of service under subsection 1, 
O. Reg. 59/56, ss. 7 (2), 8 (2), revised. 


7. Where an applicant under the Act or any other 
Act withdraws his application, he shall forthwith, 


(a) serve each respondent with a notice of the 
withdrawal; and 


(b) file the notice of withdrawal and proof of 
service under clause a. O. Reg. 59/56, s. 9. 


8.—(1) The Board may, in its discretion, publish 
notice of an application or reference in The Ontario 
Gazette without fixing a day for a hearing. O. Reg, 
O9/SO55n LONGI): 


(2) If no objection is served and filed in the 
manner prescribed by section 5 within fifteen days of 
the publication, the Board may dispose of the applica- 
tion or reference summarily. 


(3) If an objection is served and filed within fifteen 
days of the publication, the Board shall fix a date for 
the hearing with notice to all parties, and the procedure 
is thenceforth the same as for a proceeding to which 
this section does not apply. O. Reg. 59/56, s. 10 (2, 3); 
O. Reg. 164/56, s. 2 (1, 2). 


9.—(1) Where, 


(a) the Minister refers an operating licence to 
the Board with a recommendation that the 
terms and conditions be reviewed; or 


(b) the Board rehears an application under section 
16 of the Act, 


the Board shall cause a notice of hearing to be published 
in The Ontario Gazette. 


(2) The notice of hearing shall, 


(a) name the holder of the operating licence that 
is the subject of the review, or the applicant 
in the application being reheard; 


(b) state the nature of the matter to be deter- 
mined; and 


(c) fix the time, date and place of the hearing. 
O. Reg. 59/56, s. 11. 


(3) The Board shall cause the notice of hearing to 
be served upon the person named in the notice within 
five days of its publication. O. Reg. 59/56, s. 12. 


10.—(1) Any person who wishes to make repre- 
sentations to the Board in respect of a rehearing or 
review shall file a statement. O. Reg. 59/56, s. 13 (1). 

(2) The statement shall, 


(a) be filed in quadruplicate at least ten days 
before the date set for the hearing; 
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(b) be signed by the person who wishes to make 
representations or by his solicitor on his 


behalf; 


(c) contain a clear and concise statement of the 
representations to be made at the hearing; and 


(d) contain the name and address of the person 
who wishes to make the representations and 
his solicitor, if any. O. Reg. 59/56, ss. 13 (2), 
14, revised. 


11.—(1) Where a party to proceedings before the 
Board applies under subsection 1 of section 19 of the 
Act for a stated case, he shall file, 


(a) a clear and concise statement of the facts 
upon which he applies to have a question of 
law determined; and 


(b) the question of law which he applies to have 
determined. 


(2) Where the Board directs that a case be stated, 
it shall cause a copy of the case to be stated to be served 
upon all parties to the proceedings to which the stated 
case pertains. O. Reg. 59/56, s. 15. 


12.—(1) Where any person is required to serve any 
notice, document or paper in proceedings before the 
Board, he shall serve it by delivering a true copy to 
the person to be served personally or by sending it to 
him by registered mail at his address for service or, if 
there is no address for service, at his last-known or 
usual address. 


(2) Where the name and address of a solicitor of a 
party to a proceeding is shown in an application, 
objection or reply, any notice, document or paper may 
be served upon the party by delivering a true copy to 
the solicitor personally or by sending it to him by 
registered mail at his last-known or usual address, and 
that service shall be deemed to be good and sufficient 
service. 


(3) Where, 


(a) the number of persons affected by an applica- 
tion is so large that in the opinion of the Board 
it is not practicable to serve the persons 
under subsections 1 and 2; or 


(b) the party required to effect service proves 
to the satisfaction of the Board that service 
cannot be effected or that it is not expedient 
to effect service under subsections 1 and 2, 


the Board may direct that service be made by publica- 
tion of the notice, document or paper to be served ina 
publication named in the direction of the Board, and the 
service shall be deemed to be good and sufficient service 
and to have been made on the date of publication. 
O. Reg. 59/56, s. 16. 


13. Any notice, document or paper required to be 
filed may be filed by, 


(a) depositing it at the office of the Board in the 
City of Toronto; or 


(b) mailing it by registered mail addressed to the 
Secretary of the Board at its office in the 
City of Toronto. O. Reg. 59/56, s. 17. 


14.—(1) Service by registered mail shall be deemed 
to have been made on the date of mailing. 
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(2) Filing by registered mail shall be deemed to 
have been made on the date of receipt at the office of 
the Board. O. Reg. 59/56, s. 18. 


15. A summons under subsection 1 of section 9 of 
the Act shall be in Form 1. O. Reg. 59/56, s. 19. 


16.—(1) An application, objection, reply or state- 
ment may be amended at the hearing by leave of the 
Board upon such terms and conditions as the Board 
deems advisable. 


(2) No proceeding shall be deemed invalid by reason 
of any irregularity or defect in form. O. Reg. 59/56, 
s. 20. 


17.—(1) The Board may, if it deems it advisable, 
adjourn any hearing before it for such time and to such 
place and upon such terms as it thinks fit. 


(2) The Board may, upon such terms as it thinks 
fit, enlarge the time prescribed by this Regulation for 
doing any act, serving or filing any notice, document 
or paper or taking any proceeding and may exercise 
the power although application therefor is not made 
until after the expiration of the time prescribed. 


(3) The Board may, upon such terms and conditions 
as it thinks fit, abridge the time prescribed by this 
Regulation for doing any act, serving or filing any 
notice, document or paper or taking any proceeding. 
O. Reg. 59/56, s. 21. 


18. The Board may direct that service be made 
upon any person who is not a party to the proceedings, 


and may add any person as a respondent at any time 
upon such terms as it deems just. O. Reg. 59/56, s. 22. 


Form 1 
The Ontario Highway Transport Board Act 


SUMMONS TO A WITNESS BEFORE THE 
ONTARIO HIGHWAY TRANSPORT BOARD 


Re: 
Tor 


You are summoned and required to attend before 
the Ontario Highway Transport Board at a hearing 


LOUIE Nel diate. payee oe near eee eens bugs oVSre rele cs pee 
GU ye Se casas yee eee Car COM a. Marve aratas day of 
As MARR SA Me AEE , 9... at the hour of... .. .o.clock in 
EL Oke arn gare noon, and so from day to day until the 


hearing is concluded, to give evidence on oath touching 
the matters in question in the proceedings and to 
bring with you and produce at the time and place 


DY Nieets Oh sl) Ce ey arene ee AVG OL one nee oa rE Pa 3 ae 
Ontario HicGHway TRANSPORT BOARD: 


Chairman or Vice-Chairman 


O. Reg. 59/56, Form 1 
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Regulation 465 


under The Ontario Municipal Board Act 


COMPOSITION OF BOARD 
1. The Board shall be composed of nine members. O. Reg. 226/52, s. 2. 
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Regulation 466 


under The Ontario Municipal Board Act 


PROCEDURE 
INTERPRETATION 
1. In these Rules, 


(a) “applicant” includes a complainant and any 
person or corporation applying to the Board 
to hear and determine any matter or thing; 


(b) ‘‘application” includes a complaint and any 
other proceeding, matter or thing that the 
Board can hear and determine; 


(c) “respondent”’ includes any person or cor- 
poration adverse in interest to an applicant. 
C.R.O. 1950, Reg. 473, ss. 1-4, amended. 


2. Where any matter is not expressly provided for 
by these Rules, the Rules of Practice under The 
Judicature Act shall be followed as far as they are 
applicable, as determined by the Board. C.R.O. 1950, 
Reg. 473, s. 5. 


3. The Interpretation Act and the interpretation 
clauses of The Judicature Act and of The Railway Act 
apply to these Rules unless the context otherwise 
requires. C.R.O. 1950, Reg. 473, s. 6. 


APPLICATIONS 


4. Applications to the Board shall be by notice in 
writing in Form 1, divided into paragraphs numbered 
consecutively and shall set forth clearly and concisely 
the nature of the application and the relief or remedy 
sought. C.R.O. 1950, Reg. 473, s. 7. 


5. Where a notice is given by a solicitor, it shall 
contain the solicitor’s name and his address where 
documents may be served. C.R.O. 1950, Reg. 473, s. 8. 


6. Where proceedings are instituted in person, the 
notice shall contain the address for service of the 
person giving the notice and if the person instituting 
the proceedings does not comply with the requirements 
of this section, the opposite party may serve him witha 
document by posting the document in the offices of the 
Board in the City of Toronto. C.R.O. 1950, Reg. 473, 
s. 9, revised. 


7. The notice commencing proceedings before the 
Board shall be mailed to or filed with the secretary of 
the Board at the offices of the Board in the City of 
Toronto, and shall be served upon the respondent in 
the manner provided by section 76 of the Act. C.R.O. 
1950, Reg. 473, s. 10. 


REPLY 


8.—(1) Where a reply is directed to be filed and 
served, it shall be in Form 3 and shall set forth clearly 
and concisely the respondent’s answer to the applica- 
tion, divided into paragraphs and numbered con- 
secutively, and shall admit such parts of the application 
as are not in dispute. 


(2) The reply shall contain the respondent’s address 
for service if filed in person, and that of his solicitor if 
filed by a solicitor. C.R.O. 1950, Reg. 473, s. 11, 
revised. 


9. The reply shall be delivered to the secretary of 
the Board or mailed to him by prepaid mail, and a 
copy thereof shall be served upon the applicant in the 


manner provided by section 76 of the Act or upon the 
solicitor of the applicant at his address set forth in the 
notice. C.R.O. 1950, Reg. 473, s. 12. 


HEARING 


10. At least ten days after the service on the re- 
spondent of the notice of application, either party may 
apply to the Board on notice of motion in writing for 
an order fixing the time, place and manner of hearing 
the application and the order may direct the respondent 
to file and serve a reply, and if the opposite party does 
not appear on the motion the order shall be served 
upon the said opposite party or his solicitor at least 
ten days before the hearing. C.R.O. 1950, Reg. 473, 
Ss. 13: 


11. The Board may direct that affidavits filed with 
the secretary and such other documentary evidence 
as the parties may adduce shall be received in evidence. 
C.R.O. 1950, Reg. 473, s. 14. 


12. The party commencing proceedings before the 
Board shall, at least two clear days before the hearing, 
deposit with the secretary of the Board three copies of 
the notice of application and reply, if any. C.R.O. 
1950, Reg. 473, s. 15. 


13.—(1) Where an affidavit is to be offered in 
evidence in support of an application, a copy shall be 
served with the order for hearing, and any affidavits 
in defence shall be filed with the secretary and served 
on the opposite party within eight days of the filing. 
C.R.O. 1950, Reg. 473, s. 16, part. 


(2) Any affidavits in answer to the afhdavits filed 
in defence shall be filed and served by the applicant 
upon the respondent within four days after the service 
of the affidavits in defence. C.R.O. 1950, Reg. 473, 
s. 16, part, amended. 


14. At least ten days after the respondent is served 
with the notice of application, the Board may make 
orders for production of documents, for inspection, 
for examinations for discovery, for the examination of 
witnesses who cannot attend the hearing by reason 
of sickness or other unavoidable cause, and for the 
examination of witnesses residing outside Ontario, as 
the nature of the application requires and upon such 
terms as the Board orders or directs. C.R.O. 1950, 
Reg. 473, s. 17. 


15. Any party may give another party notice in 
writing to produce any document that relates to any 
matter in question before the Board and that is in his 
custody, power or possession, and if the notice is not 
complied with, secondary evidence of the documents 
may be given. C.R.O. 1950, Reg. 473, s. 18. 


16. A party may, by notice in writing, call upon 
any other party to admit any document that requires 
to be proved and in default of notice to admit, the costs 
of proving the document shall not be allowed except 
where, in the opinion of the Board, the omission to 
give the notice was a saving of expense. C.R.O. 1950, 
Reg. 473, s. 19. 


17. At the hearing of an application, the party 
commencing the proceedings shall begin and, after the 
evidence in defence is given, has the right to reply. 


C.R.O. 1950, Reg. 473, s. 20. 
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18.—(1) There shall be at least two clear days 
between the service of a notice of motion and the day 
fixed for a hearing, unless the Board gives leave to 
serve short notice. 


(2) In the computation of the two clear days, 
Sundays and days on which the offices are closed shall 
not be reckoned. 


(3) No notice of motion shall be served unless an 
appointment has been first obtained from the Board 
for hearing the motion. C.R.O. 1950, Reg. 473, s. 21. 


TIME 


19. No trial or hearing shall take place or motion 
be heard during the long vacation or the Christmas 
vacation observed by the Supreme Court of Ontario, 
unless otherwise directed by the Board in case of 
urgency, and such vacations shall not be reckoned in 
the computation of the times allowed by these Rules 
for filing or delivering a notice of application or a reply. 
C.R.O. 1950, Reg. 473, s. 23. 


20. In all cases in which any particular number of 
days, not expressed to be clear days, is prescribed by 
these Rules, the number shall be reckoned by excluding 
the first day and including the last day. C.R.O. 1950, 
Reg. 473, s. 25. 


POWERS OF BOARD 


21. Where, in the opinion of the Board, an amend- 
ment to any document filed with the Board is necessary 
for determining the real question at issue between the 
parties, the Board may direct the amendment upon 
such terms as the Board in its discretion deems just. 
C.R.O. 1950, Reg. 473, s. 26, revised. 


22. The Board may enlarge or abridge the time 
apointed by these Rules for doing anything or taking 
any proceeding, upon such terms as the Board deems 
Justa) CoR@) 19505 Regwa7Sis. 22: 


23. The Board may from time to time adjourn any 
proceeding before it. C.R.O. 1950, Reg. 473, s. 28. 


GENERAL 


24. No proceeding before the Board shall be 
defeated or affected by any technical objection or by 
any objection based upon defects in form. C.R.O. 
1950, Reg. 473, s. 27. 


25.—(1) Unless otherwise ordered by the Board, the 
applicant or his solicitor shall prepare the formal order 
made by the Board and submit it to the respondent or 
his solicitor for approval, and, if the parties fail to 
agree on the form of the order, the order shall be 
settled by the secretary of the Board. 


(2) When settled, the order shall be engrossed in 
duplicate and left with the secretary to be signed and 
sealed and entered by him in the book kept for that 
purpose. C.R.O. 1950, Reg. 473, s. 29. 


26. The forms hereto are prescribed for use with 
such variations as circumstances or the nature of the 
application require and, where no form is prescribed, 
the forms prescribed by the Rules of Practice under 
The Judicature Act may be adopted. C.R.O. 1950, 
Reg. 473, s. 30. 


Form t 
The Ontario Municipal Board Act 
OnTARIO MunicipaL BoarpD 
Between: 
Applicant, 
and 

Respondent. 

NOTICE OF APPLICATION 


1. The Applicant is (here give a general description 
of the Applicant): 


2. The Respondent is (here give a general descrip- 
tion of the Respondent): 


3. (Here follows the complaint or application): 


4. (Here follows the nature of the relief or remedy 
sought): 


5. This application will be heard by the Board after 
ten days from the service hereof, at such time and 
place and in such manner as the Board orders and 
directs. 

GyeDhisinoticens civen byes one eet: of the 
ERO oS Lr Of eee enters COUmeysror 
learns ee , Solicitor for the Applicant (or this 


Notice:is givent bye ame celta es of the 
the Applicant 1n person). 


Signature: Solicitor’s or Applicant’s. 


C.R.O. 1950, Reg. 473, Form I. 


Form 2 
The Ontario Municipal Board Act 
Form of Application where there is no Opposite Party. 


ONTARIO MuNICIPAL BOARD 


Gounty ofaes cere s cate foranorder tonsa dni ree 

The Applicant hereby applies to the Board for an 
order under (citing the legislation) for (here set forth 
the nature of the application and order asked for): 


This Application is made Dy.n. 63 ..- eeeelees of 


Solicitor for the Applicant: (or) this Application is 
made by (the Applicant in person). 


Signature of Solicitor or Applicant 


C.R.O. 1950, Reg. 473, Form IT. 


58 ONTARIO MUNICIPAL BOARD 


Form 3 
The Ontario Municipal Board Act 
RE Pia 
Style of Cause as in Form 1. 


1, The reply of the above named Respondent to the 
Notice of Application of the above named Applicant. 


2. The Respondent admits paragraphs 1, 2 or 3 
(as the case may be) of the Notice. 


3. The Respondent says that (here set forth reply). 


4. The Respondent says that the Applicant is not 
entitled to the relief or remedy sought (or he is only 
entitled to the following relief or remedy (as the case 
may be). 


Se Dhismeplyusmmades yey maces ier cectea steep e ts of 
Oe aoa Une Oe nae , Solicitor for the above named 
Respondent: (or) this reply is made by.............. 
OLE Pes ntines eels eed bes (the Respondent in person). 


Signature of Solicitor or Respondent (as the case 


may be). 
C.R.O. 1950, Reg. 473, Form ITI. 


Form 4 
The Ontario Municipal Board Act 
FORM OF ORDER FOR PRODUCTION 
Style of Cause same as in Form 1. 
Upon the application of the... 22.47. seasons 


PEAMSHOLGereG eENATHENE: ccs Setccus seve ets. sieveraveousis viatieyararets 


do within ten days after the service of this Order make 
discovery on oath of the documents which are or have 


{BSyeSaWS sey Pel each Rook Ce PR a eae eer eee possession or 
power relating to any matters in question in this appli- 
cation and do produce to and deposit the same with 
the Secretary of the Board at Toronto for the usual 
purposes. 


Wated' this. ssc s..-& CayrOlene sim calshrie suet FLOM 
C.R.O. 1950, Reg. 473, Form IV. 


Form 5 
The Ontario Municipal Board Act 


FORM OF AFFIDAVIT AS TO PRODUCTION 
OF DOCUMENTS 


Style of Cause same as in Form 1. . 


THE ADO MAMTOUIN, oie arccaee he hocust ec este ok , make oath 
and say as follows: 


1. I have in my possession or power the documents 
relating to the matters in question in this application 
set forth in the Parts I and II of Schedule 1 hereto. 


2. I object to producing the documents set forth 
in Part II of Schedule 1 hereto. 


3. That 


4. I have had, but have not now, in my possession 
or power the documents relating to the matters in 
question in this application set forth in Schedule 2 
hereto. 
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5. The last mentioned documents were last in my 
POSSESSION OT PAOWEmOILow. mains cet cAUe eee ave ceils 
6. That 


7. According to the best of my knowledge, informa- 
tion and belief, I have not now and never had in my 
possession, custody or power, or in the possession, 
custody or power of my solicitor or agent, or in the 
possession, custody or power of any other person or 
persons on my behalf, any deed, account, book of 
account, voucher, receipt, letter, memorandum, paper 
or writing, or any copy of or extract from any such 
document, or any other document whatsoever, relating 
to the matters in question in this application, or any 
of them, or wherein any entry has been made relative 
to such matters or any of them, other than and except 
the documents set forth in schedules 1 and 2, and the 
pleadings and other proceedings in the application. 


SWOUNTAl ss -+ eee atte ots 


Before me, 
A Commissioner, ete. 


SCHEDULE 1 


Part I—Showing documents in my possession that 
I do not object to producing. 


Part II—Showing documents in my _ possession 
that I object to producing. 


SCH DUE 2 


Showing documents that I have had, but have not 
now, in my possession or power. 


C.R.O. 1950, Reg. 473, Form V. 


Form 6 
The Ontario Municipal Board Act 


FORM OF ORDER FOR EXAMINATION 
FOR DISCOVERY 


Style of Cause same as in Form 1. 
Upommherapp lication oli le ses ue maces) tee pe aci 
It Is ORDERED THAT THE 

aHOVeIMA IER). Scheie Os itera ek tee Het do attend 
before..... Sh Goma ae at such time and place as he 
shall by writing hereon endorsed appoint, and submit 
to be examined viva voce upon oath touching his know- 
ledge of the matters in question in the application. And 


the cost of this order and costs of such examination are 
reserved. 


Wated thigh). nese on (BERING) hee sphere AS RCRIS CAO 2 aloe 
Pursuant to the within Order,................. do 
hereby appoint.......... ERG, ah umes eh was day of 
Ae ae ort cee vac Mone ie (19s wer Ab EBS HOUT OL. ameiccs 
GQretocksamethe: avi erterr NGO Me atesieet: odo dau te 0 Mee 
for the examination of the within named............ 
Wateduthis acs. 2. . ost: DaVROE odes eri klaMoatrne esis , 19 


C.R.O. 1950, Reg. 473, Form VI. 


Catena 
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Form 7 
The Ontario Municipal Board Act 
FORM OF NOTICE TO PRODUCE 

Style of Cause same as in Form 1. 

Take notice that you are hereby required to pro- 
duce and show to the Board at the hearing of this 
application all books, papers, letters, copies of letters 
and other writings and documents in your custody, 
possession or power containing any entry, memorandum 
or minute relating to the matters in question in this 
application and particularly those hereinafter specified. 


atedenhicn = easels GANZOL-5 AA rt a ea PLOe 


To the above named 


Solicitor or Agent. 


Solicitor for the above named 


Description of Documents Dates 


C.R.O. 1950, Reg. 473, Form VII. 


Form 8 


The Ontario Municipal Board Act 


FORM OF NOTICE TO ADMIT 
Style of Cause same as in Form 1. 
Wake moticesthatwthes seeerenn ose ee purpose to 


adduce in evidence the several documents hereinunder 
specified and that the same may be inspected by the 


BP cera ty himiselfehistsolicitoterds.pieie eee aoa TOb 
ARS ONES orn ete nomen erenete Pree ae rarcooat a arcane: Ole: day, 
UN odie eee Gaya Olmert = ache era 5 oe between the hours 
Or ers WONG omen Oe inks Aula een erp ot noon, and 
UN Gegarnn ernie ak: is hereby required, within four days 


from the said day to admit that such of the said docu- 
ments as are specified to be originals were respectively 
written, signed or executed, as they purport respectively 
to have been; that such as are specified as copies are 
true copies; and that such documents as are stated to 
have been served were served or delivered respectively; 
saving all just exceptions to the admissibility of all 
such documents as evidence on this application. 


Wareducnisamves sas. < (EN AKO) Soon eID EO a oe 


Solicitor or Agent. 


his Solicitor or agent. 


ORIGINALS 


Description of Documents Dates 


COPTES 


Original or Duplicate 
served, sent or delivered, 
when, how and by,whom 


Description of 


Documents | Dates 


C.R.O. 1950, Reg. 473, Form VIII. 


Form 9 
The Ontario Munictpal Board Act 
SUMMONS TO WITNESS 
RE: 


Wo: 


You are summoned and required to attend before 
the Ontario Municipal Board at a hearing to be held 


But Sava talaya oy oi elatiel oteyacsteleveracel ofe UM EROS Sis: ne shaven dace slersatiacs 
Oli reer ers OWneasrecreine day, the: . ecw eare ss day of 
helecusret« Meee lO eat the hou ol aero clockern 
HG nner oe noon, and so from day to day until the 


hearing is concluded, to give evidence on oath touching 
the matters in question in the proceedings and to 
bring with you and produce at the time and place 


Dated thisw..carrsac GER CA mig OMT ao 5510 0.0 b.C 510K 


puaian se veveloueia)-e.elsite Ju: are 6 ip ani st iain wie! iN (meee cece 


Secretary 


C.R.O. 1950, Reg. 473, Form IX, revised. 
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Form 10 
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The Ontario Municipal Board Act 


FORM OF FINAL ORDER 
ONTARIO MUNICIPAL BOARD 


BEFORE: 


Ce er 


Ce 


Commissioner. 


BETWEEN: 
Applicant, 
and 
Respondent. 
UPON THE APPLICATION of the above named 
Applicant, in the presence of the Applicant and 
Respondent, upon hearing the evidence adduced on 
behalf of the Applicant and Respondent and upon 
hearing counsel for the Applicant and Respondent 
(or upon hearing the Applicant and Respondent in 
person, as the case may be), 
THE BOARD ORDERS: 
(here set forth what the Board orders). 


C.R.O. 1950, Reg. 473, Form X. 
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Regulation 467 


under The Ontario Municipal Improvement Corporation Act 


INTEREST ON DEBENTURES 


1. Debentures purchased by the Corporation shall bear interest at the rate of 634 per cent per annum, 
payable yearly. O. Reg. 273/60, s. 1. 
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Reg. 468 


Regulation 468 


under The Ontario Municipal Improvement Corporation Act 


PROCEDURE 
INTERPRETATION 
1. In this Regulation, 
(a) “board” means the board of directors; 


(6) “Corporation” means The Ontario Municipal 
Improvement Corporation. C.R.O. 1950, 
Reg ol3 sy Ll. 


MEETINGS OF THE BOARD 


2. Meetings of the board may be called at any time 
by the chairman or, in his absence, by the vice-chair- 
man. C.R.O. 1950, Reg. 313, s. 2. 


3. Notice of all meetings of the board shall be de- 
livered to the office of each member of the board at 
least twenty-four hours before the meeting, but no 
notice is necessary when all members of the board, 
either before or after the meeting, sign a waiver of 
notice. C.R.O. 1950, Reg. 313, s. 3. 


4. Two directors constitute a quorum at any 
meeting of the board. C.R.O. 1950, Reg. 313, s. 4. 


RECORDS 


5. The board shall cause the secretary, or some 
other official of the Corporation charged with that 
duty, to keep a book or books in which shall be recorded, 


(a) a copy of The Ontario Municipal Improvement 
Corporation Act and any amendments thereto 
and a copy of the regulations made thereunder; 


(6) a copy of all Orders in Council relating to the 
Corporation; 


(c) the names of all members of the board and 
the dates on which each became and ceased 
to be a member of the board; and 


(d) the minutes of all meetings and votes of the 
board, verified by the signature of the chair- 
man or vice-chairman. C.R.O. 1950, Reg. 313, 
Sao 


6. The board shall cause to be kept proper books of 
account containing full and true statements of, 


(a) the financial transactions of the Corporation; 
(b) the assets of the Corporation; 


(¢) the money received and expended by the Cor- 
poration and the matters in respect of which 
the receipt and expenditure took place; and 


(d)Jthe credits and liabilities of the Corporation. 
C.R.O. 1950, Reg. 313, s. 6. 


FISCAL YEAR 


7. The fiscal year of the Corporation terminates on 
the 31st day of March in each year. C.R.O. 1950, 
Res. a3, Sos. 


CUSTODY OF SECURITIES 


8. Debentures purchased from municipalities shall 
be lodged for safekeeping with the Treasurer of Ontario. 
C.R.O. 1950, Reg. 313, s. 8. 


EXECUTION OF DOCUMENTS 
9. All cheques, notes and orders for the payment of 
money shall be signed by two directors. C.R.O. 1950, 
Reg, 3i3ys. 9: 


10. Contracts, documents or instruments in writing 
requiring execution by the Corporation may be signed 
by two directors, or the board by resolution may apponit 
any official or person on behalf of the Corporation to 
sign contracts, documents and instruments in writing. 
C.R.O. 1950, Reg. 313, s. 10. 


11. The seal of the Corporation shall be in the 
form of two concentric circles with the words ‘‘The 
Ontario Municipal Improvement Corporation” inserted 
in the space between the circles, and when used shall 
be authenticated as provided by section 10. C.R.O. 
1950, Reg. 313, s. 11. 


FORMS 

12. An application to the Corporation for the pur- 
chase of debentures shall be in Form 1. C.R.O. 1950, 
IN@Se SL S ySa koe 


13. An application shall be authorized by by-law in 
Form 2. C.R.O. 1950, Reg. 313, s. 13. 


14. An Order in Council approving the purchase of 
municipal debentures by the Corporation shall be in 
Form 3. C.R.O. 1950, Reg. 313, s. 14. 


Form 1 


The Ontario Municipal Improvement 
Corporation Act 
APPLICATION FOR PURCHASE OF 
DEBENTURES 


To The Ontario Municipal Improvement Corporation, 
Parliament Buildings, 
Toronto, Ontario. 


The council of The Corporation of the ............ 


applies to you for the purchase by you of debentures 


iy (MaKe AbenOUAEROne ieee 6 AMAA oe comaOrGa aero ONG. for 


ae @ ph eho sas Met ol vice. feta Cab aMri te? (a, “al (a) (a Wl SERA era's) pio. Te, Pal ew uleire! pu Ce ae By ea 


GhiletINow nia nee ee ) pursuant to section 64 of The 
Ontario Municipal Board Act, authorizing the munici- 
pality to proceed with the work or undertaking with 
respect to which the debentures are required. 


A certified copy of By-law No. ......... wis Sys eye eye 
authorizing this application is annexed. 


6. Sim etn eos (ole Wiss ole is Wiis € 6 6 8 9 & 


*See section 2 of the Act. 
C.R.O. 1950, Reg. 313, Form 1, 
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Form 2 


The Ontario Municipal Improvement 
Corporation Act 


ISIN, INIOe 6 aa Boode sooee 
A by-law authorizing an application to The 


Ontario Municipal Improvement Corporation 
for the purchase by it of certain debentures. 


WHEREAS by Order dated the...... srelers say Ol 
ae ee ee GRtlewiINo wasn aeee meses) the 
Ontario Municipal Board authorized the construction 
OLR eee Pa Pcie soba xl pete ttees tae ob hayaten 3 ealslonee shat sta 
ALAN sex DCU CIEURE. Olegani awn ts aruda see cate cis naa aieias 


and the enactment of the necessary debenture by-laws; 


THEREFORE the Council of The Corporation of 


enacts: 


1. That the head of council and the clerk are 
authorized to make application to The Ontario Munici- 
pal Improvement Corporation for the purchase by it of 


the debentures of The Corporation of the............ 
Oleareiteny atts mete, Achat iiies Bee wake in the amount of 
Dee anomie ence tein e 

Enacted this..... Gay Olaae nt otha tensa , 19 


ieyi6]0| ©: 6) 0) ¢ w! 6/6116) 6) wre) 6) a0) 0) 6 «9 0) 6110) © 


(clerk) 
(Seal) 
C.R.O. 1950, Reg. 313, Form 2. 
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Form 3 


The Ontario Municipal Improvement 
Corporation Act 


APPROVAL OF THE PURCHASE OF 
DEBENTURES 
Subject to subsection 2 of section 8 of The Ontario 
Municipal Improvement Corporation Act the Lieutenant 
Governor in Council approves the purchase by The 
Ontario Municipal Improvement Corporation of the 
debentures described as follows: 


ie Conporationiomunene een aeons 


Term—Varying amounts maturing in oneto...... 
years. 


Rates or slmterestan © eee ee mies ener yin 


Seo cMLh  cP Oti iarre yard ech Oita Ooo (hi Dh Os eto hn duc OO nt Oey Oi 


C.R.O. 1950, Reg. 313, Form 3. 
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Regulation 469 


under The Ontario-St. Lawrence Development Commission Act 


PARKS 
INTERPRETATION 
1. In this Regulation, 


(a) “‘camp-site’’ means a parcel of land that is in 
an area operated by the Commission for the 
purpose of camping and that is marked by 
stakes planted at each of the four corners of 
the parcel and identified by a number painted 
or otherwise placed on the stakes; 


(b) “officer’”” means a person appointed to be in 
charge of a part of the Parks; 


(c) ‘‘vehicle’’ means a vehicle as defined in The 
Highway Traffic Act. O. Reg. 142/60, s. 1. 


CONDUCT OF PERSONS USING THE PARKS 
2. No person shall, 
(a) remove or damage any plant, shrub or tree; 


(b) deface, remove or damage any property of the 
Commission; or 


(c) go upon any area that is not maintained for 
the purpose, as indicated by signs posted, 


within the Parks. O. Reg. 142/60, s. 2. 


3. No person shall, 


(a) conduct himself in the Parks in a manner that 
unnecessarily interferes with the use and 
enjoyment of the Parks by other persons; 


(b) throw stones or other missiles or brealx bottles 
in the Parks; 


(c) sell or offer for sale any article or service in 
the Parks without a permit therefor issued 
by the Commission; or 


(d) beg or solicit charity in the Parks. 
142/60, s. 3. 


O. Reg. 


4. No person shall, 
(a) possess an air-gun or fire-arm; or 


(b) fire or discharge any torpedo, rocket or other 
fire-works except in a place and at a time 
designated by an officer, 


within the Parks. O. Reg. 142/60, s. 4. 

5. No person shall discard any refuse or abandon 
any object in the Parks except in containers provided 
by the Commission for the purpose. O. Reg. 142/60, 
Sao. 


6.—(1) No person shall light or maintain a fire 
in the Parks except, 


(a) in fire-places provided by the Commission for 
the purpose; or 


(b) in a place designated by an officer. 


(2) No person who lights a fire in the Parks shall 
leave the fire unattended. O. Reg. 142/60, s. 6. 


7.—(1) No person shall permit an animal to be in 
the Parks unless it is on a leash that does not exceed 
six feet in length. 


(2) No person shall ride a horse within the Parks, 
other than on a public highway, except in such areas 
and at such times as are designated by the Commission 
for the purpose. O. Reg. 142/60, s. 7. 


8. No person shall operate a vehicle in the Parks 
except on a roadway or other place designated for the 
purpose. O. Reg. 142/60, s. 8. 


9.—(1) No person shall operate a motor vehicle 
on the Long Sault Parkway at a greater rate of speed 
than 35 miles per hour. 


(2) No person shall operate a motor vehicle upon 
the roadway from that part of the King’s Highway 
known as No. 2 to the entrance to Fort Henry at a 
greater rate of speed than 20 miles per hour. 


(3) Subject to subsections 1 and 2, no person shall 
operate a motor vehicle on a roadway in the Parks at a 
rate of speed that, in all the circumstances, constitutes 
a danger to persons or property. O. Reg. 214/60, s. 1. 


10. An officer may direct traffic where necessary 
to prevent or relieve congestion. O. Reg. 214/60, s. 1. 


11. No person shall operate a public commercial 
vehicle as defined in The Public Commercial Vehicles 
Act within the Parks except for the purpose of making 
deliveries within the Parks. O. Reg. 214/60, s. 1. 


12. No person shall park a vehicle in the Parks in a 
place other than one designated for the purpose by an 
officer. O. Reg. 142/60, s. 9. 


13. No person shall be in the Parks after 9.30 p.m. 
and before 8 a.m. without a permit therefor issued by 
the Commission. O. Reg. 142/60, s. 10. 


14. No person shall hold a picnic except in an area 
operated by the Commission for the purpose. O. Reg. 
142/60, s. 11. 


15. No person shall engage in athletic games except 
in an area operated by the Commission for the purpose. 
O. Reg. 142/60, s. 12. 


CAMPING 


16. No person shall occupy a camp-site except 
under the authority of a camp-site permit issued by 
the officer in charge of the camping area. O. Reg. 
142/60, s. 13. 


17. A camp-site permit authorizes the permittee 
and his party, 


(a) to camp for a period specified in the permit, 
but not exceeding twenty-eight days, in the 
camp-site designated in the permit; 


(b) to camp for a period specified in the permit 
during Monday, Tuesday, Wednesday, Thurs- 
day and Friday in the camp-site designated 
in the permit; or 


(c) where the permittee is a religious, charitable 
or educational organization, to camp for a 
period specified in the permit, but not exceed- 
ing twenty-eight days, in the camp-site desig- 
nated in the permit. O. Reg. 142/60, s. 14. 
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18.—(1) The fees payable for a permit for the 
purpose referred to in clause a of section 17 are, 


(a) where the permit is issued for a period of, 


(i) seven days or less, $1 a day or $5, 
whichever is the lesser, 


(ii) more than seven days but not more 
than fourteen days, $5 and $1 a day 
for each day over seven, or $10, 
whichever is the lesser, 


(iii) more than fourteen days but not more 
than twenty-one days, $10 and $1 a 
day for each day over fourteen, or $15, 
whichever is the lesser, or 


(iv) more than twenty-one days but not 
more than twenty-eight days, $15 and 
$1 a day for each day over twenty-one, 
or $20, whichever is the lesser; and 


(b) where electrical power is supplied, an addi- 
tional 25 cents a day for each outlet. 


(2) The fees payable for a permit for the purpose 
referred to in clause } of section 17 are $1 a day and, 
where electrical power is supplied, an additional 25 
cents a day for each outlet. 


(3) A permit for the purpose referred to in clause c 
of section 17 shall be issued without payment of a 
fee. O. Reg. 142/60, s. 15. 


19. A camp-site permit for the purpose referred to 
in clause a or b of section 17 is authority for the per- 
mittee to park on the camp-site one vehicle and a trailer, 
either of which has not been parked on a camp-site 
in the Parks under the authority of a camp-site permit 
for a period of twenty-eight days in the same year. 
O. Reg. 142/60, s. 16. 


20.—(1) A camp-site permit expires at 2 p.m. on 
the last day of the period for which it is issued. 
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(2) Upon vacating a camp-site, the permittee shall 
surrender his permit to the officer in charge of the 
camp-site. 


(3) Where a permit is surrendered before its expiry, 
the permittee is not entitled to any refund. O. Reg. 
142/60, s. 17. 


MOVING PERMITS 


21.—(1) No person shall move any building or 
structure along, across or upon the Parks without a 
moving permit issued by the Commission. 

(2) The fee for a moving permit is $1. O. Reg. 
142/60, s. 18. 


ADMISSION FEES 


22.—(1) Subject to subsection 2, no person shall 
take a vehicle into the Parks without paying a fee of 
50 cents. 


(2) Upon payment of an entry fee of $2, the person 
making the payment shall be issued a vehicle entry 
permit which entitles him to take the vehicle into the 
Parks at any time until the 31st day of March, next 
following. 


(3) An unexpired permit issued to authorize the 
entry of a vehicle into a provincial park under The 
Provincial Parks Act shal! be deemed to bea permit for 
that vehicle for the purpose of this section. O. Reg. 
142/60, s. 19. 

23. The fee for entrance to Fort Henry is, 

(a) for each person over fifteen years of age, $1; 


(b) for each person fifteen years of age or under, 
25 cents. O. Reg. 142/60, s. 20. 


PENALTIES 


24. The penalty for a breach of this Regulation 
is a fine not exceeding $100. O. Reg. 142/60, s. 21. 
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Regulation 470 


under The Ontario Telephone Development Corporation Act 


COMPOSITION OF CORPORATION 
INTERPRETATION 


1. In this Regulation, “board of directors’? means 
the board of directors of the Corporation. O. Reg. 
75/Son8° 1: 


COMPOSITION OF CORPORATION 


2. The Corporation shall be composed of three 
members. O. Reg. 75/55, s. 2. 


MEETINGS OF THE BOARD OF DIRECTORS 


3. Meetings of the board of directors may be called 
at any time by the chairman or, in his absence, by the 
vice-chairman. O. Reg. 75/55, s. 3. 


4. Notice of all meetings of the board of directors 
shall be delivered to the office of each member of the 
board at least twenty-four hours before the meeting, 
but no notice is necessary when all members of the 
board, either before or after the meeting, sign a waiver 
of notice. O. Reg. 75/55, s. 4. 


5. Two directors constitute a quorum at any 
meeting of the board of directors. O. Reg. 75/55, s. 5. 


RECORDS 


6. The board of directors shall cause the secretary, 
or some other official of the Corporation charged with 
that duty, to keep a book or books in which shall be 
recorded, 


(a) a copy of The Ontario Telephone Development 
Corporation Act, any amendments thereto 
and a copy of the regulations made thereunder; 


(b) a copy of all Orders in Council relating to the 
Corporation; 


(c) the names of all members of the board of 
directors and the dates on which each became 
and ceased to be a member of the board; and 


(d) the minutes of all meetings and votes of the 
board of directors, verified by the signature of 
the chairman or vice-chairman. O. Reg. 


SSO nS AO! 


7. The board of directors shall cause to be kept 
proper books of account containing full and true state- 
ments of, 


(a) the financial transactions of the Corporation; 
(b) the assets of the Corporation; 


(c) the money received and expended by the 
Corporation and the matters in respect of 
Mi the receipt and expenditure took place; 
an 


(d) the credits and liabilities of the Corporation. 
O. Reg. 75/55, s. 7. 


FISCAL YEAR 


8. The fiscal year of the Corporation terminates 
on the 31st day of March in each year. O. Reg. 75/55, 
s. 8. 


EXECUTION OF DOCUMENTS 


9. All cheques, notes and orders for the payment 
of money shall be signed by two directors. O. Reg. 
75/55, s. 9. 


10. Contracts, documents or instruments in writing 
requiring execution by the Corporation may be signed 
by two directors, or the hoard of directors by resolution 
may appoint any official or person on behalf of the Cor- 
poration to sign contracts, documents and instruments 
in writing. O. Reg. 75/55, s. 10. 


SEAL 


11. The seal of the Corporation shall be in the 
form of two concentric circles with the words ‘‘The 
Ontario Telephone Development Corporation” in- 
serted in the space between the circles, and when used 
shall be authenticated as provided by section 10. 
OP Regs (5/95 Sat te 
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Regulation 471 


under The Ontario Water Resources Commission Act 


PLUMBING CODE 
INTERPRETATION 
1.—(1) In this Regulation, 


1. ‘air gap’, when used with reference to a 
supply system, means the unobstructed ver- 
tical distance through the free atmosphere 
between, 


(a) the lowest opening from any pipe or 
faucet supplying water to a tank or 
fixture; and 


(b) the flood level rim of the tank or 
fixture; 


2. “area drain” means a drain installed to collect 
surface water from an open area; 


3. “back flow’’ means such flow of, 
(a) water from any place; or 


(6) any solid, liquid or gaseous substance 
or any combination thereof, 


into a distributing pipe for potable water as 
may make the water in that pipe non- 
potable; 


4. “back-flow preventer’’ means a device to pre- 
vent back flow from the outlet end of the 
supply system; 


5. ‘‘back vent’”’ means a pipe installed to vent a 
trap or waste pipe and connected to the vent 
system at a point above the fixture served by 
the trap or waste pipe; and ‘“‘back vented”’ 
has a corresponding meaning; 


6. “backwater valve’? means a valve installed 
in a building drain or building sewer to prevent 
sewage from flowing back into the building; 


7. “branch vent’’ means a vent pipe connecting 
one or more individual vent pipes to a vent 
stack or a stack vent; 


8. “building drain’? means the lowest horizontal 
piping of drainage piping in or adjacent to a 
building or other structure, that receives the 
discharge from a drainage pipe and conveys it 
to the building sewer; 


9. “building sewer” means that part of drainage 
piping outside a building or other structure, 
that connects a building drain to the main 
sewer or, where the place of disposal of the 
sewage is on the property, to the place of 
disposal on the property and that commences 
at a point three feet from the outer face of the 
wall of the building or other structure and 
terminates at the property line or place of 
disposal on the property; 


10. ‘building trap’’ means a running hand hole 
trap installed in a building drain to prevent 
circulation of air between the building drain 
and the building sewer; 


11. ‘circuit vent’? means a vent that functions 
for two or more traps and extends to a vent 


Ne 
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stack from a point on a horizontal branch in 
front of the last connected fixture; and 
“circuit vented” has a corresponding meaning; 


. “clean-out’’ means a device that has a remov- 


able cap or plug securely attached to it and 
is so constructed that it can be installed in a 
pipe so that the cap or plug can be removed 
to permit pipe cleaning apparatus to be 
inserted into the pipe; 


“continuous waste and vent’’ means a vent 
pipe that is a vertical extension of a vertical 
waste pipe and includes the vertical waste 


pipe; 


“copper tube’’ means copper tube or tubing 
having the dimensions and characteristics 
set out in Table 9; 


. “dead end” means a branch leading from 


drainage piping or a vent pipe that ends in a 
cap, plug or other closed fitting; 


‘developed length’’, when used with reference 
to a pipe, means its length along the centre 
line of the pipe; 


“distributing pipe’ means a pipe to convey 
water from a service pipe to a fixture or to an 
outlet and includes the control valves and 
fittings connected in it, but does not include 
a meter or control valve or other device 
owned and controlled by the supplier of the 
water; 


“drainage piping’? means all the connected 
piping that conveys sewage to a place of 
disposal, including the building drain, building 
sewer, soil pipe, soil stack, waste stack and 
waste pipe but does not include, 


(a) a main sewer; and 


(b) piping used for sewage in a sewage 
plant, 


and ‘drainage pipe’? means any pipe in 
drainage piping; 


‘“‘dual vent’’ means a vent pipe connecting at a 
junction of waste pipes serving two fixtures 
and serving as a common vent pipe for both 
fixtures ; 


“effective opening” means the cross-sectional 
area of a faucet, fitting or pipe at the point of 
discharge; 


. “faucet’’ means a water tap; 


. “frst”? when used with reference to the con- 


nection of a fixture to a horizontal branch, 
means nearest to the waste stack or soil 


stack; 


“fixture” means a receptacle or any equip- 
ment that receives water, liquids or sewage 
and discharges the water, liquids or sewage 
into drainage piping; 


“fixture trap’? means a trap integral with or 
serving a fixture and includes an interceptor 
serving as a trap for a fixture; 
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“fxture unit’? means the unit in which the 
hydraulic load produced by fixtures is ex- 
pressed and determined under section 74; 


‘flood level’ means the level at which water 
begins to overflow the top or rim of a fixture; 


. “flood level rim’’ means the top edge of a 


receptacle from which water overflows; 


“floor drain’? means a drain to receive water 
from a floor of a building; 


“flush valve’? means a valve for flushing a 
sanitary unit; 


‘‘graded”’, when used with reference to a pipe, 
means its slope with reference to the true 
horizontal; 


‘horizontal’ means not departing from the 
true horizontal plane by more than 45°; 


2. “horizontal branch’? means that part of a 


waste pipe that is horizontal and installed to 
convey the discharge from more than one 
fixture; 


“indirect waste’’ means waste that is not 
discharged directly into drainage piping; 


“indirect waste pipe’’ means a waste pipe 
that does not connect directly with drainage 
piping, but discharges into it through a 
trapped fixture; 


“in front of”, when used with reference to the 
point of connection of a fixture to a horizontal 
branch, means in the direction of discharge; 


‘inspector’ means a person appointed or 
authorized by a municipality to carry out the 
inspections prescribed by this Regulation; 


‘“nterceptor’’ means a receptacle to prevent 
oil, grease, sand or other materials from 
passing into drainage piping; 


‘ast’, when used with reference to the point 
of connection of a fixture to a horizontal 
branch, means farthest from the waste stack, 
soil stack or building drain to which the 
horizontal branch is connected; 


‘Joop vent’? means a branch vent that 
functions for two or more traps and loops 
back or extends to a stack vent from a point 
in front of the last connection of a fixture to a 
horizontal branch; and “loop vented’’ has a 
corresponding meaning; 


“main sewer’? means the public sewer includ- 
ing its branches; 


“multiple unit dwelling’? means a building so 
constructed, altered or used as to provide 
accommodation for more than one family to 
dwell in separately; 


. “offset’’, when used with reference to piping, 


means a pipe or a bend of pipe or both that 
takes one section of the piping out of line 
with, but parallel to, another section; 


“open air’’ means the atmosphere outside a 
building; 


“outlet”, when used with reference to dis- 
tributing pipe, means an opening at which 
water is discharged from the pipe, 


(a) from a faucet; 


(b) into a boiler or a heating system; 


45. 


46. 
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(c) into a device or equipment that is 
operated by waterand that is not part of 
the distributing system; or 


(d) into the open air, other than into an 
open tank forming part of the supply 
system; 


“pipe” or “‘piping’’ includes tube and tubing 
other than copper tube or tubing and includes 
fittings; 


“potable water’? means water fit for human 
consumption; 


“potable water system”’ means the plumbing 
that conveys potable water; 


“public building’ means any building to 
which the public has a right of access and, 
without limiting the generality of the fore- 
going, includes, 


(a) an apartment building or apartment 
house; 


(b) a boarding house having equipment to 
provide meals for ten or more boarders; 


(c) a building occupied by a municipal, 
public utility or educational body; 


(d) an eating establishment within the 
meaning of Regulation 506 of Revised 
Regulations of Ontario, 1960; 


(e) a factory, shop or office building as 
defined in The Factory, Shop and Office 
Building Act; 


(f) an hotel as defined in The Hotel Fire 
Safety Act; 


(g) a lodging house having accommoda- 
tion for ten or more lodgers; 


(h) a public hall as defined in The Public 
Halls Act; 


(i) a tourist establishment as defined in 
The Tourist Establishments Act; and 


(j) premises, whether enclosed or not, 
where, 


(i) any cinematograph or moving- 
picture machine or similar ap- 
paratus is operated, 


(ii) any theatrical performance, car- 
nival, circus, side show, mena- 
gerie, concert, rodeo, exhibition, 
horse race, athletic contest or 
other exhibition is staged or 
held, or 


(iii) facilities for dancing or ice 
skating or roller skating are 
provided, 


and to which admission is granted 
upon payment for admission; 


“relief vent” means a vent pipe discharging 
into a vent stack and connected to a horizon- 
tal branch between the first fixture connection 
and the soil stack or waste stack; 


“rim’’ means the unobstructed open edge of a 
fixture; 
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“riser’’ means a supply pipe that extends 
through at least one full storey to convey 
water; 


“sanitary unit’? means a water-closet, urinal 
or bedpan washer; 


“service pipe’ means the pipe that conveys 
water between the main shut-off valve on the 
public water system and the control shut-off 
valve in a supply system; 


“sewage’’ means any liquid waste containing 
animal, vegetable or mineral matter in sus- 
pension or solution; 


“sewage tank,’’ means a sump that is airtight 
except for the vent required by section 
121 and that receives the discharge of sewage 
from a subdrain; 


“soil stack’’ means a stack that conveys the 
discharge of sanitary units with or without 
the discharge from any other fixture; 


“stack”? means that part of drainage piping 
that is vertical and that runs from the build- 
ing drain or sewage tank to the open air and 
includes offsets; 


“stack vent’? means the extension of a soil 
stack or waste stack above the highest con- 
nection of a waste pipe to the stack; 


“subdrain”’ means a drain that is at a level 
lower than the building drain and the building 
sewer; 


“sump” means a watertight tank, 


(a) that receives the discharge of drainage 
water from a subdrain; and 


(6) from which the discharge flows or is 
ejected into drainage piping by pump- 
ing; 


“supply system’’ includes the service pipe, 
distributing pipe and all connecting pipes, 
fittings, control valves and devices; 


“trap seal” means the vertical depth of water 
between the crown weir and the trap dip; 


“trap standard” means the trap for a fixture 
that isintegral with the support for the fixture; 


“trunk’’, when used with reference to drainage 
piping or vent pipe means a pipe into which 
two or more smaller drainage pipes or vent 
pipes discharge; 


“Vent stack’’ means a continuous run of vent 
pipe connected to a soil stack, waste stack or 
building drain and terminating in the open 
Zien 


“vent system’’ means a system of piping 
installed to provide a flow of air to or from 
drainage piping; 


“Vertical”? means not departing from the 
true vertical plane by more than 45°; 


“waste pipe’ means that part of drainage 
piping that runs from a fixture to a waste 
stack, soil stack, building drain or sewage 
tank; 


“waste stack’? means a stack that is not a 
soil stack; 


““water-closet’’ means a fixture commonly so 
known; 
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71. “wet vent’’ means a waste pipe functioning 
also as a vent pipe; 


72. ‘“‘yoke vent”” means a vent pipe connecting a 
soil stack or a waste stack to a vent stack. 


_ (2) A mezzanine storey or floor in or upon which a 
fixture is installed shall be deemed to be a separate 
storey or floor. O. Reg. 250/60, s. 1. 


2.—(1) This Regulation applies to plumbing other 
than plumbing constructed, repaired, renewed or 
altered for the sole purpose of industrial processes. 


(2) This Regulation does not apply to those parts 
of territorial districts without municipal organization. 
O. Reg. 250/60, s. 2. 


3. No person shall construct, repair, renew or alter 
plumbing except in conformance with this Regulation. 
O. Reg. 250/60, s. 3. 


4.—(1) Where plumbing has been constructed, 
repaired, renewed or altered, the plumbing shall not 
be put into use until it has been inspected and found 
to conform to this Regulation. 


(2) Subsection 1 does not apply to, 


(a) the repairing or replacement of a valve, 
faucet or fixture; or 


(b) the repairing of a leak or forcing out of a 
stoppage. 


(3) Every municipality shall carry out such in- 
spections as are prescribed by this Regulation. 


(4) Where any plumbing to be inspected is con- 
cealed, the inspector may refuse to make his inspection 
until the plumbing is completely uncovered and made 
accessible to him. O. Reg. 250/60, s. 4. 


5.—(1) An inspection shall be made within seven 
days after notification in writing to the municipality 
or its authorized agents that the construction, repair, 
renewal or alteration is ready for inspection. 


(2) Where an inspection is made, the person who 
has constructed, repaired, renewed or altered the 
plumbing being inspected shall make the tests pre- 
scribed by this Regulation under the supervision of 
the inspector. 


(3) Where the inspector finds that the construction, 
repair, renewal or alteration does not conform to this 
Regulation, he shall forward to the person who has 
constructed, repaired, renewed or altered the plumbing 
and the person who has the right to possession of the 
premises or the owner particulars in writing of the 
non-conformance. 


(4) Forthwith after finding that the construction, 
repair, renewal or alteration conforms to this Regula- 
tion, the inspector shall certify the conformance in 
writing to the person who has the right to possession 
of the premises or the owner and upon request shall 
forward a copy of the certificate of conformance to the 
person who has constructed, repaired, renewed or 
altered the plumbing. O. Reg. 250/60, s. 5. 


PAR I 
GENERAL 
Material 


6. Except in piping of lead or copper, no joint 
shall be welded. O. Reg. 250/60, s. 6. 


7. Used material shall not be used unless it conforms 
to the requirements for new material. O. Reg. 250/60, 
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8.—(1) Sheet lead used in the construction, repair, 
renewal or alteration of plumbing shall, 


(a) consist of not less than 99.85 per cent of lead; 
and 


(b) weigh not less than five pounds a square foot. 


(2) Lead used for caulking shall consist of not less 
than 99.73 per cent of lead. O. Reg. 250/60, s. 8. 


9.—(1) Lead service piping of a trade size itemized 
in column 1 of Table 1 shall have wall thickness and 
density so that each yard of piping has not less than the 
weight prescribed in column 2. 


(2) Lead waste pipe for water-closets shall be of a 
weight of at least eight pounds per square foot. O. Reg. 
250/60, s. 9. 


10.—(1) Solder used for wiped joints of lead-to-lead 
or lead-to-brass or lead-to-copper shall consist of, 


(a) not less than 57.85 per cent of lead; 


(b) not less than 30 per cent, but not more than 
40 per cent, of tin; and 


(c) not more than 2 per cent of antimony, 


and may contain not more than .15 per cent of impuri- 
ties. 


(2) The solder shall not contain aluminum or zinc. 
O. Reg. 250/60, s. 10. 


11.—(1) Copper pipe or copper tube shall contain, 
(a) not less than 99.9 per cent of copper; and 
(6) not more than .04 per cent of phosphorus. 


(2) Brass pipe shall contain 84 to 86 per cent of 
copper, not more than .06 per cent of lead, not more 
than .05 per cent of iron and the remainder shall be 
zinc. O. Reg. 250/60, s. 11. 


12.—(1) Copper or brass pipe of a trade size set 
out in column 1 of Table 2 shall have, 


(a) the actual outside diameter set out in column 2 
of Table 2; 


(b) where the pipe is installed as standard pipe, 
the nominal wall thickness set out in column 3 
of Table 2; and 


(c) where the pipe is installed as extra heavy 
pipe, the nominal wall thickness set out in 
column 6 of Table 2 


(2) Copper or brass pipe of a trade size set out in 
column 1 of Table 2 shall have the nominal weight in 
pounds per foot of length, 


(a) where the pipe is installed as standard pipe, 
set out in column 4 for copper and column 5 
for brass; and 


(b) where the pipe is installed as extra heavy pipe, 
set out in column 7 for copper and column 8 
for brass. 


(3) The wall thickness of copper or brass pipe shall 
not be less than the nominal wall thickness determined 
under subsection 1 by a greater tolerance than, 


(a) where the pipe is 6 inches or less, trade size, 
5 per cent; 

(b) where the pipe is over 6 inches and not over 
8 inches, trade size, 7 per cent; and 


(c) where the pipe is over 8 inches, trade size, 
8 per cent. 


(4) The weight of copper or brass pipe shall not 
vary from the weight determined under subsection 2 
by a greater tolerance than, 


(a) where the pipe is 6 inches or less, trade size, 
5 per cent; 


(b) where the pipe is over 6 inches and not over 
8 inches, trade size, 7 per cent; and 


(c) where the pipe is over 8 inches, trade size, 
8 percent. O. Reg. 250/60, s. 12. 


13.—(1) Copper tube of a trade size set out in 
column 1 of Table 9 shall have, 


(a) the actual outside diameter set out in column 
2 within the tolerance set out in column 3 or 4, 
as the case may be; 


(b) the nominal wall thickness set out in column 5, 
7,9 or 11 for Type K, Type L, Type M or 
Type DWV, respectively and the actual wall 
thickness shall not vary from the nominal 
by a tolerance of more than that set out in 
column 6, 8, 10 or 12, respectively; and 


(c) the weight per foot set out in column 13, 
14, 15 or 16 for Type K, Type L, Type M or 
Type DWV, respectively. 


(2) The dimensions of copper service tube that is 
buried underground shall be not less than those for 
Type K in Table 9. 


(3) Where copper tube that is used as a waste pipe 
or vent pipe is buried underground within a building, 
the dimensions of the tube shall be not less than those 
for Type L in Table 9. 


(4) Where copper tube that is used as a waste pipe 
or vent pipe is buried underground outside a building, 
the dimensions of the tube shall be not less than those 
for Type K in Table 9. 


(5) Copper tube in a supply system inside buildings 
shall have dimensions not less than those for Type L 


in Table 9. 


(6) Copper tube installed above ground and used 
as a waste pipe or vent pipe shall have dimensions not 
less than those for Type DWV in Table 9. 


(7) Hard copper tube shall not be installed unless 
its manufacturer has permanently marked thereon at 
intervals of not more than two feet throughout its 
length a designation indicating that itis K, L M or 
DWV type. O. Reg. 250/60, s. 13. 


14.—(1) Soldered pressure fittings and soldered 
drainage fittings made by the casting process shall 
contain the metals set out in items 1 and 2 of the 
Table in proportions at least those set out in column 2, 
and shall not contain metals other than those in items 
3 to 7 and those metals shall not be in proportions 
greater than those in column 2, as follows: 


TABLE 

Column 1 Column 2 

1. Copper 78.0% minimum 
2. bin 2.25% minimum 
3. Lead 8.0% maximum 
4. Zinc 10.0% maximum 
5. Nickel 1.0% maximum 
6. Iron 0.4% maximum 


7. Phosphorus 0.05% maximum 
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(2) Soldered pressure fittings and soldered drainage 
fittings made by the forging process shall not contain 
any metal in items 2, 3 and 4 of the Table in proportions 
in excess of the percentages in column 2 and shall 
contain the metals in items 1 and 5 in proportions at 
least those in column 2, as follows: 


TABLE 
Column 1 Column 2 
1. Copper 58.0% minimum 
Demin 1.5% maximum 
3. Lead 2.5% maximum 
4. Tron 0.30% maximum 
Zine Remainder 


Total of other impurities, 0.5% maximum. 


(3) Soldered pressure fittings and soldered drainage 
fittings made by the machining process shall not contain 
the metals in items 2, 3, 4 and 5 of the Table in propor- 
tions in excess of the percentages in column 2 and shall 
contain the metals in items 1 and 6 in proportions at 
least those in column 2, as follows: 


TABLE 
Column 1 Column 2 
1. Copper 60.0% minimum 
abn 
. Lead 


2 1.2% maximum 
8 

4. Nickel 

5 

6 


3.7% maximum 
1.2% maximum 


. Iron 0.35% maximum 


. Zinc Remainder 


Total of other impurities, 0.5% maximum. 


(4) Soldered pressure fittings and soldered drainage 
fittings made by the wrought process shall not contain 
the metals in items 2, 3, 4 and 5 of the Table in propor- 
tions in excess of the percentages in column 2 and shall 
contain the metals in items 1 and 6 in proportions at 
least those in column 2, as follows: 


TABLE 
Column 1 Column 2 
1. Copper 84.0% minimum 
Destin 1.2% maximum 
3. Lead 0.06% maximum 
4, Iron 0.05% maximum 


5. Phosphorus 0.04% maximum 
Remainder 


O. Reg. 250/60, s. 14. 


6. Zinc 


15. Soldered drainage fittings shall be of the DWV 
Type and permanently marked DWV. O. Reg. 
250/60, s. 15. 


_ 16. A brass caulking ferrule of a trade size itemized 
in column 1 of Table 3 shall, 


(a) conform to the specifications prescribed for 
brass piping by subsection 2 of section 11; 


(b) have an actual inside diameter not less than 
that prescribed in column 2; 


(c) be of a length not less than that prescribed in 
column 3; and 


(d) have weight not less than that prescribed in 
column 4. O. Reg. 250/60, s. 16. 


_ 17. A brass soldering nipple of a trade size itemized 
in column 1 of Table 4 shall, 


(a) conform to the specifications prescribed for 
brass piping by subsection 2 of section 11; 


(b) be of a length not less than that prescribed in 
column 2; and 


(c) have weight not less than that prescribed in 
column 3. O. Reg. 250/60, s. 17. 


18. A brass soldering hub of a trade size itemized in 
column 1 of Table 5 shall, 


(a) conform to the specifications prescribed for 
brass piping by subsection 2 of section 11; 


(6) have an actual inside diameter not less than 
that prescribed in column 2; 


(c) be of a length not less than that prescribed 
in column 3; and 


(d) have weight not less than that prescribed in 
column 4. O. Reg. 250/60, s. 18. 


SUPPORT OF PIPES 


19.—(1) An underground pipe shall be supported 
and protected in such manner and at such intervals 
as will prevent the pipe and the joints from being 
subjected to any stress likely to cause breakage. 


(2) A pipe passing under or through a wall shall be 
protected against breakage caused by the weight of the 
wall bearing on the pipe or by settling of the wall. 


(3) A metal pipe passing under or through cinders 
or corrosive material shall be protected against cor- 
rosion by a heavy coat of bituminous or similar material 
applied to the outside of the pipe. 


(4) The supply system and drainage piping shall 
be protected from damage by freezing. 


(5) Provision shall be made for probable expansion 
or contraction of piping by means of expansion joints 
or expansion loops. O. Reg. 250/60, s. 19. 


20.—(1) Vertical piping shall be supported and 
anchored with strong wrought iron rests. 


(2) Subject to subsection 3, the rests shall be set 
not farther apart than, 


(a) the floor levels of alternate storeys; or 
(b) twenty-five feet vertical distance, 


whichever is the lesser. 
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(3) Where pipes are offset or branched, the rests 
shall be placed at such shorter intervals as are neces- 
sary to support and keep the piping in alignment when 
full of liquid. O. Reg. 250/60, s. 20. 


21.—(1) Subject to subsections 2 to 5, horizon- 
tal piping shall be supported at points sufficiently 
close, 


(a) to prevent the pipe from sagging when it 
is full of liquid; and 


(b) to keep it in alignment when it is full of 
liquid. 


(2) No interval between supports shall be greater 
than eight feet. 


(3) Lead pipe in horizontal runs shall be supported 
throughout its entire length. 


(4) Cast iron pipe in horizontal runs shall have at 
least one support between each two joints. 


(5) Piping in horizontal runs of material other than 
lead or cast iron shall be supported at intervals of not 
more than, 


(a) eight feet for pipes larger than %4 inch, 
trade size; and 


(b) six feet for pipes of 34 inch or smaller, trade 
size. O. Reg. 250/60, s. 21. 


22.—(1) Ring hangers shall be used for pipe of a 
trade size of more than 4 inch and, where the pipe is 
suspended from above, for pipe of 4 inch trade size. 


(2) Where a strap hanger or ring hanger is used, it 
shall be of metal and, 


(a) subject to subsection 4, shall come into contact 
with the metal of the pipe; 


(b) shall be of a design and strength sufficient to 
support the load carried; and 


(c) shall be securely attached to the building. 


(3) Where a strap hanger or ring hanger is attached 
to stone, brick, cement, concrete or other similar 
material, the attachment shall be made by means of 
metal or expansion type plugs inserted into the 
materials. 


(4) Where a strap hanger or ring hanger supporting 
brass or copper pipe is of a material different from the 
pipe, it shall be insulated to prevent electrolysis between 
the pipe and the hanger. O. Reg. 250/60, s. 22. 


PART II 
WATER SYSTEMS 
General 


23. This Part applies to supply systems conveying 
potable water. O. Reg. 250/60, s. 23. 


24.—(1) No connection shall be made in a potable 
water system whereby any foreign matter or non- 
potable water may enter the potable water system. 


(2) No person shall interfere with a potable water 
system in such manner as to cause the water to become 
non-potable. 


(3) No pipe or fitting that has been used for any 
purpose other than the distribution of potable water 
shall be installed in a potable water system. 
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(4) A potable water system shall be separate from 
and independent of a supply system for non-potable 
water. 


(S) No pipe conveying non-potable water or sewage 
shall be run where it may contaminate the water in, 


(a) a tank for potable water that is not a pressure 
tank; or 


(b) any food handling equipment. 


(6) No part of a sewage ejector shall be connected 
to any part of a potable water system. O. Reg. 250/60, 
s. 24, 


25.—(1) A tank for distributing potable water that 
is not a pressure tank shall have a cover sufficiently 
tight fitting to keep foreign matter from entering the 
water. 


(2) Every well, pump, tank, filter, softener, appli- 
ance and device connected to a potable water system 
shall be provided with such covers, walls, copings and 
casings as entirely exclude superficial ground or surface 
water and other sources of contamination. O. Reg. 
250/60, s. 25. 


26. All newly installed repaired or altered parts of a 
potable water system shall, before the system is put into 


use, be thoroughly cleansed to ensure freedom from 
contamination. O. Reg. 250/60, s. 26. 


27. All piping conveying non-potable water shall be, 


(a) identified by distinct, easily recognizable, per- 
manent marking; and 


(b) not accessible as a supply of water for human 


consumption or for preparation of food. 
O. Reg. 250/60, s. 27. 


28. Non-potable water shall not be conveyed to any 
part of a food processing establishment where food is 
being processed. O. Reg. 250/60, s. 28. 


PIPING 


29.—(1) Subject to subsection 2, service piping 
and distributing piping shall be of, 


(a) brass, conforming to sections 11 and 12; 
(b) cast iron, conforming to section 30; 

(c) copper, conforming to sections 11 and 12; 
(d) lead, conforming to section 9; 

(e) open hearth iron, conforming to section 31; 
(f) steel, conforming to section 32; or 


(g) wrought iron, conforming to sections 33 and 
34. 


_ (2) Service piping may be of polyethylene if the 
pipe, 


(a) is non-toxic; 


(b) contains not less than 2 per cent of channel 
carbon black, having a particle size of 10 to 
22 millimicrons mean effective diameter and 
being well dispersed as revealed by micro- 
scopic examination; 


(c) contains an anti-oxidant; 


(d) is permanently identified at intervals of not 
more than twenty feet; 


Reg. 471 


ONTARIO WATER RESOURCES COMMISSION igs. 


(e) is composed of unused polyethylene, single 
pass rework polyethylene or a blend of 
unused polyethylene with single pass rework 
polyethylene that is of the same type and 
kind and manufactured by the same manu- 
facturer; 


(f) is capable of withstanding a working pressure 
of at least 100 p.s.i. and is permanently 
marked with the working pressure at intervals 
of not more than twenty feet; 


(g) is capable of withstanding a burst pressure of 
400 per cent of the working pressure where the 
pressure is increased at a constant rate of 
10 per cent of the burst pressure every six 
seconds at a temperature of 70° F.; 


(h) while subjected, during the Kellam Stress 
Cracking Test, to an internal pressure of 200 
per cent of its working pressure for at least 
three hours, produces no failures out of six 
pieces tested; 


(i) has fittings of a material not containing any 
polystyrene that are secured by clamps of 
which all parts are made only of stainless 
steel, 


and if each of ten samples, each from .23 to .27 inches 
wide, .065 to .085 inches thick and 114 inches long, 
cut from a sheet pressed from the pipe, shows no sign 
of cracking when, 


(j) clamped so that from .75 to 1.25 inches is 
unsupported; 


(k) under a temperature of —55° C.; and 


(1) the unsupported section is struck a blow with 
an instrument having a striking edge with a 
radius of 1/16th of an inch moving at a 
speed of from six to seven feet per second, at a 
point where the centre line of the striking edge 
is from .30 to .32 inches from the face of the 
clamp holding the specimen. 


(3) Where a pipe or fitting of iron of any kind or of 
steel is used, it shall be zinc galvanized or cement lined 
and, where it is underground, it shall be of a trade size 
not smaller than 114 inch. 


(4) No pipe of one inch diameter or less in a supply 
system in a building shall be tapped or drilled. O. Reg. 
250/60, s. 29. 


30. Distributing piping or service piping of cast 
iron shall have a tensile strength to withstand an 
internal hydrostatic pressure of at least 150 p.s.i. 
O. Reg. 250/60, s. 30. 


31.—(1) Welded alloyed open hearth iron piping 
of a trade size itemized in column 1 of Table 6 shall, 


(a) have a wall thickness not less than that pre- 
scribed in column 2; 


(b) subject to subsection 2, havea tensile strength 
to withstand internal hydrostatic pressure of 
at least the number of pounds per square 
inch prescribed in, 

(i) column 3, for furnace butt-welded 


piping, or 
Gi) column 4, for electric welded piping; 
(c) have a weight for each linear foot, when 


threaded and with couplings attached, not less 
than that prescribed in column 5; and 


(d) when threaded, have in each threaded inch 
not less than the number of threads pre- 
scribed in column 6. 


(2) Welded alloyed open hearth iron piping of 2 
inch or larger, trade size, shall have a tensile strength 
prescribed in clause 6 of subsection 1 at the same 
time as the piping is being subjected to end jarring 
equivalent to that produced by a two pound hammer. 


(3) Nipples shall be made from piping conforming 
to subsections 1 and 2. O. Reg. 250/60, s. 31. 


_ 32.—(1) Steel piping of a trade size larger than 
4 inch shall be lap welded. 


(2) Couplings for steel piping shall be of wrought 
iron or steel. 


(3) Steel piping of a trade size itemized in column 1 
of Table 7 shall, 


(a) have an actual outside diameter not less than 
that prescribed in column 2, and a wall 
thickness not less than that prescribed in 
column 3; 


(6) have a weight for each linear foot, when 
threaded and with couplings attached, not 
less than that prescribed in column 4; and 


(c) when threaded, have in each threaded inch 
not less than the number of threads prescribed 
in column 5. O. Reg. 250/60, s. 32. 


33.—(1) Wrought iron piping of a trade size larger 
than 2 inch shall be lap welded. 


(2) Butt-welded wrought iron piping shall have a 
tensile strength to withstand internal hydrostatic 
pressure of at least 700 p.s.i. 


(3) Lap-welded wrought iron piping of a trade 
size up to and including 12 inch shall have a tensile 
strength to withstand internal hydrostatic pressure of, 


(a) at least 1,000 p.s.i. in piping of a trade size of 
6 inch or smaller; 


(b) at least 800 p.s.i. in piping of 8 inch, trade 
size; and 


(c) at least 600 p.s.i. in piping of a trade size of 
10 inch or 12 inch. 


(4) Lap-welded wrought iron piping of a trade size 
greater than 12 inch shall have a tensile strength to 
withstand internal hydrostatic pressure in pounds per 
square inch at least equal to the product of, 


(a) the wall thickness in inches; and 
(b) 24,000, 


divided by the outside diameter in inches. O. Reg. 


250/60, s. 33. 


34. Wrought iron piping of a trade size itemized in 
column 1 of Table 8 shall have, 


(a) an actual outside diameter not less than that 
prescribed in column 2; 


(b) a wall thickness not less than that prescribed 
in column 3; 


(c) a weight for each linear foot, when threaded 
and with couplings attached, not less than 
that prescribed in column 4; and 


(d) when threaded, in each threaded inch not less 
than the number of threads prescribed in 
column 5. O. Reg. 250/60, s. 34. 
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35.—(1) Joints of copper tubing shall be soldered, 
sweated or flared. 


(2) A soldered joint for copper tubing shall be, 


(a) made with a fitting having shoulders or other 
means for limiting the insertion; and 


(b) properly fluxed and soldered. 


(3) All surface to be soldered shall be cleaned until 
bright. O. Reg. 250/60, s. 35. 


36.—(1) Every joint and connection in a potable 
water system shall be watertight under an internal 
water pressure of at least 150 p.s.i. 


(2) Where, during installation or at any time before 
inspection, piping or a joint or a fitting is so injured 
that it will leak when subjected to the test prescribed 
by section 46, the injured piping, joint or fitting 
shall be removed from the system. O. Reg. 250/60, 
s. 36. 


37. Where a service pipe and a building sewer are 
laid in the same trench, the service pipe shall be laid on 
solid ground. O. Reg. 250/60, s. 37. 


38.—(1) A service pipe shall be equipped with a 
main shut-off valve outside the building, and with, 


(a) a control shut-off valve integrated with a 
drip valve inside the foundation wall if the 
pipe is 1 inch, or larger, trade size; or 


(b) an accessible stop-and-waste cock, if the pipe 
is smaller than 1 inch, trade size. 


(2) Every tank connected to a distributing pipe 
shall be equipped with, 


(a) a valve in the supply line; and 


(b) a drain-off valve. O. Reg. 250/60, s. 38 

39.—(1) All water pipes shall be so graded that the 
whole system can be completely drained in its entirety 
or in separate parts. 


(2) Where an invert or sag such as may cause a 
water trap or air trap is unavoidable, the piping shall 
be equipped with a drain cock or drain plug at the 
lowest point of the invert or sag. O. Reg. 250/60, 
s. 39. 


40.—(1) A stopcock or valve shall be installed 
where it is at all times readily accessible and will 
completely drain the whole system it serves. 


(2) A stopcock or valve shall be installed at each 
sanitary unit. 


(3) Ina public building, a stopcock or valve shall be 
installed, 


(a) at the foot of each riser or, where there is no 
riser, at the place where each distributing 
pipe serving more than three fixtures, con- 
nects to the service pipe; and 


(b) at each fixture or at each battery of wash 
basins. 


(4) Ina multiple unit dwelling, a stopcock or valve 
shall be installed, 


(a) at the foot of each riser supplying more than 
one storey; and 


(b) at the place where each fixture or group of 
fixtures serving each dwelling unit can be 
completely isolated. O. Reg. 250/60, s. 40. 


PREVENTION OF BACK FLOW 


41.—(1) In this section, ‘‘wall”’ includes, 
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(a) a wall of a room or building; and 


(6) the inner surface of a fixture and of its super- 
structure. 


(2) Except as permitted by section 43, where 
the orifice of a faucet, spout or distributing pipe 
supplies potable water to a fixture, it shall be so 
located that it is above the flood level rim of the fixture 
a vertical distance of not less than the minimum air 
gap prescribed by subsection 3 or 4. 


(3) Where that point of the orifice that is nearest to 
a wall is located, 


(a) a distance more than three times the diameter 
of the effective opening of the orifice from 
one wall; or 


(b) a distance more than four times the diameter 
of the effective opening of the orifice from 
each of two intersecting walls, 


the minimum air gap shall be not less than a distance 
equal to the diameter of the effective opening multiplied 
by two. 


(4) Where that point of the orifice that is nearest 
to a wall is located, 


(a) a distance equal to or less than three times 
the diameter of the effective opening of the 
orifice from one wall; or 


(b) a distance equal to or less than four times the 
diameter of the effective opening of the orifice 
from each of two intersecting walls, 


the minimum air gap shall not be less than a distance 
equal to the diameter of the effective opening multi- 
plied by three. O. Reg. 250/60, s. 41. 


42.—(1) Where a tank is connected to a potable 
water system, the tank shall have a valved drain line 
connected at the lowest point of the tank. 


(2) Where the drain line discharges into a recep- 
tacle, the discharge outlet of the drain line shall be 
located above the flood level rim of the receptacle a 
distance not less than the air gap prescribed by section 
41. O. Reg. 250/60; s. 42. 


43.—(1) In this section, ‘“‘critical level’? means 
the horizontal plane at which a back-flow preventer 
functions. 


(2) Subject to subsection 4, where it is not prac- 
ticable to provide an air gap as prescribed by section 
41, a back-flow preventer may be installed on the 
distributing pipe in a readily accessible position be- 
tween the last valve on the distributing pipe and the 
outlet. 


(3), 4 back-flow preventer shall be installed in a 
manner so that its critical level is above, 


(a) the flood level rim of the fixture; or 
(b) the highest possible water level in the tank, 
a vertical distance not less than, 


(c) four times the diameter of the inlet of the 
control valve; or 


(d) four inches, 
whichever is the greater. 


(4) Where a tank that is not a pressure tank is so 
constructed or so located that it is not practicable to 
provide above the flood level rim of the tank the 
minimum air gap prescribed by section 41 or to install 
a back-flow preventer, 
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(a) the tank shall have an overflow outlet con- 
sisting of a channel or pipe below the flood 
level rim and below all pipes supplying water 
to the tank; 


(b) the vertical distance from the lowest point of 
any of the supply pipes to the top of the over- 
flow outlet shall be not less than 11% times the 
minimum air gap prescribed by section 41; 


(c) the total effective opening of the overflow 
outlets shall be enough that, when water is 
flowing into the tank at maximum rate with 
all inlets fully opened and all outlets, except 
the overflow outlets, closed, water will not 
rise to a point above the top of the highest 
overflow outlet a distance greater than one- 
half the minimum air gap prescribed by 
section 41; 


(d) the overflow outlet shall have unobstructed 
discharge to the open air; 


(e) the channel or pipe shall have an unobstructed 
cross-sectional area throughout its length not 
less than the effective opening of the outlet; 


(f) the tank and the overflow outlet shall be 
protected from damage by freezing; and 


(g) the discharge end of the overflow outlet shall 
be kept free of ice and all obstructions. 
O. Reg. 250/60, s. 43. 


_ 44.—(1) Subject to subsection 2, where a cooling 
jacket, a condenser or an industrial or special appliance 
is constructed or located so that, 


(a) the prescribed minimum air gap is not pro- 
vided; or 


(b) a back-flow preventer is not installed, 


the jacket, condenser or appliance shall not be con- 
nected to or supplied directly from a potable water 
system. 


(2) Water from a potable water system may be 
used in a jacket, condenser or appliance where the 
potable water, 


(a) is first discharged into a tank conforming to 
section 41 or 43, as the case may be; and 


(6) is not returned to the potable water system 
from the jacket, condenser or appliance. 


(3) A polyethylene service pipe shall not be in- 
stalled to supply a hot water tank unless a check valve 
is installed on the distributing pipe supplying the hot 
water tank. 


(4) Where a check valve is installed on the dis- 
tributing pipe supplying a hot water tank, the hot 
water tank shall be equipped with a pressure relief 
valve designed to open when the water in the tank 
reaches a predetermined pressure and a temperature 
relief valve for which the sensing element is within the 
top six inches of the tank and designed to open when 
the sensing element reaches a predetermined tempera- 
ture. O. Reg. 250/60, s. 44. 


DRINKING FOUNTAINS 
45.—(1) A drinking fountain shall, 


(a) be of such materials and design as will ensure 
that all surfaces that potable water may 
reach before going into the waste pipe are 
hard, smooth, impervious to water and free 
from chips and cracks and can be readily 
cleansed; 


(b) have an orifice that, 


(i) is located above the flood level of the 
bow], 


(ii) is shielded so that a person cannot 
put his lips on the orifice, and 


(iii) directs the water at an angle of ap- 
proximately 45° upward from the true 
horizontal; and 


(c) be equipped with a readily accessible means 
for regulating the flow of water. 


(2) Where the orifice has an effective opening not 
greater than .15 square inch, the nozzle shall be located 
so that the lower edge of the orifice is not less than 
34 inch above the flood level rim of the receptacle. 
O. Reg. 250/60, s. 45. 


TESTING 


46.—(1) A potable water system or a section 
thereof shall be tested by subjecting the system or 
section to a water pressure of 150 p.s.i. for not less 
than one hour after all air is expelled and all outlets 
are tightly closed. 


(2) The inspector shall, 
(a) by visual examination of all unconcealed 
parts; and 
(b) by gauge tests, 
satisfy himself that no water is leaking or seeping out 
from any pipe, joint or fitting other than at an outlet. 
O. Reg. 250/60, s. 46. 
PARED EEE 
SEWAGE SYSTEMS 
47. This Part applies to drainage piping and the 
venting thereof. O. Reg. 250/60, s. 47. 


PIPING AND FITTINGS 


48.—(1) No double Y fitting shall be used on a run 
of drainage pipe that departs from the true horizontal 
plane by less than 45°. 


(2) No drainage pipe or vent pipe shall be drilled, 
tapped or welded. 


(3) No saddle hub or band shall be used on a 
drainage pipe or vent pipe. 


(4) No caulked cast iron fitting with double hubs 
shall be used except on a vent pipe. 


(5) No branch fitting with a double T shall be 
used on drainage piping. 


(6) No T-Y fitting shall be used to change the 
direction of horizontal drainage piping. 


(7) Every fitting, connection or joint shall be so 
constructed and installed that it does not reduce the 
free flow of liquid by more than 10 per cent. 


(8) A metal-faced union shall not be used except 
ina vent pipe. O. Reg. 250/60, s. 48. 


49.—(1) Where a building drain, building sewer or 
subdrain is laid on unstable foundation, it shall be of 
cast iron and supported by a layer of concrete or 
piers of brick, stone or concrete. 


(2) Where a layer of concrete is used, it shall be 
not less than four inches thick and shall extend for 
six inches on each side of the pipe. 


(3) Where piers are used, they shall, 
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(a) each have a cross-sectional area of not less 
than 110 square inches; 


(b) be at intervals not greater than eight feet; and 
(c) extend down to a solid foundation. 


(4) Where a wrought iron rod or steel rod is placed 
underground to support piping, its smallest dimension 
shall be not less than 34 inch. O. Reg. 250/60, s. 49. 


50.—(1) A 90° bend in a drainage pipe shall 
have a curvature with a radius of not less than the 
diameter of the pipe. 


(2) A cross fitting or a single or double T fitting 
shall not be used to connect a branch in drainage 
piping. 


(3) A T-Y fitting shall not be used to connect a 
branch to a horizontal section of drainage piping that 
departs from the true horizontal plane by less than 45°. 


(4) A double T-Y fitting used to connect a waste 
pipe to a vertical section “of a stack shall have a 
diameter of not less than three inches and openings of 
114 inches, 1% inches or two inches. O. Reg. 250/60, 
ch Olle 


51.—(1) Where a dead end is installed, it shall be 


graded so that all moisture accumulating in it drains 
back into the system. 


(2) Every unconnected opening in drainage piping 
and unconnected opening in vent piping, other than an 
opening to open air, shall be closed by airtight metal 
capping. O. Reg. 250/60, s. 51. 


52.—(1) A galvanized vent pipe or drainage pipe 
shall not be laid underground. 


(2) A pipe laid under a building and to a point 
three feet beyond the exterior wall of the building 
shall be of, 

(a) asbestos cement; 

(b) bituminized fibre; 
(c) cast iron; 

(d) concrete; 

(e) non-ferrous metal; or 
(f) vitrified clay. 

(3) Where a pipe of a material specified in clause a, 
b, d or f of subsection 2 is so located that the distance 
between the top of the pipe and the bottom of the 
basement floor over it is less than twenty-four inches, 
the pipe shall be covered to a depth of not less than 
three inches by concrete consisting of, 

(a) one part of Portland cement; 
(b) two parts of sand; and 
(c) four parts of gravel or equivalent aggregate. 

(4) The basement floor may constitute the covering 
required by subsection 3, if the basement floor is 
composed of the material and is of the thickness 
required by subsection 3. O. Reg. 250/60, s. 52. 


53.—(1) Subject to subsections 2 and 3, 
piping within a building shall be of, 


drainage 
(a) brass; 

(b) cast iron; 

(c) copper; 


(d) galvanized open hearth iron; 
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(e) galvanized steel; 


(f) galvanized wrought iron; or 
(g) lead. 


(2) Every waste pipe and trap connected thereto 
that are used to carry sewage that is more corrosive 
than the sewage in the horizontal branch, soil stack, 
waste stack or building drain into which it discharges 
shall be composed of a material that will withstand the 
corrosive effect of the sewage. 


(3) Piping for a building sewer shall be not less than 
4 inch, trade size and shall be of, 


(a) asbestos cement; 

(b) bituminized fibre; 
(c) cast iron; 

(d) concrete; 

(e) non-ferrous metal; or 


(f) vitrified clay. O. Reg. 250/60, s. 53. 
54.—(1) Asbestos cement sewer piping of a trade 
size itemized in column 1 of Table 10 shall have, 


(a) a wall thickness not less than that prescribed 
in column 2; 


(b) flexural strength to withstand a total load 
not less than that prescribed in column 3 
when one-half of that load is applied simul- 
taneously at each of two points in a span 
not longer than that prescribed in column 4 
and the points are equidistant from each 
other and from the ends of the span; and 


(c) supporting strength to withstand external 
crushing pressure not less than that prescribed 
in column 5, where the pressure is applied by 
the three- bearing method to each linear foot 
of the piping. 


(2) The tensile strength of asbestos cement sewer 
piping of 8 inch or larger, trade size, shall be sufficient 
to withstand internal hydrostatic pressure of not less 
than 50 p.s.i. O. Reg. 250/60, s. 54. 


55. All fittings for asbestos cement pipe shall be 
made of either cast iron or asbestos cement and the 
joints between the fittings and the asbestos cement 
pipe shall be the rubber ring or compression type. 
O. Reg. 250/60, s. 55. 


56.—(1) The bituminized fibre in drainage piping 
shall consist of a bituminous compound reinforced 
with an interwoven fibrous structure and be so made 
that the piping, 


(a) does not disintegrate or separate into lamina- 
tions, after successive immersions in solutions 
of .1 normality of, 

(i) sulphuric acid, 
(ii) sodium carbonate, and 
(iii) sodium sulphate, 
for a period of thirty days in each solution; 

(b) does not disintegrate or separate into lamina- 
tions when immersed in boiling water for one 
hour; 

(c) does not absorb water sufficiently to increase 
the weight more than 2 per cent when im- 


mersed for forty-eight hours at a temperature 
of 75° F.; and 
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(d) when heated for eight hours in an oven at 
180° F., does not lose more than 10 per cent 
of either its bitumen or its roundness. 


(2) The piping shall have a taper of 2 per cent at 
each end. 


(3) Bituminized fibre drainage piping of a trade 
size itemized in column 1 of Table 11 shall have, 


(a) a wall thickness not less than that prescribed 
in column 2; and 


(b) supporting strength to withstand a crushing 
load for each linear foot not less than that 
prescribed in column 3, when the piping is 
subjected to that load applied between two 
flat plates having a head-speed of 4 inch a 
minute. 


(4) Bituminized fibre couplings of a trade size 
itemized in column 1 of Table 11 shall, 


(a) have a wall thickness not less than that 
prescribed in column 2; 


(b) be of a length not less than that prescribed 
in column 4; and 


(c) have supporting strength to withstand a 
crushing load for each foot not less than that 
prescribed in column 5, when the coupling is 
subjected to that load applied between two 
flat plates having a head-speed of % inch a 
minute. 


(5) A bend of bituminized fibre piping shall, 


(a) have a wall thickness at its thinnest point not 
less than that prescribed in subsection 3 
for piping of the same trade size; and 


(b) be so curved that a ball, having a diameter 
14 inch less than the trade size of the bend, 
will pass freely through it. 


(6) All fittings used to join bituminized fibre 
piping shall havea taper of 2 percent. O. Reg. 250/60, 
SOO: 


57.—(1) Subject to subsection 2, each five-foot 
length of cast iron drainage pipe or vent pipe with a 
single hub of a trade size itemized in column 1 of 
Table 12 shall have not less than the weight prescribed 
in column 2. 


(2) Each five-foot length of extra heavy cast iron 
drainage pipe or vent pipe with a single hub of a trade 
size itemized in column 1 of Table 12 shall have not 
less than the weight prescribed in column 3. 


(3) Where the pipe has a double hub, the weight 
shall be that prescribed by subsection 1 or 2 plus 
the weight of the additional hub. 


(4) Cast iron drainage pipe or vent pipe shall be 
extra heavy where cast iron drainage pipe or vent pipe 
of the weight determined under subsection 1 is not 
likely to withstand service conditions to which it may 
be subjected or is likely to become a hazard to health. 


(5) Cast iron drainage pipe and vent pipe shall not 
contain more than, 


(a) .11 per cent of sulphur; or 
(6) .9 per cent of phosphorus, 


and shall be of material so composed that a twenty- 
inch test rod of the same composition, with a diameter 
of 1.2 inches, does not break and is not deflected at the 
centre more than .2 inch when the rod is supported on 
two rests eighteen inches apart and subjected to a 
load of 1,750 pounds applied midway between the rests. 


: (6) Cast iron drainage pipe and vent pipe shall 
ave, 


(a) tensile strength to withstand, 


(i) a hydrostatic internal pressure of not 
less than 50 p.s.i., or 


(ii) a pneumatic internal pressure of not 
less than 50 p.s.i. applied when the 
pipe or fitting is immersed in water; 


(b) hubs and spigots that are truly circular; 


(c) a corrosion retarding coating inside and out- 
side; and 


(d) hubs with a minimum depth of 21% inches. 
O. Reg. 250/60, s. 57. 


58. Threaded cast iron drainage pipe or vent pipe 
of a trade size itemized in column 1 of Table 13 shall, 


(a) conform to section 57; 


(b) have a wall thickness of not less than that 
prescribed in column 2; 


(¢) weigh for each linear foot not less than the 
weight prescribed in column 3; and 


(d) have thread length not less than that pre- 
scribed in column 4. O. Reg. 250/60, s. 58. 


59. Where a metal pipe is cement lined, the lining 
shall, 


(a) be of Portland cement and sand in equal 
parts or other materials producing a mortar 
having less water solubility and shrinkage 
than Portland cement and sand in equal 
parts; 


(b) have a thickness at its thinnest part not less 
than, 


(i) 1% inch, in piping of a trade size up 
to and including 12 inch, 


(ii) 3/16 inch, in piping of a trade size 
14 inch to 24 inch, both inclusive, or 


(iii) 44 inch, in piping of a trade size 
30 inch to 48 inch, both inclusive; and 


(c) have the surface toward the centre of the 
pipe hard, smooth, cylindrical and free from 
corrugations and other irregularities that may 
interfere with the free flow of liquid through 
the pipe. O. Reg. 250/60, s. 59. 


60.—(1) The concrete of sewer piping shall be of 
Portland cement and mineral aggregate that is siliceous 
or guartzose. 


(2) The piping shall, 


(a) not be so porous that, when dry piping is 
immersed in boiling water for five hours, it 
absorbs water weighing more than 8 per cent 
of the dry weight of the piping; and 


(b) have tensile strength to withstand internal 
hydrostatic pressure of not less than 15 p.s.1. 


(3) The barrel of concrete sewer piping of a trade 
size itemized in column i of Table 14 shall have, 


(a) a wall thickness not less than that prescribed 
in column 2; 


(b) an internal diameter not less than that 


prescribed in column 3; and 
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(c) supporting strength to withstand external 
pressure of not less than the number of 
pounds for each linear foot prescribed in 
column 4, when applied by the three bearing 
method. 


(4) The socket of concrete sewer piping of a trade 
size itemized in column 1 of Table 14 shall have, 


(a) a wall thickness at a point 14 inch from its 
outer end not less than 34 of the wall thickness 
of the barrel prescribed by clause @ of sub- 
section 3; 


(b) an internal diameter at its mouth not less than 
that prescribed in column 5; and 


(c) a depth not less than that prescribed in 
column 6. O. Reg. 250/60, s. 60. 


61.—(1) The clay in vitrified clay piping shall con- 
tain not less than 75 per cent of aluminum silicate. 


(2) The piping shall, 


(a) not be so porous that, when dry piping is 
immersed in boiling water for five hours, it 
absorbs water weighing more than 8 per cent 
of the dry weight of the piping; 


(6) not contain more than .25 per cent of matter 
soluble in sulphuric acid of 1 normality; 


(c) not contain more than .25 per cent of matter 
soluble in sodium sulphate, or magnesium 
sulphate, having a specific gravity of not less 
than 1.15 and not more than 1.3; and 


(d) have tensile strength to withstand internal 
hydrostatic pressure of not less than 15 p.s.i. 


(3) The barrel of vitrified clay piping of a trade 
size itemized in column 1 of Table 15 shall have, 


(a) a wall thickness not less than that prescribed 
in column 2; 


(b) an internal diameter not less than that 


prescribed in column 3; and 


(c) supporting strength to withstand external 
pressure of not less than the number of 
pounds for each linear foot prescribed in 
column 4, when applied by the three bearing 
method. 


(4) The socket of vitrified clay piping of a trade 
size itemized in column 1 of Table 15 shall have, 


(a) a wall thickness not less than 34 of the wall 
thickness of the barrel prescribed by clause 
a of subsection 3; 


(b) an internal diameter at 14 inch above the 
base of the socket not less than that prescribed 
in column 5; and 


(c) adepth not less than shat prescribed in column 
6. O. Reg. 250/60, s. 61. 


62. Where a different size of pipe or fitting is to be 
inserted in a drainage pipe or vent pipe, a proper 
increaser or reducer having a tapered pitch of not less 
than 2214° with the central axis of the two members 
shall be used. O. Reg. 250/60, s. 62. 


63. No joint, enlarged connection, fitting, chamber 
or recess, having in the direction of flow on the outlet 
or waste side of a trap a ledge or shoulder that is 
likely to create a reduction of the pipe area or otherwise 
interfere with the flow of the liquids in the piping shall 
be installed in drainage piping. O. Reg. 250/60, s. 63. 


64.—(1) A wiped joint in a lead pipe or between 
lead pipe and other metal shall, 


(a) be made of solder with an exposed surface 
not less than 34 inch on each side of the joint; 
and 


(b) be not less than #4 inch thick at its thickest 


part. 


(2) A wiped flanged joint shall be reinforced with a 
lead flange projecting all around the pipe not less than 
34 inch. O. Reg. 250/60, s. 64. 


65. Where a lead joint is burned or welded, the 
lead shall be lapped and fused to form a uniform weld 
at least 114 times as thick as the lead piping that is 
being joined. O. Reg. 250/60, s. 65. 


66. The connections of, 


(a) the inlet end of a trap to the waste pipe from 
a fixture; and 


(b) the outlet end of a trap to a waste pipe, 


shall be soldered, screwed or caulked. O. 
s. 66. 


Reg. 250/60, 


67. Where a slip joint and a union are used in a 
trap or in the waste pipe between a trap and a fixture, 
they shall be so installed as to be readily accessible. 
O. Reg. 250/60, s. 67. 


68.—(1) Every joint in a cast iron pipe shallibe, 
(a) lead caulked; 
(b) screwed; 
(c) made with hot-poured sulphur compound; or 


(d) made of asbestos cement containing not less 
than 39 per cent of asbestos, 54 per cent of 
Portland cement, 4.3 per cent of hydralime 
and 1.4 per cent of sodium carbonate so that 
the joint is watertight and capable of with- 
standing temperatures of up to 300° F., 


but where the pipe is underground, the joint may be of 
the compression type. 


(2) Where a pipe of wrought iron, steel, brass or 
copper is joined to a cast iron pipe, the joint shall be 
lead caulked or screwed. 


(3) Where a lead pipe is joined to a cast iron pipe, 
wrought iron pipe or steel pipe, the joint shall be wiped 
to a caulking ferrule or a soldering nipple. 


(4) Soldering nipples shall not be used on drainage 
piping. O. Reg. 250/60, s. 68. 


69. A joint in concrete sewer pipe shall be hot- 
poured, cemented or of the compression type. O. Reg. 
250/60, s. 69. 


70.—(1) A caulked joint in a cast iron drainage 
pipe shall be, 


(a) made with the spigot end below the hub end 
in the direction of flow; 


(b) firmly packed with oakum or hemp; 


(c) secured with caulking lead not less than one 
inch deep; and 


(d) tightly caulked. 
(2) No paint, varnish, putty or other coating shall 
be applied on the jointing until the joint has been 
inspected under this Regulation. O. Reg. 250/60, s.,70. 


71.—(1) The compound for a hot-poured joint 
shall be applied in a viscous state. 
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F (2) Sulphur compound used in a hot-poured joint 
shall, 


(a) be of such composition as not to re-soften at 
a temperature below 200° F.; 


(b) have tensile strength at least sufficient that a 
bar one inch square in cross-section will not 
break when subjected to a pull of 600 pounds 
after the bar has been immersed for ten 
cycles specified in subsection 3. 


(3) Each immersion cycle shall consist of, 


(a) immersion for five minutes in water at 195 
to 200° F.; and 


(6) immersion for five minutes in water at 32° F. 


(4) Asphaltic compound shall be of such com- 
position as not to re-soften at a temperature below 
160° F. 


(5) An asphaltic hot-poured joint shall be, 
(a) rammed with twisted oakum; 
(b) caulked closely; and 


(c) at least one inch deep all around the pipe. 
O. Reg. 250/60, s. 71. 


72.—(1) A cement joint for vitrified clay or concrete 
pipe larger than 6 inch, trade size, shall be made by 
ramming into the annular space between the pipes a 
closely-twisted gasket of hemp or oakum and filling 
with wet mortar consisting of equal parts of Portland 
cement and clean, sharp mortar sand. 


(2) Before use, the mortar shall be tempered for 
not less than twenty minutes but not more than one 
hour. 


(3) A cement joint for piping of 6 inch or smaller, 
trade size, shall be made by grouting the annular space 
between the pipes with pure Portland cement. 


(4) Every joint referred to in subsection 1 or 3 shall 
be carefully banked, and the inside of the piping shall be 
thoroughly cleaned and swabbed before the mortar 
or grout dries. O. Reg. 250/60, s. 72. 


73. Joints in vitrified clay piping or between a 
vitrified clay pipe and a metal pipe shall be hot-poured, 
cemented or of the compression type. O. Reg. 250/60, 
S.. 748i 

FIXTURES 


74.—(1) A fixture itemized in column 1 of Table 16 
shall be deemed to produce an hydraulic load equal to 
the number of fixture units set out in column 2. 


(2) A fixture, other than one referred to in sub- 
subsection 1, having a waste pipe or trap of a trade 
size itemized in column 1 of Table 17 shall be deemed 
to produce an hydraulic load equal to the number of 
fixture units set out in column 2. 


_ (3) A pump, ejector or other device or equipment 
discharging water, liquids or water-borne wastes in a 
continuous or intermittent flow shall be deemed to 
produce an hydraulic load equal to 2.4 fixture units 
per gallon per minute of flow. O. Reg. 250/60, s. 74. 

75. A fixture, other than, 
(a) a water-closet; 
(6) a full flush urinal; 


(c) a bedpan washer; or 


(d) a fixture receiving wastes like those from 
fixtures specified in clauses a, b and c, 


shall be provided with a strong metallic or porcelain 
strainer having an outlet area not less than that of the 
interior of the trap or waste pipe of the fixture. O. Reg. 
250/60, s. 75. 


76.—(1) A floor drain in any room where, 


(a) a fixture other than a laundry-tub is installed; 
or 


(b) food or beverage not in hermetically sealed 
containers is stored, prepared or served, 


shall, 


(c) be made of metal; 

(d) have a strainer inlet; 

(e) be properly trapped and vented; and 
(f) be deemed to be a fixture. 


(2) Where a floor drain, other than one referred to 
in subsection 1, discharges directly or indirectly into 
drainage piping, it shall be trapped so that under nor- 
mal conditions of use a supply of water flows through 
the trap sufficient to keep its water seal from evapor- 
ating. 


(3) No floor drain conveying sewage shall discharge 
into a municipal storm drain. 


(4) An unvented floor drain shall be connected to 
an underground building drain. O. Reg. 250/60, s. 76. 


77.—(1) Floor flanges for a fixture having an 
integral trap shall be, 


(a) of brass; 
(b) not less than 3/16 inch thick; and 


(c) adapted for soldering to a lead or copper 
drainage pipe. 


(2) Bolts, washers and nuts used in connection with 
the flanges shall be of brass. O. Reg. 250/60, s. 77. 


78. Where lead pipe is used to connect a water- 
closet to a drainage pipe, the water-closet shall have a 
support of sufficient strength to sustain a live load of 
250 pounds. O. Reg. 250/60, s. 78. 


TRAPS 
79.—(1) In this section, 


(a) ‘‘mechanically controlled seal’’ means any 
device in a trap whereby the water seal of the 
trap is replenished by the action of moving 
parts; 


(b) “moving parts” does not include valves and 
other devices controlling the flushing of the 
fixture served by the trap. 


(2) No trap having a mechanically controlled seal 
shall be installed. O. Reg. 250/60, s. 79. 


‘ 


89.—(1) In this section, ‘double trapping’’ means 
a mode of construction of drainage piping by which 
the discharge from a fixture passes through two traps 
before reaching the building trap. 


(2) Drainage piping shall be so constructed that 
there is no double trapping. O. Reg. 250/60, s. 80. 


81. No vent shall be made in the crown of a trap. 
O. Reg. 250/60, s. 81. 


82. A trap shall, 
(a) have a trap seal not less than 11% inches; and 


(b) be so set that its water seal is kept constant. 
O. Reg. 250,60, s. 82. 
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83.—(1) A trap and the pipe connecting the trap 
to a fixture itemized in column 1 of Table 18 shall be 
of a trade size not smaller than that prescribed in 
column 2. 


(2) The inlet end of a trap shall not be smaller 
than the waste pipe to which it is connected. 


(3) The outlet end of a trap shall not be connected 
to a waste pipe smaller than the trap it serves. 


(4) The waste pipe for a fixture having an integral 
trap shall be not smaller than the fixture outlet. 
O. Reg. 250/60, s. 83. 


84. The trap seal of a vitrified clay trap shall be 
not less than, 


(a) two inches for a trap of 4 inch, trade size; 


(b) 21% inches for a trap of a trade size 6 inch or 
8inch. O. Reg. 250/60, s. 84. 


85.—(1) Subject to subsections 3 and 4, each 
fixture shall be separately trapped by a water sealed 
trap placed as close as possible to the fixture. 


(2) The vertical leg of the waste pipe between a 
fixture, other than a fixture that is circuit or loop 
vented, and its trap shall not be more than three feet. 


(3) Where sinks on the same floor level, other than 
sinks through which food stuffs, excreta or other 
organic substances are discharged into drainage piping, 
are arranged in a group of two or more, their waste 
pipes may connect to the same trap. 


(4) The waste pipes of, 


(a) a sink having two or three compartments with 
outlets at the same level; 


(b) two adjoining laundry trays; or 


(c) two or three adjoining sinks with outlets at 
the same level, 


may connect to the same trap if the developed length 
of the waste pipe between the centre of the water level 
of the trap and the point where the waste pipe leaves 
the fixture that is farthest from the trap is not more 
than thirty-six inches. O. Reg. 250/60, s. 85. 


86. A grease interceptor may serve as the trap fora 
two-compartment or three-compartment sink or a 
dish-washing machine if the developed length between 
the inlet of the grease interceptor and the fixture outlet 
farthest from it is not more than thirty-six inches. 
O. Reg. 250/60, s. 86. 


87. The waste pipe from any fixture, other than a 
water-closet, shall not discharge into the trap, lead 
bend or lead stub of a water-closet. O. Reg. 250/60, 
Soe 


88.—(1) Where a building trap is installed, 


(a) subject to subsection 2, the building trap 
shall be located in a place that is readily 
accessible for the purpose of cleaning and 
repair and as close as practicable to the wall 
through which the drain leaves the building; 
and 


(6) a vent pipe not smaller than 4 inch, trade size, 
shall be connected to the drain on the inlet 
side of the trap or within four feet of the 
inlet side of the trap. 


(2) Where a building trap is installed for a building 
drain in an apartment building or a building that is a 
factory as defined in The Factory, Shop and Office 
Building Act, the building trap may be installed outside 
the wall of the building if the building trap is accessible 
by means of a manhole lined with concrete or concrete 
blocks and securely covered. 


(3) A building trap shall have an accessible clean- 
out. O. Reg. 250/60, s. 88. 


89.—(1) Subject to subsection 2, every fixture 
trap shall have at its lowest point a brass screw of a 
diameter not less than one-half of that of the trap and 
be so installed that it may be removed for cleaning 
purposes. 


(2) Subsection 1 does not apply to, 


(a) a fixture trap combined with a fixture in 
which the trap dip is accessible for cleaning 
purposes; or 


(b) a trap of which a portion is removable for 
cleaning purposes. O. Reg. 250/60, s. 89. 


90.—(1) Where, 


(a) a drainage pipe; 


(b) a service sink having a floor outlet; or 


(c) a pedestal urinal, 


is connected to an earthenware trap, the connection 
shall be, 
(d) made by means of a floor flange in the manner 
prescribed in section 66; and 
(e) sealed with a gasket of natural or synthetic 
rubber. 


(2) The floor flange shall be set on a base of suffi- 
cient strength to support the fixture and the liquid in it. 


(3) A stall urinal shall be connected to the waste 
pipe by a universal type strainer spud. O. Reg. 
250/69, s. 90. 


INTERCEPTORS 


91.—(1) No interceptor shall be installed if a 
pocket of air is likely to form in it and retard its action. 


(2) Every interceptor shall be vented and so located 
as to be readily accessible for cleaning. 


(3) An interceptor installed to prevent motor oil 
or lubricating grease from passing into drainage piping 
shall be provided with two vents, 


(a) that are connected to the interceptor at 
opposite ends of the interceptor; 


(6) that are at least three inches in diameter; and 


(c) that discharges into the open air at a point 
not less than seven feet above ground level. 
O. Reg. 250/60, s. 91. 


92. A grease interceptor shall be, 


(a) of sufficient capacity to intercept all grease 
likely to flow into it under normal conditions; 


and 


(b) located as near as is practicable to the fixtures 
from which it receives discharges. O. Reg. 
250/60, s. 92. 


sediments 


93. An interceptor for sand or other 
O. Reg. 


shall havea trap seal of not less than six inches. 
250/60, s. 93. 


WASTE PIPES 


94.—(1) Subject to subsection 2, lead shall be 
used to make the connection between a water-closet 
and its waste pipe. 


(2) Where the waste pipe is of copper, copper may 
be used to make the connection. O. Reg. 250/60, s. 94. 


95.—(1) Not more than two water-closets shall 
discharge into a 3 inch horizontal branch. 
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_ (2) Not more than six water-closets shall discharge 
into a 3 inch soil stack. O. Reg. 250/60, s. 95. 


96. A horizontal branch consisting of piping of a 
trade size itemized in column 1 of Table 19 shall not 
receive discharge from fixtures producing an aggregate 
hydraulic load greater than the number of fixture 
units prescribed in column 2. O. Reg. 250/60, s. 96. 


STACKS 
97.—(1) A waste stack or soil stack, 
(a) not exceeding three storeys in height; and 


(8) of a trade size itemized in column 1 of Table 


) 


shall not receive discharge from fixtures producing an 
aggregate hydraulic load greater than the number of 
fixture units prescribed in column 2. 


(2) A waste stack or soil stack, 
(a) more than three storeys in height; and 


(b) of a trade size itemized in column 1 of Table 
Die 


shall not receive discharge from fixtures producing an 
aggregate hydraulic load greater than the number of 
fixture units prescribed in column 2. 


(3) The aggregate hydraulic load discharged at any 
storey of a stack referred to in subsection 2 shall 
not be greater than the number of fixture units pre- 
scribed in column 3 of Table 21. O. Reg. 250/60, s. 97. 


98.—(1) In this section, ‘footing’? means a horizon- 
tal length of cast iron piping located underground 
and connecting the bottom or end of a waste pipe, 
soil stack or waste stack to a building drain. 


(2) Where a waste pipe, soil stack or waste stack 
terminates underground by connecting to a non- 
metallic pipe, it shall be provided with a footing, 


(a) not less than thirty inches long; and 
(b) of a diameter not less than, 


(i) the size of the waste pipe, soil stack or 
waste stack, or 


(ii) three inches, 


whichever is the larger. 


(3) Each stack of a diameter of three inches or 
more to which more than two water-closets are con- 
nected shall be provided with a footing of a diameter 
of{four inches or larger. O. Reg. 250/60, s. 98. 


VENTING 
99. Sections 100 to 129 do not apply to, 


(a) area drains; 

(6) backwater valves; 

(c) leader traps; or 

(d) aoe catch basin traps. O. Reg. 250/60, 
s. 99. 


100. Every system of drainage piping shall be 
protected by a vent system installed in the manner 
prescribed in this section and sections 101 to 129. 
O. Reg. 250/60, s. 100. 


101.—(1) Every vent pipe not terminating in open 
air shall be connected to a vent stack or stack vent. 


(2) Every building drain shall be, 
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(a) provided with a vent stack or a soil stack of a 
diameter of not less than three inches that 
extends vertically through the roof of the 
building; or 


(6) connected to a main vent that is erected in 
accordance with subsection 3 of section 123 
and is of a diameter of not less than three 
inches. O. Reg. 250/60, s. 101. 


102.—(1) Subject to subsection 4, a fixture trap 
shall have a protecting vent pipe connected to the 
waste pipe within five feet of the vertical trap inlet. 


(2) A grease interceptor shall have a protecting 
vent pipe connected to the waste pipe within five feet 
of the grease interceptor outlet. 


_ (3) The section of waste pipe to which the vent pipe 
is connected shall not contain more than one 90° 
bend or two 45° bends. 


_ (4) A protecting vent pipe that is not a stack vent 
is not required under subsection 1, 


(a) where the highest horizontal branch con- 
nected to a soil stack receives the discharge 
from only one fixture, and that fixture is not 
more than five feet from the soil stack; 


(6) where water-closets discharge into a soil 
stack at a point downstream from fixtures, 


(i) that discharge an hydraulic load total- 
ling not more than four fixture units 
into a soil stack with a diameter of not 
less than three inches, and 


(ii) that are all on one floor level; or 
(c) where the fixtures, 

(i) have waste outlets of a diameter of 
two inches or less and are located on 
the same floor level, 

(ii) are connected to a soil stack or waste 
stack of a diameter of three inches or 


greater, and 


(iii) discharge an hydraulic load totalling 
not more than four fixture units, 


and where no other fixtures discharge into the soil 
stack or waste stack at a higher level. 


(5) Waste pipes shall be installed and back vented 
at the same time. O. Reg. 250/60, s. 102. 


103.—(1) Subject to subsection 2, a fixture trap 
shall have a protecting vent so located that, 


(a) the total fall in the waste pipe from the 
trap weir to the vent is not greater than the 
diameter of the waste pipe; and 

(b) the developed length of the waste pipe from 
the trap weir to the vent is not less than twice 
the diameter of the waste pipe. 

(2) Subsection 1 does not apply to, 

(a) water-closets; 

(b) pedestal urinals; 


(c) trap standards; 


(d) fixtures that depend on siphonic action for the 
proper functioning of the fixture; and 


(e) connections that do not exceed one Y and 
one eighth-bend between the trap outlet and 
the vent. O. Reg. 250/60, s. 103. 
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104. A vent pipe shall be of brass, cast iron, copper, 
galvanized open hearth iron, galvanized steel, galvan- 
ized wrought iron or lead. O. Reg. 250/60, s. 104. 


105.—(1) The vent pipe venting a fixture trap of a 
size itemized in column 1 of Table 22 shall be of a 
trade size not smaller than that prescribed in column 2, 


(2) No vent pipe smaller than 114 inch, trade size, 
shall be installed. O. Reg. 250/60, s. 105. 


106.—(1) A branch vent, vent stack or stack vent of 
114 inch trade size shall have connected to it not more 
than four vent pipes of 114 inch, trade size. 


(2) A branch vent, vent stack or stack vent of 114 
inch, trade size shall have connected to it not more than, 


(a) twelve vent pipes of 114 inch, trade size; 


(b) six vent pipes of 1/4 inch trade size, other 
than water-closet vent pipes; 


(c) two water-closet vent pipes of 114 inch, trade 
size; or 


(d) one water-closet vent pipe of 1% inch, trade 
size, and four other vent pipes of 114 inch, 
trade size. 


(3) A loop vent, circuit vent, relief vent, branch 
vent, vent stack or stack vent of 2 inch trade size 
shall have connected to it not more than, 


(a) fifty vent pipes of 114 inch, trade size; 


(b) twenty-five vent pipes of 11% inch, trade 
size, other than water-closet vent pipes; or 


(c) six water-closet vent pipes of 114 inch, trade 
size, and 


(i) twelve other vent pipes of 1)4 inch, 
trade size, or 


(ii) twenty-five vent pipes of 114 inch, 
trade size. 


(4) A branch vent, vent stack or stack vent of 24% 
inch, trade size, shall have connected to it not more than 
ten water-closet vent pipes of 11% inch, trade size, and 


(a) twelve other vent pipes of 114 inch, trade 
size; or 


(b) twenty-five vent pipes of 114 inch, trade size. 


(5) The waste pipe from a fixture and having a 
diameter of not more than 114 inches may be con- 
nected to a circuit vent, loop vent, relief vent or yoke 
vent or to the point of connection between the main 
vent and the building drain, soil stack or waste stack 
if the fixture is on the same floor level as any other 
fixtures being vented by the same vent and if the fixture 
complies with sections 101 to 103. 


(6) For the purpose of this section, in calculating 
vent sizes each fixture trap represents one vent. 
O. Reg. 250/60, s. 106. 


107. Where a single family dwelling has in the base- 
ment a vent pipe not smaller than 114 inch, trade size, 
that pipe may be used to vent one water-closet and 
one wash basin both located in the basement if the vent 
connecting the water-closet or the wash basin to the 
vent pipe is not smaller than 11% inch, trade size. 
O. Reg. 250/60, s. 107. 


108. A vent pipe or vent stack of a trade size 
itemized in column 1 of Table 23 shall not have a 
length greater than that prescribed in column 2. 
O. Reg. 250/60, s. 108. 


109.—(1) For the purposes of section 108, the 
length of branch vents, vent stacks and stack vents 
shall be computed in the manner prescribed in sub- 
sections 2, 3 and 4. 


(2) The length of a branch vent is the developed 
length between, 


(a) its connection with the vent stack or stack 
vent; and 
(b) the waste pipe served by the branch vent. 
(3) The length of a vent stack is the developed 
length between, 


(a) the lowest point at which the vent stack 
connects to the soil stack, waste stack or 
building drain; and 


(b) the open air terminal of the vent stack. 
(4) The length of a stack vent is the developed 
length between, 


(a) the highest horizontal branch or 
branch connected to the stack; and 


fixture 


(b) the open air terminal of the stack vent. 
O. Reg. 250/60, s. 109. 


110. Where fixtures are circuit vented or loop 
vented, no vertical leg of a waste pipe of any of the 
fixtures shall be more than three feet long. O. Reg. 
250/60, s. 110. 


111. Where a vent pipe connects to a horizontal 
waste pipe, 


(a) the connection shall be made above the 
centre line of the waste pipe; and 


(b) the vent pipe shall not be connected to another 
vent pipe except at a point above the flood 
level rim of the fixture that the other vent 
pipe is venting. O. Reg. 250/60, s. 111. 


112. A connection between a vent pipe and a vent 
stack shall be above the flood level rim of the highest 
fixture served by the vent pipe. O. Reg. 250/60, s. 112. 


113. A vent pipe shall be so constructed and 
graded that liquid accumulating in it drains by gravity 
through the drainage piping. O. Reg. 250/60, s. 113. 


114.—(1) A back vent installed vertically may be 
used as a vent pipe for two fixtures when both waste 
pipes from the. fixtures connect on the same level to a 
vertical waste pipe. 


(2) The total fall and developed length prescribed 
in clauses a and 0 of subsection 1 of section 103 apply 
to each waste pipe installed as permitted by subsection 
il 


(3) Where a dual vent is installed in conformance 
with subsections 1 and 2, no additional vent is required 
for the traps of the two fixtures served by the two 
waste pipes. O. Reg. 250/60, s. 114. 


115.—(1) Subject to subsections 2 and 3, the 
waste pipe of not more than two fixtures may serve 
as the wet vent pipe for one other fixture that uses a 
half S or a P trap if, 


(a) all such fixtures are on the same floor level; 


(b) part of the waste pipe is a continuous waste 
and vent; 


(c) the connections of both fixtures to the waste 
pipe serving as a wet vent pipe are made at 
the same level; 


(d) the waste pipe serving as a wet vent pipe is of 
a trade size not less than, 


(i) 114 inches where the fixture being wet 
vented is connected to a_ horizontal 
waste pipe of a trade size of 114 inches 
or 1% inches. 
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(ii) 14 inches where the fixture being wet 
vented is connected to a horizontal 
waste pipe of a trade size of 2 inches, or 


(iii) 2 inches where the fixture being wet 
vented is connected to a horizontal 
waste pipe of a trade size of 3, 4 or 6 
inches; 


(e) the length of the waste pipe of the fixture 
being wet vented between the trap inlet and 
the connection to a waste pipe, 


(i) that becomes the wet vent, and 


(ii) that has a grade of not more than 14 
inch to the foot, 


is a developed length of not less than eighteen 
inches and the waste pipe of the fixture being 
wet vented complies with sections 102 and 
103; and 


(f) the waste pipe serving as a wet vent pipe has 
a developed length of not more than twenty 
feet. 


(2) Clauses d and e of subsection 1 do not apply 
to a water-closet, trap standard slop sink, bedpan 
washer or a pedestal urinal. 


(3) Where a water-closet, trap standard slop sink, 
bedpan washer or pedestal urinal is wet vented, the 
waste pipe serving as a wet vent shall be of a trade size 
of at least two inches. O. Reg. 250/60, s. 115. 


116.—(1) A waste pipe to which sanitary units, 
floor drains, trap standard slop sinks or traps serving 
shower heads are connected in series on the same floor 
level may be vented by a circuit or loop vent if the 
circuit or loop vent is connected to the waste pipe 
above the centre line of the waste pipe. 


(2) Where a waste pipe connected to a building 
drain, waste stack or soil stack is circuit vented and a 
fixture discharges above the connection the waste 
pipe shall be provided with a relief vent. 


(3) Where not more than six sanitary units, floor 
drains, trap standard slop sinks or traps serving 
shower heads are connected in series, the circuit or 
loop vent shall be connected in front of the last sanitary 
unit, floor drain, trap standard slop sink or trap 
serving a shower head in the series. 


(4) Where more than six sanitary units, floor 
drains, trap standard slop sinks or traps serving 
shower heads are connected in series, a vent shall be 
provided for each multiple of six sanitary units, floor 
drains, trap standard slop sinks or traps serving 
shower heads and a vent shall be provided for any such 
fixtures in addition to six or any multiple of six, as the 
case may be, and the vent shall be in addition to the 
loop or circuit vent referred to in subsection 1. 


(5) A loop or circuit vent or vent required by this 
section shall be of a trade size of at least two inches 
and may have other vents connected to it as provided 
in subsection 3 of section 106. 


(6) No waste shall be discharged into a loop or 
circuit vented horizontal branch pipe from a higher 
floor level. O. Reg. 250/60, s. 116. 


117. Where a loop or circuit vent is connected to a 
waste pipe and a bend is connected to a Y in the waste 
pipe, the bend shall be not more than thirty-six inches 
in length. O. Reg. 250/60, s. 117. 


118.—(1) Where two or more circuit vented hori- 
zontal branches serving a total of not more than six 
sanitary units are connected to the same horizontal 
branch, the horizontal branches may have a combined 
relief vent. 


(2) The vent pipes shall be connected to the relief 
vent above the flood level rim of the highest fixtures 
discharging into the horizontal branches. O. Reg. 
250/60, s. 118. 


119.—(1) Where a soil stack or waste stack has an 
offset that is less than ten feet in length and is at an 
angle of more than 45° from the true vertical plane 
and when there are fixtures connected to the stack 
on two or more storeys above the offset, no waste 
pipe shall be connected to the offset. 


(2) Where a waste pipe is connected to a soil stack 
or waste stack that has an offset referred to in sub- 
section 1, the connection shall be made below the lower 
bend of the offset. O. Reg. 250/60, s. 119. 


120.—(1) Where a soil stack or a waste stack 
extends through ten or more storeys of a building, the 
stack shall be yoke vented for each section of five 
storeys or part thereof counted from the top down. 


(2) In each section, 


(a) the lower end of the yoke vent shall connect 
to the soil stack or waste stack through a 
Y below the horizontal branch from the 
lowest floor of the section; 


(b) the upper end of the yoke vent shall connect 
to the vent stack not less than three feet 
above the level of the lowest floor of the 
section; and 


(c) the yoke vent shall be not less than two 
inches in diameter. O. Reg. 250/60, s. 120. 


121.—(1) Subject to subsections 2 and 3, every 
sewage tank shall be vented by a vent pipe not smaller 
than one trade size smaller than the inlet pipe of the 
sewage tank. 


(2) Where the size of vent pipe as computed under 
subsection 1 is greater than 3 inches, trade size, vent 
pipe of 3 inches trade size may be used. 


_ (3) Where the inlet pipe of the sewage tank is 
3 inches, trade size, the vent pipe shall be not less than 
2 inches, trade size. O. Reg. 250/60, s. 121. 


122.—(1) A vent pipe of a trade size itemized in 
column 1 of Table 24 shall be deemed to have the 
cross-sectional area prescribed in column 2. 


(2) Where more than two vent pipes are connected 
to a trunk, the trunk shall be of a size having a cross- 
sectional area not less than 40 per cent of the sum of 
the cross-sectional areas of all the vent pipes connected 
to it. 


(3) Where two vent pipes of 3 inch or larger, trade 
size, are connected to a trunk, the trunk shall be at least 
one trade size listed in column 1 of Table 24 larger than 
the larger of the two pipes connected to it. O. Reg. 
250/60, s. 122. 


123.—(1) Where back vents, relief vents, circuit 
vents or loop vents are required in two or more storeys 
of a waste stack or soil stack, a vent stack shall be 
installed in conjunction with that stack. 

(2) The vent stack shall, 

(a) have its lower end connected to, 
(i) the waste stack or soil stack at or 
below the lowest horizontal waste pipe, 
or 


(ii) the building drain; and 


(b) extend to the open air independently, or 
through a header. 
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(3) Where subsection 1 applies as a result of 
alteration of the vent system in an existing building, 
the vent stack may be erected vertically outside the 
building and changes in direction of the vent stack 
shall be made by eighth-bends and every part shall be 
vertical. O. Reg. 250/60, s. 123. 


124.—(1) A waste stack or soil stack shall be 
vented at a point above the flood level rim of the 
highest fixture discharging directly or indirectly into it. 


(2) The venting shall be effected, 


(a) by extension of the stack with pipe of a trade 
size of not less than 3 inches vertically 
through the roof of the building; or 


(b) by connecting the stack to a vent stack by 
means of a vent pipe that slopes upwards 
from the waste stack or soil stack to the vent 
stack. O. Reg. 250/60, s. 124. 


125.—(1) Stack vents and vent stacks may be 
connected together at a point above the flood level 
rim of the highest fixture served by either of them and 
thence extended in a single header to the open air. 


(2) The header shall be of a developed length 
computed in accordance with subsection 3 and with 
section 106. 


(3) The developed length of a header is that of the 
longest of the vent pipes so connected together and 
including the header and is calculated by commencing 
at the base of the stack most distant from the header 
and continuing through that stack to the header and 
thence to its terminal in open air. O. Reg. 250/60, 
Saul2or 


126. The discharge end of a stack vent, vent stack 
or vent pipe terminating in open air shall be located at 
a distance of not less than three feet above or twelve feet 
away from any air inlet, window or door of the building 
or of any adjacent building. O. Reg. 250/60, s. 126. 


127.—(1) The part of a waste stack, soil stack or 
vent stack that extends through and above a roof or 
wall shall be of a trade size not smaller than 3 inch. 


(2) Where an increaser is installed, the bottom of 
the larger pipe shall be below the underside of the roof. 
O. Reg. 250/60, s. 127. 


128.—(1) The discharge end of a vent pipe extend- 
ing through a roof shall extend through the roof at 
least, 


(a) six inches when the roof is not accessible for 
use by persons; 


(b) six feet above a roof that is accessible for use 
by persons. 


(2) Where the discharge end is so located that it 
may become clogged by any cause, it shall be fitted with 


a shield so constructed as to prevent c clogging. O. Reg. 
250/60, s. 128. 


BACKWATER VALVES 


129.—(1) No backwater valve shall be installed 
unless, 


(a) all its bearing parts and balls are of corrosion- 
resisting material; and 


(b) it is of such construction as to ensure a 
positive mechanical seal. 


(2) A backwater valve shall be so located that it 
can be readily examined and cleaned. O. Reg. 250/60, 
s. 129, 


BUILDING DRAINS AND BUILDING SEWERS 
130. No steam or liquid having a temperature 


higher than 140° F. shall be discharged into a building 
drain. O. Reg. 250/60, s. 130. 
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131. Every building drain shall be extended to the 
soil stack farthest from the point where the building 
drain enters the building and shall be not less than four 
inches in diameter. O. Reg. 250/60, s. 131. 


132.—(1) A slope of not less than 14 inch a foot of 
run shall be provided, 


(a) for a waste pipe; and 


(b) for a horizontal drainage pipe not larger than 
3 inch, trade size. 


(2) A horizontal drainage pipe larger than 3 inch, 
trade size, shall have a slope of not less than 14 inch a 
foot of run. 


(3) Where conditions do not permit a_ building 
drain or building sewer to have the slope prescribed in 
subsection 1 or 2, it may have a lesser slope, but not 
so that the rate of flow of the liquids is less than two 
feet a second. O. Reg. 250/60, s. 132. 


133. The hydraulic load discharged into a building 
drain or building sewer of a trade size itemized in 
column 1 of Table 25 shall not be greater than the 
number of fixture units prescribed in, 


(a) column 2, where the pipe has a slope of 1/16 
inch a foot of run; 


(b) column 3, where the pipe has a slope of 14 inch 
a foot of run; 
(c) column 4, where the pipe has a slope of 14 inch 


a foot of run; or 


(d) column 5, where the pipe has a slope of 4% inch 
a foot of run. O. Reg. 250/60, s. 133. 


CLEAN-OUTS 


134.—(1) Every clean-out cover shall be secured 
by a gasket and bolt or be screwed. 


(2) Every nut on a clean-out shall be of brass or 
other equally non-corroding metal. 


(3) The body of a clean-out shall have a thickness 
not less than that prescribed for the wall of piping of 
the same metal and trade size. O. Reg. 250/60, s. 134. 


135.—(1) A clean-out plug shall, 


(a) be of brass or other equally non-corroding 
metal; 


(b) subject to section 2, have a wall thickness 
equal to the thickness of the wall of the piping 
into which the clean-out plug fits; and 


(c) have a cover with a solid raised projection or 
a recessed socket so that the cover may be 
removed. 


(2) Where a clean-out plug is hollow or stamped 
out, the wall thickness of the plug shall be not less than 
YY inch, O. Reg. 250/60, s. 135. 


136. A clean-out connected to a pipe, 


(a) up to 4 inch, trade size, shall be of the same 
trade size as the pipe; and 


(b) larger than 4 inch, trade size, shall be not 
smaller than 4 inch, trade size. O. Reg. 
250/60, s. 136. 


137.—(1) A clean-out shall be so installed as to be 
readily accessible. 


(2) Where a clean-out is fitted to a pipe under 
ground, the clean-out shall be made readily accessible 
by extending it above ground or by providing an access 
pit. O. Reg. 250/60, s. 137. 


ki 
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138.—(1) A clean-out shall be installed in the 
building drain as near as possible to and on the down- 
stream side of the building trap. 


(2) A clean-out shall be installed at or as close as 
practicable to the foot of each waste stack or soil 
stack and so that it may be readily used. O. Reg. 
250/60, s. 138. 


139.—(1) Every waste pipe connected to a sink 
shall be provided with sufficient clean-outs to reach 
each twenty feet of the waste pipe or fraction thereof. 


(2) Clean-outs in horizontal drainage piping shall 
be at intervals not greater than, 


(a) fifty feet, where the piping is of 4 inch, or 
smaller, trade size; or 


(b) 100 feet, where the piping is of larger trade 
size. O. Reg. 250/60, s. 139. 


SEWAGE TANKS AND SUMPS 


140.—(1) A subdrain carrying sewage from a fixture 
shall discharge by gravity into a sewage tank. 


(2) A subdrain carrying ground water shall dis- 
charge by gravity into a sump. 


(3) The sewage shall be discharged by a pump or 
mechanical ejector from the sewage tank into the 
building sewer or building drain and shall not pass 
through a building trap. 


(4) The pump or mechanical ejector shall be so 
designed and have capacity great enough that it 
empties the sewage tank at least once in every period 
of two hours. 


(5) Every sewage tank and every sump constructed 
of a material other than steel or cast iron shall be 
separated by a space of not less than six inches. O. Reg. 
250/60, s. 140. 


TESTING 


141.—(1) Each drain shall be tested by rolling 
through it a ball made of hard material sufficiently 
heavy to prevent it from floating. 


(2) The diameter of the ball shall be, 


(a) two inches, for piping of 3 inch, or larger, 
trade size; and 


(b) one inch for smaller piping. O. Reg. 250/60, 
s. 141. 


142.—(1) Any test may be applied to any part of 
drainage piping separately from the remainder of the 
drainage piping. 


(2) Where a test that is required by this Regula- 
tion is being made, sufficient clean-outs shall be 
removed to ensure that the water, air or smoke, as the 
case may be, has reached every point of the piping 
being tested. O. Reg. 250/60, s. 142. 


143. After drainage piping is connected but before 
the fixtures are connected to it, the piping shall be 
tested by the water test or the air test, applied in the 
manner prescribed by section 145 or 146. O. Reg. 
250/60, s. 143. 


144. In sections 145 and 146, ‘‘outlet’’ means the 
Opening in drainage piping through which the water 
or air used to make a water test or air test may escape 
to the open air, to any part of the piping not under 
test or to the main sewer. O. Reg. 250/60, s. 144. 


145. A water test shall be made by, 


(a) tightly closing all outlets, except the highest, 
in the piping being tested; 
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(6) filling the piping completely with water until 
the water is steadily overflowing at the 
highest outlet of the piping; 


(c) visually examining every joint of the piping 
after the water has been in the piping for not 
less than fifteen minutes and while still in it; 
and 


(d) ensuring that no water is seeping out or 
leaking at any point. O. Reg. 250/60, s. 145. 


146. An air test shall be made by, 


(a) securely attaching an air compressor or 
similar pneumatic testing apparatus to the 
piping at any convenient outlet of the piping 
tested; 


(b) tightly closing all other outlets of the piping; 
(c) forcing air into the piping until the constant 
internal pneumatic pressure is not less than 


5 p.s.i.; and 
(d 


ee 


ensuring that air is not escaping from the 
piping at any point after that pressure has 
remained constant for not less than fifteen 
minutes and while it is still constant without 
any additional air being forced in or a change 
occurring in the temperature of the piping 
greater than 5° F. O. Reg. 250/60, s. 146. 


147.—(1) After all fixtures have been connected 
to the piping, a final test shall be made of the drainage 
piping and venting thereof. 


(2) The test shall be made by, 


(a) filling all traps of the piping being tested to 
their respective minimum water seals; 


(b) completely filling the piping and vents with a 
black, pungent smoke by any convenient 
method; 


(c) closing every vent stack, stack vent, soil 
stack and waste stack after the smoke has 
risen steadily through them; 


(d) adding into the piping and vents more 
smoke sufficient to build up an internal pres- 
sure equivalent to a 1-inch water column; and 


(e) ensuring that no smoke is escaping from the 
piping or vents at any point after that 
pressure has been maintained constant for not 
less than fifteen minutes and while it is still 
constant. O. Reg. 250/60, s. 147. 


PART IV 
FIXTURES 


148.—(1) Every fixture shall be connected to 
drainage piping. 


(2) The room or compartment in which a fixture is 
located shall be adequately ventilated. 


(3) All walls and flooring around or under a bath 
tub, shower bath, or sanitary unit in a public building 
shall be of a material that is impervious to water. 
O. Reg. 250/60, s. 148. 


149. Fixtures other than drinking fountains or 
refrigerators or other food containers shall not have an 
indirect waste pipe. O. Reg. 250/60, s. 149. 


150.—(1) A fixture shall be so installed as to be 
readily accessible for cleansing. 


(2) A fixture having an integral trap shall be set 
plumb and true. 
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(3) Subject to subsection 4, every fixture shall 
be so installed that all walls and flooring around or 
under it are easily accessible for cleansing. 


(4) Where a fixture is built into the structure of a 
room or compartment, it shall be so installed that 
water does not accumulate on the walls or flooring 
around or under the fixture. O. Reg. 250/60, s. 150. 


151. Every fixture shall be provided with such 
supply pipes and fittings as will supply sufficient water 
for flushing the fixture to the extent necessary to keep 
it in sanitary condition. O. Reg. 250/60, s. 151. 


152. The pipe supplying water to a fixture itemized 
in column 1 of Table 26 shall be of a trade size not 
smaller than that prescribed in column 2. O. Reg. 
250/60, s. 152. 


153. Non-potable water shall not be distributed to 
a bath tub, kitchen, scullery sink, shower bath or wash 
basin. O. Reg. 250/60, s. 153. 


154. No trough urinal shall be installed. O. Reg. 
250/60, s. 154. 


155.—(1) In subsection 2, “‘frost-proof closet”’ 
means a water-closet so designed that, 


(a) the trap and the water supply control valve 
are installed below frost line; and 


(b) the bow] does not retain water. 


(2) No frost-proof closet shall be installed so as to 
discharge directly or indirectly into a main sewer. 
O. Reg. 250/60, s. 155. 


156.—(1) Every fixture shall be of such materials, 
construction and design as will ensure that the exposed 
surface of all parts are, 


(a) hard; 
(b) smooth; 
(c) impervious to cold or hot water; 
(d) readily accessible for cleansing; and 
(e) free from, 

(i) blemishes, or 

(ii) cracks or other interstices, 


that may harbour germs or impede thorough 
cleansing. 


(2) All other parts of the fixture and all the area 
around the fixture so closely adjacent to it that germs 
may harbour therein shall be of such materials, con- 
struction and design as will ensure that the fixture and 
the adjacent area can be readily maintained in a 
thoroughly sanitary condition. 


(3) A pipe carrying waste from, 
(a) a refrigerator or ice box; 


(b) an appliance, device or apparatus that is used 
for the storage, preparation or processing of 
food or drink; 


(c) a sterilizer; or 


(d) a water still, water treatment device or water- 
operated device, 
shall be an indirect waste pipe. O. Reg. 250/60, s. 156. 
157. A water-closet bowl shall be, 


(a) of vitreous china, vitreous glazed earthen- 
ware or any material having equally smooth, 
hard, impervious surface; 
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(b) in one piece; 


(c) provided with integral flushing-rims so con- 
structed as to flush the entire interior of the 
bowl; 


(d) rigidly connected to the waste pipe; and 


(e) where the water-closet bowl is in a public 
building, equipped with a seat with an open 
front. O. Reg. 250/60, s. 157. 


158.—(1) A water-closet tank shall have, 
(a) water capacity; and 
(b) flush valve equipment, 


such as will ensure at all times a supply of water sufh- 
cient to flush normal solids and soil out of the bowl. 


(2) A flush pipe shall have an internal diameter not 
less than that of the spud on the tank. O. Reg. 250/60, 
s. 158. 


159.—(1) A urinal shall be of a material prescribed 
by clause a of section 157. 


(2) A urinal of a siphon jet, blow out or pedestal 
type shall have its flushing-rim and its trap integral 
with it. O. Reg. 250/60, s. 159. 


160. A urinal tank shall have, 
(a) water capacity; 
(b) flush valve equipment; and 
(c) pipe connecting to the urinal, 


such as will ensure at all times a supply of water 
sufficient to flush the normal liquids and solids out of 
the urinal. O. Reg. 250/60, s. 160. 


161.—(1) A wash basin, 


(a) shall be of a material prescribed by clause a 
of section 157; and 


(6) shall have a waste pipe not smaller than 114 
inch, trade size. 


(2) The waste opening shall be equipped with a 
strainer. 


(3) Where a stopper is provided it shall be so 
arranged that the standing water in the fixture does 
not rise in the overflow pipe when the stopper is used, 
or remain in the overflow pipe when the fixture is 
empty. O. Reg. 250/60, s. 161. 


162. The floor of a shower bath shall be of materials 
having a hard surface, impervious to water, and shall 
be provided with, 


(a) a waste fitting not smaller than 114 inch, 
trade size; and 


(b) a strainer at the waste outlet. O. Reg. 
250/60, s. 162. 


163. A bath tub shall be, 


(a) of material having a smooth, hard interior 
surface, impervious to water; and 


(b) equipped with a waste fitting not smaller 
pets inch, trade size. O. Reg. 250/60, 
S, ‘ 
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164.—(1) The overflow pipe from a fixture shall be 
connected on the inlet side of the trap and so arranged 
that it can be readily and effectively cleansed. 


(2) An overflow fitting shall be so arranged that 
the standing water in the fixture does not rise in the 
overflow pipe when the stopper is used and all water 
drains from the overflow pipe when the fixture is 
empty. O. Reg. 250/60, s. 164. 


165.—(1) The fixture through which an indirect 
waste pipe discharges shall be open, vented and 
located in an accessible, ventilated place. 


(2) Subject to subsection 3, an air gap conform- 
ing to the requirements of section 41 shall be pro- 
vided between, 


(a) the outlet end of an indirect waste pipe; and 


(b) the flood level rim of the fixture receiving the 
discharge from that pipe. 


(3) The length of the air gap shall be not less than 
the nominal diameter of the indirect waste pipe. 
O. Reg. 250/60, s. 165. 


166.—(1) Every indirect waste pipe shall be 
trapped, but, subject to subsection 2, need not be 
vented. 


(2) Where an indirect waste pipe receives the dis- 
charge from, 


(a) drinking fountains; or 


(6) refrigerators, 


located on three or more storeys, it shall be vented by 
being extended to open air. O. Reg. 250/60, s. 166. 


167. An indirect waste pipe from a refrigerator or 
similar food container shall have clean-outs at all 
angles and be so arranged as to permit flushing and 
cleansing. O. Reg. 250/60, s. 167. 


TABLE 1 
LEAD WATER SERVICE PIPiNG 


Column 1 Column 2 
Piping, Minimum weight 
trade size, a yard 
in inches. in pounds 
¥% 24 
yy 3 
5 4% 
34 54% 
1 1% 
1% 9 
1% 1234 
134 15 
2 18 


O. Reg. 250/60, Table 1. 


TABLE 2 


COPPER OR BRASS PIPE 


Standard Pipe 
Column 1 Column 2 Column 3 Nominal Weight in lbs. 
per Foot of length 
Pipe, Outside Nominal 
trade size, diameter, wall thick- Column 4 Column 5 
in ins. in ins. ness in ins. Copper Brass 
yy 0.405 0.0620 0.259 0.253 
yy 0.540 0.0825 0.460 0.450 
¥% 0.675 0.0905 0.643 0.630 
4 0.840 0.1075 0.957 0.938 
34 1.050 0.1140 1.30 | 
1 1315 0.1265 1.83 1.79 
114 1.660 0.1460 2.69 2.63 
1% 1.900 0.1500 3.20 GHG) 
2 DIS 0.1565 4.23 4.14 
24% 2.875 0.1875 6.14 6.00 
3 3.500 0.2190 8.75 8.56 
3% 4.000 0.2500 11.41 AUT 
4 4.500 0.2500 12.94 12.66 
44 5.000 0.2500 14.46 14.15 
5 5.563 0.2500 16.21 15.85 
6 6.625 0.2500 19.41 18.99 
if 7.625 0.2815 BAY 24.63 
8 8.625 0.3125 31.63 30.95 
9 9.625 0.3440 38.83 38.03 
10 10.750 0.3655 46.22 45.20 


Column 6 


Nominal 
wall thick- 
ness in ins. 


0.100 
0.123 
0.127 
0.149 
0.157 
0.182 
0.194 
0.203 
0.221 
0.280 
0.304 
0.321 
0.341 
0.375 
0.375 
0.437 
0.500 
0.500 
0.500 
0.500 


Extra Heavy Pipe 


Nominal Weight in lbs. 
per Foot of length 


Column 7 | Column 8 
Copper Brass 
0.371 0.363 
0.624 0.611 
0.847 0.829 
125: 1.23 
1.71 1.67 
2.51 2.46 
3.46 3.39 
4.19 4.10 
5.79 5.67 
8.84 8.66 
11.82 11.57 
14.37 14.07 
17225 16.89 
21.10 20.66 
23.67 23.18 
32.93 32.21 
43.34 42.43 
49.42 48.39 
55.56 54.34 
62.40 61.05 


O. Reg. 250/60, Table 2. 
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TABLE. 3 
BRASS CAULKING FERRULES 


Column 1 Column 2 Column 3 Column 4 


Minimum actual 
Trade size inside diameter of | Minimum length, | Minimum weight, 
in inches ferrule, in inches in inches in pounds 


O. Reg. 250/60, Table 3. 


TABLE 4 
BRASS SOLDERING NIPPLES 


Column 1 Column 2 | * Column 3 


Trade size, Minimum length, Minimum 
in inches in inches weight 


6 ozs. 
8 ozs. 
14 ozs. 
1 lb. 6 ozs. 
2 Ib. 


me Bm w WwW 


3 lb. 8 ozs. 


O. Reg. 250/60, Table 4. 
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val 


Column 1 


Hub, trade size 
in inches 


TABLE 5 
BRASS SOLDERING HUBS 


Column 2 


Minimum actual 
inside diameter, 
in inches 


Column 3 


Minimum 
overall length, 
in inches 


26 
2¥6 
2% 


Column 4 


in ounces 


Minimum weight 


O. Reg. 250/60, Table 5. 


TABLE 6 
WELDED ALLOYED OPEN HEARTH IRON PIPING 


Column 5 


Column 6 


Column 2 Column 3 Column 4 

Minimum internal)Minimum internal 

Pipe, Minimum hydrostatic pres- | hydrostatic pres- 

trade size, wall-thickness | sure for furnace | sure for electric- 

in inches in inches butt-welded pipe welded pipe, 
in p.s.1. in p.s.i. 

Yy | .068 700 oe 
088 700 ee 
36 091 700 atee 
4% .109 700 a ae 
malie3 700 glans 
1 .133 700 fers 
14 .140 800 1,000 
14% 145 800 1,000 
2 154 800 1,000 
21% .203 800 1,000 
3 .216 800 1,000 
31% | .226 1,200 Hotee 
4 237 1/200 oe 
5 258 1,200 he 
6 280 1,200 ie 
8 soe aes 1,200 
10 365 1,000 
12 ASS) 1,000 


Minimum weight 
a linear foot when 
threaded and 
couplings attached 
in pounds 


NDOATN OAH COUMf to 
NN OWDMOWUNATN & 


Minimum num- 
ber of threads in 
each threaded 
inch 


mCmonmaonmnaomocm 


O. Reg. 250/60, Table 6. 
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TABLE 
WELDED OR SEAMLESS STEEL PIPING 


Column 1 Column 2 Column 3 Column 4 Column 5 


Minimum weight 
Pipe, Minimum actual Minimum for each linear foot | Minimum number 
trade size, | outside diameter, wall-thickness, | threaded and with | of threads in each 
in inches | in inches in inches couplings attached,| threaded inch 
in pounds 


0.405 .068 
0.540 .088 
0.675 .091 
0.840 .109 
1.050 113 
eea lS) 133 
1.660 140 
1.900 145 
PRES) 154 
2.875 
3.500 
4.000 
4.500 
5.563 
6.625 
8.625 
10.750 
12.750 


wat 


— 
w 


xX 
te 


NOMAUNEWWNNMR RE 
00 00 00 00 OO OO OO 
b 


—e 


O. Reg. 250/60, Table 7. 


TABLE § 
WROUGHT IRON PIPING: 


Column 1 Column 2 Column 3 Column 4 Column 5 
Minimum weight 
Pipe, Minimum actual | Minimum for each linear foot,) Minimum number 
trade size, outside diameter, wall-thickness, | threaded and with | of threads in each 
in inches in inches | in inches couplings attached,| threaded inch 
In pounds 
ly 0.405 .070 0.25 Heit 
iy 0.540 .090 0.43 18 
3% 0.675 | .093 0.57 18 
6 0.840 elite 0.85 14 
34 1.050 ALLS Tals 14 
1 HES wIG) .136 1.68 11% 
14 1.660 | 143 2.28 1114 
1% 1.900 148 Pao 11% 
2 2.375 158 3.68 1114 
2% 2.819 .208 | 5.82 8 
3 3.500 wou 7.62 8 
31% 4.000 PM | 9.20 8 
4 4.500 .242 10.89 8 
5 5.563 .263 | 14.81 8 
6 6.625 .286 | 19.19 8 
8 | 8.625 | .283 25.00 8 
10 | 10.750 } .284 32.00 8 
12 | 12.750 336 45.00 8 


O. Reg. 250,60, Table 8. 
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Column 1 


Tube Trade 


in inches 


Column 2 


Actual 
Outside 


Permissible Variation in 
Mean Outside Diameter 
in inches 


TABLE 9 
COPPER TUBE 


Wall Thickness (inches) 


Type K 


Type L 


Diameter 
in inches 


Column 3 


Annealed 


Column 4 


Drawn 


Column 5 


Nominal 


Column 6 
Permissible 
Variation 


Column 7 


Nominal 


Column 8 
Permissible 
Variation 


0.375 
0.500 
0.625 
0.750 
0.875 
LAS) 
1E3 75 
1.625 
ZAZS 
2.625 
SAS) 
3.625 
4.125 
SYS) 
O25 
8.125 


0.002 
0.0025 
0.0025 
0.0025 
0.003 
0.0035 
0.004 
0.0045 
0.005 
0.005 
0.005 
0.005 
0.005 
0.005 
0.005 
0.006 


0.001 
0.001 
0.001 
0.001 
0.001 
0.0015 
0.0015 
0.002 
0.002 
0.002 
0.002 
0.002 
0.002 
0.002 
0.002 
+0.002 
—0.004 
10.125 0.008 +0.002 
| —0.006 
LEDS 0.008 +0.002 
—0.006 


0.035 
0.049 
0.049 
0.049 
0.065 
0.065 
0.065 
0.072 
0.083 
0.095 
0.109 
0.120 
0.134 
0.160 
0.192 
0.271 


0.004 
0.004 
0.004 
0.004 
0.0045 
0.0045 
0.0045 
0.005 
0.007 
0.007 
0.007 
0.008 
0.010 
0.010 
0.012 
0.016 


0.030 
0.035 
0.040 
0.042 
0.045 
0.050 
0.055 
0.060 
0.070 
0.080 
0.090 
0.100 
0.110 
0.125 
0.140 
0.200 


0.0035 
0.0035 
0.0035 
0.0035 
0.004 
0.004 
0.0045 
0.0045 
0.006 
0.006 
0.007 
0.007 
0.009 
0.010 
0.010 
0.014 


0.016 
0.018 


DAMP AWWNHN RR e 
= = ‘ 
SN AN NXokaX 


= 
Oo 


0.338 0.018 0.250 


— 
to 


0.405 0.020 0.280 


TABLE 9—Continued 
COPPER TUBE 
(Type DWV) 


Wall Thickness (inches) * THEORETICAL 


Type M 


Drainage Tube Weight per Foot in pounds 


Column 16 
Drainage 
Tube 


Column 15 
Type M 


Column 10 Column 13 | Column 14 
Permissible 


Variation 


Column 12 
Permissible 
Variation 


Column 9 Column 11 


Nominal Nominal Type K Type L 


0.126 


0.0035 
0.004 
0.006 
0.006 
0.006 
0.007 
0.009 
0.009 
0.010 
0.014 


On 


DIDNNCCOW AH OCO: + + + + 


_ 


i) 


0.015 


DHA KR AWAPWNYNEH SS... ... 


w 


0.016 


*Tube shall not vary in weight by more than 7% from theoretical weight shown. 


O. Reg. 250/60, Table 9. 
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TABLE 10 


ASBESTOS-CEMENT SEWER PIPING 


Column 2 


Piping, 
trade size, 
in inches 


4 
5 
6 
8 
10 
12 
14 
16 
18 
20 
24 


Column 1 


Minimum 
wall-thickness, 
in inches 


Column 3 


Column 4 


Flexural strength, 
minimum total load, 


in pounds 


Maximum span, 
in feet 


PAB, 1 


O. Reg 


Reg. 471 


Column 5 


Supporting strength, 
minimum external 
3-bearing load, 

in pounds 


1,740 


. 250/60, Table 10. 


BITUMINIZED-FIBRE DRAIN PIPING OR SEWER PIPING 


Column 2 


Piping, 
trade size, 
in inches 


Minimum | 
wall-thickness 
in inches 


Column 3 


| Minimum flat-plate 
crushing load, 

in pounds for 

each linear foot 


Column 4 


Minimum length 
of coupling, 
in inches 


Column 5 


Flat-plate 
crushing load 
in pounds for 

each linear foot 


1,100 
1,100 
1,100 
1,300 


AB 2 


O. Reg. 


CAST IRON DRAINAGE PIPE OR VENT PIPE 


Column 1 


Column 2 


Column 3 


Piping, 
trade size, 
in inches 


Minimum weight for | 
each 5 foot length, 


in pounds 


Sere - 
' Minimum weight for 


each 5 foot length, 
in pounds 
Extra heavy 


O. Reg. 250/60, Table 12. 


250/60, Table 11. 
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Column 1 


Piping, 
trade size, 
in inches 


Column 1 


Piping, 
trade size, 
in inches 


1% 
1% 


2 
2% 


Column 2 


TABLE 13 
THREADED CAST IRON PIPING 


Column 2 


Minimum 
wall-thickness, 
in inches 


.187 
195 
sail 
241 
.263 
294 
328 
378 
438 
438 
438 


Column 3 


Minimum weight 
for each linear foot, 


in pounds 


3.033 
3.666 
5.041 
7.032 
9.410 
13.751 
19.069 
26.223 
39.820 
50.234 
60.036 


TABLE 14 


CONCRETE SEWER PIPING 


1; Al 
Column 3 


Column 4 


Minimum 
wall-thickness 
of barrel, 
in inches 


Minimum 
internal diameter 
of barrel, 
in inches 


Supporting 
strength, mini- 
mum 3-bearing 

load for each 
linear foot, 
in pounds 


ee ee SS 
WHOCCORIAR RE 
APARWOPABANND 


Column 4 


Minimum 
thread-length, 
in inches 


O. Reg. 250/60, Table 13. 


Column 5 


Column 6 


Minimum 
internal diameter 
of socket-mouth, 

in inches 


Minimum depth 
of socket, 
in inches 


KX ale 


MI 
oN, 


1,000 
1,100 
1,300 


1,400 


1,500 
1,750 
2,000 
2,200 
2,400 


O. Reg. 


250/60, Table 14. 
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TABEE 15 


VITRIFIED-CLAY PIPING 


Column 1 Column 2 


a: % 
6 56 
8 34 
9 34 
10 % 
iP: 1 

15 14 
18 1% 
21 134 


TABLE 16 


Column 3 


Minimum Minimum 

Piping, wall-thickness | internal diameter 
trade size, of barrel, of barrel, 
in inches in inches in inches 


oO CON eS 


10 
AW, 
15 
18 
it 


LOAD FACTORS OF FIXTURES 


Column 1 


Fixture 


Bath room group, consisting of 1 water 
closet, 1 wash basin and 1 bath tub 
or shower stall 


Combination of sink and laundry tray 
Combination of sink and tray with food 


disposal unit 
Cuspidor or dental unit 
Dental lavatory 
Dish washer, domestic type 
Drinking fountain 
Floor drain. 


Kitchen Sink 
(a) two-compartment 
(6) three-compartment 
a as or three compartment Laundry 


Sinks 
(a) flushing rim, with valve 


co 


ORR rR eRe Re NRF Oar 
\e c 
SA AS 


arrears 
Ne aw 
RES AS 


- 
nN 


n 


strength, mini- 
mum 3-bearing 


Column 4 Column 5 


Supporting 
Minimum 


Column 6 


internal diameter | Minimum depth 


load for each | of socket-mouth, of socket, 

linear foot, in inches in inches 

in pounds 
1,000 5 134 
1,000 84 2% 
1,000 1014 2% 
1,050 1154 2% 
1,100 12 2% 
1,200 15% 234 
1,370 1834 234 
1,665 2317 3 
1,995 25% 3% 
2,400 


O. Reg. 250/60, Table 15. 


TABLE 16—Continued 


LOAD FACTORS OF FIXTURES 


Column 1 Column 2 
No. of 
Fixture fixture- 
units 
(b) pot, scullery Din cWete Dine oe CN 4 
(c) service, trap standard type.... 3 
(d) service, P-trap type........... Z 
(e) surgeon’s Pg A Oe ae SA 3 
Urinals 
(a) pedestal, siphon-jet or blow out 
Lt OLA a eine SP MERE Cenc 4 
(6) stall, wash out type........... 2 
Co)wewalllipetypes sects saree eG 14% 
Wash basin 
AW WEVesiiiel iioghone jog omenrceke 1 
GD) Me EGUIEERG savage hernia erate 1% 
Wash sink, circular or multiple type, 
each set of faucets............ 2 
Water-closet 
(apitanks Operated epevas tain aicdeh a 6 
Ch) wivalve operated saeets series. 8 
Beet CIS PERSE tiers teinlesctarciettvansd aicsaitie eee 1% 
Mead fish tank ewes na en eee nce aes ober 1% 
Domestic washing machine.......... 1% 
Dish washer commercial. . 4 
Potatoand vegetable washers and peeler 4 
Glass washer commercial............ 4 
Cocktail mixing (nit. 24.24 oc. ne oe see 1% 
Small laboratoryssinkS 2... 2452 as oe = 1 


O. Reg. 250/60, Table 16. 
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TABLE 17 


LOAD-FACTORS OF FIXTURES 


Not Itemized in Table 16 


Column 1 


Size of waste-pipe, 
or trap, in inches 


114 or less 
1% 


2y% 
3 
4 


O. Reg. 250/60, Table 17. 


TABLE 18 


MINIMUM SIZES OF TRAPS AND OUTLET- 


Column 2 


Number of 
fixture-units 


CONNECTIONS FOR FIXTURES 


Column 1 


Fixture 


Bath tub with or without overhead 


BedpanwWasheraaer eran see ee 
BITC tetera a ain a ce DS acter tes 
Combination of sink and laundry 
UAV Seve weiner cdey toc sMee to teae agen sa stotrye 
Cuspidor or dental unit......... 
Dental lavatory... ace Soe aine 
Dish washer, domestic type...... 
Drinking tountainer scien seaceicren 
loormdraimsrs sn 24. Ace d ee 
Two or three compartment 
anuidinys trayie ce Aan ee 
INeinig erator ccatyae cinerea ele 
Shower Stallinn. oe eck a qenaeiene 
Sinks 
flushing rim with valve.... 
kitchen, domestic type... . 
pot sculleny ae5 tee eS 
service, with P-trap....... 
service, with trap-standard 
SUIreeOn'S. cosa ce eee 
Urinals 


(c) 
AWiashubasinit ac. op sn sce eos arc 
Wash sink, circular or multiple... 
Wiater-closets.. 2 acces en veal 
Beer DISMeNSels...41),.8 2 5-ceene re 
Weaduiich tanksann yeni oeeemon 
Domestic washing machine...... 
Dish washer commercial......... 
Potato and vegetable washer and 

(eee. AeA ee Ree R Sere Tear 
Glass washer commercial........ 
Cocktailimixing unit... ¢2.+s0+- 


O. Reg. 250/60, Table 18. 


Column 2 


Minimum 
trade size 
of trap and 
fixture-outlet 
connection, 
in inches 


RANK 


m bd NR RRB WR Re bo 
XX 


RN 
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TABLE 19 
SIZES OF HORIZONTAL BRANCHES 


Column 1 


Branch piping, 
trade size, 


Column 2 


Maximum load, 
in fixture-units 


in inches 


1%4 
144 
2 


O. Reg. 250/60, Table 19. 


TABLE 20 


SIZES OF STACKS NOT EXCEEDING 
SP SVOREYS 


Column 1 


Column 2 


Pipe, trade size, 
in inches 


a 


Maximum load, 
in fixture-units 


RIAN 


Ne 
ies 


NOWDAMNFPWNHNR 


O. Reg. 250/60, Table 20. 
TABLE 21 


SIZES FOR STACKS MORE THAN 3 STOREYS 


Column 1 


Column 2 Column 3 


Stack, 
trade size, 
in inches 


Maximum 
load at 1 storey 
in fixture-units 


Maximum 
total load 
for stack, 

in fixture-units 


INN 


we 


RS 


1 
1 
2) 
2, 
3 
4 
5 
6 
8 
0 
2 


= 


O. Reg. 250/60, Table 21. 
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TABLE 22 
SIZE OF PIPING FOR TRAP VENTS 


Column 1 Column 2 


Trap, trade size, Vent-pipe, trade 
in inches size, in inches 


O. Reg. 250/60, Table 22. 


TABLE 23 
MAXIMUM LENGTH OF VENTS 


Column 1 Column 2 


Pipe, trade size, Maximum length, 
in inches 


O. Reg. 250/60, Table 23. 


TABLE 24 


STANDARD TRADE SIZES AND CROSS- 
SECTIONAL AREAS OF VENT PIPES 


Column 1 


Column 2 


Pipe, standard 
trade size, 
in inches 


% 


1 
1 
2 
2} 
3 
4 
5 
6 
7 
8 
9 
0 


— 


Cross-sectional 
area, in 
square inches 


E22 2 
1.7671 
3.1416 
4.9089 
7.0686 
12.5664 
19.6350 
28.2743 
38.4845 
50.2655 
63.6173 
78.5398 


O. Reg. 250/60, Table 24. 


Reg. 471 ONTARIO WATER RESOURCES COMMISSION 


TABEE?25 


MAXIMUM HYDRAULIC LOAD FOR BUILDING DRAINS OR BUILDING SEWERS 


Column 1 Column 2 Column 3 Column 4 Column 5 


Drain or Maximum load for | Maximum load for | Maximum load for | Maximum load for 
sewer pipe, slope of jg inch, slope of 14 inch, slope of 14 inch, slope of 1% inch, 
trade size, a foot of run, a foot of run, a foot of run, a foot of run, 

in inches in fixture-units in fixture-units in fixture-units in fixture-units 


216 250 
480 575 
840 | 1,000 
1,920 2,300 
3,500 4,200 
5,600 6,700 
10,000 12,000 


O. Reg. 250/60, Table 25. 


TABLE 26 


MINIMUM SIZES OF WATER SUPPLY PIPES 
TO FIXTURES 


Column 1 Column 2 
Pipe, 

Fixture trade size, 

in inches 
Bathrtubaeccns seer scr.coh arcana eee % 
Combination of sink and laundry tray % 
Dish washer, domestic type......... % 
Orin kitioetOull calmer mrere cts heer 34 
FAOSe COMNeCHOlen par serer rene aoe X% 
Hotawater potleisacn sete ee cine me 
Laundry tub, 1, 2, or 3, compartments ye) 
Shower single headsc). .mac sacs oes 4 
Siler ernment erento Regen er See eee 6 
Witirian eee or eres « oo eet as er % 
Wrashibasinem.: src cvepiecterihe cakes 36 
Water-closet, tank type............ 38 

Water-closet, flush-valve type....... 1 


O. Reg. 250/60, Table. 26. 
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Regulation 472 


under The Ontario Water Resources Commission Act 


WATER WELLS 


1. For the purpose of clause 7 of subsection 1 of 
section 47 of the Act and this Regulation, ‘‘owner”’ 
means a person who is in occupation of the land upon 
which a water well is bored or drilled. O. Reg. 
255/58, s. 1. 


LICENCES TO DRILL WELLS 


2.—(1) An application for a licence to carry on the 
business of boring or drilling wells for water shall be 
in Form 1. 


(2) A licence to carry on the business of boring or 
drilling wells for water shall be in Form 2. 


(3) An application for renewal of a licence in Form 2 
shall be in Form 3. 


(4) The fee for a licence in Form 2 or a renewal 
thereof is $2. O. Reg. 255/58, s. 2. 


3. A licence in Form 2 is issued on the conditions 
that, 


(a) the holder has had, or retains in his employ 
a person who has had, at least two years 
experience in well drilling; and 


(b) the holder tests the yield of every well bored 
or drilled and delivers a statement in Form 4 
to the owner. O. Reg. 255/58, s. 3. 


CONSTRUCTION 


4.—(1) Where a well is bored or drilled, the driller 
shall install a well casing, 


(a) of new material; and 


(b) of sufficient length and, if necessary, sur- 
rounded by a sufficient seal of cement or other 
suitable material to prevent surface or near- 
surface contaminating water from reaching 
lower uncontaminated ground water. 


(2) When a well is completed, the driller shall cover 
and seal the upper open end of the casing in a manner 
sufficient to prevent any contamination of the well 
until a pump is installed. O. Reg. 255/58, s. 4. 


5.—(1) Where a well is bored or drilled through the 
bottom of a dug well, the owner shall fill the dug 
portion of the well with clean clay soil to the surface 


of the ground or, where there is a concrete well pit, 
to the bottom of the concrete well pit. 


(2) Where a well pit is installed, it shall be so 
constructed that surface water can not enter the drilled 
well or the aquifier. O. Reg. 255/58, s. 5. 


6.—(1) The Commission may designate an area in 
which, in the opinion of the Commission, it is necessary 
to conserve water from water wells. 


(2) Upon notification by the Commission, the 
owner of a flowing well in an area designated under 
subsection 1 shall fit the well with a capping device 
that prevents or minimizes the flow of water to waste 
without impairing the well. O. Reg. 255/58, s. 6. 


7. Where a well vent is installed, the vent shall be 
by means of a pipe extending at least twelve inches 
above ground level and the open end shall be shielded 
and screened sufficiently to prevent the entry into the 
vent pipe of rainwater, spilled water or foreign matter. 
O. Reg. 255/58, s. 7. 


8.—(1) When a pump is installed, the top of the 
well casing shall be sealed by a well cap commercially 
manufactured for the purpose. 


(2) When a connection to a well casing is made 
below the ground surface, the connection shall be made 
water-tight by means of a well seal commercially manu- 
factured for the purpose. O. Reg. 255/58, s. 8. 


PLUGGING AND ABANDONING 


9. A driller shall seal off any salty, sulphurous or 
other mineralized water that is encountered in his 
drilling and that, because of his drilling, might other- 
wise affect the quality of any fresh ground water. 
O. Reg. 255/58, s. 9. 


10.—(1) Whena well is withdrawn from use but not 
abandoned, the owner shall cap the well by a device 
sufficient to prevent the entry of impurities. 


(2) Where a well is abandoned and its continued 
existence may result in the contamination of the 
aquifer, the owner shall fill and seal the well in a manner 
sufficient to prevent the vertical movement of water. 
O. Reg. 255/58, s. 10. 


RETURNS 


11. A return under subsection 5 of section 29 of 
the Act shall be in Form 5. O. Reg. 255/58, s. 11. 
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Form 1 
The Ontario Water Resources Commission Act 
APPLICATION FOR A DRILLING CONTRACTOR'S LICENCE 
To the Ontario Water Resources Commission: 


The undersigned applies for a licence to carry on the business of boring or drilling wells for water and, in 
support thereof, makes the following statements of fact: 


1. Name of person, firm (specify partners) or corporation to be licensed...........-..0-.ceeeceecucces 
(block letters) 
ik SoM GLOSS fy cs GENS OP OTOROETE Chaar CUCETES DONT) EADIE Fn TEE TROT aR RPL RE le SN ae oR TUR ee ed ee 
(street and number) (post office) 
3. For how many years have you been engaged in the business of boring or drilling water wells?............ 


4. If you are an individual person and have had at least two years experience in water well drilling, list the 
names of the drillers or drilling firms who have employed you during the last five years. 


Name of employer Address of employer Period of employment 


5. If you have been self employed in drilling water wells outside Ontario, give particulars: 


Dye slio\(ea:'e Vole) a8) 6s) ainsi ae; s/s Wells) s MA AliemsMie (all sein). 6. je © \e\ is" oye) «car # \é)e)ie ss 'v. \siiey bisliei aj. e\ 0 Velie al q)e)s\\s\ wie; 10 1.6 in) (16/0615) 0. ¥.\) ©: e%/6| Aha stim © aie wayiel ig) Whale gece ta 


6. List below the names of drillers in your business or employ who have had at least two years experience in 
drilling water wells: 


Name Address 
CE AIR ere ee ee red rr ENRON er MEP ca. Lia chance, satin Sbtcoh was citvateghaercetac'm ead annie ar elemnerese Sak eabetosenee ae 
(COs AR cent ro Oboe een 9 ORG Epa wine GU ers re, ob; ERRORS Rey PERERA DO RIES EMMI een a aac, 
(GDNE oh ecco a eeamrruass Pricer Gamers, Ghosiay.c pkcueaaata exchayt atest A peck is opie ansehen a tear teat a ae to ge ere came eer ECP oe 
(petiow manys ngs) willibe used sto drill) water wellse. 5. 42s acess as - sae 


8. Check types of drilling methods to be used: 
Boring [] Cable tool [J Diamond Drill [J Jetting [J Rotary [J 


Watediaterntneccspeiiorie susie susereersies MOntatiowtinisecnecce ss can ecieare ieee Gayo haere pl OR 


(title if signed by officer of corporation) 
O. Reg. 255/58, Form 1. 


Form 2 


The Ontario Water Resources Commission Act 
DRILLING CONTRACTOR’S LICENCE 


Under The Ontario Water Resources Commission Act and the regulations, and subject to the limitations 
thereof, this licence is issued to 


O. Reg. 255/58, Form 2. 
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Form 3 


The Ontario Water Resources Commission Act 
APPLICATION FOR RENEWAL OF DRILLING CONTRACTOR’S LICENCE 


To the Ontario Water Resources Commission: 
The undersigned applies for renewal of licence No......... bacqcieia to carry on the business of boring 
or drilling wells for water and, in support thereof, makes the following statements of fact: 


LIN co MEAT MACON SOCs urns sie caackareanaian ee reread ay ee aes Poe SE a IR Mer aici ace IE  Mysea ra MR gel cts crv ac at Se 
(print in block letters) 


DP RIAA OSG oe otis Se vopcibuan shu ou hoger eae RE TORS EN CCS Sisene Ricavnn? tL Ra RTE MRE eae ortega rece eee ee 
(street and number) (post office) 


3. List below the names of drillers in the business or employ of the licensee who have had at least two years 
experience in drilling water wells: 


Name Address 


4, List below the names of apprentice drillers who have been in the employ of the licensee during the past year 
and give the period of employment: 


Name of apprentice driller Period of employment 


5. State the total number of wells and test-holes drilled in Ontario by the licensee during the past year: 


(title if signed by officer of corporation) 


O. Reg. 255/58, Form 3. 
Form 4 


The Ontario Water Resources Commission Act 


REPORT FOR OWNER 


Owner wari et tote san ee ancien screens Sane Sega aae NGG ESE itaie 7. aster: AROSE a hs, AEE CRON, Rey Sn 
Wocationrote Welle = lownshipis cs ce aetna ere okie ata Ory. ake tone nt ep ineaes Lota 2a 
CASING AND SCREEN RECORD: 

Inside didmeatertomcasimecses acct) ee ae male ice Mota Wlength Or CASin O's. tc ccomuiate ele ete eer ae 
Mepeheto Peauoclke ar baias sckancvant Soci anes uae aeaeeetemnaed: Depthrol welll av vei... cence antes eee 
MiametertomunishecMolee: c.g x, ec iacct 3 or che CMS ee me ICO eaei eis oe intents ceaget aM car te REO 
iby pe ol screen samen so: hate ees = pate Leéenpthvoiisereena 9-5. 5. oe Depthiotop Ghiscrecin= oe eee 
PUMPING TEST: 

Station levelh curwcnic eboared. Hiner ciate Test-puim ping Tateasnms ee se ee GaPaAM Rumpingdegelee... sec ween eee 
Durationtontestepulipileer merce eels eee Wateuclear or cloudy at end of testes). +10. aacemmeen ae 
Recommended pumping rate; . 6. sa. cence en gee GE Me with pumpingleveliofp. «cess eee cee eee 
REMARKS: 

IDFotiitoteatl itsact. creatures) cin ca ean eerrer Sauron ORs oo A ERRAS ices ata | Miers EN tata A a so Bie. S 
Ne lobgect Wage eet ee kee eR SEY AAC kee ee Ora owe oe RAR Boe eee eee Mice Se See oe eee et 
icence NOs. .ias cheerios arene ena ene ae oot ee 

PDA E CL Pct he ey ooh 2 ates Shela uy hs epee oor ranchal cle GRRE Serra ik ns COUPER ener eae Ai Se ee 


(Licensed Drilling Contractor) 
O. Reg. 255/58,"Form 4. 
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Form 5 


The Ontario Water Resources Commission Act 


WATER WELL RECORD 


(print in block letters) 


Township, Village, Town or City 


Date Completed 


Casing and Screen Record 


Insiderdiametemolscasinigur, sane «ere. etme eee oe 
Blo talblene tity Of CASINO nyo teresa re dearer aid ctiebey ace t a fa 
HI PCVOlSCLee Merete eee ie Nae eee tare el gece, yay ascents 
enoth of Screens ces es ayas oioct Honey ey sacha iat vison eet ertiat 


Depthitortop offscreenmmtiae te sere meee een ae arte 


Diameter otminished holeversemiie set nite a2 ciety rears 


Well Log 


ay month year) 
ACY ess 52 2 Syn ce septa Cott RNS. en Pi 
Pumping Test 
Static level Co. 5 keene een Aes ars ee Pe se ER 
Test-pumping rate...... G.P.M. Pumping level...... 
Durattontottestpilinpin cnet ote sees Seen ie renee 
Water clear or cloudy at end of test................ 
Recommended pumping rate............ G.P.M. with 


puimpinigalevelyoleraseL te winr bere ockockane Motte: 


Water Record 


Overburden and From 
Bedrock Record ee 


Wrilling Finn. .ckenteoocur ete ae ete aa 


INGLES Rr net en, NLL Ee Meroe NY eae) eee 


VOL, 3—SIG. 5 


Depth(s) at which 
water(s) found 


No. of feet 
water rises 


Kind of water 
(fresh, salty, sulphur) 


Location of Well 


In diagram below show distances of well from road and 
lot line. Indicate north by arrow. 


OAR Bi eClaicy Caais bath) Cahier rod te ee) ar ORC CmCAC mC TC CrcnC nO Oc cocug 


(Signature of licensed Drilling Contractor) 
O. Reg. 255/58, Form 5. 
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Regulation 473 


under The Operating Engineers Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) ‘qualifying experience’ means practical oper- 
ating experience in regular work periods and, 
where a person holds an engineering degree 
from a university, includes training instruc- 
tion in regular work periods; 


(b) “statutory examination’’ means examination 
under subsection 1 of section 20 of the Act. 
O. Reg. 131/54, s. 1; O. Reg. 35/60, s. 1. 


REGISTRATION OF A PLANT 


2.—(1) A registration of a plant under section 5 of 
the Act shall be in Form 1. 


(2) A certificate of registration of a plant under 
section 6 of the Act shall be in Form 2. O. Reg. 
1SI/Saese2: 


QUALIFICATIONS OF MEMBERS OF BOARD 
AND INSPECTORS 


3. A person is qualified to be appointed a member 
of the board if he, 


(a) is at least twenty-eight years of age; 
(b) holds, 


(i) a current certificate of qualification as a 
stationary engineer (first class), or 


(ii) a current certificate of qualification asa 
stationary engineer (second class) and a 
certificate of competency under The 
Boilers and Pressure Vessels Act; and 


(c) has evidence of general education, 


(i) of Grade 13 standing in at least eight 
Grade 13 papers of which two papers 
are chosen from algebra, or geometry, 
or trigonometry and statics, issued 
under The Department of Education Act, 
or 


(ii) that satisfies the Minister that the 
person has educational qualifications 


equivalent to those prescribed in sub- 
clause i. O. Reg. 131/54, s. 3, revised. 


4. A person is qualified to be an inspector if he, 
(a) is at least twenty-four years of age; 
(b) holds, 
(i) a current certificate of qualification as a 
stationary engineer (first class or 


second class), or 


(ii) a certificate of competency under The 
Boilers and Pressure Vessels Act; and 


(c) holds as evidence of general education, 


(1) evidence of the successful completion 
of a Grade 11 course of study author- 
ized under The Department of Educa- 
tion Act, or 


Gi) evidence that satisfies the Minister 
that the person has educational quali- 
fications equivalent to those prescribed 
in subclause i. O. Reg. 131/54, s. 4; 
OF Reg739/55; se 1) 


QUALIFICATIONS FOR CERTIFICATES 


_ 5.—(1) An applicant for a certificate of qualifica- 
tion as a stationary engineer (fourth class) shall, 


(a) be at least nineteen years of age; 


(6) obtain a standing of not less than 60 per cent 
on his statutory examinations; and 


(c) furnish evidence as to previous training and 
experience prescribed in subsection 2. O. Reg. 
131/54, s. 5 (1). 


_ (2) Subject to subsection 3, an applicant mentioned 
in subsection 1 shall furnish, as to previous training and 
experience, evidence, 


(a) that he has had at least one year of qualifying 
experience in, 


(1) a high-pressure stationary steam plant 
exceeding 25 registered horse-power, or 


(ii) a low-pressure stationary steam plant 
exceeding 75 registered horse-power; 


(b) that he holds a certificate of competency as a 
third-class engineer, issued under the author- 
ity of the Canada Shipping Act; or 


(c) that he, 


(i) holds a degree in engineering conferred 
by a university in Canada or by any 
other university in which the course of 
study leading to the degree is, in the 
opinion of the board, equivalent to that 
leading to an engineering degree in a 
Canadian university, and 


(ii) has had at least three months of quali- 
fying experience that is approved by 
the board for the purpose of this sub- 
clause in a high-pressure stationary 
steam plant exceeding 18,000 regis- 
tered horse-power that is generating 
electricity for The Hydro-Electric 
Power Commission of Ontario. O. Reg. 
130/545 S512) Om Regs 35/00 nce. 


(3) Where an applicant for a certificate mentioned 
in subsection 1 has successfully completed a_voca- 
tional course in a secondary school under The Depart- 
ment of Education Act, and in that course he has had 
practical experience in a stationary steam plant 
(low-pressure or high-pressure) during at least four 
years and holds a Secondary School Graduation 
Diploma ‘‘Industrial-Electrical and Steam Operating”, 
he shall be allowed therefor a credit of six months of 
qualifying experience under clause a of subsection 2. 
O. Reg. 131/54, s. 5 (3). 


106 


OPERATING ENGINEERS 


Reg. 473 


6.—(1) An applicant for a certificate of qualifica- 
tion as a stationary engineer (third class) shall, 


(a) be at least twenty-one years of age; 


(b) obtain standing of not less than 60 per cent 
on his statutory examinations; and 


(c) furnish evidence as to the previous training 
and experience prescribed in subsection 2 or 3. 


(2) An applicant mentioned in subsection 1 who 
complies with clauses a and 6 of subsection 1 shall be 
deemed to be qualified upon his furnishing evidence 
that he holds a certificate of competency as a second- 
class engineer, 


(a) issued under the Merchant Shipping Acts 
(Imperial), 1894 to 1960; or 


(b) issued under the Canada Shipping Act. 


(3) Subject to subsection 4, an applicant men- 
tioned in subsection 1 who does not furnish evidence 
under subsection 2 shall furnish, as to previous training 
and experience, evidence, 


(a) that he has had at least two years of qualifying 
experience in, 


(i) a high-pressure stationary steam plant 
exceeding 75 registered horse-power, or 


(ii) alow-pressurestationary steam plant ex- 
ceeding 200 registered horse-power; and 


(b) that he holds a current, 


(i) certificate of qualification as a station- 
ary engineer (fourth class), or 


(ii) certificate issued by the properly con- 
stituted authority in any other province 
and showing that he has, in that 
province, a rating that is equivalent to 
that of a stationary engineer (third 
class) in Ontario. O. Reg. 131/54, 
s. 6 (1-3). 


(4) In lieu of the qualifying experience set out in 
clause a of subsection 3, an applicant may furnish 
evidence that he, 


(a) holds a degree in engineering conferred by 
a university in Canada or by any other 
university in which the course of study lead- 
ing to the degree is, in the opinion of the 
board, equivalent to that leading to an en- 
gineering degree in a Canadian university; and 

(b) has had at least twelve months of qualifying 

experience that is approved by the board for 

the purpose of this clause in a high-pressure 

stationary steam plant exceeding 18,000 

registered horse-power that is generating 

electricity for The Hydro-Electric Power 

Commission of Ontario. O. Reg. 35/60, s. 3. 


Ww 


(5S) Where an applicant for a certificate mentioned 
in subsection 1 has successfully completed a vocational 
course in a secondary school under The Department of 
Education Act, and in that course he has had practical 
experience in a stationary low-pressure or high-pressure 
steam plant for at least four years and holds a Second- 
ary School Graduation Diploma ‘“‘Industrial-Electrical 
and Steam Operating’’, he shall be allowed therefor a 
credit of six months of qualifying experience under 
clause a of subsection 3. O. Reg. 131/54, s. 6 (4). 


7.—(1) An applicant for a certificate of qualification 
as a stationary engineer (second class) shall, 


(a) be at least twenty-three years of age; 


(6) obtain a standing of not less than 60 per cent 
on his statutory examinations; and 


(c) furnish evidence as to the previous training 
and experience prescribed in subsection 2, 3 
or 4, as the case may be. 


(2) An applicant mentioned in subsection 1 who 
complies with clauses a and 6 of subsection 1 shall be 
deemed to be qualified upon his furnishing evidence 
that he holds a certificate of competency as a first-class 
engineer, 


(a) issued under the authority of the Merchant 
Shipping Acts (Imperial), 1894 to 1960; or 


(b) issued under the authority of the Canada 
Shipping Act. 


(3) An applicant mentioned in subsection 1 who 
complies with clauses a and 6 of subsection 1 shall be 
deemed to be qualified upon his furnishing evidence 
that he, 


(a) holds a certificate of competency as a second- 
class engineer, 


authority of the 
Acts (Imperial), 


(1) issued under the 
Merchant Shipping 
1894 to 1960, or 


(ii) issued under the authority of the 
Canada Shipping Act; 


(b) holds a current certificate of qualification as 
a stationary engineer (third class); and 


(c) has had at least two years of qualifying ex- 
perience in a high-pressure stationary steam 
plant exceeding 200 registered horse-power. 


(4) An applicant mentioned in subsection 1 who 
does not furnish evidence under subsection 2 or 3 shall 
furnish, as to previous training and experience, evidence, 


(a) that he has had at least five years of qualifying 
experience in a _ high-pressure stationary 
steam plant, of which five-year period not less 
than three years were in a plant exceeding 200 
registered horse-power; and 


(b) that he holds a current, 


(1) certificate of qualification as a station- 
ary engineer (third class), or 


(ii) certificate issued by the properly con- 
stituted authority in any other pro- 
vince and showing that he has, in that 
province, a rating that is equivalent to 
that of a stationary engineer (second 
class) in Ontario. O. Reg. 131/54, 
Ss. 7 (1-4); 


(5) In lieu of the qualifying experience set out in 
clause a of subsection 4, an applicant may furnish 
evidence that he, 


(a) holds a degree in engineering conferred by a 
university in Canada or by any other univer- 
sity in which the course of study leading to 
the degree is, in the opinion of the board, 
equivalent to that leading to an engineering 
degree in a Canadian university; and 


(b) has had at least twenty-four months of quali- 
fying experience that is approved by the 
board for the purpose of this clause in a high- 
pressure stationary steam plant exceeding 
18,000 registered horse-power that is gener- 
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ating electricity for The 
Power Commission of Ontario. 


35/60, s. 4. 


_ 8.—(1) An applicant for a certificate of qualifica- 
tion as a stationary engineer (first class) shall, 


(a) be at least twenty-eight years of age; 


(b) obtain a standing of not less than 70 per cent 
on his statutory examinations; and 


(c) furnish evidence as to the previous training 
and experience prescribed in subsection 2 or 3. 


(2) An applicant mentioned in subsection 1 who 
complies with clauses a and b of subsection 1 shall be 
deemed to be qualified upon his furnishing evidence 
that he, 


(a) has had at least three years of qualifying ex- 
perience in a high-pressure stationary steam 
plant exceeding 350 registered horse-power, 
of which three-year period at least one year 
was in a plant exceeding 600 registered horse- 
power; and 


(b) holds a current certificate of qualification as 
a stationary engineer (second class) to obtain 
which he had furnished the evidence pre- 
scribed in subsection 2 or 3 of section 7. 


(3) Subject to subsection 4, an applicant mentioned 
in subsection 1 who does not furnish evidence under 
subsection 2 shall, as to previous training and ex- 
perience, furnish evidence, 


(a) that he has had at least ten years of qualify- 
ing experience in a high-pressure stationary 
steam plant, of which ten-year period, 


(i) at least four years were in a plant ex- 
ceeding 350 registered horse-power, and 


(ii) at least one year was in a plant ex- 
ceeding 600 registered horse-power; and 


(6) that he holds a current, 


(i) certificate of qualification as a station- 
ary engineer (second class), or 


(i1) certificate issued by the properly con- 
stituted authority in any other pro- 
vince and showing that he has, in that 
province, a rating that is equivalent to 
that of stationary engineer (first class) 
in Ontario. 


(4) The qualifying experience under subsection 3 
for an applicant mentioned in subsection 1 who, 


(a) holds a degree in engineering conferred by a 
university in Canada; or 


(b) has had experience for a period of seven years 
in designing and constructing boilers, com- 
pressors, engines and equipment used in 
connection therewith, 


shall be seven years instead of ten years. O. Reg. 


131/54, s. 8. 


9.—(1) Notwithstanding section 8 an applicant 
for a certificate of qualification as a stationary en- 
gineer (first class) who, 


(a) furnishes evidence that he holds a degree in 
engineering conferred by a university in 
Canada or by any other university in which 
the course of study leading to the degree is, in 
the opinion of the board, equivalent to that 
leading to an engineering degree in a Canadian 
university; 


(6) furnishes evidence that he is at least twenty- 
five years of age; 


(c) obtains a standing of not less than 70 per cent 
on his statutory examinations; 


(d) furnishes evidence that he holds, 


(i) a certificate of qualification as a 
stationary engineer (second class), or 


(ii) a certificate from the appropriate au- 
thority in any other province or else- 
where which certificate the board 
deems to be equivalent to that of a 
stationary engineer (first class) in 
Ontario; and 


(e) furnishes evidence as to the previous train- 
ing and experience prescribed in subsection 2, 


may be recommended by the board to the Minister for 
the issue of a certificate of qualification as a stationary 
engineer (first class). O. Reg. 35/60, s. 5; O. Reg. 
79/60, s. 1. 


(2) An applicant under subsection 1 shall furnish 
evidence of at least thirty-six months of qualifying ex- 
perience that is approved by the board for the purpose 
of this subsection in a high-pressure stationary steam 
plant exceeding 18,000 registered horse-power that is 
generating electricity for The Hydro-Electric Power 
Commission of Ontario. O. Reg. 35/60, s. 5. 


10. An applicant for a certificate of qualification as 
a hoisting engineer shall, 


(a) be at least nineteen years of age; 


(b) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) have had at least eighteen months of qualify- 
ing experience in a steam hoisting-plant; and 


(d) furnish evidence of having had that qualifying 
experience. O. Reg. 131/54, s. 9. 


11. An applicant for a certificate of qualification 
as a hoisting engineer (electrical and internal com- 
bustion) shall, 


(a) be at least nineteen years of age; 


(6) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) have had at least eighteen months of qualify- 
ing experience in a hoisting plant; and 


(d) furnish evidence of having had that qualifying 
experience, including a letter from each 
employer who employed him in that capacity 
during that period, certifying that, during 
the time he was so employed by that em- 
ployer, he proved that he was able to operate 
that class of equipment in a safe manner. 
O. Reg. 131/54, s. 10. 


12. An applicant for a certificate of qualification 
as a traction engineer shall, 


(a) be at least nineteen years of age; 


(b) obtain standing of not less than 60 per cent 
on his statutory examinations, 


(c) have had at least eighteen months of qualify- 
ing experience in a traction plant; and 


(d) furnish evidence of having had that qualifying 
experience. O. Reg. 131/54, s. 11. 
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13.—(1) An applicant for a certificate of qualifica- 
tion as a hoisting and traction engineer shall, 


(a) be at least nineteen years of age; 


(b) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) hold a current certificate of qualification as, 
(i) a hoisting engineer, or 
(ii) a traction engineer; and 


(d) furnish evidence as to the previous training 
and experience prescribed in subsection 2 or 3. 


(2) Where an applicant holds a certificate as a 
hoisting engineer, he shall furnish evidence that he has 
had the experience as a traction engineer prescribed 
in clause ¢ of section 12. 


(3) Where an applicant holds a certificate as a 
traction engineer, he shall furnish evidence that he has 
had the experience as a hoisting engineer prescribed 
in clause c of section 10. O. Reg. 131/54, s. 12. 


14. An applicant for a certificate of qualification 
as a compressor operator shall, 


(a) beat least twenty-one years of age; 


(b) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) have had at least eighteen months of qualify- 
ing experience in a compressor plant; and 


(d) furnish evidence of having had that qualify- 
ing experience. O. Reg. 131/54, s. 13. 


15. An applicant for a certificate of qualification 
as a refrigeration operator (B class) shall, 


(a) be at least nineteen years of age; 


(b) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) have had at least, 


(1) one year of qualifying experience in a 
refrigeration plant, or 


(11) eighteen months of experience in in- 
stalling and servicing equipment in a 
refrigeration plant and six months of 
qualifying experience in a_refrigera- 
tion plant; and 


(d) furnish evidence as to the previous experience 
prescribed in clause c. O. Reg. 268/57, s. 1. 


16. An applicant for a certificate of qualification 
as a refrigeration operator (A class) shall, 


(a) be at least twenty-three years of age; 


(b) obtain a standing of not less than 60 per cent 
on his statutory examinations; 


(c) be the holder of a current certificate of quali- 
fication as a refrigeration operator (B class); 


(d) after obtaining the certificate of qualification 
as a refrigeration operator (B class), have had 
at least four years of qualifying experience in 
a refrigeration plant, of which four-year period 
not less than three years have been in a plant 
exceeding 400 registered horse-power; and 


(e) furnish evidence as to the previous training 
and experience prescribed in clauses ¢ and d. 
O. Reg. 268/57, s. 1. 


EXAMINATIONS AND RE-EXAMINATIONS 


17.—(1) Subject to subsection 2, an applicant for 
a certificate of qualification who has failed to pass the 
examination required by the board may be re-examined 
upon presenting himself for his re-examination at a 
place, date and time appointed by the board. 


(2) A re-examination under subsection 1 shall not 
be held within ninety days of the original examination. 


(3) Where an applicant is re-examined under sub- 
section 1 and fails to pass the re-examination, he may 
be further re-examined at a place, date and time 
appointed by the board. 


(4) Where an applicant is re-examined under sub- 
section 1 or further re-examined under subsection 3 
and fails to pass the re-examination or further re- 
examination, as the case may be, the board may require 
him to wait an additional period before presenting 
himself for further re-examination. O. Reg. 131/54, 
sls? 


ISSUE OF CERTIFICATES, 
RENEWALS AND DUPLICATES 


18.—(1) No certificate of qualification, renewal of a 
certificate of qualification or provisional certificate of 
qualification shall be issued until the applicant has 
delivered to the board his application in the prescribed 
form and has paid the prescribed fees. 


(2) No duplicate of a provisional certificate of 
qualification, certificate of qualification or renewal of 
a certificate of qualification shall be issued until the 
applicant has, 


(a) delivered to the board, 


(i) his written application for the dupli- 
cate, setting forth particulars of the 
certificate lost or destroyed, and 


(ii) evidence satisfactory to the board that 
the certificate has been in fact lost or 
destroyed; and 


(b) paid the prescribed fees. O. Reg. 131/54, s. 16. 


19.—(1) No certificate of qualification or provi- 
sional certificate of qualification shall be issued until 
the applicant has furnished the board with evidence 
in proof of his age. O. Reg. 131/54, s. 17 (1). 


(2) Proof of age, under subsection 1, shall be made 
by depositing with the board, for inspection, a birth 
certificate, or equivalent writing, issued by the proper 
authority in the jurisdiction in which the applicant 
was born. O. Reg. 131/54, s. 17 (2), amended. 


(3) Where the board is satisfied that it is not 
practicable for the applicant to furnish evidence pre- 
scribed in clause a of subsection 2, the board may 
accept instead, 


(a) one item of Class A evidence of birth; or 
(6) two items of Class B evidence of birth, 


as prescribed in section 9 or 11, as the case may be, of 
Regulation 562 of Revised Regulations of Ontario, 1960. 


(4) Documentary proof of age under subsection 
2 or 3 may consist of photostatic copies or notarially 
certified copies instead of originals. O. Reg. 131/54, 
Sale 


CHIEF OPERATING ENGINEERS 
AND CHIEF OPERATORS 


20. In addition to any duties and responsibilities 
prescribed by the Act, a chief operating engineer or a 
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chief operator, with respect to the plant for which he 
is responsible and of which he supervises the operation, 
shall, 


(a) take all steps reasonably necessary with a 
view to maintaining the plant in safe operating 
condition; 


(6) maintain discipline among the persons em- 
ployed in the plant who are under his control 
or supervision; 


(c) direct and supervise shift engineers or shift 
operators, as the case may be, in their work 
and duties for the safe operation of the plant; 
and 


(d) be on call for duty at the plant at all times 
except, 


(i) when prevented by reasons of health or 
other cause beyond his control, 


(41) during the period allowed for vacation, 
or 


(iii) when granted leave of absence. O. Reg. 
131/54, s. 18. 


SHIFT ENGINEERS AND SHIFT OPERATORS 


21. In addition to the duties and responsibilities 
prescribed by the Act, a shift engineer or shift operator, 
as the case may be, shall, 


(a) under the direction and supervision of the 
chief operating engineer or chief operator, as 
the case may be, be responsible for, 


(1) the safe operation of the plant, and 


(ii) the supervision of other employees on 
his shift who are under his control; 


(b) maintain a close watch on the condition and 
repair of all equipment in the plant and report 
to the chief operating engineer or chief 
operator, as the case may be, any condition 
that he considers may impair the safety of 
the plant; and 


(c) take such steps as he considers necessary to 
prevent any immediate danger. O. Reg. 
131/54, s. 19. 


FORMS AND FEES 


22.—(1) A provisional certificate of qualifcation 
shall be in Form 3. 


(2) Application for a certificate of qualification or 
a provisional certificate of qualification shall be in 
Form 4. 


(3) A certificate of qualification shall be in Form 5. 


(4) An application for a renewal certificate shall 
be in Form 6. 
shall be in 


(5) A renewal certificate Form 7. 


O. Reg. 131/54, s. 20 (2-6). 


23.—(1) The fees payable under this Regulation 
are those prescribed in Table 1. 


(2) Where the holder of a certificate of qualification 
fails to renew it within one, two, three or four consecu- 
tive years, no renewal shall be issued until he has paid, 
in addition to the renewal fee, the appropriate re- 
instatement fee prescribed in Table 1. O. Reg. 
131/54, s. 21. 


Form 1 


The Operating Engineers Act 
REGISTRATION OF A PLANT 


To: 

Board of Examiners 
Operating Engineers Branch 
Department of Labour 

8 York St., 

Toronto 1, Ontario 


Under The Operating Engineers Act and the regulations, the owner of the plant specified below 
registers that plant and furnishes the following information: 


ih TONWANT SI Re (Ca) aN EN ees hin bison eae SR aGR es nC Reso conmenanidn nia ome. ctlon Bur coro nad nino Dpmoo moo sco m eons 
(6) SEostaltaddress teem. Melee Pate Meech. Peeves oo cin trelo seis ot ena tsar: mye Pua Reed eae 
(number street municipality) 
(GB) IbreretGrn.GSi EVES 5 kan oo nono Hoe DUO Umm ies Muecic cho) otieibed Sadia amo oon ap ortOoc Pant or 
2. BOILERS INSTALLED: 
Square Feet Builders } 

of Safety- Horse- - ee not all in: 5 

Number Type Heating valve power or departmental use only 

Surface Setting | Rating | HORSE-POWER RATING 


a ee | re | 


ee eS re eens anneal 
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3. COMPRESSORS INSTALLED: 


Substance 
Being Compressed 


Number | Manufacturer 


Installed Used as 
refrigerant 


(yes or no) 


Name 


Safety-valve 
Setting 


Brake Horse-power 
Rating of Motive 
Power 


Other than 
steam 


(Do not fill in: for 
departmental use 
only) 
Steam HORSE-POWER 
RATING 


JOR Sa ete ey ce ace el aT oor RON sd OBS a day of 


(signature) 


Note: Subsection 1 of section 5 of the Act reads as follows: 


(1) Every owner of a high-pressure stationary steam-plant, low-pressure stationary steam-plant, steam- 
engine plant, compressor plant or refrigeration plant or any combination thereof shall register the 
plant with the board on the prescribed form and shall furnish such information as may be required by 


the board for the purposes of this Act. O. Reg. 131/54, Form 1; 


Form 2 
The Operating Engineers Act 


CERTIFICATE OF 
REGISTRATION OF A PLANT 


GertiicateoNo ny aes enor Serial INOuesas eee 


Ieee cs Leto ial vara: Ney aro! rt <a ats ele Plant 
(classification) 
OS GACEC att .. tn eene eh GGRS feats Kenge re eaten ar tice srg 
of which, 
(a) the horse-power rating is............... -and 


(b) the pressure at which the safety-valves on 
boilers are set to relieve the pressure is.... 


under The Operating Engineers Act and the regulations. 


The class of operating engineer or operator required 
is as follows: 


] 
Lowest Certificate 


of Qualification 
Permitted 


Position 


Chief operating engineer. 


‘Chief OPEhAlOR sa, ocreiien 
| 


Shift engineer or operator 


\Assistant shift engineer. . 
| 


OF Reg. 268/91, so. 20, 2) 


Issued at Toronto, the...... Can Olian aie ecats Meee ; 


US 


Minister of Labour 


O. Reg. 131/54, Form 2. 


Notes: 


1. Subsections 3 and 4 of section 5 of the Act read as 
follows: 


(3) The owner of a registered plant shall, within 
fifteen days of any change in the pressure or 
horse-power rating of the plant, notify the 
board of such change. 


(4) When the pressure or horse-power rating of a 
registered plant is changed sufficiently to 
change the classification of the plant, the 
certificate of registration then in force in 
respect of such plant shall be cancelled and a 
new one issued in accordance with the new 
classification of the plant upon payment of 
the prescribed fee. 


2. Section 7 of the Act reads as follows: 


7. Every certificate of registration shall be 
displayed in a conspicuous manner in the 
engine room, compressor room or boiler room 
of the registered plant. 
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Form 3 
The Operating Engineers Act Notes: 
PROVISIONAL 1 : . : 
CERTIFICATE OF QUALIFICATION . Subsection 5 of section 11 of the Act reads as follows: 
Certificate No... .aveagea ens SenialuNowanere es 


(5) A provisional stationary engineer (fourth, 
third or second class) holding a provisional 


This is to certify that stationary engineer (fourth, third or second 


is issued this provisional certificate of qualification as a class) certificate is qualified to perform the 
same work and duties as a stationary engineer 

stationary engineer (...... class) under The Operating Coa third or second class), as the case 
may be. 


Engineers Act and the regulations. 


This provisional certificate remains in force one 


year from the date hereof. 2. Section 25 of the Act reads as follows: 


Issued at Toronto, the...... daypofewn, tater lO ner 
af tae ae Pe Ce er 25. Every provisional certificate of qualification 
Minister of Labour remains in force for one year from the date 
of issue unless sooner suspended or cancelled 
O. Reg. 131/54, Form 4. and is not renewable. 
Form 4 


The Operating Engineers Act 


APPLICATION FOR CERTIFICATE OF QUALIFICATION 
To: 
Board of Examiners 
Operating Engineers Branch 
Department of Labour 
8 York St., 
Toronto 1, Ontario, 


Fi dats eel eleliere’ Wesent lo Velen aitebar(ouie Meiers, 6.hei/el iw! fel die a fal (a8) -a) Slava am Fi) ele) 16) w Sintec) ole evenee eeleie = Gia) al'o 6) 6 9Ueus) 0\'s -0\\=) q (6) mieraitaiini see)» sre 


(PRINT NAME IN BLOCK LETTERS) (number, street, and city, town or P.O.) 
ADD Lys LOLMISsUCHO mag CELLIICATe OLGA liniGa TOMAS) Aid lesan + aikin Walesa encase eck anaes and in support 


thereof I make the following statements: 


{elohold ascurhentscentilicate=tmammyiae et | aire ce eo INiOWs a coatee aot ees PLOVINCC c «tices teria ate eet yi 
(classification) 
Zl faieNOW asics Seale years of age. 
3. Citizenship: i. I ama British subject (a) by birth............ , or (b) by naturalization on........ 
(“‘yes” or ‘‘no’’) (date) 
ii. I am not a British subject but I have lived in Canada from...................... 
(date) 
{oer ae ae etry Cente ohne , and I have filed a declaration of my intention to become a 
(date) 
Canadian citizen under the Canadian Citizenship Act on............--0 sec e eee 
(date) 
4, My previous training and experience (including present employment) are as follows: 
i. As a stationary engineer 
Total 
Name of Registered , From To Time 
Employers | Safety- Horse- State Duties in 
(including | valve power Each Employment 


present Setting | of Plant 
employer) Month | Year| Month | Year| Years | Months 


| 
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ii. As an operating engineer (other than stationary engineer) or operator 
| 
Total 
Name of From To Time 
Employers| Kind of State Duties in 
(including | Machine Each Employment ——_ | | ——_ | 
present 
employer) Month | Year| Month } Year} Years | Months 
Dated ‘at: 2.060: eee ee thessccasee Gay OL MAS. Se. hiok eae mara tie arersie aac ame aici , 19 


Form 5 
The Operating Engineers Act 
CERTIFIACTE OF QUALIFICATION 
GertificateINont i) 25 east e SenialaNomercccr a. 


SUCHISHSMLONCEN CIty. i hrattroeie arger ye oe) cen cone ese es 


is issued this certificate of qualification asa.......... 
under The Operating Engineers Act and the regulations. 


This certificate remains in force during the year 


ending the 31st day of December, 19... and until the 
date of renewal on or before the first Monday of 


February, 19... 
Issued at Toronto 


Countersigned: 


Minister of Labour 


Chairman, Board of Examiners 
O. Reg. 131/54, Form 6. 


Form 6 
The Operating Engineers Act 


APPLICATION FOR RENEWAL OF 
CERTIFICATE OF QUALIFICATION 


To: 

Board of Examiners 
Operating Engineers Branch 
Department of Labour 

8 York St., 

Toronto 1, Ontario. 


(given names) (surname) 
PRINT IN BLOCK LETTERS 


now residing at hen cs een weet ee ale ee En eee 
(number, street, and city, town or P.O.) 


andreniployed byses cs) seein rat eee en are ; 


(signature of applicant) 


O. Reg. 131/54, Form 5; O. Reg. 268/57, s. 3 (1, 2). 


(position held) 


of Certificate of Qualification asa. says or ae ere 


(classification) 
No..............apply for a renewal certificate. 
Herewith remittance for $........ , Which I under- 


stand is the fee prescribed for renewal. 


Date of making application.............. is Ke ia 


(signature of applicant) 


Note: This application and the renewal fee should 
be delivered or sent to the Cashier’s Office, Department 
of Labour, 8 York St., Toronto, Ontario. 


O. Reg. 131/54, Form 7; O. Reg. 268/57, s. 4 (1-3). 


Form 7 
The Operating Engineers Act 
RENEWAL CERTIFICATE 


‘bis 1s towentiiyathatesssert. et are 


(address) 


is issued under The Operating Engineers Act and the 
regulations, this renewal of certificate of qualifica- 


onan ayes ary Sekt 2 Ae ee Se 
issued the...... Ca yuOb emer. ee eas ORE echD 
Ase Otis erence ce 

Issued at Toronto, the..... day of LO 


Minister of Labour 


O. Reg. 131/54, Form 8. 
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TABLE 1 


PRESCRIBED FEES 


| Fee 
Subject $ 
REGISTRATION OF PLANTS 
On the issue of a certificate of 
Tegistiation Of alplant meer nee: 10 
On the issue of a certificate of| 
registration in accordance with a 
Newa ClasciGaonmsee rie ie 10 
On the issue of a certificate of regis- 
tration to a new owner of a plant 5 
On the issue of a duplicate of a 
certificate of registration........ 5 
PROVISIONAL CERTIFICATES 
For a_ provisional certificate of 
qualification as a stationary en- 
gineer (fourth, third, or second, 
Class) Pepe are in Eger ee hii c: 15 
EXAMINATIONS, RE-EXAMINATIONS, 
AND CERTIFICATES OF 
QUALIFICATION 
On examination for a certificate of 
qualification* as a, 
(a) stationary engineer (fourthclass)} 5 
(6) stationary engineer (third class) . 7 
(c) stationary engineer (second class)) 10 
(d) stationary engineer (first class)..| 15 
(e) hoisting engineer.............. 7 
(f) hoisting engineer (electrical and 
internal combustion).......... a 
(@)etraction encineem™ eee 7 
(h) hoisting and traction engineer. . 7 
(¢) compressor operator........... 8 
(j) refrigeration operator (B class).. 8 
| 
| 
(k) refrigeration operator (Aclass)..| 10 
On re-examination for a certificate] 
of qualification* as a, 
(a) stationary engineer (fourth class) 5 
(b) stationary engineer (third class) . 6 
(c) stationary engineer (second class) 8 
(d) stationary engineer (first class)..| 12 
(e) hoisting engineer.............. | 5 
| 
(f) hoisting engineer (electrical and) 
5 


internal combustion).......... 


10 


Subject 


(g) traction engineer.............. 
(hk) hoisting and traction engineer. . 
(4) compressor operator........... 
(j) refrigeration operator (B class). . 
(k) refrigeration operator (A class). . 

DUPLICATES OF CERTIFICATES 
For the issue of a duplicate of, 


(a) a provisional certificate of quali- 
Ncationweer. st ote eee 


(b) a certificate of qualification (any 
Classitication) eae eens 


(c) a renewal of a certificate of 
qualification (any classifica- 
tion) 


RENEWALS 


For the issue of a renewal of a certi- 
ficate of qualification (any classi- 
fication) where the application and 
fee are received by the board, 


(a) on or before the first Monday of 
February of the year next follow- 
ing the year with respect to 
which, 


(i) the former certificate was 
issued, or 


| 
(ii) the reinstatement fee was 
paid, 
as the case may be............ 
or 


after the date specified in sub- 
item a but on or before the next 
following 31st day of December. 


(0) 


REINSTATEMENTS 


For reinstatement where the annual 
fee has not been paid for, 


(GT yeat ss ea iret puro eeee 
or | 
(b) 2 consecutive years...........] 
or 
(c) 3 consecutive years............ | 


or 


(d) 4 consecutive years...........-| 


on un nnmnwnm 


* Where an applicant is successful on his examination 
or re-examination or further re-examination, as the 
case may be, the appropriate certificate of qualification 
is issued without additional fee. 
O. Reg. 228/59, Table 1. 
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Regulation 474 


under The Optometry Act 


GENERAL 
BARAT 
REGULATION OF OPTOMETRISTS 
ADMISSION TO EXAMINATION 


1. No person shall be admitted to examination as 
to his qualifications as an optometrist or optician 
unless he, 


(a) has completed the course of study prescribed 
in section 17 or 18; 


(6) has completed a course of study that is 
equivalent to the course prescribed in section 
17 or 18; 


(c) has been practising as an optometrist or 
optician outside Ontario and has received 
training as an optometrist or optician equi- 
valent to the course prescribed in section 
17 or 18; or 


(d) is the holder of a certificate of exemption. 
C.R.O. 1950, Reg. 314, s. 1. 


REGISTRATION AND EXEMPTION 


2. No person is entitled to receive a certificate 
of exemption unless he is possessed of such education 
and technical qualifications as are prescribed in section 
17 or 18. C.R.O. 1950, Reg. 314, s. 2. 


3. An application for a certificate of registration 
or exemption shall be in Form 1 and shall be verified 
by affidavit and accompanied by the prescribed fee 
and shall state, 


(a) whether application is for registration as an 
optometrist or optician; 


(b) the educational attainments of the applicant, 
including degrees received and_ professional 
status, if any; 


(c) whether the applicant has been convicted of 
any offence within Ontario or elsewhere; and 


(d) such other information as is required by 
Form 1. C.R.O. 1950, Reg. 314, s. 3. 


4.—(1) Every certificate of registration and of 
exemption remains in force during the calendar year 
in which it is issued and may be renewed from year to 
year by the Board upon receipt of an application in 
Form 2 accompanied by the prescribed fee, and every 
renewal remains in force during the calendar year 
in which it is issued. 


(2) Where the Board has not received an applica- 
tion for renewal of any certificate together with the 
prescribed fee, on or before the 31st day of January 
next following the expiration of the certificate or of any 
renewal thereof, the certificate may be renewed only 
upon payment of an additional fee of $10 but, where the 
application and fee are not received by the 30th day of 
April, no renewal shall be issued except upon special 
application to the Board in writing stating the reason 
for the delay and upon payment of an additional fee, 
not exceeding $25, as the Board determines. 


(3) No renewal certificate shall be issued until all 
arrears of fees have been paid. C.R.O. 1950, Reg. 314, 
s. 4, 


(4) The Board may renew and keep renewed, 
without an annual renewal application or the payment 
of the annual renewal fee, the certificate of registration 
or exemption of any registrant who satisfies the Board 
that he is on active service, and while he is on active 
service, and who undertakes to notify the Board as 
soon as he retires from active service. C.R.O. 1950, 
Reg. 314, s. 4. 


FEES 


5.—(1) The following fees shall be paid to the 
Board: 


1. For registration or for a certificate of 
CREM PLOW ee ss fes dfo- oat har Py Ae $25 


2. With each application for renewal of a 
certificate, 


(a) bysansoptometrist 4 mess tas eae 60 
UD ebyeam Opcicratl nie eerie 20 
3. For reinstatement or re-issuance of a 


certificate that has been suspended or 
TEV OKCCe cae oar renece nay hats en pus eee 


bo 
mn 


4. For renewal of a certificate of registration 
or exemption, where the applicant proves 
to the satisfaction of the Board that he is 
resident outside Ontario or has not prac- 
tised as an optometrist or optician within 
Ontario for a period of one year, and is not 
so practising at the time of hisapplication 10 
C.R.O. 1950, Reg. 314, s. 5 (1); O. Reg. 18/52, 
sali 2a OP) Reow5/Sose le 


(2) The Board in its discretion may remit all or any 
part of the renewal fee of any registrant. C.R.O. 1950, 
Reg. 314, s. 5 (2), amended. 


DISGRACEFUL CONDUCT 


6.—(1) An optometrist or optician is guilty of 
disgraceful conduct who, with respect to his practice, 


(a) uses, assumes or permits to be used the title 
“Doctom « 


(>) uses, assumes or permits to be used the 
titles ‘‘Eye Specialist’’, ‘Eyesight Specialist”, 
“Specialist”, “Optical Specialist”’, ‘‘Oculist”’ or 
any similar title; 


(c) uses, assumes or permits to be used any title 
other than that of ‘Optometrist’? or 
“Optician”; 


(d) describes his practice as a ‘Better Vision 
Institute’, ‘‘Eye Clinic’’, ‘‘Health Institute”, 
or uses any similar description; or 


(e) contravenes section 7. C.R.O. 1950, Reg. 314, 
SON (i pe Owes Liou psu ile 


(2) An optometrist or optician is guilty of dis- 
graceful conduct who has been convicted of a crime 
that affects his fitness to practise. C.R.O. 1950, 
Reg. 314, s. 6 (2). 
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ADVERTISING 


7.—(1) No person shall cause to be published an 
advertisement of spectacles or eye-glasses that does 
not contain the name of the optometrist or optician 
who publishes the advertisement. 


(2) Where the amount of a charge for spectacles 
or eye-glasses is stated in an advertisement, the 
advertiser shall state what charges, if any, are made 
by the advertiser for services, including, 


(a) testing or examining the eyes; 
(b) prescribing spectacles or eye-glasses; and 


(c) dispensing and fitting of spectacles or eye- 
glasses. 


(3) All charges for spectacles or eye-glasses in 
an advertisement and all charges for services shall be 
in type and lettering similar in style and size. 


(4) No person shall cause to be published an 
advertisement of spectacles or eye-glasses that contains 
a false or misleading statement. O. Reg. 187/57, s. 2. 


PROCEDURE AT MEETINGS OF BOARD 


8.—(1) Meetings of the Board shall be called by 
the chairman of the Board. 


(2) If the office of chairman is vacant, or if for any 
reason the chairman is unable to act, the meetings 
shall be called by one of the remaining members of the 
Board. 


(3) Upon the written request of any member of the 
Board, stating why the meeting should be held, the 
chairman shall call a meeting of the Board to take 
place within one month after he has received the 
request. 


(4) Meetings of the Board shail take place at the 
City of Toronto or at such other place in Ontario as 
the Board from time to time decides. 


(5) Three members of the Board constitute a 
quorum. 


(6) The chairman, or in his absence the treasurer, 
shall preside at all meetings of the Board. 


(7) The order of business shall be roll call, reading 
of minutes of previous meeting, business arising out 
of minutes, reading correspondence, reports of commit- 
tees, unfinished business and new business. 


(8) If a vote at a meeting of the Board is tied, the 
chairman shall have a casting vote. C.R.O. 1950, 
Reg. 314, s. 7, revised. 

SECRETARY 
9. The secretary of the Board shall, 


(a) attend all meetings of the Board and keep 
true minutes thereof; 


(6) conduct the correspondence of the Board; 


(c) notify members of the Board of all meetings 
at least three days in advance; 


(d) under the direction of the Board, enforce 
the provisions of the Act and this Regulation; 


(e) keep the register in accordance with section 5 
of the Act; and 

(f) keep a record of all business transactions of 

the Board. C.R.O. 1950, Reg. 314, s. 8. 
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TREASURER 


10.—(1) The Board shall appoint one of its mem- 
bers to be the treasurer of the Board. 


(2) The treasurer shall, 


(a) receive all money paid to the Board and 
forthwith deposit it to the credit of the Board 
in a Canadian chartered bank, or in one of 
The Province of Ontario Savings Offices 
selected by the Board; 


(b) keep the Board’s securities in safe custody; 
and 

(c) keep or cause to be kept proper books of 

account, and to make or cause to be made 

therein entries of all receipts and expenditures 

of the Board. C.R.O. 1950, Reg. 314, s. 9. 


FINANCES 


11.—(1) No expenditures shall be made unless 
authorized by the Board. 


(2) All expenditures shall be made by cheque. 


(3) Cheques shall be signed in the name of the 
Board by the chairman and treasurer. C.R.O. 1950, 
Reg. 314, s. 10. 


12. The treasurer and secretary shall, as security 
for the due performance of their duties, furnish bonds 
in such amount and in such company as are approved 


by the Board. C.R.O. 1950, Reg. 314, s. 11. 


13.—(1) The Board shall cause its accounts to be 
audited annually, and from time to time as it deems it 
necessary, by chartered accountants, and may appoint 
a chartered accountant or accountants for the purpose 
of making the audit. 


(2) The auditor’s report shall be open for inspection 
by any person registered under the Act at the office 
of the secretary of the Board at any reasonable time. 
C.R.O. 1950, Reg. 314s. 12. 


PART II 
‘COLLEGE OF OPTOMETRY 


14. In this Part, “College of Optometry’’ means 
the college of optometry established and carried on 
by the Board. C.R.O. 1950, Reg. 314, s. 13. 


DEAN OF THE COLLEGE 


15.—(1) The Board shall from time to time appoint 
a dean of the College of Optometry and fix his re- 
muneration. 


(2) The dean of the College, under the direction 
and control of the Board, has charge of all affairs 
of internal management of the College, including 
supervision of the staff instructors, the students 
attending the College, and the examinations conducted 
there from time to time. C.R.O. 1950, Reg. 314, s. 14. 


ADMISSION TO COLLEGE 


16.—(1) Any person desiring to be admitted as a 
student at the College of Optometry shall register at 
the College and produce evidence of good character 
and shall present an Ontario Secondary School Gradua- 
tion Diploma and certificates, or their equivalent as 
determined under The Department of Education Act, 
indicating that he has been given credit in the subjects 
of Grade 13 that are prescribed in subsection 2. 


(2) The subjects referred to in subsection 1 are, 


(a) English (Literature; Composition); 
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(b) Mathematics (Algebra; Geometry; Trigono- 
metry); and 


(c) Science (Chemistry and Physics), 
and one of, 

(d) Science (Botany and Zoology); 

(e) French (Authors; Composition); 

(f) German (Authors; Composition ); 

(g) Greek (Authors; Composition); 

(h) Latin (Authors; Composition); 

(2) Spanish (Authors; Composition ); or 

(j) History. 

(3) A person who has served eight months or more 
in Her Majesty’s Armed Forces and who desires to be 
admitted as a student at the College of Optometry 
shall register at the College and produce evidence of 
good character and shall present an Ontario Secondary 
School Graduation Diploma and certificates, or their 
equivalent as determined under The Department of 
Education Act, indicating that he has been given credit 
in the subjects of Grade 13 that are prescribed in 
subsection 4. 


(4) The subjects referred to in subsection 3 are, 


(a) Mathematics (Algebra; Geometry; Trigono- 
metry); and 


(6) Science (Chemistry and Physics). 

(5) In lieu of an Ontario educational certificate, the 
Board may accept an educational certificate obtained 
outside Ontario and recognized by the University of 
Toronto as equivalent to the Ontario educational 
certificate. C.R.O. 1950, Reg. 314, s. 15, amended. 

COURSES OF INSTRUCTION 


17.—(1) The course of instruction for the practice 
of optometry shall consist of, 


(a) mathematics; 


(b) physics, including geometrical and physical 
optics; 


(c) anatomy and physiology; 


(d) recognition of diseases manifested in the eye, 
and eye-hygiene; 


(e) physiological optics; 

(f) theoretical and practical optometry ; 
(g) practical and mechanical optics; 

(hk) ocular pathology; and 


(zt) such other subjects as the Board considers 
necessary. 


(2) The course for an optometrist shall extend 
over a period of at least three sessions of seven months 
each. C.R.O. 1950, Reg. 314, s. 16. 


18.—(1) The course of instruction for an optician 
shall consist of, 


(a) mathematics; 


(b) physics, including geometrical and physical 
optics; 


(¢, 


practical and mechanical optics; and 


(d) such other subjects as the Board considers 
necessary. 


(2) The course for an optician shall extend over a 
period of at least two sessions. C.R.O. 1950, Reg, 314, 
conlide 


19.—(1) Every student registered with the College 
shall attend the prescribed courses of instruction, 
including attendance at lectures, clinics and laboratories. 


(2) Every student who fails to attend 75 per cent 
of the lectures, clinics and laboratories in any subject 
may be refused admission to examinations in that 


subject. C.R.O. 1950, Reg. 314, s. 18. 


EXAMINATIONS 


20.—(1) Promotions shall be made on the results 
of the term work and the annual examinations. 


(2) The annual examinations shall be prescribed 
by the Board and shall be held at such time as the 
Board determines. 


(3) Supplemental examinations may be held from 
time to time, at such time and place as the Board 
determines. 


(4) No student shall be admitted to the annual 
or supplemental examinations unless he has paid all 
the fees due from him. C.R.O. 1950, Reg. 314, s. 19. 


DISCIPLINE OF STUDENTS 
21.—(1) The dean may suspend any student who 
violates any of the regulations or who persistently 


neglects academic work or whose presence is deemed 
to be prejudicial to the interest of the College. 


(2) The Board, after investigation and a hearing, 


may continue the suspension or expel the student. 
C.R.O. 1950, Reg. 314, s. 20. 


TUITION AND EXAMINATION FEES 
22. The Board shall fix from time to time, 


(a) the fees to be paid by students attending 
the College of Optometry; 


(6) the examination fees, including supplemental 
or other examination fees; and 


(c) the degree fees. C.R.O. 1950, Reg. 314, s. 21. 
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Form 1 
The Optometry Act 
APPLICATION FOR REGISTRATION OR EXEMPTION 


ae DAV GL Ob gc Chee Wm Sorina hats tae Menthe) cr we PR  n (EAC) een wa RAR ee Prownce Gite. A aeeeo eel ae a 
BITRE RCA TOU. ch CMTaRteR Te cient tec eee ne bere eanee eae ea Blace.of births a.wetier aia cae ite, SUNS otk StS 


INO MA LIC ye one ose laren ae ile iia ree 5.) BEitishy SUDIECE: . pati eegee ys Ok vate Me Ad oe ven ee oe 


DF & 


Public schools attended 


ENCEESS Cee SR oo ea a 


7. High schools or collegiate institutes attended 


AN Air eee Reet a. Sd Aer aclAinly oe Erma Soe cARO NOEL: ae e Liowkracks Atha ee RP tho pie) 
INGUT ESS ya ea utes uc eeu thee Raia orn 
NAIC Ree oe et Aer Ee ca. eA NA ERrOUt Gate san hit ee ee A oles AM Mea behead cor reat he 
ACORGSS yan ea ein aiers eipch suse Bieieytbteen ss od 


8. Matriculation or equivalent certificates submitted with application. (Attach certified copies of certificates, 
not originals. ) 


Se Ares ROVER Geren cocina Etat as The eer eGORD oe) eoekons tata ee OL OR Ute ead ee, Be LO) 

re REE AUN EE cA ROSETTA. Meee Pt RR RN ym Ne EF OMMUA As Rapseonoye seth icra ia bel One ceo eee Se ee ee RL) 
10. Optometrical college attended 

ele Oe SaaS: Sen eee et Sc ae RR Dost WrO mars so. Seists tac. ccnovnn oe Ole JO eee Ce AP cor 

ER Le Cae cs un tM oe TOM a cetera cries eon dr al ell Orcte tora cour eRe eee Pe EL 


11. Optometrical certificates submitted with this application. (Attach certified copies, not originals.) 


12. Practised as an optometrist 


EN arin Gs ahem hare weed eh ee ee ore POMS es es nee, eS GR FM i, See ae Le 
Jats ict: ate ee aera cet hs SCOR cdoe css RARE 
INET eh SAMAR, hs pRB Og ere Oh tlc terre cee Tee PS OUINGY ca ape Reeeee ain eae dls Tine tine: Lae a eas ew ert es Pag 
NG CCE GS pret aire Gas, Wee Aves ete RCA Ds 


EN ENT ix See Sy Bn A Si les 0 Saline Gy ink Rc Oe Bek red EOS. cee Ae ait sere POLES AO ee eae wile 
ING réses Fos ee soe eas, ce eee es 
PN ATT Cee pac art cares a ee ee eee BROMI 2.5: eee eee: Ronee hehe oe ae. Bh , 19 
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14. I hold the following additional qualifications: 


15. References as to character, morality and good behaviour (not relatives) 


ANGI) Conan te a TERE Orbe osha RU cman PSE ee tat A ddKESSET eit Soon eet Ae ENERO ke ne) Je ae Be eae 
IEG WY Sie DU Waal Ae Rated anh ARO he Cae a OR ae INGOTESS.., cee at A eee ee OTe Abe egy 
IN OIE OA cle pa gen ty Ace eonta: RE POPS PBR S ok at PAN COLESS:: 4) sn RO MM EE Ae RY EON oe Ns lok orth, SR ere 


PACH 
RECENT PHOTOGRAPH 
OF YOURSELF 
IN THIS SPACE 


(signature) 


THE BOARD OF EXAMINERS IN OPTOMETRY, 
PROVINCE OF ONTARIO. 


DO SOLEMNLY DECLARE THAT I have filled in and signed answers to the questions above and that to 
the best of my knowledge and belief the completed form hereto is correct and true. And I make this solemn 
declaration conscientiously believing it to be true, and knowing that it is of the same force and effect as if made 
under oath. 


DECEARED before meat, they... 
Olea at Hietine COUMtY Ola. ae ene ss 
this........ DOyAOl pee ial Sea eae Ya MiGeathe deel. © (signature of applicant) == 


_— - A Commissioner, etc. 
C.R.O. 1950, Reg. 314, Form 1. 


Form 2 
The Optometry Act 
APPLICATION FOR RENEWAL OF CERTIFICATE 


INEWRRES, S56 Secu Ameen let nice oreo CRIES See Re REC rs iar oe entre Eee Ree areca IG iegras rue 
‘NEMS Oinalaeiteal \leataw Shar a.k oes en ORL adeno Ss ARE nets goo ee centr Lr raeee Ren Br ecunCrcomr cb On Ok 
SPRUE ABU OW ITO CAD OSUEO LM COMPRIS Tata acetates ita eCn Nace sheen At cise tara emma ere Elen ers siltio tere tatieLntaleweanievencue mkatatam 
PRU Ca LEMNOS ter Peete PME ome re ES s Ss PrISETIN SS Sue aioe Ss anes Seger Sencar Roc areitspebeusttspet a haircare 
I hereby apply for renewal of my certificate of registration for the year 19...... Enclosed please find 

oS oa ae annual renewal fee. 
(Sigmthere) mererrerwrer trys cee cic ikea arses Oe 


C.R.O. 1950, Reg. 314, Form 2; O. Reg. 18/52, s. 2. 
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Regulation 475 


under The Parks Assistance Act 


GENERAL 


1.—(1) An applicant for a grant under section 3 of 
the Act shall file with the Board an application signed 
by the clerk of the applicant municipality setting out, 


(a) the necessity for the acquisition, development 
or conversion, as the case may be, of the park, 
having regard to existing parks in the vicinity 
that provide camping, picnicking and bathing 
facilities; 


(6) an outline of plans for the maintenance, 
operation and policing the park and the 
estimated cost and method of financing 
thereof; 


(c) where the application is for a grant to assist in 
developing a park, the estimated cost of 
developing the park and the method of 
financing the development of the park; 


(d) where the application is for a grant to assist in 
acquiring a park, 


(i) a list of the lands to be included in the 
park containing the legal description 
of each parcel of land and the names 
and addresses of the owners thereof, 
and 


(ii) the estimated cost of acquiring the 
lands to be included in the park, and 
the method of financing the acquisition 
of the land. 


(2) An application under subsection 1 shall be 
accompanied by, 


(a) a certified copy of the by-law providing for 
the establishment or development of the park; 


(0) a plan drawn on a scale of not less than 2,000 
feet to the inch showing the location of the 
park; 


(¢) a plan of survey drawn on a scale not less than 
200 feet to the inch showing the boundaries of 
the park; and 


(d) a plan drawn on a scale of thirty feet to the 
inch illustrating the buildings, improvements, 
roads, waters and wooded areas on the lands 


to be included in the park and the buildings, 
improvements, roads and other facilities to 
be erected or provided on the said lands. 
O. Reg. 140/60, s. 1. 


2. A grant under section 3 of the Act is made on the 
condition that the applicant, 


(a) assumes all responsibility for the maintenance, 
operation and policing of the park; 


(6) establishes and maintains, 
(i) facilities for overnight camping, 
(i1) facilities for overnight trailer camping, 
(iii) picnic areas, 
(iv) sanitary facilities, 
(v) a supply of drinking water, 
(vi) picnic tables and shelters, and 


(vii) entrances controlling admission to the 
park; 


(c) collects fees, which shall be not less than the 
fees charged in provincial parks and which 
shall be fixed at amounts that as nearly as is 
practicable pay the cost of operating and 
maintaining the park, for, 


(i) the admission of motor vehicles to the 
park, which may be charged for one 
admission or for a season, 


(ii) the admission or docking of boats, 
(iii) the use of camping facilities, and 
(iv) the use of trailer camping facilities; and 


(d) limits the number of days in which any person 
may camp in the park in a trailer to a number 
not exceeding twenty-eight days in a year. 
O. Reg. 140/60, s. 2. 


3. A grant under section 3 of the Act for the 
acquisition of land for an approved park shall not be 
paid until the applicant has obtained the title to the 
land, free from encumbrances. O. Reg. 140/60, s. 3. 
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under The Parole Act 


GENERAL 


1. The Board shall periodically visit, on such dates 
as it determines, each of the places where prisoners are 
confined. C.R.O. 1950, Reg. 315, s. 1. 


2. For the purpose of parole, a prisoner may be 
brought before the Board at such time as the Board 
determines. C.R.O. 1950, Reg. 315, s. 2. 


3. The Board may meet from time to time to re- 
ceive reports, to consider the work of the Board and to 
give general or other directions as it deems advisable. 
C2R2O5 1950) Reg. 315, s: 3: 


4. A prisoner, as defined in subclause 7 of clause ¢ 
of section 1 of the Act, who fails to observe the condi- 
tions of his parole may be taken into custody by any 
person appointed for such purpose and may be returned 
to the prison or other place from which he was paroled. 
C.R.O. 1950, Reg. 315, s. 4. 


5. A return by a public officer or other person 
having information or having access to any information 
bearing upon the fitness of a prisoner to be paroled 
shall besim Form Ine GuR. O23 1950) (Reo Si5;es..5, 


revised. 


6. A decision of the Board ordering a release on 
parole of a prisoner shall be in writing and signed by the 
chairman or acting chairman of the meeting at which 
the decision is made. C.R.O. 1950, Reg. 315, s. 7. 


7. When considering the case of a prisoner, the 
Board shall, where possible, have before it, 


(a) particulars of the trial and conviction of the 
prisoner; 


(b) the prisoner’s sentence; 

(c) a report from the trial judge or magistrate; 
(d) the criminal record of the prisoner; 

(e) a report from the Chief Parole Officer; 


(f) a report from any person who has reliable 
information concerning the prisoner and his 
pre-prison environment; 


(g) a report of the superintendent of the place of 
confinement of the prisoner as to his conduct 
during confinement; and 


(A) any other statement that gives an indication 
of the character, abilities and prospects of the 
prisoner. C.R.O. 1950, Reg. 315, s. 8. 


8.—(1) Before a prisoner is released on parole, he 
shall be issued the conditions of parole in Form 2. 


(2) The Form shall be completed and signed by the 
prisoner and the Chief Parole Officer, or other official 
designated by him, and shall be countersigned by the 
superintendent of the reformatory, industrial farm, 
or industrial refuge or other place where the prisoner is 
confined or other official designated by the Board. 
CR. O; 1950, Res: 315, 5. 11. 


9.—(1) The report referred to in paragraph 3 of 
Form 2 shall be in Form 3. C.R.O. 1950, Reg. 315, 
S213. 


(2) The report to the Chief Parole Officer referred 
to in paragraph 5 of Form 2 shall be in Form 4. C.R.O. 
1950, Reg. 315, s. 14. 


10. No proceedings against a prisoner who fails to 
observe the conditions of his parole shall be taken 
without the direction of the Board. C.R.O. 1950, 
ReGwOlomcm Los 


11. Where, under section 4, a prisoner is returned 
to the prison or other place from which he was paroled, 
he is entitled to be brought before the Board as soon as 
possible thereafter to answer the charge of non-observ- 
ance of the conditions of his parole, and his case shall 
then be heard and disposed of by the Board. C.R.O. 
1950, Reg. 315, s. 16. 


Form 1 
The Parole Act 


RETURN AS TO FITNESS OF A PRISONER 
TO BE PAROLED 


ING EOFs PISO Ele. nero cisnatairehaovsue ke ahaa. 3) cv sveee heehee peeeee 
AIAG ECOL ss, aor ® «Secu baerce sak Gicad adlean ¢ Lites erence ais 
Sentencedsateaks warps oan jon ata rao oa Ur ceveas 
Dateston crore yeni CrIME®, 2 ccarusbuo cunsih aetna 
SENTENCE see MEME eros EnStitntion ea etree 
Date andeplaceofibirthier oars a: iaeiccsre te Reet cree heeee 
ELowslongainy Gama darn nisets ctr cc.son toeteeele etreter ata tne 
Has ae Any DOMEenaw waist Whatisatiiker sor 
IVEARTIGC PON he AYRE SENSE PR. OT 5 coer aster aeer eats 
eee Stata epee husband 
If married, address of wife) | 7S hence ania ae 
Name offather Address Occupation 
Name of mother Address Occupation 


\Wilivte wieeeoeeolladacedly ac onnoeocnonmoencretoncee’ 
Age when he left school Graders cnet 
Ag she [eft school........ 


Ay peroh Companions? crane +a ote | eds eines 


Apart from this crime, what is reputation for intelli- 
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PAROLE 


Particulars of employment during past five years: 


Year Employer Address Type of Work 


If paroled, who will give employment?............... 


Has he tesulariy attendedichurch?:...s.. seca. aes oe 
she Y 


What are “sce special weaknesses or bad habits?....... 


In your opinion what were the circumstances of the 


him 


crime and what led ie 


C.R.O. 1950, Reg. 315, Form 1. 


Form 2 
The Parole Act 
RELEASE ON PAROLE 


Under The Parole Act and the regulations made 
thereunder, the Board of Parole releases on parole 


(name of prisoner) 
hereafter called the parolee, a prisoner at............ 


(name of place of confinement) 


who was on the........ CEN OL. cae eee pee) ieee 


ee ok SN aot yn oe an ae , and is now serving that 
sentence, upon the following conditions of parole: 


and will there work and reside, if practicable, during 
the period of his parole. 


2. In case he finds it desirable to change his em- 
ployment or residence, he shall first obtain the written 
consent of the Board of Parole through its Chief Officer. 


3. He shall on the first day of every month, until 
his final release, forward by mail to 434 University 
Avenue, Toronto, a report of himself stating whether he 
has been constantly at work during the last month, and, 
if not, why not, how much he has earned, and how 
much expended, together with a general statement as 
to his surroundings and prospects, which report must 
be endorsed by some responsible citizen. 


4. He shall in all respects conduct himself honestly, 
strictly avoid intoxicating liquor, drugs and all habits, 
associations and places that are not good or helpful, 
and strictly obey the law. 


5. As soon as possible after reaching his destination, 


heshall’ report tac noe crt «cera nae ee tea 
and at once enter the employment stated in paragraph 
1 of these conditions. He shall also report by mail 
to the Chief Parole Officer his arrival at destination, 
giving his exact residence address. 


Given in duplicate this........ day Ol emeracer: ; 


19..., by authority of the Board of Parole. 


(Chief Parole Officer or other 
official designated by him) 


Valid only, when )\ 
countersigned by [{ 


(superintendent of place of 
confinement of prisoner ) 


(name of place of confinement) 
declare that I have carefully read, and understand the 
conditions and contents of this release on parole and I 
accept my release thereunder and pledge myself 
honestly to comply with the conditions therein. 


Signed ai duplicate: tise aa eee neeetn or day of 


C.R.O. 1950, Reg. 315, Form 2. 


Form 3 
The Parole Act 


MONTHLY REPORT OF PAROLEE 


a ; 
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10. 


lhl. 


12. 


. How much have you on hand or due you? 


Onvhandesacmeeeeeeieee 


. If you have been idle during any portion of the 


THOUGMES TAL enWiliaracr neste teeta suctrvuau eases 


Are you satished with your present employment? 


Give a general statement of your surroundings and 


POS COCS ee nome oR Nae Nc _ Rep the: ae os Ratoh s, alaksvouy, i eer oye rs 


PAROLE 


DAS 


13. Have you had any trouble or misunderstanding 


with anyone? If so, state particulars............ 
RGM ATES ey yee eters eaten eae ett esos hg See gce naa eee 

Datedsatan yy tee ane tHIS; eens. day of 
Ee or OG SOS OF LOL 


Endorsation by parent, employer, magistrate, clergy- 
man or other responsible citizen: 


I have read the above statements of parolee and 


certify that to the best of my knowledge and belief 
they are true. 


Officevormbusinessam.. act anes 
INGA ES Bien ca Aceon ad eede Shay cobs ates OR eee ee 
C.R.O. 1950, Reg. 315, Form 3. 


Form 4 
The Parole Act 


REPORT OF ARRIVAL OF PAROLEE 
AT DESTINATION 


To the Chief Parole Officer, 
434 University Ave., 
TORONTO, Ontario. 
I report that I have arrived at my destination and 


my exact residence addressiis. . & sca. acne «erential 


(signature of parolee) 


C.R.O. 1950, Reg. 315, Form 4. 
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Regulation 477 


under The Penal and Reform Institutions Inspection Act 


JAILS 
INTERPRETATION 
1. In this Regulation, 
Deputy 


(a) “Deputy Minister’? means the 
Minister of Reform Institutions; and 


(0) “inspector”? means an inspector of prisons 
appointed under the Act. C.R.O. 1950, 
Resasiis saz. 


2. This Regulation applies to jails under The Muni- 
cipal Act and under The Jails Act. C.R.O. 1950, 
Reg 737, se 1. 


DUTIES OF JAILERS 
3. A jailer, 


(a) is responsible for the care and custody of 
prisoners in his jail; and 


(6) shall prescribe the duties of his staff and be 
responsible for the efficiency of his jail. 
CARSOS 1950 Reo Si jiness. 


4.—(1) The jailer shall not be absent from his jail 
for more than twenty-four hours without the per- 
mission of the Chief Inspector of Prisons. C.R.O. 1950, 
Reg. 317, s. 4 (2), revised. 


(2) Before absenting himself from his jail, a jailer 
shall instruct the senior jail employee on duty in the 
jail to perform the duties of the jailer. C.R.O. 1950, 
Reg. 317, s. 4 (1). 


5. The jailer shall not admit to the jail any persons 
brought by constables or others unless the persons 
are accompanied by committal papers or remand orders 
signed by a competent authority, except in exceptional 
cases where it is impossible or inconvenient to secure 
the necessary authority or when requested to receive 
prisoners from the provincial bailiff for temporary 
detention. C.R.O. 1950, Reg. 317, s. 5 (1, 2). 


6.—(1) A jailer shall cause, 
(a) a prisoner on admission to the jail to be 
searched, bathed, clothed and provided with 


a towel, soap, tooth-brush, tooth-powder and 
comb; and 


(b) the clothing of a prisoner to be examined for 
vermin on admission to the jail. 


(2) Where on admission to a jail the clothing of the 
prisoner is found to be soiled or infested with vermin, 
the jailer shall cause the clothing to be cleaned or dis- 
infected, but so as not to damage the clothing. C.R.O. 
1950, Reg. 317, s. 6. 


7. The jailer shall cause, 
(a) every prisoner, 
(i) to be clean and properly dressed, 
(ii) to bathe at least once a week, 


(iii) to clean and tidy his cell each day, and 


(iv) to assist in cleaning and tidying the cor- 
ridor adjacent to his cell each day; and 


(b) every male prisoner to shave at least twice a 
week. C.R.O. 1950, Reg. 317, s. 7. 


8. Where the number of prisoners in a jail exceeds 
the number of cells in the jail, the jailer shall have 
beds placed in the corridors of the jail to accommodate 
the excess prisoners. 


eek Unless a prisoner is violent and destructive, a 
jailer shall not allow a prisoner to sleep on the floor 
of his jail. C.R.O. 1950, Reg. 317, s. 9. 


10. The jailer shall ensure that, 
(a) adult prisoners awaiting trial upon first charge; 
(b) adult prisoners convicted and sentenced; 


(c) juvenile prisoners, whether under sentence or 
awaiting trial; 


(d) adult prisoners awaiting trial on a second or 
further charge; 


(e) juvenile prisoners awaiting trial on a second 
or further charge; and 


— 


other offenders who have been previously 
convicted, 


Ge 


are properly segregated according to class and sex in 
separate areas if the accommodation and arrangement 
of the jail permit. C.R.O. 1950, Reg. 317, s. 10. 


11. A jailer shall cause, 


(a) the sheets, pillow slips and towels used by a 
prisoner to be washed at least once a week; 
and 


(b) the blankets used by a prisoner to be washed 
at least quarter-yearly, 
and before being re-issued to another prisoner. C.R.O. 
1950, Reg. 317, s. 11. 


12. Where a jail is not equipped with a ventilating 
system, the jailer shall require the windows of the jail 
to be opened so as to provide a current of air through all 
parts of the jail. C.R.O. 1950, Reg. 317, s. 12. 


13. The jailer shall permit a prisoner who is confined 
in jail but not under sentence of imprisonment to wear 
his own clothing but, where the clothing of a prisoner 1s 
not adequate, is unfit to wear or is required for judicial 
purposes, the jailer shall supply the prisoner with jail 
clothing unless the prisoner arranges to_have other 
clothing provided at his own expense. C.R.O. 1950, 
Reg. 317, s. 13. 


14. The jailer shall cause every prisoner confined 


in his jail under sentence of imprisonment to wear jail 
clothing. C.R.O. 1950, Reg. 317, s. 14. 


INSPECTION OF JAILS 


15.—(1) Each jailer shall inspect his jail and visit 
the prisoners daily. C.R.O. 1950, Reg. 317, s. 15 (1). 
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(2) When there are more than fifty prisoners in a 
jail, the jailer may delegate his inspection duties to 
a senior jailemployee. C.R.O. 1950, Reg. 317, s. 15 (3). 


(3) The jailer or senior jail employee, as the case 
may be, shall complete a jail-inspection report in Form 
1 after each inspection. C.R.O. 1950, Reg. 317, 
S. 19/(2;4): 


(4) The jail-inspection reports shall be kept on file 
in the office of the jailer for one year from the date 
of the report. C.R.O. 1950, Reg. 317, s. 15. 


16. Each jailer shall check the security provisions of 
his jail at least once a week during the hours of dark- 
ness. C.R.O. 1950, Reg. 317, s. 16. 


17. No jailer or jail employee shall permit a 
prisoner under his control to enter any unoccupied 
part of the jail until the jailer or jail employee has 
inspected that part of the jail. C.R.O. 1950, Reg. 317, 
Saat de 


18. Unless a female jail employee is present, no 
male person shall inspect a female prisoner or a part 
of the jail occupied by female prisoners. C.R.O. 1950, 
Reg. 317, s. 18, revised. 


19. A jailer shall not permit, 


(a) dirt, garbage or refuse to accumulate on jail 
property; 

(6) wood or other material that may be used as 

a means of escape to be piled against the 

inside or outside of the jail walls; 

(c) trees, vines or shrubs to be planted in any of 

the jail yards; 


trees, vines, shrubs or plants to grow higher 
than three feet, along the outer side of the 
jail walls; or 

(e) live stock or manure to be kept in the yards 


of the jail. C.R.O. 1950, Reg. 317, s. 19. 


20. Every jailer shall cause his jail to be kept clean 
and sanitary. C.R.O. 1950, Reg. 317, s. 20. 


_ 21.—(1) Every jailer shall ensure that adequate fire- 
fighting equipment is available in the jail and that the 
equipment is maintained in serviceable condition. 


(2) Every jailer shall ensure that all employees 
of the jail are fully conversant with procedures to be 
followed in case of fire. 


(3) Every jailer shall see that practice fire-drill is 
held at least once a month at undetermined times. 


(4) Every jailer shall complete a fire-drill record in | 


Form 2 after each fire-drill. 
Sy Pall 


C.R.O. 1950, Reg. 317, 


EMPLOYMENT OF PRISONERS 


22.—(1) A jailer shall employ prisoners confined 
to his jail under sentence of imprisonment at, 


preparing food for the prisoners in the jail; 


washing clothing and bedding supplied to 
prisoners in the jail; 


sawing and splitting wood for use in the jail; 


gardening and cutting grass on the grounds of 
the jail; 


repairing, painting and whitewashing build- 
ings and fences of the jail; 


(f) cleaning yards of the jail; 


(g) shovelling snow from the grounds of the jail; 
and 

(h) any industrial project that is provided at the 
jail. C.R.O. 1950, Reg. 317, s. 22 (1). 


(2) Where the jail surgeon of a jail certifies to the 
jailer that the health of a prisoner in the jail may be 
injuriously affected by the performance of any duty or 
work referred to in subsection 1, the jailer shall not 
require the prisoner to perform the duty or work. 
C.R.O. 1950, Reg. 317, s. 22 (2), revised. 


(3) Subsection 1 does not apply to a prisoner 
confined to a jail under sentence of death, or to prisoners 
sentenced to penitentiaries, reformatories or industrial 
farms. C.R.O. 1950, Reg. 317, s. 22 (3). 


23.—(1) A jailer shall not permit a prisoner to 
work or be on duty in his jail more than eight hours a 
day. 


(2) A jailer shall not cause a prisoner to perform 
work in a jail on Sunday, Christmas Day or Good 
Friday, except, 


(a) to keep his cell clean and tidy and to assist 
in keeping the jail clean and tidy; 


(b) to prepare food; and 
(c) to do essential work. 


(3) A jailer shall not employ a prisoner outside the 
jail walls during the hours of darkness. C.R.O. 1950, 
Reg. 317, s. 23. 


24. Where a prisoner is not at work, the jailer shall 
permit the prisoner to use tobacco supplied at his own 
expense, in designated areas. C.R.O. 1950, Reg. 317, 
s. 24. 


25.—(1) Where a jail surgeon prescribes a special 
diet or medicine for a prisoner, the jailer shall provide 
the prisoner with the diet or medicine. 


(2) At the request and expense of a prisoner, the 
jailer may supply the prisoner with approved reading 
matter or tobacco in any form, for his own use. C.R.O. 
1950, Reg. 317, s. 25. 


26. Under section 25, a jailer may allow a prisoner 
weekly, 


(a) three packages of cigarettes (20s); 


(b) two packages of pipe tobacco (1s); 


(12) 
(c) two packages of cigarette tobacco (1s); 
(12) 
(d) two plugs of tobacco (1s); or 
(12) 

(e) twelve cigars. C.R.O. 1950, Reg. 317, s. 26. 

27.—(1) A jailer shall detail one or more jail 
employees to be on duty at night in the jail. 


(2) The jailer shall keep the records from the 
watchmen’s clock on file in the jail office for one year. 
C.R.O. 1950, Reg. 317, s. 27. 


28. The jailer shall cause all lights, except night- 
lights, to be extinguished by 9 p.m. in the parts of the 
jail where prisoners are confined. C.R.O. 1950, 
Reg. 317, s. 28. 


29. For any violation of this Regulation, 


(a) the Deputy Minister may suspend a jailer, 
jail surgeon or jail employee; and 
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(b) an inspector or the jailer may suspend a jail 
surgeon or jail employee, 
pending the decision of the Minister. C.R.O. 1950, 
Reg. 317, s. 29. 


30. Where a house or apartment is provided for the 
use of the jailer, he shall reside in it. C.R.O. 1950, 
Reg. 317, s. 30, revised. 


OFFICERS 
31. Jail officers on duty shall ensure that, 
(a) the cells are unlocked not later than 6.30 a.m.; 


(b) the cells are cleaned and the beds made up 
in accordance with the instructions of and at 
the times prescribed by the jailer; 


(c) thereafter the cells are locked until locking- 
time at night, except as prescribed by the jail 
surgeon in case of sickness; and 


(d) all prisoners are locked in their cells not later 
than 8 p.m. C.R.O. 1950, Reg. 317, s. 31. 


32. In jails having staff corridors from which there 
is a clear view of all cells at all times, jail officers may 
allow cells to remain open during the day and until 
locking-time at night. C.R.O. 1950, Reg. 317, s. 32. 


33. Every jail employee shall, 


(a) perform his duties in an orderly manner and 
in active co-operation with other jail em- 
ployees; 


(b) be fair and firm with the prisoners under his 
control; 


(c) guard all prisoners under his control; 


(d) obtain all necessary information concerning 
the jail or prisoners from the jailer or jail em- 
ployee relieved; 


(e) obtain permission of the jailer before leaving 
the jail during his hours of duty; and 


(f) immediately report to the jailer any infraction 
of this Regulation by a prisoner. C.R.O. 
1950, Reg. 317, s. 33. 


34.—(1) Unless there is another jail employee 
present, no jail employee shall open a gate or door 
leading to or enter a corridor or ward of a jail where 
prisoners are confined. 


(2) No jail employee shall enter a corridor or ward 
of the jail where prisoners are confined unless one or 
more other jail employees, 


(a) remain outside the gate or door leading to the 
corridor or ward; and 


(6) lock the gate or door as soon as the jail 
employee entering the corridor or ward has 
done so. 


(3) Upon entering a corridor or ward where prisoners 
are confined, a jail employee shall not have in his pos- 
session any keys other than the cell keys. C.R.O. 1950, 
eae $47. Ss 34, 


35.—(1) On the completion of his daily duty, a jail 
employee shall make a report to the jailer of any un- 
usual incident occurring while on duty. 


(2) Upon commencing his daily duty, a jail em- 
ployee shall, 


(a) check the area of the jail for which he is re- 
sponsible with the officer he relieves; and 


(b) make a report to the jailer on the number of 
prisoners and the general conditions of cleanli- 
ness and security in the area of the jail for 
es fe is responsible. C.R.O. 1950, Reg. 
Sl OS. 


36. A jail employee on night duty shall be equipped 
with a watchman’s clock, and 


(a) shall make a round of the jail at least once in 
each hour at irregular periods; and 


(b) record by means of the watchman’s clock his 
rounds at all watchman’s stations. C.R.O. 
1950, Reg. 317, s. 36. 


37. No male jailer, jail surgeon or jail employee 
shall have in his possession any keys that may be 
used to open a door or gate leading to a part of the 
jail occupied by female prisoners. C.R.O. 1950, 
Reg. 317, s. 37. 


38. The senior jail employee on duty shall secure 
the keys of the area of the jail occupied by male 
prisoners and any fire-arms or other protective equip- 
ment in a safe place when not in use. C.R.O. 1950, 
Reg. 317, s. 38, revised. 


39. Except upon the order of the jailer, no person 
having in his possession an offensive weapon shall enter 
a part of a jail where prisoners are confined. C.R.O. 
1950, Reg. 317, s. 39, revised. 


40.—(1) No jailer, jail surgeon or jail employee 
shall, 


(a) use any stores or supplies purchased for or 
supplied to a jail for his own purpose; 


(b) receive any benefit, advantage or interest 
from the sale, gift or loan of any article be- 
longing to a jail; 


(c) discuss any matters with a prisoner in the jail 
unless required to do so in the course of his 
duty; 


(d) furnish any information in respect of the jail 
or any occurrence therein to any person unless 
permitted to do so in the course of his duty; 


(e) use foul, indecent or profane language in the 
jail; 


(f) use any portion of the jail yards as a garden 
for raising roots or vegetables for his own 
purpose; 


(g) use any portion of the jail or yards for storage 
or as a workshop for his own purpose without 
the permission of the Chief Inspector of 
Prisons; or 


(h) smoke on duty. 


(2) Except with the consent of the Minister, a 
jailer or jail employee shall not engage in any profes- 
sional trade or business undertaking for personal gain. 


(3) Subject to section 25, no jailer, jail surgeon 
or jail employee shall bring in or permit to be brought 
in to the jail any food, medicine, reading matter or 
tobacco in any form to a prisoner. C.R.O. 1950, 


Reg. 317, s. 40. 


41. Jail employees shall not receive any visitors 
within the jail without the permission of the jailer. 
C.R.O. 1950, Reg. 317, s. 41. 


42. Except where authorized by the Minister, no 
person shall have in his possession in a jail a camera 
or photographic apparatus for the purpose of taking 
photographs. C.R.O. 1950, Reg. 317, s. 42. 
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43.—(1) A jailer and jail employee shall wear a 
jail-officer’s uniform while on duty. 


(2) No person shall wear a jail-officer’s uniform for 
personal use while not on duty. C.R.O. 1950, Reg. 317, 
Eee Gils MAE 


44.—(1) The jail surgeon shall inspect the food and 
sanitary conditions in the jail at least once a month, 


(2) The jail surgeon shall make a report of his 
inspection to the jailer and record his inspection in the 
medical journal in Form 3. 


(3) The jail surgeon shall medicaily examine each 
prisoner within twenty-four hours after the prisoner is 
admitted to the jail and record his findings in the 
medical journal in Form 3. C.R.O. 1950, Reg. 317, 
s. 44, 


45.—(1) Under the direction of the jailer, a female 
jail employee shall be in charge of that part of the jail 
assigned to female prisoners. 


(2) The female jail employee shall, 
(a) not permit a male person to enter that part of 


the jail assigned to female prisoners unless 
accompanied by a female jail-employee; 


(b) have custody of the keys of that part of the 
jail asigned to female prisoners; 
(c¢) be responsible to the jailer for the safe-keeping 


of the keys of that part of the jail under her 
control, 


and is in all other respects subject to the provisions of 


this Regulation governing jail employees. C.R.O. 
1950, Reg. 317, s. 45, 


PRISONERS 
46. Every prisoner has the right to complain to, 
(a) the jailer during his daily visits; and 


(6) the inspector during his inspections, 


of any act on the part of a jail employee or other 


prisoner affecting his rights and privileges under this 
Regulation. C.R.O. 1950, Reg. 317, s. 46. 


47. Every prisoner, unless he, 


(a) is under sentence of death; 
(b) attempts to escape; 
(c) is found to be plotting to escape; or 


(d) misconducts himself in any way, 


shall be allowed to have daily exercise in the open air, 
and the jailer shall ensure that the prisoner is attended 


by one or more of the jail officers. C.R.O. 1950, 
Reg. 317, s. 47. 
48.—(1) Prisoners awaiting trial may send and 


receive letters at all reasonable times. 


(2) Prisoners serving sentence shall be allowed to 
write a letter once a week and may receive letters at 
all reasonable times. 


(3) Additional business or special letters may be 
permitted at the discretion of the jailer. 


(4) All mail written, sent or received by a prisoner 
shall be submitted by him to the j jailer for examination. 
C.R.O. 1950, Reg. 317, s. 48. 
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49. With the consent of the jail surgeon, a prisoner 
may, at his own expense, consult a legally qualified 
medical practitioner other than the jail surgeon. 
C.R.O. 1950, Reg. 317, s. 49. 


50. During any inspection of the jail, a prisoner 
shall be required to stand to the side of his cell door 
or, where there is no cell available for the prisoner, to 
the side of his bed. C.R.O. 1950, Reg. 317, s 


51. Each cell in a jail shall be equipped with, 


(a) a bed; 
(b) 


sufficient blankets to provide adequate warmth 
for each prisoner; 


a pillow and pillow-slip; 
two sheets; 
(e) a drinking-cup; and 


a water-closet or a night-pail with lid. C.R.O. 
1950, Reg. 317, s. 51. 


VISITING 


52.—(1) The jailer shall permit a minister of religion 
to visit a prisoner in his jail at any apiteries hour. 
C.R.O. 1950, Reg. 317, ss. 52 (1), 54 (2), part. 


(2) Where a prisoner requests a jailer to obtain 
the services of a minister of religion by name or de- 
nomination, the jailer shall transmit the request. 


(3) The jailer shall not compel a prisoner to sce a 
minister of religion. 


4+) The jailer shall require the visit between a 
minister and a prisoner to take place in the presence 
but not within the hearing of a jail employee. C.R.O. 
1950, Reg. 317, s. 52 (2-4). 


53.—(1) A jailer shall permit a solicitor to consult 
with a prisoner in his jail at any reasonable hour. 
CRIOM1950) Ree. 317, ss. 53 (1), 5412). part: 


(2) Where a prisoner requests the professional 
services of a solicitor by name, the jailer shall transmit 
the request. , 


(3) Vhe jailer shall require the consultation be- 
tween a prisoner and a solicitor to take place in the 
presence but not within the hearing of a jail employee. 


(4) A jailer, jail surgeon or jail employee shall not 
advise a prisoner to obtain the services of a solicitor by 
name. C.R.O. 1950, Reg. 317, s. 53 (2-4). 


54. Where a minister of religion or a solicitor is 
accompanied by a person who is not a minister of 
religion, a solicitor or a clerk of a solicitor, the jailer 
may refuse that person permission to visit the prisoner 
but, where the jailer grants permission, the visit shall 
take place in the presence of and within the hearing 
of a jail employee. C.R.O. 1950, Reg. 317, s. 54 (1). 

55.—(1) A jailer shall permit, 

(a) a prisoner who is confined in his jail but not 
under sentence to receive two visits a week; or 
(b) a prisoner who is confined in his jail under 
sentence of imprisonment to receive one visit 
a week. 


(2) The jailer may restrict visits to relatives only. 


(3) A jailer shall not permit persons whom he knows 
to have been confined in a penal or reformative insti- 
tution to visit a prisoner without the permission of the 
Chief Inspector of Prisons. C.R.O. 1950, Reg. 317, 
s. 55) 
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56. Sections 51, 52, 53 and 54 do not apply to visits 
to prisoners under sentence of death and visits author- 
ized under section 644 of the Criminal Code (Canada) 
shall take place, 


(a) where by a minister of religion or a solicitor, 
within the sight but not within the hearing 
of a jail employee; and 


(b) where by someone other than a minister of 
religion or a solicitor, within the sight and 


hearing of a jail employee. C.R.O. 1950, 
Reg. 317, s. 56, revised. 
FOOD ALLOWANCE FOR PRISONERS 
§7. The minimum daily food allowance for a 


prisoner in a jail shall be, 


(a) 1 pint of cooked cereal or 2 ounces of dry 
cereal; 


(b) 1 pint of sweet milk; 

(c) 3 table-spoonfuls of sugar; 

(d) 6 ounces of boneless meat or fish, or two eggs; 
(e) 6 ounces of potatoes; 

(f) 12 ounces of white or whole-wheat bread; 

(g) 6 ounces of fresh or canned vegetables; 

(h) 2 ounces of jam, marmalade or fruit; and 


(2) 3 pints of. tea or coffee. C.R.O. 1950, Reg. 


UT Sees 
BOOKS AND RECORDS 


58. The jailer shall keep or cause to be kept in his 
jail, 


(a) 
(d) 
(c) 
(d) 
(e) 
(f) 


a jail register in Form 4; 

an account ledger in Form 5; 

a prisoner’s-property sheet in Form 6; 
a visitor’s register in Form 7; 

a punishment register in Form 8; and 


a prisoner’s trust account in Form 9. C.R.O. 
1950, Reg. 317, s. 58. 


59. The jail register shall be closed on the 31st day 
of March of each year and the names of prisoners 
whose sentences have not expired on the 31st day of 
March shall be, 


(a) re-entered in the jail register for the year 
commencing the 1st day of April next follow- 
ing; and 


(b) kept separate from the entries in respect of 
prisoners admitted to the jail after the 31st 
day of March. C.R.O. 1950, Reg. 317, s. 59. 


60.—(1) The account ledger shall be balanced on 
the 30th day of June and September and on the 31st 
day of December and March in each year. 


(2) On the 31st day of March of each year the jailer 
shall make an abstract of the account ledger showing 
the number of days spent in the jail by the prisoners 
and the daily cost of food. 


(3) The abstract shall be transmitted to the Deputy 
Minister by the 30th day of April in each year. C.R.O. 
1950, Reg. 317, s. 60. 


_ 61.—(1) Upon leaving the jail and upon receipt of 
his property, a prisoner shall certify in the prisoner’s- 
property sheet that he has received the items listed 
under his name. 


_ (2) Where a prisoner is transferred to another penal 
institution, the prisoner’s property shall be delivered 
to the escorting officer who is responsible for the 
prisoner’s property. 


(3) The escorting officer and the prisoner shall 
certify in the prisoner’s-property sheet that the escort- 
ing officer has received the articles listed under the 
prisoner's name. 


(4) Where an error occurs in the prisoner’s-property 
sheet, the jailer shall forthwith report the error to the 
Chief Inspector of Prisons. C.R.O. 1950, Reg. 317, 
s. O17 


62.—(1) No purchases shall be made against the 
account of a prisoner except upon his written order. 
C.R.O. 1950, Reg. 317, s. 62 (1), revised. 


(2) Where an article has been purchased at the 
request of a prisoner and he finds that the article and 
the price paid are satisfactory, he shall so certify. 


(3) Where a prisoner refuses to certify under sub- 
section 2, the jailer shall return the article to the vendor 
and credit the prisoner’s account. 


(4) Where a prisoner leaves a jail he shall be 


required, 


(a) to check the purchase-slips and the account; 
and 


(b) to certify them, if correct. 


(5) Where there is a favourable balance in the 
prisoner's account, the balance shall be delivered, 


(a) to the prisoner upon being discharged from 
the jail; or 
(b) to the escorting officer for transmission to the 


institution to which the prisoner is being 
transferred. C.R.O. 1950, Reg. 317, s. 62. 


63. The jailer shall cause all entries in jail books 
and records to be made with pen and ink. C.R.O. 1950, 
Reg. 317, s. 63. 

DISCIPLINE OF PRISONERS 
64. No punishment shall be awarded to a prisoner 


except by the jailer or in his absence by the acting 
jailer. C.R.O. 1950, Reg. 317, s. 64. 


65.—(1) A prisoner in a jail shall not, 

(a) idle; 

(b) neglect work or duty; 
(c) use foul, indecent or profane language; 
(d) 
(e) 


disobey an order; 


have in his possession any money or un- 
authorized article; 


(f) attempt to smuggle anything into the jail; 


(g) destroy or deface property; 


(h) misconduct himself ; 
(i) use insulting, threatening or abusive language; 


(j) cause a disturbance; 
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(k) commit any indecent act; 


(1) leave or attempt to leave the limits of the jail 
without being escorted by a jail employee; or 


(m) give counsel to or abet another prisoner to 
do any act in contravention of this Regulation. 


(2) Where a prisoner contravenes subsection 1, 
the jailer may, after a hearing and if the prisoner is 
found guilty, 


(a) order the prisoner to be deprived of privileges 
for not more than five days; 

(b) order the prisoner to be deprived of privileges 

and confined to the cells for not more than 

five days; 

(c) order the prisoner to be deprived of privileges, 

confined to the cells and placed on reduced 

diet for not more than five days; 

(d) order the prisoner to undergo corporal punish- 

ment of not more than ten strokes of the strap; 

(e) order the prisoner to be confined to the cells 

and placed on reduced diet for not more than 

ten days and undergo corporal punishment of 

not more than ten strokes of the strap; or 

(f) order the prisoner to be confined to a cell with 

full diet for an indefinite period. 


(3) Where a prisoner contravenes subclauses e or f 
of subsection 1, the jailer shall confiscate the money 


or unauthorized articles pending the decision of the 
Chief Inspector of Prisons. 


(4) In this section, 


(a) “privileges’’ means, 


(i) the use of tobacco, 
(ii) reading newspapers, magazines and 
periodicals, 
(ii1) writing and receiving letters, and 
(iv) receiving visits, other than visits from a 


minister of religion or a solicitor; 


(b) “reduced diet’? means a diet consisting of 
water and a third of a loaf at each of three 
meals a day prepared and baked from the 
following ingredients: 


1. 2 ounces of powdered milk or 8 ounces 
of whole milk. 


2. 31% ounces of grated potatoes. 
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31% ounces of finely chopped carrot. 


Sh, 

4. 1 ounce of tomato juice or puree. 

5. 31% ounces of finely chopped cabbage. 
6 


. 4 ounces of ground beef. 
7. 2 ounces of lard or shortening. 
8. 1 ounce of white or whole-wheat flour. 
9. one-half of an ounce of salt. 
10. 1 tablespoonful of chopped onion. 
ii uese. 


12. 5 ounces of cooked beans; 


(c) “jail employee’ includes a jailer and a jail 
surgeon. C.R.O. 1950, Reg. 317, s. 65. 


66.—(1) Where strapping is ordered as a corporal 
punishment under section 65, the jailer shall supervise 
the strapping. 


(2) Before the strap is applied to a prisoner, the jail 
surgeon shall, 


(a) make a physical and mental examination of 
the prisoner; 


(6) record the results of his examination in the 
medical journal; and 


(c) prohibit corporal punishment if the examina- 
tion proves the prisoner to be physically or 
mentally unfit to stand the punishment. 


(3) When the strap is applied to a prisoner, the jail 
surgeon shall be in attendance and shall curtail the 


punishment if he considers it necessary for reasons of 
health. 


(4) The strap shall be a plain unperforated leather 
strap not under three inches in width and not over 
twenty-one inches in length attached to a wooden 
handle not over eleven inches in length. 


(5) The strap shall be applied across the bare 
buttocks in such manner as to prevent the prisoner 
being injured on any other part of the body. C.R.O. 
1950, Reg. 317, s. 66. 


67. Corporal punishment shall not be awarded to a 
female prisoner. C.R.O. 1950, Reg. 317, s. 67. 


68. Where a prisoner has been strapped under 
section 65, the jail surgeon shall sign the entry in 
the punishment book immediately after the punishment 
has been given. C.R.O. 1950, Reg. 317, s. 68. 
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Form 1 


The Penal and Reform Institutions Inspection Act 
JAILER'S DAILY INSPECTION REPORT 


ITEM INSEE CiED CONDITION 


1 GELES 
2 CORRIDORS 


3 OTHER ACCOMMODATION 
4 TOILETS AND BASINS 
5 


LOCKS 


WINDOWS 


6 

7 SCREENS AND BARS 

8 DOORS AND GRILLES 

9 BEDS AND BEDDING 

10 KITCHEN AND EQUIPMENT 

il BOILER OR FURNACE ROOM 
12 FIRE-FIGHTING EQUIPMENT 
13 EMERGENCY ALARM-SYSTEM 
14 OTHER BUILDINGS 

15 YARDS AND WALLS 


16 SANITATION 


GENERAL REMARKS: 


(signature of jailer) 


C.R.O. 1950, Reg. 317, Form 1. 
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Form 2 


The Penal and Reform Institutions Inspection Act 
FIRE-DRILL RECORD 


Jeaiths ckvacevecemeenne nate at arcs wets ware a vere aiemeretane 
DATE 
TIME ALARM SOUNDED TIME ALL-CLEAR SOUNDED 
Ee SATION Se VES ININIESIO eI o raze ees MINUILE Si. snes «coe ONIDS 


WERE PRISONERS REQUIRED TO STAND TO? 


WERE PRISONERS EVACUATED TO YARDS? 


TIME REQUIRED FOR EVACUATION 
TYPES OF FIRE-FIGHTING EQUIPMENT 


CONDITION OF FIRE-FIGHTING EQUIPMENT 


WERE ALL EMERGENCY EXITS OPENED? 
WERE ALE EXITS AND APPROACHING AREAS CLEAR OF OBSTRUCTION? 


ARE FIRE-EMERGENCY INSTRUCTIONS POSTED AND AVAILABLE TO STAPF AND 
RIRISONERSY 


DID ALL OPFICERS COMPLY WITH FIRE-EMERGENCY PROCEDURE? 


DID PRISONERS PROPERLY COMPLY WITH POSTED INSTRUCTIONS? 


GENERAL REMARKS: 


(signature of jailer) 


C.R.O. 1950, Reg. 317, Form 2. 
Form 3 


The Penal and Reform Institulions Inspection Act 
MEDICAL JOURNAL OF JAIL SURGEON | 


° ——S Instructions respecting | Weight of Prisoner 

Date and Diagnosis if sick—_ | diet or exemption from Jail j 
Hour of Name of Examination result— | labour, and all medical On On Surgeon’s 
Visit Prisoner Normal health or treatment given admission discharge | Signature 

disability if present to prisoner 

ee eee ee ul 

Ba ot age ee ee a 

; 


C.R.O. 1950, Reg. 317, Form 3. 
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Form 4 


The Penal and Reform Institutions Ins 


pection Act 


JAIL REGISTER 


Place of Birth 


aduazUas Jo a}eq 


sje} IUIWOD, 
shotAeid jo Jaquinyy 


JEVIUIUWIOD jo 93eq 


ue) 
gees 
a oge 
wo BE 
(oe) bh E 
C89 
oyersdurazuy | 
n 
& Li ayeraduiay | | 
Bae] 
yeh, pe10AIq 
os 
48 Pemopry | 
mao 
8 3]BUIS 
pareyy ae 
worjoniysuy ‘dng 
36 
es) uotqonssuy “Wey 
=) 
Pe 271M 0} 31qeuy~ 
Q 
peel 0} s]qeuy—, 
woneurulousd yO 
ysideg 
I 
act yoinyg peywug | | 
3 uelIs}yAqse1g 


epeuey jo yoinyD ueolysuy 


ooyyeO ueU0Yy 


AqquNeD 19410 


wsn 


puryio9s 


purjery 


puepsuq 


epeurg 


anojod 


Sex 


33Yy 


ayeulay 


aTeW 


Trade, Occupation 
or Profession of 
the prisoners or 

of the parents 
if minors 


Residence 


Name of 
Prisoner 


VOL, 3—SIG. 6 


Form 4—(Continued) 


The Penal and Reform Institutions Inspection Act 


EGISTER 


JAIL RE 


0} 40 uostid r9yOUe 


| 

ye1idsoy jelusw e 
0} Jaysuei}) Ag | 
| 


n 
ie 
w 
E 
vo 
a4 
Oss ty | | | | 
AS siguosiid hee ae 
fora WIUUIIAVD — 
ES a 
ra 
ere 
° = Nba 
se stsuostid ||| 
es Aqiypedtoun py = | | | | 
E ole 
= JuowUIIAOQ, | eee 
c & 
eg a 
atm \— 
= ales 
_ Ayyedinunyy tL 
i) 
= eel 
ast 
+ Vv 
25 
Ese) 
eal 
m8 
O 
e238 | 
au 
z°2 E 
c 2 S | 
a19yM pur 


pac | 
padeosq | 


painsaxs] 


Discharged or transferred 


yanoz Jo 1apio Ag 


ne gouaquas jo 
uoreidxa Ag 


uopied Ag 


sastdxa aouajuas Udy A, 


Sentence 
and 
Period 


C.R.O. 1950, Reg. 317, Form 4. 
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Form 5 


The Penal and Reform Institutions Inspection Act 
ACCOUNT LEDGER 


PAC OUI Gants se Sn re bal bia yav ec SS oN ian ico etoile acc etal ae tO R RE icles Are TAR Sree 
a OD TERE ARAGORN Oka Bad SOR Cech MSR eee ace? AGEOUn TING th: state 
Dr. 
Date Particulars Folio Debit Credit or Balance 
Cr: 


C.R.O. 1950, Reg. 317, Form 5. 
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Form 6 
The Penal and Reform Institutions Inspection Act 


PRISONER’S-PROPERTY SHEET 


(a) Clothing (list additional items on back of form) 
No. Remarks No. Remarks 
Braces Socks 
Caps Shoes 
Hat Rubbers 
Coat Gloves 
Vest | Collars 
Pants Ties 
Overcoat Scarf 
Dress Shirt Sweater 
Undershirt Miscellaneous 
Underdrawers 
Combinations 
Work Shirt 


(b) Personal property: 


(witness (jail employee) ) 


(c) Money: 


aa) Qa 6) 8 Maligiien e451 676, 019) 0/fp (wl pi ya: iso) (ale e)eices os: 


(prisoner’s signature) 


This is to certify that I have received the above personal property and money from the receiving jail 
employee. 


(jail employee in charge of prisoner’s property) 


This is to certify that I received upon discharge my clothing and personal property as above enumerated 
and that I received cash balance and institutional clothing as follows: 


Clothing Gashtontarrivalens ween eee eee ere 
(Cash receivedss.s0..- ee ee eee 
ess expenditures. oe ae wena ees 
Balances canter ceccvere ei aee Resin oe ee 


(witness) (prisoner’s signature) 


C.R.O. 1950, Reg. 317, Form 6. 
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Form 7 
The Penal and Reform Institutions Inspection Act 


VISITOR'S REGISTER 


Signature Address Relationship | Signature of 
Date Prisoner of Visitor of Visitor to prisoner Jail employee Remarks 


C.R.O. 1950, Reg. 317, Form 7. 


Form 8 
The Penal and Reform Institutions Inspection Act 
PUNISHMENT REGISTER 


Signature of 
Punishment jail employee | 
Date Prisoner Offence Witnesses Awarded awarding Remarks 
punishment 


C.R.O. 1950, Reg. 317, Form 8. 
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Form 9 


The Penal and Reform Institutions Inspection Act 
PRISONER'S TRUST ACCOUNT 


IPkisoner siNaine sameeren ties ce ioe eee cits cue rcoreihs late eres Prisoner's No 


Ce ee ee 


Date Particulars Debits Initials Credits Balance 


C.R.O. 1950, Reg. 317, Form 9- 
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Regulation 478 
under The Penal and Reform Institutions Inspection Act 
CONDUCT RECORD IN REFORMATORIES 
1. The Superintendent of each reformatory and industrial farm shall keep a record in Form 1 of the daily 


conduct of each prisoner in his charge. 


C.R.O. 1950, Reg. 316, s. 1, amended. 


Form 1 
RECORD OF DAILY CONDUCT 
Explanation 
B means Behaviour Good 3 Marks 
INamesOlePlSOnbateraverre clonic cnetackemiiNortapets if means Industry Fair 2 Marks 


D & F means Diligence and 


Week ending............ RO Ea SE ica Faithfulness Indifferent 1 Mark 
O means Observance of 
Prison Regulations Bad 0 Marks 
MONDAY || TUESDAY Bice de ey FRIDAY || SATURDAY || SUNDAY 
NAME | | 1 
D D D D DD D D 
B/ I} &| O}| B] 1] &| O|| B) I} & Oj] Bl I | &| O}| By I} &| O}] BJT] &| O}] BIT} &/O 
F F F F F F F| 
SCUNCIEE CE Ist ata asiet 


| 

! 

| 

| 
oa 

| 
aS 
Si 


MS SES OR 
sed Cod 
Ewe 
| 
me oe ad Bae 


es 
a 
| 
| 
eee tee 
| 
ae 
[9 
| 
| 
| 


C.R.O. 1950, 


Signature of 
Superintendent 


Reg. 316, Form 1. 
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Regulation 479 


under The Pesticides Act 


GENERAL 
DEFINITIONS 
1. In this Regulation, 


(a) ‘Department’? means the Department of 


Health; 


“Director’’ means the Director of the Division 
of Industrial Hygiene, of the Department of 
Health; 


(0) 


(c) “‘korlan’’ means the chemical O O-dimethy] 
O-2,4,5-trichlorophenyl phosphorothioate; 


(d) ‘‘protective clothing’? means rubber gloves, 
rubber footwear, a gas mask capable of ab- 
sorbing any poisonous gases or dusts present, 
and clothing and headgear sufficient to leave 


a minimum of skin or hair exposed; 


‘warning gas’’ means a gas that readily 
identifies its presence by its effect on the 
sense of smell or touch. O. Reg. 174/56, 
Ss. O. Reg. 260/57, ss 1s 


(e) ‘ 


SUBSTANCES 


2. Substances that may be used in exterminations 
are classified as, 


(a) group A substances, made up of, 


(i) hydrocyanic acid gas or cyanide com- 
pounds, 


(ii) methyl bromide, and 
(iii) chloropicrin; 
(b) group B substances, made up of, 
(i) aldrin, 
(ii) antu, 
(iii) arsenic trioxide, 
(iv) 
(v) 
(vi) 


(vii) 


carbon tetrachloride, 

chlordane, 

DDT, 

dieldrin, 

(viii) endrin, 
(ix) 
(x) 
(xi) 

(xil) 


ethylene dibromide, 
ethylene dichloride, 
lindane, 


organic phosphorus compounds not 


including malathion or korlan, 
(xiii) propylene dichloride, 
(xiv) sodium fluoride, 


(xv) strychnine, 


(xvi) TDE, 
(xvii) thallium sulphate, and 
(xvili) zinc phosphide; and 


(c) group C substances, made up of 1080. O. Reg. 
M74 SOS 2 1O WReGw265)/5u4 Sees 


3.—(1). A class 1 exterminator is an exterminator 
who is entitled to use groups A, B and C substances in 
an extermination. 


(2) A class 2 exterminator is an exterminator who 
is not entitled to use a group B or C substance in an 
extermination. 


(3) A class 3 exterminator is an exterminator who 
is not entitled to use a group A substance in¥an 
extermination. 


(4) A class 4 exterminator is an exterminator who 
is not entitled to conduct an extermination in a place 
other than in a building or vehicle or on land occupied 
by himself or his employer. O. Reg. 174/56, s. 3. 


(5) A class 5 exterminator is an exterminator who 
is not entitled to use a group A or C substance in an 
extermination and who is not entitled to use a group B 
substance except from an airborne machine. O. Reg. 
194/58, s. 1. 


(6) A class 6 exterminator is an exterminator who 
is not entitled to use a group A or C substance in an 
extermination and who is not entitled to use a group B 
substance except for the purpose of controlling insects, 
fungi or vegetation on land. O. Reg. 25/60, s. 1 


4.—(1) A-class 2 exterminator shall not use a group 
B or C substance in an extermination. 


(2) A class 3 exterminator shall not use a group A 
substance in an extermination. 


(3) A class 4 exterminator shall not conduct an 
extermination in a place other than in a building or 
vehicle or on land occupied by himself or his employer. 
O. Reg. 174/56, s. 4. 


(4) A class 5 exterminator shall not use a group A 
or C substance in an extermination, or use a group B 
substance except from an airborne machine. O. Reg. 
194/58, s 


(5) A class 6 exterminator shall not use a group 
A or C substance in an extermination, or use a group B 
substance except for the purpose of controlling, insects, 
fungi or vegetation on land. O. Reg. 25/60, s. 


5. A person who serves as an employee of a class 
2, 3, 5 or 6 exterminator is classified as a class 1, 2, 
5 or 6 pecs exterminator, respectively. O. Reg. 
/60,s 

LICENCES 


6. A licence for a class 1, 2, 3, 4, 5 or 6 exterminator 
shall be in Form 1, 2, 3, 4, 5 or 6, respectively. O. Reg. 
POO, Be Si 


7. A licence for a class 1, 2, 3, 5 or 6 assistant 
exterminator shall be in Form 7, 8, 9, 10 or 11, re- 
spectively. O. Reg. 25/60, s. 3. 


8. An application for a licence shall be made to the 
medical officer of health, 
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(a) for the area in which the applicant or his 
employer carries on business as an exter- 
minator; or 


(6) where the applicant or his employer does not 
have a place of business in Ontario, for the 
area in Ontario that is nearest to the place 
of business of the applicant or his employer. 
O. Reg. 174/56, s. 8. 


9.—(1) An application for a licence as an exter- 
minator shall be in Form 12. 


(2) An application for a licence as an assistant 
exterminator shall be in Form 13. 


(3) An applicant for a licence shall set out in his 
application the form of licence for which he is applying. 
O. Reg. 174/56, s. 9. 


10. An applicant for a licence shall submit with his 
application the certificate of a legally qualified medical 
practitioner as to his physical fitness for the purpose of 
conducting exterminations. O. Reg. 174/56, s. 10. 


11. Where a medical officer of health receives an 
application, he shall within fourteen days submit to the 
Director, 


(a) the application and certificate of physical 
fitness; and 


(b) his report on the character of the applicant. 
O. Reg. 174/56, s. 11. 


12.—(1) Where the Director is satished that the 
applicant complies with this Regulation, he shall 
designate two or more examiners and a time and place 
for the examination of the applicant. 


(2) The Director shall notify the applicant of the 
time and place of the examination. O. Reg 174/56, s. 12. 


13.—(1) The examiners shall examine an applicant 
for a licence in Form 1, 2, 3, 4, 5 or 6 on his knowledge, 


(a) of the provisions of the Act and this Regula- 
tion in respect of extermination; 


(b) of the, 
(i) toxic qualities, 
(11) 


(iii) forms and methods of application, 


antidotes, and 


in the case of an applicant for a licence, 


(im) im Form! 1, of groups Ay B and sc 
substances, 

(v) in Form 2 or 4, of group A substances, 

(vi) in Form 3, of groups B and C sub- 


stances, and 


(vii) in Form 5 or 6 of group B substances; 
and 


(c) of the identification, life history, character- 
istics and control of insects, vermin, birds, 
rodents and other pests, fungi or vegetation 
that may be subject to extermination. 


(2) The examiners shall examine an applicant for 
a licence in Form 7, 8, 9, 10 or 11 to ascertain whether 
the applicant has sufficient knowledge of the provisions 
of the Act and of this Regulation, in respect of exter- 
minations by the use of substances that his employer 
may use, to serve as an assistant exterminator. O. Reg. 
25/60, s. 4. 
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14. Within fourteen days after an examination, the 
examiners shall submit to the Director a unanimous 
report of, 


(a) in the case of an applicant for an extermina- 
tor’s licence, their findings as to whether the 
applicant has sufficient knowledge of the 
matters in subsection 1 of section 13 upon 
which the applicant has been examined to 
carry out exterminations efficiently and with- 
out danger to any person or property; 


(b) in the case of an applicant for an assistant 
exterminator’s licence, their findings as to 
whether the applicant has sufficient knowledge 
to act as an assistant to his employer; and 


(c) their findings as to the form of a licence, if 
any, that the applicant is qualified to hold. 
O. Reg. 174/56, s. 14. 


15.—(1) A licence shall not be granted unless the 
applicant, 


(a) is of good character; 


(b) is physically fit for the purpose of conducting 
exterminations; 


(c) is recommended by the examiners as com- 
petent to hold the form of licence for which 
he has applied; 


(d) in the case of an applicant for an extermina- 
tor’s licence, 


(i) furnishes a certified copy of an insur- 
ance policy of the amount and type 
prescribed in section 23, and 


has been the holder of an assistant 
exterminator’s licence, and has served 
as an assistant exterminator of the 
same class as the class of exterminator 
for which he is the applicant, for a 
period of one year or more, or submits 
evidence of experience that, in the 
opinion of the Director, is equivalent 
to service as an assistant exterminator 
for a period of one year; and 


(it) 


(e) complies with the Act and the regulations. 


(2) An applicant for an exterminator’s licence in 
Form 4 is exempt from subclause 11 of clause d of sub- 
section 1. O. Reg. 174/56, s. 15. 


16. Where the examiners recommend that an 
assistant exterminator’s licence be issued to an appli- 
cant, the Director shall issue the licence in the form 
recommended by the examiners. O. Reg. 174/56, s. 16. 


17. A licence expires with the 15th day of February 
next following its date of issue. O. Reg. 174/56, s. 17. 


RENEWAL 


18.—(1) An application to renew an exterminator’s 
licence in Form 14 or an assistant exterminator’s 
licence in Form 15 shall be made to the medical officer 
of health for the area as determined in section 8, before 
the 7th day of January in the year in which the licence 
expires. O. Reg. 194/58, s. 5, part, revised. 


(2) Where the holder of an exterminator’s licence 
or assistant exterminator’s licence does not apply for 
renewal of the licence in accordance with subsection 1, 
he shall not be issued a licence except upon application 
therefor subject to the requirements of sections 8 to 16. 
O. Reg. 194/58, s. 5, part. 


19. The medical officer of health may, in his dis- 
cretion, require the applicant to provide the certificate 
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of a legally qualified medical practitioner as to the 
physical fitness of the applicant to conduct an exter- 
mination. O. Reg. 174/56, s. 20. 


_ 20. Upon receipt of an application to renew a 
licence, the medical officer of health shall, 


(a) complete Part II of Form 14 or 15, as the case 
may be; and 


(6) forward the application to the Director 
together with the medical certificate, if any. 
O. Reg. 174/56, s. 21. 


_ 21. Before renewing a licence the Director may, in 
his discretion, require the applicant to undergo the 
examination prescribed by section 13. O. Reg. 174/56, 
Suze 


22. Where, 


(a) an examination has been required under 
section 21 and the examiners recommend the 
renewal of the licence; 


(6) in the case of an application to renew an 
exterminator’s licence, the applicant has de- 
posited with the Director a certified copy of 
the policies of insurance, or certificate of 
renewal thereof, required to be furnished by 
section 23 covering the renewed term of the 
licence; and 


(c) the applicant has complied with the Act and 
the regulations, 


the Director shall renew the applicant's licence. O. Reg. 
174/56, s. 23. 


INSURANCE 


23.—(1) The holder of a licence in Form 1, 2, 3, 4, 
Sor 6, or his employer, shall carry insurance in a form 
approved by the Superintendent of Insurance under 
The Insurance Act, against his liability for death or 
injury arising from the conduct of exterminations, in 
the amount of, 

(a) $5,000 for each employee, or $15,000 for 
three or more employees; and 


(6) $15,000 for one person and $30,000 for two 
or more persons who are not employees. 


(2) When the business of the holder of a licence in 
Form 1, 2, 3, 4, 5 or 6, or his employer, is subject to 
Part I of The Workmen’s Compensation Act, clause a of 
subsection 1 does not apply. O. Reg. 25/60, s. 4. 


GROUP A SUBSTANCES 


24. Sections 25 to 36 apply to exterminations in 
which a group A substance is used. O. Reg. 174/56, s. 25. 


25.—(1) No person shall commence an extermina- 
tion in which a group A substance is used in a vehicle, 
building or group of attached buildings having a com- 
mon owner, without a permit from the medical officer 
of health for the area in which the building or vehicle 
is situated. 


(2) An application for a permit shall be made in 
Form 16. 


(3) A permit shall be in Form 17. O. Reg. 174/56, 
s. 26. 


26.—(1) Where the medical officer of health is 
satisfied that the applicant, 


(a) is the holder of a licence in Form 1, 2 or 4; 


(b) is mentally and physically capable of per- 
forming the extermination; and 


(c) proposes to perform the extermination in 
accordance with the Act and the regulations, 


he shall issue a permit. 


_ (2) Where the medical officer of health refuses to 
issue a permit, he shall state his reasons for refusal in 
writing to the applicant and send a copy to the Director. 
O. Reg. 174/56, s. 27. 


27. Upon issuing a permit, the medical officer of 
health shall notify the police and fire department in 
whose jurisdiction the premises are situated of the 
issuance. O. Reg. 174/56, s. 28. 


28. The exterminator shall perform the extermina- 
tion in accordance with the details set out in his appli- 
cation for the permit, subject to the Act and the 
regulations. O. Reg. 174/56, s. 29. 


29. Where the medical officer of health who has 
issued a permit has reason to believe that the exter- 
mination in respect of which the permit was issued is 
being performed in a manner in breach of the Act or 
the regulations, he shall cancel the permit. O. Reg. 
174/56, s. 30. 


30. Where the gas being used for the purpose of an 
extermination is not a warning gas, the exterminator 
shall release a warning gas with the release of the gas 
being used in the extermination. O. Reg. 174/56, s. 31. 


31. No person shall use hydrocyanic acid gas or 
cyanide compounds for extermination in any building 
or vehicle or on any land where the extermination 
substance would come in contact with the waters of 
any stream or lake or water flowing into any stream or 
lake. O. Reg. 265/57, s. 3. 


32. Before an extermination is performed in a build- 
ing or vehicle, the exterminator shall, 


(a) seal all openings into the area in which the 
extermination is to be performed, including 
drains, ducts, vents and cracks, in a manner 
sufficient to make the area gas-tight; and 


(6) remove from the area all water and food likely 
to absorb the gases being used. O. Reg. 
174/56, s. 32. 


33.—(1) Before beginning an extermination, the ex- 
terminator shall post a placard at least fourteen inches 
long and ten inches wide, 


(a) at all entrances to the building or vehicle and 
land on which the extermination is to be 
performed, and bearing the word ‘“‘danger”’ 
in red letters at least 214 inches high on a 
white background, and indicating that an 
extermination is being performed on the 
premises; 


(b) at all entrances to buildings designated in 
clause 6 of subsection 1 of section 7 of the Act, 
and bearing the word ‘‘danger’’ in green 
letters at least 214 inches high on a white 
background; and 


(c) indicating that an extermination is being 
performed in an adjoining building. 


(2) The exterminator shall cause the placards 
posted under subsection 1 to be illuminated from 
sundown to sunrise. 


(3) The exterminator shall ensure that, 
(a) no placard is removed; and 
(b) the building or vehicle is not re-occupied 
before 6 a.m, on the day following the day in 


which the gas was last released in the exter- 
mination. O. Reg. 174/56, s. 33. 
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34.—(1) No person shall enter or remain in a build- 
ing or vehicle after an extermination therein is com- 
menced and before the airing out is completed in 
accordance with section 36 except, 


(a) the exterminator; 
(b) an assistant exterminator; 


(c) a full-time fire fighter as defined by The Fire 
Departments Act; or 


(d) a member of any police force established under 
The Police Act. 


(2) During the period mentioned in subsection 1, 
the exterminator shall, 


(a) lock by a lock supplied by the exterminator 
all doors and entrances to the building or 
vehicle in which the extermination is being 
performed; and 


(6) post adult guards in a manner sufficient to 
prevent any person, other than those men- 
tioned in subsection 1 and in section 8 of the 
Act, from entering the building or vehicle. 
O. Reg. 174/56, s. 34. 


_ 35. No person shall enter or remain in a build- 
ing or vehicle after an extermination therein is com- 
menced and before the airing out is completed under 
section 36 unless, 


(a) he wears, 


(i) a gas mask fitted with a canister 
capable of absorbing all poisonous gases 
present, or 


(ii) a self-contained apparatus providing an 
independent supply of oxygen; and 


(b) he is accompanied by at least one other adult 
person. O. Reg. 174/56, s. 35. 


36.—(1) Where an extermination is completed, the 
exterminator shall, 


(a) remove and burn or bury under at least two 
feet of earth all substances used for the 
extermination or for sealing openings; 


(b) shake or beat in the open air all moveable 
fabrics contained in the building or vehicle 
during the extermination, for a sufficient time 
to remove all gases used in the extermination; 


(c) circulate fresh air for at least twelve hours to 
every air space in the buildings or vehicles 
described in subsection 1 of section 7 of the 
Act; and 


(d) where methyl bromide or hydrocyanic acid 
was used in the extermination, make the 
test prescribed in subsections 2 or 3, as the 
case may be. 


(2) Where methyl bromide was used in the exter- 
mination, the exterminator shall make tests by means 
of a halide leak-detector for the detection of the presence 
of methyl bromide gas at the floor level of each room, 
basement, closet, attic and any other enclosed space in 
the building or vehicle in which the extermination 
was performed. 


(3) Where hydrocyanic acid was used in the exter- 
mination, the exterminator shall make tests for the 
detection of the presence of hydrocyanic acid gas in the 
building or vehicle in which the extermination was 
performed by means of methyl-orange litmus paper 
held for at least two minutes against, 
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(a) each wall in every room, closet or other 


enclosed space; 
(6) each floor and wall in the basement; and 
(c) each ceiling and wall of every attic room. 


(4) The airing-out of the building or vehicle shall 
be deemed not completed, 


(a) where methyl-bromide has been used, if the 
flame of the halide-leak detector changes to a 
greenish colour; or 


(b) where hydrocyanic acid has been used, if the 
methyl-orange litmus paper changes to a red 
or pink colour. O. Reg. 174/56, s. 36. 


Group B SUBSTANCES 
ANTU 


37.—(1) An exterminator shall not use antu for ex- 
termination, in any part of a building while that part is, 


(a) inhabited as a dwelling; 


(b) accessible to persons who are not made aware 
of the presence of antu and its danger; 


(c) accessible to a person under sixteen years of 
age; or 


(d) used for the storage, preparation or serving of 
food or drink. 


(2) An exterminator shall not apply antu as a 
powder within fifteen feet of a room in which food or 
drink is stored, prepared or served. O. Reg. 174/56, 
Sole 


38.—(1) The exterminator shall keep, for a period of 
six months after the extermination is completed, a 
record of the number and location of baits in which 
antu is used. 


(2) Any medical officer of health or an officer of any 
board of health may examine the record required by 
subsection 1 at any time. O. Reg. 174/56, s. 38. 


39. The exterminator shall remove all antu remain- 
ing after an extermination is completed. O. Reg. 
174/56, s. 39. 


CHLORDANE 


40. An exterminator shall not use chlordane for 
extermination, 


(a) as a suspension in air in any building; 


(b) as a deposit applied to an area greater than 
10 per cent of the floor space of the room in 
which it is applied; 

(c) ina building used by an animal that produces 

milk for human consumption; or 


(d) in such a manner as to come in contact with, 
or be likely to come in contact with, food or 
drink for human consumption. O. Reg. 
174/56, s. 40. 


ALDRIN, DIELDRIN AND ENDRIN 


41.—(1) An exterminator shall not use aldrin, 


dieldrin or endrin in an extermination, 


(a) ina building while it is inhabited as a dwelling; 
or 


(b) in such a manner as to come in contact with, 
: : {ae 
or be likely to come in contact with, 
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(i) any person, 


(ii) a building or area other than the build- 
ing or area in which the extermination 
is being performed, or 


(iii) food or drink for human consumption. 


(2) Clause a of subsection 1 does not apply to 
dieldrin where, 


(a) the concentration of dieldrin in a liquid 
medium does not exceed 0.5 per cent; 


(b) the concentration of dieldrin in a dust medium 
does not exceed 2 per cent; and 


(c) the mixture containing dieldrin is applied to an 
area less than 10 per cent of the area of the 
floor of the room in which it is applied. 
O. Reg. 174/56, s. 41. 


42. All persons engaging in an extermination in 
which aldrin, dieldrin or endrin is used shall, 


(a) wear protective clothing; and 


(b) upon leaving the site of the extermination, 
bathe and wash the clothing and equipment 
being taken from the site. O. Reg. 174/56, 
s. 42. 


LINDANE 


43. An exterminator shall not use lindane in other 
than vapour form, 


(a) inaroom while it is used for human habitation 
if the concentration of lindane in a medium 
exceeds 2 per cent; or 


(6) in such a manner as to come in contact with or 
be likely to come in contact with food or 
drink for human consumption. O. Reg. 
174/56, s. 43. 


44.—(1) An exterminator shall not use lindane in 
vapour form, 


(a) in a room while it is used for sleeping pur- 
poses; or 


(b) in premises where any person may be exposed 
to contact with the lindane for more than 
eight hours in each twenty-four hour period. 


(2) Where a room contains flammable gas, an 
appliance for the generation of lindane vapour shall 
not be used. O. Reg. 174/56, s. 44. 


45. Where lindane in vapour form is used in an 
extermination in a building while it is occupied, 


(a) the building shall not be sealed so as to 
impede the normal change of air; 


(b) the amount of vapour released in a twenty- 
four hour period shall not exceed that pro- 
duced by one gram of lindane for each 15,000 
cubic feet of space in the room in which the 
vapour is generated; and 


(c) the point from which the lindane vapour is 
generated shall be more than, 


(i) three feet from the underside of any 
horizontal surface above the point of 
generation, 


(ii) six inches from the nearest vertical 
surface, and 


(iii) seven feet from the floor, or surrounded 
by a protective barrier extending for 
two feet from the point of generation. 
O. Reg. 174/56, s. 45. 


_ 46. No person shall release lindane in vapour form 
in an extermination at a rate greater than that set out 
in clause 6 of section 45 unless, 


(a) the area in which the extermination is per- 
formed is vacant from the time the vapour is 
released until the area has been aired out by 
means of a free circulation of air for one hour; 


(>) all surfaces in the area likely to come into 
contact with food are washed; and 


(c) there has been no release of vapour during the 
two-week period immediately preceding the 
extermination. O. Reg. 174/56, s. 46. 


ORGANIC PHOSPHOROUS COMPOUNDS 


47. No person who is not wearing protective cloth- 
ing shall engage in an extermination in which an 
organic phosphorous compound is used. O. Reg. 
174/56, s. 47. 


48. No exterminator shall use an organic phos- 
phorous compound as a suspension in air or water in 
an extermination unless he is accompanied by at least 
one exterminator or assistant exterminator. O. Reg. 
174/56, s. 48. 


49. Any person who engages in an extermination 
in which an organic phosphorous compound is used 
shall, upon leaving the site of the extermination, forth- 
with remove all clothing, bathe, and wash and air all 
clothing removed. O. Reg. 174/56, s. 49. 


50.—(1) Before an extermination is performed in 
which an organic phosphorous compound as a suspen- 
sion in air is used, the exterminator shall, 


(a) lock from the outside all doors, except one, 
leading into the building in which the exter- 
mination is to be performed; 


(6) place on the outside of all doors leading into 
the building a placard, 


(i) at least fourteen inches long and ten 
inches wide, and 


(il) bearing the words ‘‘danger—poisonous 
substances being used inside’ in red 
block letters at least 214 inches in 
height on a white background; and 


(c) ensure that the building is vacant. 


(2) After an organic phosphorous compound as a 
suspension in air is released in a building, the exter- 
minator shall lock the door excepted in clause a of 
subsection 1. O. Reg. 174/56, s. 50. 


51. The exterminator who performs an extermina- 
tion in a building by the use of an organic phosphorous 
compound as a suspension in air shall not permit any 
person to enter the building within one week after the 
release of the compound unless the building has been 
ventilated with fresh air for at least one hour. O. Reg. 


174/56, s. 51. 


52. Where an organic phosphorous compound is 
applied in an extermination outdoors, an exterminator 
shall not apply the compound, 


(a) in a manner likely to expose any person to 
contact with it; or 


(>) in such a way as to cause the compound to 
fall outside the area in which it is intended to 
perform the extermination. O. Reg. 174/56, 
Sos 
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53.—(1) In this section and in sections 54 and 55, 
“air-borne extermination’? means an extermination 
performed by the application of organic phosphorous 
compounds from an air-borne machine. 


f (2) At least fourteen days before beginning an 
air-borne extermination, the exterminator shall notify 
the Director of the fact in Form 21. 


(3) No person shall carry out an air-borne exter- 
mination without the consent of the Director in 
Form 22. 


(4) The consent of the Director may be withheld 
where, in the opinion of the director, the air-borne 
extermination cannot be carried out in safety. 


(5) Within seven days after the completion of the 
extermination of a parcel described in a consent in 
Form 22, the exterminator shall notify the Director in 
writing of the completion. O. Reg. 107/59, s. 2. 


54. The compound used in performing an air-borne 
extermination shall be in liquid form. O. Reg. 107/59, 
Sin2s 


55.—(1) No pilot, other than a pilot who is enrolled 
with the Department and who is the holder of a cer- 
tificate of enrolment issued by the Director in Form 23, 
shall be in charge of an air-borne machine used in an 
air-borne extermination. 


(2) The pilot shall not mix or assist in mixing the 
compound for use in the air-borne extermination or in 
loading the compound in the air-borne machine or 
otherwise expose himself to contact with the compound. 
O. Reg. 107/59, s. 2. 


56. When an extermination with an organic phos- 
phorous compound is completed, the exterminator shall 
immediately, 


(a) wash all clothing and equipment used in the 
extermination in a solution of soap and water; 
and 


(6) burn all material being discarded, or bury the 
materia] under at least two feet of earth. 


O. Reg. 174/56, s. 53. 


57.—(1) An exterminator who has an organic phos- 
phorous compound in his custody or control shall 
ensure that, 


(a) the room in which it is stored is ventilated to 
outside atmosphere; 


(b) a placard is affixed and maintained on the 
outside of each door leading into the room in 
which it is stored bearing the words ‘‘danger— 
poisonous substances stored inside’’ in red 
block letters at least 214 inches in height on 
a white background; 


(c) no person can enter the room in which it is 
stored without his express permission; and 


(d) the organic phosphorous compound is stored 
in a gas-tight container. 


(2) Where the container in which an organic 
phosphorous compound kept in storage is not gas- 
tight, the exterminator having custody or control of 
the compound shall, 


(a) burn the container and its contents; 


(@) bury the container and its contents under at 
least two feet of earth; or 


(c) replace the container with a glass or metal 
gas-tight container. O. Reg. 174/56, s. 54. 
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SODIUM FLUORIDE 


58. Where an exterminator uses or stores sodium 
fluoride, he shall ensure, 


(a) that it is coloured blue; and 


(b) that it is not used or stored in a room in a 
building, 


(i) in which food or drink for human con- 
sumption is stored, prepared or served, 
or 


(ii) to which a person under sixteen years 
of age has access. O. Reg. 174/56, s. 55. 


DDT AND TDE 


59. DDT and TDE shall not be used in an exter- 
mination, 


(a) in such a way as to come in contact with or 
be likely to come in contact with food or 
drink for human consumption; or 

(b) ina room used for human habitation where the 


concentration of DDT or TDE in a medium 
is more than 10 percent. O. Reg. 174/56, s. 56. 


OTHER Group B SUBSTANCES 
60. Where an extermination is performed in which, 
(a) ethylene dichloride; 
(6) propylene dichloride; 
(c) ethylene dibromide; or 


(d) carbon tetrachloride, 


is used, every person performing the extermination shall, 
(e) wear protective clothing; and 


(f) be accompanied by at least one exterminator 
or assistant exterminator. O. Reg. 174/56, 
Se ole 


61. Arsenic trioxide, thallium sulphate, strychnine, 
or zinc phosphide shall not be used for extermination, 


(a) in a room while it is being used for human 
habitation; 


(b) inanarea to which entry by any person cannot 
be barred; or 


(c) nearer to food or drink for human consump- 
tion than eighteen inches. O. Reg. 174/56, 
s. 58. 


62.—(1) Where a substance listed in section 61 ts 
used in a bait in an extermination, the exterminator 
shall, 


(a) keep, for a period of six months after the 
extermination is completed, a record of the 
number and locations of the baits used in the 
extermination; and 


(b) remove every bait from the area when the 
extermination is completed. 


(2) Any medical officer of health or an officer of any 
board of health may examine the record required by 
subsection 1 at any time. O. Reg. 174/56, s. 59. 


Reg. 479 


PESTICIDES 


147 


Group C SuBSTANCE 
1080 


63. No person shall use 1080 in an extermination 
that is performed in a place other than an enclosed 
building or vehicle. O. Reg. 174/56, s. 60. 


64.—(1) No person shall commence an extermina- 
tion in which 1080 is used, 


(a) without a permit from the medical officer of 
health for the area in which the building or 
vehicle is situated; or 


(6) within twenty-four hours of the issuance of the 
permit therefor. 


(2) An application for a permit shall be in Form 18. 


(3) The permit shall be in Form 19. O. 
174/56, s. 61. 
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65. An application for a permit in Form 19 shall be 
accompanied by, 


(a) a sketch of the building or vehicle, showing in 
detail the areas in which 1080 is to be used; 
and 


(b) instructions in Form 20 signed by all occu- 
pants of the building in which the extermina- 
tion is to be performed, acknowledging that 
they have read them. O. Reg. 174/56, s. 62. 


66.—(1) Where it appears to the medical officer of 
health that the exterminator proposes to conduct the 
extermination safely and in accordance with this 
Regulation, he shall issue a permit in Form 19. 


(2) The exterminator shall not conduct the exter- 
mination except in accordance with the information 
contained in his application for a permit and subject 
to this Regulation. 


k(3) Where the medical officer of health who has 
issued a permit has reason to believe that the exter- 
mination in respect of which the permit was issued is 
being performed in a manner in breach of the Act or 
this Regulation, he shall cancel the permit. O. Reg. 
174/56, s. 63. 


67. An exterminator shall not store 1080 except in a 
locked closet or cabinet to which no person except the 
exterminator or a person designated by him in writing 
has access. O. Reg. 174/56, s. 64. 


68. No person shall handle 1080 unless he is wearing 
latex-rubber gloves. O. Reg. 174/56, s. 65. 


69.—(1) Where 1080 is used for extermination, it 
shall be, 


(a) moved to the site of the extermination in an 
unbreakable and enclosed container; 


(b) in liquid form and coloured black; 
(c) applied, 
(i) at floor level, 


(i1) not nearer to food or drink for human 
consumption than eighteen inches, and 


(iii) in containers from which the liquid will 
not be likely to spill and through which 
it will not seep in a three-day period. 


[(2) The exterminator shall destroy immediately 
any 1080 which spills from a container. O. Reg. 
174/56, s. 66. 


70. 1080 shall not be used for extermination, 


(a) in a part of a building other than a part used 
only for commercial or industrial purposes; 


(6) in a room in which food or drink for human 
consumption is stored in an uncovered con- 
tainer; or 


(c) in an area in a building or vehicle from which 
entry of persons cannot be barred. O. Reg. 
174/56, s. 67. 


71. An exterminator shall exclude all persons from 
all rooms in which 1080 is placed and shall lock the 
room and keep the keys in his possession. O. Reg. 
174/56, s. 68, revised. 


72.—(1) An exterminator who uses 1080 in an ex- 
termination shall keep, for one year after the exter- 
mination is completed, a record of, 


(a) the amount of 1080 moved to the site of the 
extermination; and 


(6) the amount of 1080 returned from the site of 
the extermination. 


(2) Any medical officer of health or an officer of any 
board of health may examine the record at any time. 
O. Reg. 174/56, s. 69. 


73. When an extermination in which 1080 is used 
is completed, the exterminator shall, 


(@) remove and burn in an incinerator, 
(1) all combustible containers in which 
1080 has been placed, and 


(ii) the carcases of all rodents or other 
pests in the building or vehicle in which 
the extermination has been performed; 


(b) bury the residue of 1080 beneath at least two 
feet of earth; and 


(c) before storing, wash all equipment that has 
been in contact with 1080. O. Reg. 174/56, 
se 0: 


EXEMPTIONS 
74. Where a person, 


(a) is a householder and performs an extermina- 
tion in the house that he occupies; or 


(6) is engaged in plant or animal production and 
performs an extermination on the premises on 
which he engages in the plant or animal 
production, 


by the use of a group B substance, he is exempt from 
subsection 1 of section 2 of the Act and sections 37 to 62 
of this Regulation. O. Reg. 174/56, s. 71. 


75. Where a person performs an extermination on 
the premises of a person engaged in plant or animal 
production, 


(a) on that part of the premises which is used for 
plant or animal production; and 


(b) by the use of group B substance, 


he is exempt from subsection 1 of section 2 of the Act. 
O. Reg. 174/56, s. 72. 


76. Where a class 4 exterminator performs an 
extermination by the use of a group B substance, he is 
exempt from subsection 1 of section 2 of the Act. 
O. Reg. 174/56, s. 73. 
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77. Where a person engaged in plant or animal pro- 
duction performs an extermination of fungi or vege- 
tation in soil on the premises on which he engages in 
the plant or animal production, by the use of methyl- 
bromide or chloropicrin, he is exempt from subsection 1 
of section 2 of the Act. O. Reg. 174/56, s. 74. 


78. Where an inspector under The Bees Act is en- 
gaged in destroying bees by extermination under the 
authority of that Act by the use of hydrocyanic acid 
gas or cyanide compounds or methy!-bromide, and, 


(a) wears a gas mask capable of absorbing the 
poisonous gas present; 


(b) performs the extermination in open air; 


(c) prevents all persons from coming into contact 
with the poisonous gases; and 


(d) remains at the site of the extermination during 
the time that any poisonous gases are present, 


he is exempt from subsection 1 of section 2 of the Act 
and from sections 24 to 36 of this Regulation. O. Reg. 
174/56, s. 75. 


79. Where a person engages in an extermination by 
the use of chloropicrin in or upon an installation or 
machinery that is a fixture in a building, and, 


(a) performs the extermination in a building, 


(i) that is not attached to other 


building, and 


any 


(ii) in which no part is used for human 
habitation; 

(b) previously notifies the medical officer of 
health for the area in which the building is 
situated of the extermination; 

(c) is accompanied during the extermination by 
at least one person who is over the age of 
eighteen years; 

(d) wears a gas mask; and 

(e) excludes all persons not engaged in the exter- 


mination from the building during the ex- 
termination, 


he is exempt from subsection 1 of section 2 of the Act, 
and this Regulation. O. Reg. 174/56, s. 76. 


80. Where an exterminator is engaged in the exter- 
mination of rodents in burrows in the ground by the 
use of a group A substance, and, 


(a) the burrows do not open into a building; and 


(b) the exterminator or assistant exterminator 
wears a gas mask during the extermination, 


he is exempt from sections 24 to 36. O. Reg. 174/56, 
Solis 


81.—(1) Where an exterminator engages in an exter- 
mination by the use of a group A substance in an 
enclosed space or vault that is, 


(a) gas-tight; 


(b) inside or opens into a building, equipped in 
accordance with subsection 2; and 


(c) approved by the Department in accordance 
with subsection 3, 


and if the exterminator, 


(d) has a gas mask readily available at all times; 


(e) before a gas is released, searches the enclosed 
space or vault to ensure that it contains no 
person, locks the door by a padlock and keeps 
the keys in his possession; 


(f) is present during the airing-out period; and 


(g) performs the tests prescribed in subsections 
2, 3 and 4 of section 36 to determine when 
the airing-out period is completed, 


he is exempt from sections 24 to 35. 


(2) The enclosed space or vault that is inside or 
opens into a building, referred to in subsection 1, shall 
be equipped with, 


(a) a sheet-metal lining of which the joints are 
soldered, and covering the walls and ceiling; 


(b) a conerete floor or wooden floor of which the 
joints are made gas-tight by means of tar; 


(c) a rubber gasket around the perimeter of all 
doors; 


(d) an exhaust fan controlled by a switch from 
outside the enclosed space or vault, capable 
of giving ten changes of air per hour, and dis- 
charging exhaust gases into outside atmos- 
phere at a point removed from any door, 
windows or openings; and 


(e€) provision to introduce gas from outside the 
enclosed space or vault. 


(3) Before the initial use for an extermination of 
the enclosed space or vault referred to in subsection 1, 
the exterminator shall notify the Department and shall 
not proceed with the extermination until the Depar- 
ment approves the construction and equipment of the 
enclosed space or vault as required by this section. 
O. Reg. 174/56, s. 78. 


82. Where an exterminator engages in an exter- 
mination in which a group A substance is used and 
the gas is enclosed under a tarpaulin, and the exter- 
mination takes place, 


(a) outside a building while, 


(i) the exterminator and at least one other 
exterminator or assistant exterminator 
are present during the airing-out, and 


(ii) gas masks are worn by all present dur- 
ing the introduction of the gas and the 
airing-out period; or 


(b) inside a building that is separate from any 
other building, 


(1) in which no person other than persons 
engaged in the extermination is present 
during the extermination and airing- 
out, 


(ii) in which no part is used for human 
habitation, 


(iii) while the exterminator and at least one 
other exterminator or assistant ex- 
terminator are present during the 
airing-out, and 


(iv) while gas masks are worn by all present 
during the introduction of gas and 
airing-out, 


he is exempt from sections 24 to 35. O. Reg. 174/56, 
S31/98 
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83. Where an exterminator is exempt from sub- 
section 1 of section 2 of the Act, his employees are 
exempt from subsection 2 of section 2 of the Act. 
O. Reg. 174/56, s. 80. 

84. An employee of an exterminator, whose duties 
are exclusively clerical or managerial and who does not 
take part in an extermination, is exempt from sub- 
section 2 of section 2 of the Act and from this Regula- 
tion. O. Reg. 174/56, s. 81. 

85. An assistant exterminator who is the holder of 
an exterminator’s licence is exempt from subsection 2 
of section 2 of the Act. O. Reg. 174/56, s. 82. 

86. The employer of a class 4 exterminator is 


exempt from subsection 1 of section 2 of the Act. 
O. Reg. 174/56, s. 83. 


Form 1 
The Pesticides Act 

LICENCE AS A CLASS 1 EXTERMINATOR 
IN Oh Serdar... 
Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 

(name of exterminator ) 

to use a group A, B or C substance in an extermination. 


This licence expires with the 15th day of February, 19.. 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 174/56, Form 1. 


Form 2 
The Pesticides Act 


LICENCE AS A CLASS 2: EXTERMINATOR 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of exterminator) 
to use a group A substance in an extermination. 


This licence expires with the 15th day of February, 19.. 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 174/56, Form 2. 


Form 3 
The Pesticides Act 
LICENCE AS A CLASS 3 EXTERMINATOR 
INO oer 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of exterminator ) 
to use a group B or C substance in an extermination. 


This licence expires with the 15th day of February, 19. . 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 174/56, Form 3. 


Form 4 
The Pesticides Act 
LICENCE AS A CLASS 4 EXTERMINATOR 
NGn Seacme eeee 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of exterminator) 
to use a group A, B or C substance for an extermination 
in a building or a vehicle or on land occupied by himself 
or his employer. 


This licence expires with the 15th day of February, 19. . 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 174/56, Form 4. 


Form 5 
The Pesticides Act 


LICENCE AS A CLASS 5 EXTERMINATOR 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of exterminator ) 


to use a group B substance in an extermination from 
an air-borne machine. 


This licence expires with the 15th day of February, 19.. 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 194/58, s. 3. 
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Form 6 
The Pesticides Act 
LICENCE AS A CLASS 6 EXTERMINATOR 
Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 
(name of exterminator ) 


to use a group B substance for the purpose of controlling 
insects, fungi or vegetation on land. 


This licence expires with the 15th day of February, 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 25/60, s. 6. 


Form 7 
The Pesticides Act 


LICENCE AS A CLASS MUASSISTANT 
EXTERMINATOR 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 
(name of assistant exterminator) 
to serve as an employee of a class 1 exterminator. 


This licence expires with the 15th day of February, 19.. 


“(Director of Division of | 
Industrial Hygiene) 


O. Reg. 174/56, Form 5. 


Form 8 
The Pesticides Act 


RiGENCE AS AY CUSSS 2eaosis TANT 
EXTERMINATOR 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of assistant exterminator) 
to serve as an employee of a class 2 exterminator. 


This licence expires with the 15th day of February, 19.. 


"(Director of Division of — 
Industrial Hygiene) 


O. Reg. 174/56, Form 6. | 
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Form 9 
The Pesticides Act 


LICENCE AS A CUASS=3 ASSISTANT 
EXTERMINATOR 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence ts issued 


(name of assistant exterminator) 
to serve as an employee of a class 3 exterminator. 


This licence expires with the 15th day of February, 19.. 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 174/56, Form 7. 


Form 10 
The Pesticides Act 


PICBNGE 7AS AUCIASS co, Aol SDAIN: 
EXTERMINATOR 


NOI ac 


Under The Pesticides Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(name of assistant exterminator ) 
to serve as an employee of a class 5 exterminator. 


This licence expires with the 15th day of February, 19.. 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 194/58, s. 3. 


Form 11 
The Pesticides Act 


LICENCE AS A CLUASS 6 ASSISTANT 
EXTERMINATOR 


Under The Pesticides Act and the regulations,”and 
subject to the limitations thereof, this licence is issued 


(name of assistant exterminator) 


to serve as an employee of a class 6 exterminator. 


This licence expires with the 15th day of February, 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 25/60, s. 6. 
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Form 12 
The Pesticides Act 


APPLICATION FOR AN EXTERMINATOR’S 
LICENCE 


(address of applicant) 


apply for a licence as a class......exterminator, 
Tie LT Oriiayeeyae 


2. I have served as a licensed class...... assistant 


exterminator fore see le oes oko fds can in the 


employment of: 


(names and addresses of exterminators 
and periods of employment) 


. Other experience with exterminations: 


ios) 


4. Attached hereto is a doctor’s certificate as to 
my physical fitness for the purpose of conducting 
exterminations, 


(signature of applicant) 


O. Reg. 174/56, Form 8. 


Form 13 
The Pesticides Act 


APPLICATION FOR AN ASSISTANT 
EXTERMINATOR’S LICENCE 


ire ie)... Leet ae DOMIN.  HETD ak ee 
(medical officer of health) 
ile, 9 eS ea 9 oF cae ae ee eet ES Bc 
(name of applicant) 
OhDe rc ORS Srl das ypovee ata Reem Ce Peeper eee NCE Sea 
(address of applicant) 
apply for a licence as a class......... assistant 


exterminator, in Form...... 


Om learpanoweemployed bye v-aratemestdee ln 
(name of exterminator) 


(address of exterminator) 
3. I enclose a doctor’s certificate as to my physical 


fitness for the purpose of conducting extermina- 
tions. 


(signature of applicant) 


O. Reg. 174/56, Form 9. 


Form 14 
The Pesticides Act 


APPLICATION TO RENEW AN 
EXTERMINATOR’S LICENCE 


TO: «wap laeriaureyaa ae: bere oe IRR os ese 
(medical officer of health) 
Part J 
IRs) ere etre ii es Senn. aad Sean ee I eee ne 
(name of applicant) 
of 


(address of applicant) 
apply for renewal of my licence as a class...... 


exterminator issued to me on the...... day of 


2. Attached hereto are certified copies of the policies of 
insurance, or renewal certificates thereof, required 
by section 22, and covering the term of the renewal 
of my licence. 


3. I hereby certify that I have complied with the 
provisions of The Pesticides Act and the regulations. 


Part II 


(recommend or do not recommend) 
that the licence referred to herein be renewed. 


Reasons where renewal not recommended: 


‘" "(signature of medical 
officer of health) 


O. Reg. 174/56, Form 10. 


Form 15 


The Pesticides Act 


APPLICATION TO RENEW AN ASSISTANT 
EXTERMINATOR’S LICENCE 


IOee Rabe oo ee eens eye ane ch eneet ops rah Sin snl acetstes Craratatenote 
(medical officer of health) 
Part | 
ie BPE RARER Stag eT ROIS Oe FONE tepscaiets soe cle 
(name of applicant) 
Of ee De, SR See a he eee ereresunelavers = 


(address of applicant) 
apply for renewal of my licence as a class...... 


assistant exterminator issued to me on the........ 
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2. During the past year I have served as an employee of 


$5) GLO OOO) Oo Si aw re) we whe ta iat) is) tele) Semin ww ep bie) oe 6.6 0 Sew Fey) 
ein w 6 18S 216 00 ere) ab als, 516) @) 0) oleh ee) 4) 4)/a] SUC fe(e' 8 ‘siete 6) 6 slim is) «sane. 


(names and addresses of exterminators 
and periods of employment) 


3. I hereby certify that I have complied with the 
[provisions of The Pesticides Act and the regulations. 


(recommend or do not recommend) 
that the licence referred to herein be renewed. 


Reasons where renewal not recommended: 


iB) a leis) d)-u ele Sa 6 Os! 0 .@)els! @leiie o cle) pie (6) @i ele) so e/a fede: ea) Wey eh w <9) 


wis) Bi ee e(e ene ©) 0) oe \e S's (e)'a © le 1pm #0! ile (esac ¢) ie 60:8) =\.nJaliel © ii. 


“" "(signature of medical 
officer of health) 


O. Reg. 174/56, Form 11. 


Form 16 
The Pesticides Act 


APPLICATION FOR A PERMIT TO USE A 
GROUP A SUBSTANCE 


EN aly a PE a tat coos coco he amon ocala 
(name of exterminator) 

(0 ia oy SHER Cy RERECTIA u SaORTTERRRCTE SR RI en nomena) 
(address of exterminator) 

APPLY Mt One eee eres ere r een ae , Medical Officer 


of Health, for a permit to use a group A substance 


in an extermination in premises at............... 


(location of premises) 
folks aio) fe Aen eee ne ko eee 
2. 1 am the holder of a licence in Form....No...... 
3. Particulars of the extermination are as follows: 
i. Description of premises (indicate whether it is 
an attached or detached building, an apart- 


ment, a portion of a building, a vehicle or 
other premises). 


ii. Date on which premises were last inspected by 


exterminator: .. Jeet chown) cee 


iii. Date on which notice required by section 7 of 
the Act was delivered). 2.5 ues needeacwseees 


iv. Cubic feet capacity of the premises to be 


SXLELMMUMA TET tate tnd cel iele cto or ery eee ee 


vi. Name and amount of group A substances to be 
Lise ts ees Marge sheet ioe eters ees cal or 
vii. Proposed time of opening premises.......... 


viii. Names and addresses with brief description of 
duties of each assistant exterminator or other 


person who will assist 


Daterns aes See LO ee 
(signature of exterminator) 


O. Reg. 174/56, Form 12. 


Form 17 
The Pesticides Act 
PERMIT TO USE A GROUP A SUBSTANCE 


(address of exterminator) 


may use a group A substance to exterminate in premises 


(date of proposed extermination) 


in accordance with the details of the application for a 
permit, 


dated the........ Gavi VOle wat orca: cries sid be haat 


“" “(signature of medical 
officer of health) 


O. Reg. 174/56, Form 13. 


Form 18 
The Pesticides Act 
APPLICATION FOR A PERMIT TO USE 1080 


(address of exterminator) 
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Applyatorm. wasee. see, Sey , Medical Officer 
of Health, for a permit to use 1080 in an extermina- 


tIONCIN PREMISES Ata ares Sahih eee caer Ae ee ee 


ema ie me; telfis, \ 7b Gui e.aite' /exis\ 10) {6) iwi @yfelie) etic iei/a) 9) ie) (el stele 's puuie: (wi siti ias-s78 oe (agevie<a ce 


3. Particulars of the extermination are as follows: 
1. Description of area in which 1080 is to be used: 
BiviOe Of CONStOMGLLOD Emer rants. cleo ee 
Wittim berm Of OOLs emir er aie or 
Square feet area of floor space............ 
Total cubic feet volume of rooms......... 
iINumiber'of entrances): s40..2....95) oe ee: 
UseimadetoP premisesies sate ee mete oe 


ii. Number of baits containing 1080 to be used: 


ee ey 


4. Attached is a sketch plan of the premises showing 
the areas in which 1080 will be used. 


5. Attached are instructions in Form 20 signed by all 
occupants of the building in which the extermina- 
tion is to be performed. 


(signature of exterminator) 


O. Reg. 174/56, Form 14. 


Form 19 


The Pesticides Act 


PERMIT TO USE 1080 


atin tedl ese) (6 8\ 10161161." 061) 6)e)s0\ 10-0) 0 e01\6)6 9 es (epee vel s, 0/0 (6, (0,18 ,0/10| se ieclellel.s (6. ere 


(address of exterminator) 


may use 1080 to exterminate in premises at.......... 


(date of proposed extermination) 


in accordance with the details of the application for a 
permit, 


dated the........ GanycOlns wena aces BLO e 


ee 


officer of health) 
O. Reg. 174/56, Form 15. 


Form 206 
The Pesticides Act 
DANGERS OF 1080 


TAKE NOTICE that an application is being made to 
exterminate with 1080. 


The extermination is to take place on the........... of 


. In premises at 


(address of premises) 


1. 1080 is a poison absolutely fatal to human beings 
if taken into the mouth in any amount no matter 
how small. 


2. 1080 is a poison fatal to human beings if absorbed 
into the blood-stream through a cut or abrasion in 
the skin. 


3. The empty containers in which 1080 has been placed 
are extremely dangerous. 


4, The carcasses of rats, mice or other animals that 
have been killed with 1080 are highly poisonous. 


5. There is no known antidote for 1080. 
Read and signed by: 


(name of exterminator) 


certify that these signatures are the signatures of all 
occupants of the premises. 


(signature of exterminator) 


O. Reg. 174/56, Form 16. 


Form 21 
The Pesticides Act 


NOTICE OF AN AIR-BORNE EXTERMINATION 


| A Es UR Aah Nien ot cma bene as Rae, bn Mme site 
(name) 
CO ey ey Oe ep Beh thc cer ene IA chee e OMRON MENS CHOEeLEN 8 AG ic 
(address) 
apply for consent £0 Uses.) tite re trans 
(name of compound) 
LOM. cain beret ee ee ares Slane BOE. Set aisle as Sera 
(type of aircraft) 
Olas dee ee ee cropsilocatediatih. 1. anita: 


ew ewoeeeerrsresese st ® 
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The names of the pilots enrolled under section 55 
of fR.R.O. 1960, Reg. 479 who will be employed are: 


We 0619016) ow: @ (0 666: 66, «6 @i8, a) 0, (bl 6) ewe e led. ere 
OW We Cee Hits Se. 6) ale Cielo © wie w Wie ee im we 68 
BLO OLS F¥RCN Bia eS Bb 6.6. /en srs KBUEE Wier Snele fav et bie 


(signature of exterminator) 


O. Reg. 107/59, s. 2 (17). 


Form 22 


The Pesticides Act 


PESTICIDES 


CONSENT TO AN AIR-BORNE 
EXTERMINATION 


Consenti1s hereby granted, tO. 226 <.)s<c- prey eee + 2 


Co) ey Mecha OS Oe Oe Oe ee cea oo ae 
(address) 
WO USO GS. GAO TOG IMR CONG 5 Dole OhCun Gn orn oa ore gee 
(name of compound) 
from-an air-borne machine.on the. ......-.2%.00000<6 
CEOMSLOGA TCC ate e mats, accloey= este (oioleiccoleo ny eietelevtoicalaye ae 


Herween the speLrlOdS it saacvsie\cceeis.e cecsisiel. cs Gisve suave ave ete 


Reg. 479 


The following pilots enrolled under section 55 of 


R.R.O. 1960, Reg. 479 shall be employed in the per- 
formance of this extermination: 


er) 
6 SO! Oe er fo se) sw Wels 60 610 O16 Wi 666 ee 8 8 


#16. © 06 6 0 0b Ce 61s Se eis © © 6 Ces, ¥ 910 6 66 ow w 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 107/59, s. 2 (18). 


Form 23 
The Pesticides Act 
CERTIFICATE OF ENROLMENT 


is a pilot enrolled with the Ontario Department of 
Health under section 55 of R.R.O. 1960, Reg. 479 
respecting the application of organic phosphorous 
compounds in liquid form for exterminations from an 
air-borne machine in the Province of Ontario in the 


year 19.... 


(Director of Division of 
Industrial Hygiene) 


O. Reg. 107/59, s. 2 (19). 
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Regulation 480 


under The Pharmacy Act 


REGISTRATION AND APPRENTICESHIP 


1. An applicant for registration as a pharmaceutical 
chemist shall have resided in Ontario during the six 
months preceding the application. O. Reg. 191/59, s. 1. 


PART I 
APPRENTICES 
Reg. 


2. This Part applies to apprentices. O. 
191/59, s. 2. 


3. In this Part, ‘‘preceptor’’ means a pharmaceuti- 
cal chemist registered under the Act to whom an 
apprentice is indentured. O. Reg. 191/59, s. 3. 


4. An apprentice shall be at least fifteen years 
of age and shall file with the registrar, 


(a) an application for registration in Form 1; 


(b) evidence showing that he has obtained the 
required standing in the subjects prescribed 
by the University of Toronto for entrance to 
the course leading to the Degree of Bachelor 
of Science in Pharmacy; 


(c) a contract of apprenticeship with a preceptor 
in Form 2; 


(d) a certificate of the preceptor in Form 3; and 


(e) the prescribed fee. O. Reg. 191/59, s. 4. 
§.—(1) An apprentice shall serve under a contract 
of apprenticeship in Form 2 with a pharmaceutical 
chemist for a term of eighteen months of which not 
less than twelve months shall be served consecutively. 


(2) The term of apprenticeship may be served 
either before or after the required academic course of 
study, but no time served by an apprentice concurrently 
with his participation in the academic course counts 
as service of apprenticeship for the purpose of this 
section. O. Reg. 191/59, s. 5. 


6. The council may terminate a contract of ap- 
prenticeship where, in its opinion, the standard of 
performance under clause 1 or 3 of the contract is not 
sufficient for an effective apprenticeship training. 
O. Reg. 191/59, s. 6. 


7.—(1) Registration of an apprentice lapses if he 
fails, 


(a) within three years after registration, to com- 
mence the courses of study leading to the 
Degree of Bachelor of Science in Pharmacy 
of the University of Toronto; or 


(b) to attend such courses of study for two 
consecutive years after having commenced 
them. 


(2) Where the registration of an apprentice has 
lapsed by reason of accident, illness or other cause 
beyond his control, the Council may, upon his applica- 
tion, restore his registration. O. Reg. 191/59, s. 7. 


8.—(1) A preceptor shall not grant his apprentice 
leave of absence except for an annual vacation or 
on account of illness. 


(2) The preceptor shall notify the Registrar of any 
absence of the apprentice not excused under subsection 
we 


(3) A preceptor shall not indenture more than one 
apprentice at any one time. O. Reg. 191/59, s. 8. 


9.—(1) Every preceptor shall, upon completion of 
the term of apprenticeship or upon the termination 
of the contract of apprenticeship, furnish his appren- 
tice with a declaration of service in Form 4. 


(2) The preceptor and apprentice shall each notify 
the registrar of the termination of the contract forth- 
with after the termination. O. Reg. 191/59, s. 9. 


PAR Dit 


REGISTRATION OF PHARMACISTS FROM OUTSIDE 
ONTARIO 


10. This Part applies to applications for registration 
by persons who are qualified to practise pharmacy 
in a jurisdiction other than Ontario. O. Reg. 191/59, 
s. 10. 


11. Applicants for registration under this Part in 
any year shall not be registered in excess of 1 per cent 
of the registered pharmaceutical chemists in Ontario 
in the same year. O. Reg. 191/59, s. 11. 


12.—(1) The academic qualifications of an appli- 
cant for registration under this Part shall, in the 
opinion of the Council, be at least equivalent to the 
degree of Bachelor of Science in Pharmacy of the 
University of Toronto. 


(2) Where, in the opinion of the Council, the 
academic qualifications of an applicant do not satisfy 
subsection 1, the applicant shall pass such of the 
examinations that lead to the degree of Bachelor of 
Science in Pharmacy of the University of Toronto as 
the Council requires. O. Reg. 191/59, s. 12. 


13. An application for registration under this Part 
shall be in Form 5. O. Reg. 191/59, s. 13. 


14.—(1) An applicant for registration under this 
Part shall, 


(a) have resided in Ontario during the six months 
preceding the application; 


(b) be fluent in the use of the English language; 

(c) be at least twenty-one years of age; 

(d) be of good character; 

(e) have been employed as a pharmacist in a 
retail or hospital pharmacy during any twelve 
consecutive months during the three years 


preceding the date of the application; and 


(f) have completed at least eighteen months’ 
service as an apprentice in pharmacy. 


(2) An application for registration shall be accom- 
panied by, 


(a) the prescribed fee; 


(b) evidence of the applicant’s identity ; 
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(c) the applicant’s birth certificate; 


(d) evidence that the of good 


character; 


applicant is 


(e) the applicant’s academic record from the 
registrar of the college or university from 
which he graduated; 


(f) the diploma or certificate of graduation from 
each college or university from which the 
applicant graduated; 


(g) evidence of the applicant’s service as an 
apprentice; and 


(h) the certificate of an officer of the professional 
pharmaceutical association of which the 
applicant is a member, showing that the appli- 
cant is a member in good standing of that 
association. O. Reg. 191/59, s. 14. 


15.—(1) Subject to subsection 2, every applicant 
shall pass an examination set by the Faculty of 
Pharmacy of the University of Toronto, to be written 
within twelve months after the approval of the appli- 
cation and the completion of any required apprentice- 
ship or course. 


(2) The Council may approve the registration 
without examination of a person who is registered as a 
pharmaceutical chemist in a jurisdiction other than 
Ontario where, 


(a) the requirements for registration in the other 
jurisdiction are, in the opinion of the Council, 
equivalent to the requirements for registration 
in Ontario; and 


(6) persons registered under the Act may register 
in the other jurisdiction without examination. 


O. Reg. 191/59, s. 15. 


16. The Council may, as a condition to registration 
under this Part, require an applicant, 
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(a) to appear before a special committee of the 
Council; 


(b) to serve as an apprentice in Ontario for a 
term fixed by the Council; and 


(c) to complete successfully such courses in the 
Faculty of Pharmacy of the University of 
Toronto as the Council requires. O. Reg. 
191/59, s. 16: 


Lee tM! 
FEES 


17.—(1) The fee for registration as an apprentice 
under Part I is $1. 


(2) Except as provided in subsection 3, the fee for 
registration as a pharmaceutical chemist is $50. 


(3) The fee for registration as a pharmaceutical 
chemist under Part II is $175 plus $10 for each subject 
in which a second examination is written or $25, 
whichever is the lesser, but, in the event that an 
applicant is unsuccessful, $150 of the registration fee 
shall be refunded. O. Reg. 191/59, s. 17. 


18. The fees paid under subsection 1 of section 20 
of the Act are, 


(a) by a pharmaceutical chemist, $30; 


(b) by a pharmaceutical chemist who is owner or 
manager of a pharmacy, in addition to the fee 
paid under clause a, $10; 


(c) by a pharmaceutical chemist who ts a director 
of a corporation operating a pharmacy, in 
addition to the fees paid under clauses a and 
b, $25; and 


(d) by a person or corporation operating more 
than one pharmacy, for each additional 
pharmacy, $25. O. Reg. 191/59, s. 18; 
O. Reg. 308/60, s. 1. 
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Form 1 
The Pharmacy Act 
APPLICATION FOR APPRENTICESHIP REGISTRATION 


First Given Name Second Given Name Third Given Name, if any | Surname (in block letters) 
Permanent Address Toronto Address | Telephone 
Birthplace Date of Birth Age 

Month ere eee Dayeaeie Year eerasits 
Name of Father or Guardian Father’s Nationality Father’s Occupation 
Father’s Place of Birth Mother’s Place of Birth |Religious Denomination of Applicant (be specific) 
Educational Institutions attended: From To 
Elementary School 19 19 
19 19 


Continuation or High School or Collegiate Institute 


19 19 
19 19 
19 19 
College or University 
rn 19 € 19 
Special facts to be considered by the Committee on RECORD OF SERVICE IN ARMED FORCES (if any) 
Admission: 
Navy—Army—Air Force Rank... 2.0... seen eens 
Regt Non ws aniierae oon Date ot Bnlistment arm. erie 
Discharged saci eer 


Servicetim Canaday.. cic ct csmr tener sels oie keke Caterers 
Servicel Overseas aka cinci werd sttasre se toc batic tucnte a) metre 


This statement must be confirmed by official document 
at the time of registration 


Name of registered Pharmacist who will act as Preceptor 


Address of Preceptor 


Date of application Signature of Applicant 
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The following statement should be submitted only by applicants presenting other than Canadian certificates, 
Length of time (years) devoted to following subjects in various educational institutions attended by Applicant. 


Subject 


English 
Comp. 
English 
Literature 
Canadian 
History 
Modern 
History 
Algebra 
Geometry 
Trigonom- 
etry 

Physi 
Chemistry 
Zoology 
Greek 
Latin 


Elementary School 
Hien oc Gr col inst. | 


College or University 


The foregoing statements are to the best of my knowledge correct. 


Headmaster 
PIACE And ATOM Me ce eter eee oie ese ge orem etary eo NG) ores 


Examination Record (the Applicant must not make any entry beyond this point). 


Date 


Place 


Certificate 


English Composition 


i Literature 


Ancient and Mediaeval History 


Modern History 


Canadian History 


Algebra 


Geometry 


Trigonometry 


Botany 


Zoology 


Physics or 
Agric. I 


Chemistry or 


Agric. II 


Latin Authors 


“ 


Composition 


French Authors 


“~~ Composition 


German Authors 


Composition 


Lie ‘Committeesrecommende sadmissiom tOn. ... eae mie aiein ee ena ees ate without condition. 


On condition that applicant before entering Second Year obtains credit for: 
Rootive Pirst Weair ei Chie 5 cq) cas eine hima, CY mr ae Sees lows fon fon pe epee ae caemee eaeaeaaneecs sous site oe ats gee 
Lhetollowing. Pass Sub] ectsiol the Hits ty Meals oivctstem ray vetoes shaieatey cies strhoresete acces han¥d eyes Ce ler ov avmaree sete ngi ase 


The Tollowing paperstof Grade 2 and Gradensy scape msi cia: sic atu ein tals eas Oe eke 


O. Reg. 191/59, Form 1. 
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Form 2 
The Pharmacy Act 
CONTRACT OF APPRENTICESHIP 


THIS AGREEMENT made between 
hereinafter called the ‘‘Pharmacist”’, 


of the First PArT 


hereinafter called the ‘‘Apprentice’’, son or ward of 


Nene. Lae. Ake , hereinafter called the ‘‘Parent”’ or 


’ 


“Guardian”, with the consent of the said............ 


as surety for the said Apprentice, 


of the SeconD PAR’. 


WITNESSETH that the apprentice for himself 
and his parent or guardian as surety for him, jointly 
and severally agree and bind themselves as follows: 


_.(1) The apprentice shall honestly, faithfully and 
diligently serve the pharmacist in his profession and 
business of pharmacist and chemist for and during 


(LoVe: fo aa De syera ala) ae aR CoP eee ce from the day of 
the date hereof, and shall faithfully serve, keep the 
secrets of and obey the lawful commands at all times 
of the pharmacist and, other than pursuing the studies 
hereinafter mentioned, shall not during the said term 
be engaged in any other occupation, pursuit or study 
but shall devote all his or her time during regular 
business hours to such service. 


(2) The apprentice shall remain in the service of 
the pharmacist during the aforesaid period to the full 
expiration thereof and, until the term of this agreement 
expires, shal! not quit the service of the pharmacist 
except with his written consent upon notice thereof to 
the Registrar of the Council, and the apprentice shall 
not engage in the service of any other pharmacist or 
pharmaceutical chemist during the aforesaid period 
except upon the termination of this contract. 


(3) During the period of service under this agree- 
ment the pharmacist hereby agrees to teach and 
instruct the apprentice or cause him to be taught and 
instructed in a reasonable manner in the art, trade, 
business or profession of a pharmaceutical chemist and 
particularly in the subjects prescribed by the Ontario 
College of Pharmacy for study during such term of 
service, and to afford the apprentice such reasonable 
opportunities and work as may be required to enable 
him to learn the art, trade, business or profession. 


(4) The pharmacist further agrees to discharge 
this agreement upon its due completion in the form 
provided and to furnish the apprentice with a declara- 
tion as to the time of service under this agreement. 


(5S) The pharmacist may, upon notice to the 
Registrar of the Council, cancel this agreement and 
the apprenticeship service therein mentioned for cause 
or upon two weeks’ notice to the apprentice, such 
notice to be delivered to the apprentice or mailed to 
him at his last known place of residence. 


A party hereto may appeal to the Council if the 
provisions of clause 1 or 3 are not carried out and the 
Council, if of the opinion that the complaint is well 
founded, may terminate this agreement. 

IN WITNESS WHEREDOF the said parties hereto 


have hereunto set their hands and seals this.......... 


SIGNED SEALED AND 
DELIVERED in the 
presence of 


(parent or guardian) 


I hereby certify that the above-named applicant 
has submitted evidence of having the necessary 
qualifications to enter into apprenticeship and is 
consequently so registered on the records of the Ontario 
College of Pharmacy. 


Registrar-Treasurer 


O. Reg. 191/59, Form 2. 


Form 3 
The Pharmacy Act 


CERTIFICATE OF CONTRACT OF 
APPRENTICESHIP 


The Registrar-Treasurer, 
Ontario College of Pharmacy, 
46 Gerrard St. East, 

Toronto 2, Ontario. 


UEbisuisstoncertity: that s,s). «iss Peters talon denne aeeee cae 
OLN reteset Ae , with the consent of......... soe 
legal guardian, has this day entered into a binding 


contract with me, to serve as an apprentice for the 


CECI Oly at oas aes years, from the day and date 
hereof, to learn the business of pharmaceutical chemist. 


Watedrat et eevee, ican renee this 


CAV sOlre mont atere ia tte eee creas sei US eae 


Pharmaceutical Chemist 


O. Reg. 191/59, Form 3. 


Form 4 
The Pharmacy Act 
DOMINION OF CANADA | 
| In the Matter of The 
Pharmacy Act 


Province of Ontario 


To Wir: 


beUk HOC are Geer cee asec ee Olcott e onions and Province 
of Ontario, Druggist, 
Do Solemnly Declare: 
Pharmaceutical 


1. That I am a duly qualified 
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oy ADA Ee wea iva Sieiee. ok iclare ota eR RE a , a registered | And I make this solemn declaration conscientiously 


(name in full) believing it to be true, and knowing that it is of the 
same force and effect as if made under oath. 


apprentice, in pursuance of a binding contract in Declared before me at the 
writing for such purpose, has served with me as of 
an apprentice to the drug business for a term | “"**"*""****~ "7° **""" 

ATi CHE sce eis Of. 5.25 
extendingrtromitlies: 4th. «2 catke wenn day ors| this...... Gay Of aearetaats : 

Ore 
A pre EN SRS ce Rete 5p OAR RMiKeh aso oo aise ete 

A Commissioner, etc. 
st Te eet as OR ae LO: hes O. Reg. 191/59, Form 4. 
Form 5 


The Pharmacy Act 


APPLICATION FOR REGISTRATION 
BY A PHARMACIST REGISTERED OUTSIDE ONTARIO 


First Given Name: Second Given Name: SURNAME: (print) 


Present Address: | Telephone 


Permanent Address: | 


Birthplace: Date of Birth: | Age: | Nationality: 


High School qualifications: (Grade, certificate, or diplomas, etc., completed) 


University record: 
Name of University 


Dates attended 
Course completed 


Degrees received Date of graduation 


Dates of residence in Canada: 
From To 


From To 


Licence held from following Boards: 
Name Registration No. 


Name Registration No. 


Employment record: 


Name and address of employers during the last three years: 


6. "8. 9..6) cub [0 6 0E 6 1010.91) 4,0 80)» 89 0 wile ore « 6 a S.'a fh ele bunem 


CMW wr We IO Mr Re aC I a a CY CM A I WC CR CUT a erm Tee) LIK, Yer Oe ON OCLs Tice yar] tS arya ne CN oF ge we wi ere Or rm ar roel 


Signature 
O. Reg. 191/59, Form 5. 
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Regulation 481 


under The Pharmacy Act 


SALE OF DRUGS 
PRESCRIPTIONS 


1. For the purposes of section 45 and of clause b 
of section 46 of the Act, a prescription of a legally 
qualified medical practitioner or dentist shall be given 
in writing, but the prescription may be given orally 
upon the condition that the person to whom the 
prescription is given complies with C.01.041 (0) of the 
Food and Drug Regulations made under the Food and 
Drugs Act (Canada). O. Reg. 193/55, s. 1. 


2.—(1) Subject to section 3, the following drugs 
referred to in Schedule C of the Act are designated as 
drugs that may be sold by a person not otherwise 
authorized under the Act to owners of poultry for the 
treatment of poultry: 


1. Aureomycin and any salt or derivative 
thereof. 
2. Dihydrostreptomycin and any compound 


thereof. 


3. Penicillin, its salts and derivatives or pre- 
parations thereof. 


4, Streptomycin and any compound thereof. 


5. Sulphonamides and any salt, homologue or 
derivative thereof. 


6. Terramycin and any compound thereof. 


(2) A drug designated in subsection 1 may be 
sold without prescription to owners of poultry for the 
treatment of poultry. O. Reg. 26/58, s. 1. 


3. No person who is not otherwise authorized 
under the Act shall sell a drug designated in subsection 1 
of section 2 unless the drug is, 


(a) sold to the owner of poultry for the purpose 
of treating the poultry; 


(6) in a form not suitable for human use; and 
(c) combined with a substance other than a sub- 


stance referred to in subsection 1 of section 2. 
O. Reg. 26/58, s. 2. 
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Regulation 482 


under The Planning Act 


RESTRICTED AREAS—BLIND RIVER 


1. This Order applies to the lands described in the 
Schedule. O. Reg. 194/60, s. 1. 


2. The lands described in the Schedule are desig- 
nated as areas of subdivision control under section 26 
of the Act. O. Reg. 194/60, s. 2. 


3. In this Order, 


(a) “accessory building’’ means a _ detached, 
subordinate building that is not used for hu- 
man habitation and that is located on the 
same building lot as the main building; 


(b) “building lot’? means the land appropriated 
for the exclusive use of one residential building 
with accessory buildings or of one commercial 
or industrial establishment; 


(c) “dwelling unit’? means a room or a suite of 
two or more rooms, designed or intended for 
use by a person or family, in which sleeping 
accommodation and cooking facilities are 
provided but does not include accommodation 
subject to regulation by the Department of 
Travel and Publicity. O. Reg. 194/60, s. 3. 


4. For the purposes of this Order, a building shall 
be deemed to be used for residential purposes if it 
contains one or more dwelling units. O. Reg. 194/60, 
s. 4. 


5.—(1) No building to be used for residential 
purposes shall be erected on a building lot unless, 


(a) where neither a piped-water distribution sys- 
tem nor sanitary sewers are available, the lot 
has a frontage of at least 200 feet and an area 
of at least one acre; 


(b) where either a piped-water distribution system 
or sanitary sewers are available and used, the 
lot has, 


(i) a frontage of at least 100 feet, and 


(ii) an area of at least 10,000 square feet 
with an additional area of 2,000 square 
feet for each dwelling unit in excess of 
one in the building; or 


(c) where a piped-water distribution system and 
sanitary sewers are available and used, the 
lot has, 


(i) a frontage of at least 50 feet for a build- 
ing containing one dwelling unit, 60 
feet for a building containing two 
dwelling units and 70 feet for a building 
containing three or more dwelling 
units, and 


(ii) an area of at least 5,000 square feet 
with an additional 1,500 square feet 
for each dwelling unit in excess of one 
in the dwelling. 


(2) No building to be used for residential purposes, 
or an accessory building thereto, shall be erected, 


(a) in the case of a building lot where a piped 
water distribution system and_ sanitary 
sewers are available and used, within 10 feet 
of a side limit of the lot and 30 feet of the rear 
limit of the lot; and 


(b) in all other cases, within 20 feet of a side 
limit of a building lot and 30 feet of the rear 
limit of a building lot. 


(3) Where a building is used for residential purposes, 
only that building, together with accessory buildings, 
shall be erected on the building lot. O. Reg. 194/60, 
Bes 


6.—(1) No building or structure to be used for 
commercial or industrial purposes shall be erected 
within 30 feet of the side and rear limits of the building 
lot on which it is located. 


(2) When a building or structure on a building lot 
is used for commercial or industrial purposes, the 
owner or occupant of the building or structure shall 
provide and maintain, within the limits of the building 
lot, parking facilities having an area of not less than 
twice the ground floor area of the building or structure 
on the lot. O. Reg. 194/60, s. 6. 


7. No building or structure shall be erected within 
25 feet of the limits of any public highway or road 
other than those under the jurisdiction of the Depart- 
ment of Highways. O. Reg. 194/60, s. 7. 


8. Where a parcel of land exists that has an area or 
frontage less than that required by this Order and the 
parcel was held as a separate parcel before the 14th day 
of June, 1955, the parcel may be built upon. O. Reg. 
194/60, s. 8. 


9. This Order, except section 2, has the same force 
and effect and is subject to the same qualifications, 
except the requirement of approval by the Ontario 
Municipal Board, as a by-law passed under the author- 
ity of section 30 of the Act. O. Reg. 194/60, s. 9. 


Schedule 


ALL AND SINGULAR those certain parcels or 
tracts of land and premises situate, lying and being, 


FIRSTLY: 
In the Township of Lewis, in the Territorial District 
of Algoma, and being composed of, 


(a) lots 9 to 12, both inclusive, Concession IT; 


(b) all those parts of lots 7 and 8, Concession Gt 
lying north of the northerly limits of surveyed 
and patented mining claims S. 66141, S. 66146, 
S. 66154 and S. 66157; 


(c) Lot 12, Concession III; and 
(d) the area lying north of Lot 12, Concession III, 


and west of a line drawn north astronomically 
from the northeast angle of the said Lot 12. 


SECONDLY: 


In the Township of Long, in the Territorial District 
ot Algoma, and being composed of, 
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(a) lots 11 and 12, Concession 1]; 


(b) lots 1 to 4, both inclusive, and Lot 12, Con- 
cession I]; 


(c) those parts of lots 5 to 10, both inclusive, 
Concession I], lying south of Lauzon Lake; 


(d) that part of Lot 11, Concession II, lying south 
of Lauzon Lake; 


(e) locations A, B and X; and 


(f) Mill Location. 


THIRDLY: 


In the Township of Shedden, in the Territorial 
District of Algoma, and being composed of sections 
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25 to 29, both inclusive, and sections 32 to 41, both 
inclusive. 
FOURTHLY: 


In the Township of Spragge, in the Territorial 
District of Algoma, and being composed of, 


(a) sections 25 to 30, both inclusive; and 


(b) that part of the easterly one mile of Spragge 
Township lying north of section 25. 


TF IFTHLY: 


In the Township of Striker, in the Territorial 
District of Algoma, and being composed of lots 1 to 11, 
both inclusive, and the north half of Lot 12, Con- 
cession I. O. Reg. 194/60, Sched. 
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Regulation 483 


under The Planning Act 


RESTRICTED AREAS—HAILEYBURY 


1. In the area defined as lots 574 to 615, both inclusive, and lots 632 to 636, both inclusive, as shown on a 
plan registered in the Office of Land Titles at Haileybury as Plan M157, no buildings or structures, other than one 
private dwelling-house with appropriate out-buildings appurtenant thereto and occupied for the purposes of the 
dwelling-house, shall be erected on any one lot and no trade or business of any kind, except that of a doctor or 
surgeon, shall be carried on upon any lot. C.R.O. 1950, Reg. 318, s. 1. 


2. This Order expires on the 1st day of January, 1967. C.R.O. 1950, Reg. 318, s. 2. 
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Regulation 484 


under The Planning Act 


RESTRICTED AREAS—KENRICIA 
1. In this Order, 


(a) ‘accessory building’’ means a detached, subor- 
dinate building that is not used for human 
habitation and that is located on the same lot 
as the main building, and includes a private 
garage; 


(b) “boarding-house’’ means a dwelling in which 
meals are regularly served, for a consideration, 
to three or more persons other than the lessee, 
tenant or owner thereof or members of his 
family, but does not include a hotel; 


(c) “building-lot” means the land appropriated 
for the exclusive use of one dwelling or of one 
hotel or commercial or industrial establish- 
ment; 


(d) “dwelling-unit’’ means a room or a suite of 
two or more rooms, designed or intended for 
use by a person or family, in which sanitary 
conveniences are provided and in which 
facilities are provided for cooking or the 
installation of cooking equipment; 


(e) “‘one-family dwelling” or ‘‘two-family dwell- 
ing’? means a separate building containing 
respectively only one or two dwelling-units; 


(f) “family”? means one or more persons living as 
a single and non-profit housekeeping unit in a 
dwelling-unit and includes, 


(i) domestic servants, and 
(ii) roomers or boarders, 
not exceeding two; 


(g) “hotel” means any hotel, tavern, inn or public 
house in one building or in two or more con- 
nected adjacent buildings used mainly for the 
purpose of catering to the needs of the travel- 
ling public by supplying food and furnishing 
sleeping accommodation of not less than ten 
bedrooms, and includes all premises licensed 
under The Liquor Licence Act; 


(h) “shop” means any building or portion thereof 
where goods are handled, exposed or offered 
for sale or where services are offered for sale 
by retail, and includes a bowling alley, pool 
room and billiard parlour; 


(2) “tourist camp’”’ includes automobile camp and 
any land or premises equipped with cabins or 
maintained for the accommodation of the 
public and any land or premises used or main- 
tained as a camping or parking ground for the 
public whether or not a fee or charge is paid 
or made for the rental or use thereof; 


(7) “yard” means an open, uncovered and un- 
occupied space appurtenant to a_ building. 
C.R.O. 1950, Reg. 319, s. 1. 


2. In respect of the land in the geographic townships 
of Buller, Colenso, Redvers and Wabigoon in the 
Territorial District of Kenora described in the Schedule, 
uses other than those stated herein, building-lots or 


yards smaller than those stated herein and buildings 
other than those stated herein are prohibited C.R.O. 
1950, Reg. 319, s. 2. 


3. In all zones described in the Schedule, 


(a) no building shall be erected within 20 feet of 
the nearest limit of any street or within 25 
feet of the limit of the King’s Highway but 
buildings on lots 73, 74 and 75 of Plan M271 
may extend to the limit of Wabigoon Square 
and Wabigoon Street; 


(6) no building shall be erected within 10 feet of 
any boundary of the building-lot on which it 
is situated; 


(c) chimneys shall be constructed of brick and 
extend from the ground level to the required 
height; 


(d) the exterior walls of all buildings shall be of 
brick or brick veneer or shall have an exterior 
covering of clapboard, asbestos shingles or 
stucco on wire lath; and 


(e) all buildings shall have gable, hip or gambrel 
roofs. C.R.O. 1950, Reg. 319, s. 3. 


4. In the Residential Zone described in paragraph 
1 of the Schedule, 


(a) permissible uses are, 
(i) one-family and two-family dwellings, 
(ii) hospitals, 
(iii) churches, 
(iv) schools, 
and re- 


(v) public parks, playgrounds 
creational facilities, and 


(vi) accessory uses incidental to any of the 
uses in subclauses i to v; 


(b) where neither sanitary sewers nor a public 
water supply are available, the minimum size 
of building-lot and yard for a one-family or 
a two-family dwelling shall be, 


(i) in the case of a one-family dwelling, a 
lot-frontage of 80 feet, a lot-area of 
15,000 square feet and a yard-area of 
8,000 square feet, and 


(ii) in the case of a two-family dwelling, a 
lot-frontage of 100 feet, a lot-area of 
15,000 square feet and a yard-area of 
10,000 square feet; 


(c) where a public water supply, but no sanitary 
sewers, is available, the minimum size of 
building-lot and yard for a one-family or a 
two-family dwelling shall be, 


(i) in the case of a one-family dwelling, a 
lot-frontage of 50 feet, a lot-area of 
7,500 square feet and a yard-area of 
5,000 square feet, and 
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(ii) in the case of a two-family dwelling, a 
lot-frontage of 50 feet, a lot-area of 
10,000 square feet and a yard-area of 
6,500 square feet; 


(d) no building, exclusive of porches and veran- 
das thereto, shall cover less than 400 square 
feet of land-area; and 


(e) accessory buildings more than one storey or 
15 feet in height are prohibited and the 
total area occupied by accessory buildings 
shall not exceed 8 per cent of the area of the 
building-lot on which they are situated. C.R.O. 
1950, Reg. 319, s. 4. 


5. In the Commercial Zone described in paragraph 
2 of the Schedule, 


(a) permissible uses are, 


(i) all uses permitted in the Residential 
Zone where they conform to section 4, 


(ii) shops and restaurants, 

(iii) office buildings, 

(iv) hotels and boarding-houses, 
(v) service stations, 

(vi) public halls and buildings, and 


(vil) accessory uses incidental to any of the 
uses in subclauses i to vi; 


(b) where no sanitary sewers or public water 
supply is available, the minimum size of 
building-lot and yard for a shop, restaurant, 
office building, hotel, boarding-house, service 
station, public hall and public building shall 
be, 


(i) in the case of a shop, restaurant, office 
building, service station, public hall or 
public building, a lot-area of 12,000 
square feet and a yard-area of 6,000 
square feet and, where the number of 
persons employed, including the em- 
ployer, is greater than six persons, the 
yard-area shall be increased by 500 
square feet for each person employed 
in excess of six, and 


(ii) in the case of a hotel or boarding-house, 
a lot-area of 18,000 square feet and a 
yard-area of 10,000 square feet and, 
where the number of persons for whom 
sleeping accommodation is provided is 
greater than six persons, the yard- 
area shall be increased by 500 square 
feet for each person accommodated in 
excess of six; 


(c) where a public water supply, but no sanitary 
sewers, is available, the minimum size of 
building-lot and yard for a shop, restaurant, 
office building, hotel, boarding-house, service 
station, public hall and public building shall 
be, 


(i) in the case of a shop, restaurant, office 
building, service station, public hall or 
public building, a lot-area of 7,500 
square feet and a yard-area of 3,000 
square feet and, where the number of 
persons employed, including the em- 
ployer, is greater than six persons, the 
yard-area shall be increased by 500 
square feet for each person employed 
in excess of six, and 
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(11) in the case of a hotel or boarding- 
house, a lot-area of 12,000 square feet 
and a yard-area of 6,000 square feet 
and, where the number of persons for 
whom sleeping accommodation is pro- 
vided is greater than six persons, the 
yard-area shall be increased by 500 
square feet for each person accommo- 
dated in excess of six; and 


(d) no building other than accessory buildings, 
exclusive of porches and verandas thereto, 
shall cover less than 700 square feet of land 
area. C.R.O. 1950, Reg. 319, s. 5. 


6. In the Industrial Zone described in paragraph 3 
of the Schedule, 


(a) no building shall be used as a dwelling; 


(b) notwithstanding clause a, where it is essential 
to have a resident watchman, a dwelling-unit 
in the building may be provided for the use of 
the watchman as his residence, and section 4 
applies to the dwelling-unit; and 


(c) no land or building shall be used for any 
business, trade or industry that from its 
nature or the materials used therein is, under 
The Public Health Act or the regulations, de- 
clared to be a noxious business, trade or in- 
dustry. C.R.O. 1950, Reg. 319, s. 6. 


7. In the Rural Zone described in paragraph 4 of 
the Schedule, 


(a) permissible uses are, 
(1) one-family dwellings, 
(i1) agriculture, 
(iil) forestry, 


(iv) mining, quarrying and the operation of 
gravel pits, 


(v) hunting, fishing and trapping, 
(vi) tourist camps, and 


(vii) dwellings and staff houses that form 
an integral part of the uses in subclauses 
located at the site of the work and 
that conform to the requirements for 
similar uses as set out herein, in so far 
as they are applicable, and are equipped 
with water and sanitary facilities com- 
plying with The Public Health Act and 
the regulations; 


(b) the minimum size of building-lot for each of 
the uses in clause @ shall be ten acres but, 
where a building-lot has an area of less than 
ten acres and is held under distinct and separ- 
ate ownership from adjoining building-lots, 
according to the register for the lands in the 
Land Titles Office on the 2nd day of July, 
1949, the building-lot may be used for any of 
the uses in clause a; and 


(c) notwithstanding clause 6 of section 3, no 
building shall be erected within twenty feet 
of any boundary of the building-lot on which 
it is situate. C.R.O. 1950, Reg. 319, s. 7. 


8. This Order has the same force and effect and 
is subject to the same qualifications, except the require- 
ment of approval by the Ontario Municipal Board, 
as a by-law under section 30 of the Act. C.R.O. 1950, 
Reg. 319, s. 8. 
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9. This Order expires on the Ist day of January, 
9. C.R.O. 1950, Reg. 319, s. 9. 


Schedule 
1. RESIDENTIAL ZONE 


In the Township of Wabigoon and being lots 
1 to 61, both inclusive, and lots 68, 69 and 95 
of Plan M271. 


2. COMMERCIAL ZONE 


In the Township of Wabigoon and being lots 
62 to 67, both inclusive, and lots 70 to 79, both 
inclusive, of Plan M271. 


3. INDUSTRIAL ZONE 


In the townships of Redvers and Wabigoon and 
being lots 81 to 92, both inclusive, of Plan 
M271, and those parts of lots 2 and 3 in Conces- 
sion 1 in the Township of Redvers lying north- 
westerly and within 800 feet of the north- 
westerly boundary of the right of way of the 
Canadian National Railways and within 1623 
feet of the southerly limit of Lot 2. 


4, RurRAL ZONE 


In the townships of Colenso, Buller, Redvers 
and Wabigoon and being, 


(a) 


(b) 


(c) 


(d) 


Lot 12 in Concession 6 in the Township of 
Colenso; 


that part of the Township of Buller lying 
south of a line drawn on a bearing of east 
astronomically from the northeasterly angle 
of Lot 1 in Concession 1 in the Township of 
Redvers and lying west of a line drawn on 
a bearing of north astronomically from the 
northeasterly angle of Lot 12 in Concession 
6 in the Township of Colenso; 


lots 1, 2, 3 and 4 in Concession 1 in the 
Township of Redvers except those parts 
of lots 2 and 3 lying northwesterly from 
and within 800 feet of the northwesterly 
boundary of the right of way of the Cana- 
dian National Railways and within 1623 
feet of the southerly limit of Lot 2; and 


in the Township of Wabigoon and being, 
(i) lots 1, 2, 3 and 4 in Concession 4, 
(ii) lots 1, 2, 3 and 4 in Concession 5, and 


(iii) lots 1, 2, 3 and 4 in Concession 6 except 
those parts of lots 2 and 3 included in 
Plan sMi2719 IG ReOA 1950) Ree wo L9: 
Sched. 1. 
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under The Plant Diseases Act 
GENERAL (d) the names and addresses of all persons 
petitioning. 


DESIGNATION OF PLANT DISEASES 


1. The diseases named in the Schedule are desig- 
nated plant diseases within the meaning of the Act. 
O. Reg. 84/55, s. 1. 


DUTIES OF PROVINCIAL ENTOMOLOGIST 
2. The Provincial Entomologist shall, 


(a) instruct inspectors in methods of controlling 
or eradicating plant diseases; 


(b) assist inspectors by supplying information in 
respect of plant diseases; 


(c) supervise the work of the inspectors; and 


(d) carry out his duties prescribed by the Act 
and this Regulation. O. Reg. 84/55, s. 2. 


DUTIES OF INSPECTORS 
3. Inspectors shall, 


(a) carry out such duties as are assigned to them 
by the Director and the Provincial Ento- 
mologist under the Act and this Regulation; 
and 


(6) report on inspections with respect to the 
control or eradication of plant diseases to the 
Director and the Provincial Entomologist. 
O. Reg. 84/55, s. 3. 


LICENCES 


4.—(1) An application for a licence to operate a 
nursery shall be in Form 1. 


(2) A licence to operate a nursery shall be in Form 2. 


(3) The fee for a licence is $1 and shall be forwarded 
with the application for the licence. 


(4) A licence expires with the 31st day of December 
of the year for which it is issued. O. Reg. 84/55, s. 4. 


§.—(1) An application for a licence as a dealer in 
nursery stock shall be in Form 3. 


(2) A licence as a dealer in nursery stock shall be 
in Form 4. 


(3) The fee for a licence as a dealer in nursery stock 
is $1 and shall be forwarded with the application for 
the licence. 


(4) A licence expires with the 3ist day of December 
of the year for which it is issued. O. Reg. 84/55, s. 5. 


ESTABLISHMENT OF PLANT DISEASE 
CONTROL AREAS 


6.—(1) One or more persons may petition the 
Director for the establishment of a plant disease 
control area for any designated plant disease and the 
petition shall include, 


(a) the defined limits of the area; 
(b) the name of the plant disease; 


(c) the names and addresses of all owners or 
occupiers of land within the area; and 


(2) A petition shall be in Form 5. 


(3) On receipt of a petition under subsection 1, 
the Director shall obtain a report from the Provincial 
Entomologist or an inspector in respect of the estab- 
lishment of the plant disease control area petitioned for. 


(4) The director may by order establish the area 
petitioned for as a plant disease control area with 
such variations and for such period of time as he deems 
proper. 


(5) Where a plant disease control area has been 
established for a plant disease, every person owning or 
occupying land within the area shall carry out the 
provisions of the Act and this Regulation with respect 
to the control or eradication of the plant disease on 
his land. O. Reg. 84/55, s. 6. 


CONTROL OR ERADICATION OF PLANT DISEASES 
7.—(1) No person who operates a nursery shall, 


(a) take stock or permit stock to be taken for the 
purpose of propagation from any tree or 
shrub infected with a plant disease; or 


(b) use or permit to be used stock taken for the 
purpose of propagation from any tree or 
shrub infected with a plant disease. O. Reg. 
84/55, s. 7 (1), revised. 


(2) No person who operates a nursery or is a dealer 
in nursery stock shall sell or permit to be sold nursery 
stock propagated from stock obtained for purposes of 
propagation from any tree or shrub infected with a 
plant disease. O. Reg. 84/55, s. 7 (2). 


8.—(1) Every person licensed to operate a nursery 
or to be a dealer in nursery stock may attach to, 


(a) any plant; and 


(b) where more than one plant is packaged in a 
box or other container, the box or other 
container, 


a certificate as to the freedom from plant disease of 
the plant or plants, as the case may be. 


(2) Upon the report of an inspector, the Provincial 
Entomologist may issue the certificate to the licensee. 

(3) A certificate shall be in Form 6. O. Reg. 
84/55, s. 8. 


APPLE MAGGOT 


9. Every person who is the owner or occupant of 
land on which there are apple trees or hawthorn 
trees in a plant disease control area for apple maggot, or 
in a municipality having a by-law designating maggot 
as a plant disease under section 5 of the Act, shall, 


(a) spray the trees during the apple-growing 
season with lead arsenate, DDT or methoxy- 
chlor at such intervals of time, but at least 
twice during the season, as will ensure destruc- 
tion of apple maggot; or 
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(b) cut down and destroy before the 30th day of 
June all hawthorn trees or apple trees growing 
on the land. O. Reg. 84/55, s. 9. 


BACTERIAL RING ROT 


10.—(1) Subject to subsection 2, where bacterial 
ring rot is found in potatoes, the owner or person in 
possession of the potatoes shall dispose of all potatoes 
on the premises in the manner set out in subsections 4 
ands. 


(a) where the bacterial ring rot is found on or 
before the 15th day of February, not later 
than the 15th day of March next following; 
and 


(b) where the bacterial ring rot is found after the 
15th day of February, within two weeks of 
the finding of bacterial ring rot or before the 
15th day of March, whichever is the later. 


(2) Subsection 1 does not apply to potatoes that 
are treated before the 15th day of February with 
maleic hydrazide and that after the treatment show no 
evidence of sprouting at any time. O. Reg. 253/58, 
Sachs 


(3) Potatoes infected with bacterial ring rot may 
be disposed of for any purpose other than for seed. 
O. Reg. 84/55, s. 10 (3). 


(4) Subject to subsection 5, where in disposing of 
potatoes infected with bacterial ring rot the potatoes 
are removed from the premises in bags or other con- 
tainers, the bags or other containers shall be marked 
with the words ‘“‘table potatoes’. O. Reg. 253/58, 
Stile 


(5S) Potatoes infected with bacterial ring rot that 
are in containers not marked with the words ‘“‘table 
potatoes”’ shall be, 


(a) used for processing purposes; 
(b) fed to live stock; 


(c) removed from the premises for the purpose of 
processing, feeding to live stock or destruction; 
or 


(d) destroyed so that the premises can be dis- 
infected. O. Reg. 84/55, s. 10 (5); O. Reg. 
Z5SIS8.'S. 1a: 


(6) The owner or person in possession of premises 
on which potatoes infected with bacterial ring rot are 
found shall, after disposal of all potatoes, disinfect, 


(a) all warehouses, cellars, bins and other parts 
of the premises in which the potatoes were 
handled or stored; 


(b) all machinery, other equipment and_ tools 
that come into contact with the potatoes; 


(c) all parts of vehicles that were used in the trans- 
portation of potatoes and that came into con- 
tact with the potatoes; 


(d) all bags, crates and baskets used in handling 
or storing the potatoes; and 


(e) all potato planters and other equipment and 
tools used in the planting of the potato crop 
in which bacterial ring rot was found. 


(7) Except with the written permission of an in- 
spector, disinfection under subsection 6 shall be made 
before any potatoes are brought upon the premises. 
O. Reg. 84/55, s. 10 (6, 7). 


(8) Disinfection under subsection 6 shall be made, 


(a) in the case of warehouses, cellars, bins and 
other parts of premises, and crates and baskets, 
by spraying thoroughly all surfaces with cop- 
per sulphate solution prepared by dissolving 
copper sulphate in water in the proportion 
of one pound of copper sulphate to ten gallons 
of water; 


(b) in the case of machinery, other equipment, 
tools and vehicles, by spraying thoroughly or 
drenching all exposed surfaces thereof with a 
solution of formalin prepared by mixing 
formalin with water in the proportion of one 
pint of formalin to thirty gallons of water; 
and 


(c) in the case of bags, by soaking them for at 
least two hours in the solution prescribed in 
clause b. O. Reg. 84/55, s. 10 (8), revised. 


(9) No person shall use or permit to be used 
machinery, other equipment, tools or vehicles that have 
been in contact with potatoes infected with bacterial 
ring rot unless the machinery, other equipment, tools 
or vehicles have been disinfected. 


(10) Every person owning or occupying premises 
where bacterial ring rot is found in potatoes shall, 
upon the request of an inspector, report the manner 
of disposal of all potatoes from the premises and, where 
the potatoes have been disposed of to other persons, 
the names and addresses of the persons. 


(11) No person shall exhibit potatoes infected 
with bacterial ring rot at any agricultural fair or 
exhibition. 


(12) No person shall store seed-potatoes in any 
part of a warehouse or other place of storage where 
potatoes infected with bacterial ring rot were stored 
unless that part of the warehouse or other place of 
storage is disinfected before the seed-potatoes are 
stored. 


(13) No dealer shall store seed-potatoes in any 
warehouse or other place of storage commonly used 
for potato storage unless the entire space to be used 
for storage of the seed-potatoes is disinfected before the 
seed-potatoes are stored or is used only for the storage 
of seed-potatoes. O. Reg. 84/55, s. 10 (9-13). 


BLACK KNOT 

11. Every person who is the owner or occupier 
of land on which there are trees or shrubs in a plant 
disease control area for black knot, or in a municipality 
having a by-law designating black knot as a plant 
disease under section 5 of the Act, shall, 


(a) in the case of infestation by black knot on 
the trunk of a tree, cut out the area of infes- 
tation; and 


(b) in the case of infestation by black knot on 
a shrub, or the limb of a tree, cut off the shrub 
or limb at least four inches below the area of 
infestation, 


and destroy all infested parts of the tree or shrub by 
burning. O. Reg. 84/55, s. 11. 


FIRE BLIGHT AND SAN JOSE SCALE 


12. Every person who operates a nursery or is 
a dealer in nursery stock shall break down and destroy 
by burning all plants infected with fire blight or infested 
with San Jose scale on his premises. O. Reg. 84/55, 
Son ees LO 

LITTLE PEACH, PEACH YELLOWS, X-DISEASE 

13. Every person who is the owner or occupier 

of land on which there are peach trees shall cut down 
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and destroy by burning all peach trees infested with 
little peach, peach yellows or X-disease of peach. 
O. Reg. 84/55, ss. 13-15. 


GRANTS 


14.—(1) Where a municipality has passed a by-law 
under section 5 of the Act and appointed one or more 
municipal inspectors to enforce the Act and the regu- 
lations within the municipality with respect to a plant 
disease designated in the by-law, the Minister, out of 
the moneys appropriated therefor by the Legislature, 
shall make grants so as to reimburse the municipality 
to the extent of 50 per cent of the amounts paid by the 
municipality for the remuneration of the inspectors for 
the enforcement of the Act and the regulations within 
the municipality. 


(2) Where the moneys appropriated by the Legis- 
lature are insufficient to pay the grants under subsection 
i, the grants shall be decreased pro rata. O. Reg. 
49/ SOh) Sail 


Schedule 


Item | Common Name Scientific Name 
1 Apple maggot Rhagoletis pomonella 
(Walsh) 
2 Bacterial ring rot | Corynebacterium sepen- 


donium (Spieck. & 

Kotth.) Skapt. & Burkh. 

3 Black knot Dibotryon morbosum 
(Schw.) T. & S. 

Erwinia amylovorus 

| (Burrill) Winslow et al. 


4 Fire blight 


3 Little peach Little peach virus 


6 Peach yellows Peach yellows virus 


7 X-disease of 

peach X-disease virus 

Aspidiotus perniciosus 
Comst. 


8 San Jose scale 


9 Bulb and stem 
nematode 


Ditylenchus dipsaci 
(Kuhn 1857) Filipjev, 
1936 


O. Reg. 84/55, Sched. 1; O. Reg. 269/57, s. 1. 


Form 1 
The Plant Diseases Act 


APPLICATION FOR LICENCE 
TO OPERATE A NURSERY 


To the Director, 

Fruit Branch, Department of Agriculture, 
Parliament Buildings, 

Toronto. 


(address) 


applies for a licence to operate a_nursery under The 
Plant Diseases Act and the regulations, and in support 
of this application the following facts are stated: 


io Businesstaddresston applicant mans cy sa eee ee 
2. Namezof nursenycegeimmab het Rae re ee .as och tel omen 
3. Ownemormurseny a, eee Med Leek Oe PRY ooo oes 


ship or corporation, and if partnership, give names of 
all partners) 


4 THeadioiiceronmursenveneaceie alae nts Serene 


address, municipality, county) 


5. Locations of premises where plants are grown or 
offered for sale: 


Con- Town- 
Item | Lot No. cession ship County 
1 | 
: | 
3 
4 


6. The premises of the nursery comply with the Act 
and the regulations. 


7. The licence fee of $1 accompanies this application. 


(title of persons signing if a 
partnership or corporation) 


O. Reg. 84/55, Form 1. 
Form 2 
The Plant Diseases Act 
Licence NOs... eee 
LICENCE LO OPERATE A NURSERY 
Under The Plant Diseases Act and the regula- 


tions, and subject to the limitations thereof, this 
licence is issued 


(address) 
to operate a nursery under the name of.............. 


(location) 
This licence expires with the 31st day of December, 
LO 


Issued at Toronto the...... GaysOtne ee eas nO 


Director 


O. Reg. 84/55, Form 2. 
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Form 3 
The Plant Diseases Act 


APPLICATION FOR A LICENCE 
AS A DEALER IN NURSERY STOCK 


To the Director, 

Fruit Branch, Department of Agriculture, 
Parliament Buildings, 

Toronto. 


(address) 


applies for a licence as a dealer in nursery stock under 
The Plant Diseases Act and the regulations, and 
in support of this application the following facts are 
stated: 


deeb usinessiaddress ob applicante. . rehearses 


DP AOWMEMOMDUISINESS: Sick eminle Si. cee ceR Mite aatcaatn tee 


ship or corporation, and if partnership, give names 
of all partners) 


3. Locations of premises where plants are grown or 
offered for sale: 


Con- Town- 
Item | Lot No. cession ship County 
1 
; = = 
3 
4 


4. The premises where business is carried on and where 
plants are grown or offered for sale comply with the 
Act and the regulations. 


5. The licence fee of $1 accompanies this application 


(title of person signing, if a 
partnership or corporation) 


O. Reg. 84/55, Form 3. 


Form 4 
The Plant Diseases Act 


Licence No........ 


LICENCE AS A DEALER IN 
NURSERY STOCK 


Under The Plant Diseases Act and the regula- 
tions, and subject to the limitations thereof, this 


LEER ERI SMSS Te Cal Owes tadey as teen tal ores! emo Racha 


(address) 


as a dealer in nursery stock under the name of........ 


(location) 


This licence expires with the 31st day of December, 
19. 


Issued at Toronto the...... Cay Ole Abin oe aie thats Ras Serta 


Director 


O. Reg. 84/55, Form 4. 


Form 5 
The Plant Diseases Act 


PETITION FOR ESTABLISHMENT OF 
A PLANT DISEASE CONTROL AREA 


(name of plant disease) 


To the Director, 

Fruit Branch, Department of Agriculture, 
Parliament Buildings, 

Toronto. 


(address) 


petition for the establishment of a plant disease control 


(name of petitioner) 


ARCA Oli cia ste a ae a oes Ma APN SoG Ae eae ON ae Lote a ar 
(name of plant disease) 


under The Plant Diseases Act and the regulations, 
and in support of this petition the following facts are 
stated: 


1. The defined limits of the plant disease control area 


area and the locations of the orchards to be included 
in the area) 


2. The names and addresses of all owners or occupiers of 
land within the area are as follows: 


State whether 
Item Name Address occupant is 
owner 
1 
2 
3 
4 
{ 


3. Each petitioner undertakes to comply with the 
Act and the regulations providing for the control or 


CLACICAWO ss Olin cletautaieia mamas Ceseei eset oe gia Soo 
(name of plant disease) 


on lands that he owns or occupies within the area. 
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4. The particulars of the locations of the orchards in the area are as follows: 


: ; Acreage 
Item Lot No. Concession Township County 
Bearing Non-bearing 
1 
2 
3 
4 
5. Where the plant disease is apple maggot, state Form 6 
whether all apple-bearing treesare at least 300 yards é 
from the limits of the plant disease control area: The Plant Diseases Act 


CERTIFICATE OF FREEDOM FROM 


ee oe es Or no) ; dik PLANT DISEASES 


CERTInICATE NOs ye ears eens 


6. The signatures of all petitioners: Decent Bata) plans 


SOLOW Il eee een Oe aeNe tena Gore Dheaete ea yaaa de te one 
eee etetie dey neg Viena ene egrnet | or -We Rc al-ntrvay ssboanas-uaevmatenenel (state whether in the nursery, farm garden, 
orchard or other place) 


Akeptionktnespremises. Of wmeyreen aera ite a one 
(name of dealer in nursery 


(state plant diseases) 


aaa Sh ceato wet ae ry se | Ra EE Weds Roe AE SE ES under The Plant Diseases Act and the regulations. 
Dated at Guelph, Ontario, the...... day Of seo pnee 
Datedieatire.. tts. seis atte. mOntarros these. daywot |) 19: 


Provincial Entomologist 
* Strike out words not applicable. 
O. Reg. 84/55, Form 5. O. Reg. 84/55, Form 6. 
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Regulation 486 


under The Police Act 


GENERAL 
Part I 
MUNICIPAL POLICE FORCES 


1. This Part applies to a police force established 
under Part II of the Act. O. Reg. 174/51, s. 1. 


2. In this Part ‘‘council’’ includes the trustees of a 
police village. O. Reg. 174/51, s. 2. 


DISCIPLINE 


3. The code of offences against discipline in the 
Schedule applies to every police force. O. Reg. 174/51, 
s. 3, revised. 


4.—(1) Where a report or complaint of an offence 
against the code has been made against a constable 
or other police officer other than the chief constable, 
the chief constable shall forthwith inform the con- 
stable or other police officer of the exact charge against 
him. O. Reg. 174/51, s. 4, revised. 


(2) The charge shall disclose an offence against the 
code and give such details of time and place as to leave 
the accused under no misapprehension as to the offence 
with which he is charged. O. Reg. 174/51, s. 5. 


(3) The charge shall be written upon a charge sheet 
which may be in Form 1 and shall be served as soon as 
is practicable upon the accused together with the report 
or complaint on which it is founded and all reports 
thereon, whether confidential or otherwise, of which the 
substance is given in evidence at the hearing. O. Reg. 
W451. Ss. 6. 


5. The accused shall state in writing upon the 
charge sheet within forty-eight hours of the time it is 
served upon him whether he admits or denies the charge. 


O. Reg. 174/51, s. 7. 


6. Where the accused denies the charge, he may 
offer an oral or written explanation to the chief con- 
stable and, if the chief constable is satisfied with the 
explanation, he may forthwith dismiss the charge. 
O. Reg. 174/51, s. 8. 


7. Where the accused admits the charge or refuses 
to comply with section 5, the chief constable may, 
subject to subsection 2 of section 10, forthwith impose 
the punishment under section 12. O. Reg. 174/51, 
s. 9, revised. 


8.—(1) Where the accused denies the charge and 
does not offer a satisfactory explanation, the chief 
constable shall order the accused to appear before him 
at a hearing at a fixed time and place, and the accused 
may state in writing the names of witnesses who are 
members of the police force and whom he desires to 
have present at the hearing. 


(2) The chief constable shall order those witnesses 
to be present at the hearing. O. Reg. 174/51,s. 10(1, 2), 


(3) At the hearing before the chief constable, the 
accused shall have an opportunity of, 


(a) hearing the evidence against him; 


(b) cross-examining the witnesses; 


(c) calling witnesses, whether members of a police 
force or any other persons, in his defence; and 


(d) presenting his argument, 


but if the accused absconds or refuses or neglects with- 
out good and sufficient cause to attend the hearing at the 
time and place fixed, the case may be decided in his 
absence. O. Reg. 174/51, s. 10 (3); O. Reg. 51/59, 
s. 1, revised. 


(4) The accused may have any other member of 
the force to assist him in presenting his case before the 
chief constable or, where there is an appeal, before the 
council or, where there is a board, before the board. 
O. Reg. 174/51, s. 10 (4). 


9. The decision of the chief constable shall be 
written upon the charge sheet and forthwith served 
upon the accused who shall acknowledge receipt 
thereof in writing. O. Reg. 174/51, s. 11. 


10.—(1) The decision of the chief constable shall be, 
(a) to dismiss the charge; or 


(b) to find the accused guilty and award a punish- 
ment under section 12. 


(2) Any punishment is subject to the approval of the 
council or, where there is a board, of the board, and 
the council or board, as the case may be, may alter 
or confirm the punishment. O. Reg. 174/51, s. 12. 


11.—(1) A member of a police force who feels 
aggrieved by the decision of the chief constable may 
appeal to the council or, where there is a board, to the 
board, against the decision by serving notice in writing 
upon the chief constable within seven days from the 
time of service of the decision. 


(2) The council or board hearing the appeal shall 
inquire into the facts in the presence of the accused 
who shall have an opportunity of cross-examining 
witnesses, calling witnesses in his defence and present- 
ing his argument. 


(3) The council or board shall determine whether 
or not the accused is guilty of the offence charged 
and if guilty may confirm the punishment awarded 
by the chief constable or impose any other punishment 
under section 12. 

(4) The hearing of the appeal shall, if required 
by the accused, be open to the public but, where 
the council or board is of the opinion that a public 
hearing would be detrimental to the administration of 
justice, it may direct that the hearing be held am camera. 
O: Rego i74y/S ins. 13% 


12.—(1) A member of a police force who is guilty 
of an offence against the code may be punished by, 


(a) dismissal; 


(b) being required to resign forthwith or at such 
date as is ordered; 


(c) reduction in rank; 
(d) reduction in pay; 


(e) forfeiture of leave; 
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(f) forfeiture of one or more good conduct badges; 
(g) reprimand; or 
(h) caution. 


(2) A reduction in pay is limited to a definite 
period, not to exceed twelve months, stated in the 
decision by which the punishment is imposed. O. Reg. 
174/51, s. 14. 


13. With the consent of the council or, where there 
is a board, of the board, the chief constable may 
authorize and direct the deputy chief constable or 
other senior police officer to exercise his powers and 
perform his duties under this Part. O. Reg. 174/51, 
See15% 


14. Where a police force has no chief constable, the 
head of the council shall exercise the powers and per- 
form the duties of a chief constable in suspending any 
constable under section 19 or hearing any charge 
of an offence against the code, and an appeal from his 
decision shall be heard by the council in accordance 
with this Part. O. Reg. 174/51, s. 16. 


15.—(1) The council or, where there is a board, the 
board shall hear any charge against the chief constable, 
and may hear any charge against a constable or other 
police officer in the first instance. 


(2) Where a council or board hears a charge under 
subsection 1, sections 4 to 9, subsection 1 of section 10 
and section 12 apply, and the council or board, as the 
case may be, shall exercise the powers and perform the 
duties of the chief constable. O. Reg. 174/51, s. 17. 


16.—(1) Upon notice to the accused, a council or, 
where there is a board, the board may designate a 
county court judge, a magistrate or a board of com- 
missioners of police, who consents to the designation, 
to hear a charge or appeal that the council or board 
may hear. 


(2) The provisions applying to the hearing of a 
charge or an appeal by a council or board apply, 
mutatis mutandis, to the hearing by a judge, magistrate 
or board designated under subsection 1. 


(3) The judge, magistrate or board designated 
under subsection 1 shall determine the charge or appeal 
and, where the accused is found guilty of an offence 
against the code, shall award a punishment under 
section 12. 


(4) The decision of the judge, magistrate or board 
shall be deemed to be the decision of the council or 
board that designated such judge, magistrate or board. 
O. Reg. 314/58,.s. 1. 


17. No chief constable, constable or other police 
officer is subject to any penalty mentioned in section 12 
except after a hearing as provided by this Part but 
nothing herein affects the authority of a council or 
board, : 


(a) to dispense with the services of any member 
of the police force for the purpose of reducing 
the size of or abolishing the police force, 
where the reduction or abolition is not in 
contravention of the Act; 


(b) to dispense with the services of any constable 
within one year of his appointment to the 
force; or 


(c) to make rules or regulations for the retire- 
ment of members of the police force who are 
entitled to a pension under a pension plan 
referred to in clause c of section 38 of the 
Act and to retire the members in accordance 
with those rules or regulations. O. Reg. 
35/53,8:. 1: 


18. Where a person directed to hold an investigation 
into the performance of duties by a chief constable 
under subsection 1 of section 48 of the Act reports that 
the chief constable does not perform his duties in a 
manner fitted to satisfy the requirements of his position, 
the council or, where there is a board, the board may 
reduce the chief constable in rank and in pay in accord- 
ance with the rank to which he is reduced. O. Reg. 
160/58, s. 1. 


19.—(1) Where any constable or other police officer 
is charged with an offence against the code, the chief 
constable may suspend him from duty and, subject to 
the approval of the council or, where there is a board, 
of the board, may suspend him from duty without 
pay, pending the hearing of the charge. 


(2) Where the chief constable is charged with an 
offence against the code, the council or, where there is 
a board, the board may suspend him from duty with 
or without pay, pending the hearing of the charge. 


(3) Where a chief constable, constable or other 
police officer has been suspended from duty under 
this section and is found not guilty of the charge 
against him, the suspension shall be deemed to have 
been with pay. 


(4) Where a chief constable, constable or other 
police officer has been suspended without pay and is 
found guilty of the charge against him, the board or 
council that imposes, alters or confirms the punishment 
may direct that he is entitled to his pay for all or any 
part of the period of suspension. O. Reg. 174/51, s. 19. 


QUALIFICATIONS 


20. No chief constable, constable or other police 
officer shall be appointed to a police force unless he is, 


(a) a British subject; 


(b) between twenty-one and thirty-five years of 
age or, in the case of a chief constable, between 
twenty-one and forty-five years of age except 
where he has had previous experience in police 
work for a period of time not less than the 
difference between his age and the upper 
age-limit specified; 


(c) at least five feet and eight inches in height; 


(d) certified by a legally qualified medical practi- 
tioner to be in good health, mentally and 
physically, and fit for duty as a member of a 
police force; 


(e) qualified educationally to enter a high school; 
and 

(f) of good moral character and habits. O. Reg. 

174/51, s. 20. 


CLOTHING AND EQUIPMENT 


21. A municipality shall supply and keep supplied 
every chief constable, constable and other police 
officer with, 


(a) a tunic, trousers, great-coat and head-dress 
of appropriate colour and material and of a 
distinctive design suitable for a chief constable 
or constable; and 


(6) such other clothing and equipment as are 
necessary to enable him to perform his duties. 
O. Reg. 174/51, s. 21. 


22. A constable, while on duty, shall wear the tunic, 
trousers and head-dress described in section 21 except 
when engaged in a special duty at the direction of the 
chief constable or, where there is no chief constable, 
the head of the council. O. Reg. 174/51, s. 22. 
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23. A municipality shall pay to each member of 
the board who is designated by the Lieutenant Governor 
in Council or appointed by the Attorney General, 


(a) in cities having a population exceeding 
500,000 according to the last revised assess- 
ment roll, not less than $1,000 a year; 


(b) in cities having a population exceeding 
100,000 and not exceeding 500,000 according 
to the last revised assessment roll, not less 
than $500 a year; 


(c) in cities having a population not exceeding 
100,000 according to the last revised assess- 
ment roll, not less than $300 a year; and 


(d) in municipalities other than cities, not less 
than $100 a year. O. Reg. 174/51, s. 23. 


24. The board shall hold at least one regular 
meeting every three months. O. Reg. 174/51, s. 24. 


25.—(1) Unless authorized by the board or council, 
no chief constable, constable or other police officer shall 
take or act upon any order, direction or instruction 
of a member of a board or council. 


(2) Notwithstanding the code, a chief constable, 
constable or other police officer shall report forthwith 
to the Crown attorney of the county or district in which 
the police force has jurisdiction the particulars of any 
order, direction or instruction that he is prohibited 
from taking or acting upon under subsection 1, and the 
Crown attorney shall report the particulars to the 
Attorney General. O. Reg. 174/51, s. 25. 


Part II 
ONTARIO PROVINCIAL POLICE FORCE 


26. This Part applies to the Ontario Provincial 
Police Force. O. Reg. 174/51, s. 26. 


27. lowethisn Bart. 
Provincial Police Force. 


“Force’’ means the Ontario 
OW Ree. 174/54 sy 27 


APPOINTMENT TO THE FORCE 


28. Applications for appointment to the Force 
shall be made in writing to the Commissioner. O. Reg. 
174/51, s. 28. 


29. No person shall be appointed to the Force 
unless he, 


(a) isa British subject; 


(b) is between twenty-one and thirty-five years 
of age and produces a birth certificate or other 
proof of age; 


(c) is at least five feet and eight inches in height; 


(d) weighs not less than 160 pounds and not more 
than 200 pounds; 


(e) is certifed by a legally qualified medical 
practitioner in the public service of Ontario to 
be in good health, mentally and physically, 
and fit for duty as a member of the Force; 


(f) produces satisfactory proof of at least two 
years of high school education or its equi- 
valent and passes the educational test required 
by the Commissioner; and 


(g) is of good moral character and habits and 
submits at least three satisfactory references 
as to his character and previous employment. 
O. Reg. 174/51, s. 29; O. Reg. 242/57, s. 1. 


30.—(1) The Commissioner may require the 
applicant to appear personally before him in order to 
determine his suitability for appointment. 


(2) The Commissioner is not obliged to give any 
reason for the rejection of an applicant. O. Reg. 
174/51, s. 30. 


31.—(1) All articles of uniform and equipment 
necessary for the performance of duty shall be provided 
at the public expense but, where damage or loss is 
occasioned by the fault of a member of the Force, 
the cost of replacement shall be borne by him. 


(2) As a guarantee for the return in good order of 
all articles of uniform and equipment upon his resig- 
nation or retirement, the sum of $35 shall be deducted 
from the first month’s pay of every provincial constable 
and shall be paid to him upon his compliance with 
subsection 2 of section 46. O. Reg. 174/51, s. 31. 


DISCIPLINE 


32. Section 3 applies to the Force, and in the 
code for the purpose of this Part, 


(a) ‘‘chief constable’? means the Commissioner; 
Reg. 


(b) “police force’’ means the Force. O. 
ESM Gis SR, 


33. A violation of the Act or of this Part by a 
member of the Force is an offence against the code. 
O. Reg. 174/51, s. 33. 


34. The Commissioner may suspend from duty 
any member of the Force who is charged with an offence 
against the code, until the charge has been disposed of 
and during the period of suspension the member shall 
not, 


(a) exercise any power or authority vested in him 
as a member of the Force; or 


(b) wear or use any article of clothing or equip- 
ment issued to him as a member of the Force. 


O. Reg. 174/51, s. 34. 


35. Where a report or complaint of an offence 
against the code is made against a member of the Force, 
he shall, as soon as possible, be informed in writing of 
the exact charge against him and of the names of the 
witnesses to be called. O. Reg. 174/51, s. 35. 


36. The written charge shall disclose an offence 
against the code with such details as to time and place 
as leave the accused under no misapprehension as 
to the offence with which he is charged. O. Reg. 174/51, 
By CD 


37.—(1) The Commissioner shall order the accused 
to appear before him at a hearing at a fixed time and 
place and the accused may state in writing the names 
of witnesses he desires to have present at the hearing. 


(2) Where practicable, the Commissioner shall 
procure the attendance of the witnesses named by the 
accused under subsection 1. 


(3) At the hearing before the Commissioner, the 
accused shaJ] have an opportunity of, 


(a) hearing the evidence against him; 

(b) cross-examining the witnesses; 

(c) calling witnesses in his defence; and 

(d) presenting his argument, 
but if the accused absconds, refuses or neglects without 
good and sufficient cause to attend the hearing at the 


time and place fixed, the case may be decided in his 
absence. O. Reg. 174/51, s. 37, revised. 
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38. The decision of the Commissioner shall be, 
(a) to dismiss the charge; or 


(b) to find the accused guilty and to award a 
punishment under section 40. O. Reg. 174/51, 
5.138: 


39. The accused shall be notified in writing of the 
decision of the Commissioner. O. Reg. 174/51, s. 39. 


40.—(1) A member of the Force who is found 
guilty of an offence against the code may be punished 


by, 


(a) reprimand; 


(b) subject to the approval of the Attorney 
General, a deduction from pay not exceeding 
thirty days’ pay deductible at a rate not 
exceeding five days’ pay a month, the whole 
amount due being deductible forthwith in the 
event that the member leaves the Force; 


(c) dismissal; 
(d) being required to resign; or 
(e) reduction in pay, seniority or rank. 


(2) Where the Commissioner decides to impose 
punishment under clause c, d or e of subsection 1, he 
shall recommend accordingly to the Attorney General 
ee may cause the punishment to be brought into 
effect. 


(3) A reduction in pay under clause e of subsection 
1 shall be limited to a definite period not exceeding 
twelve months. O. Reg. 174/51, s. 40. 


41. In the absence of or at the direction of the 
Commissioner, a person designated by the Com- 
missioner shall hear and determine any complaint of 
an offence against the code and for this purpose has 
the same powers and duties as the Commissioner to 


try the accused and impose punishment. O. Reg. 
SIO, Si: 


GENERAL 


42.—(1) A member of the Force may communicate 
to the Commissioner, through the proper channels of 
communication within the Force, any grievance, com- 
plaint, appeal or representation relating to the Force, 
but he shall not communicate the grievance, complaint, 
appeal or representation to any other person. 


_@) A grievance, complaint, appeal or representa- 
tion shall be in writing. 


(3) No complaint of a trivial or fault-finding 
nature shall be made or considered. O. Reg. 174/51, 
s. 42. 


43. Every member of the Force shall devote his 
whole time and attention to the service of the Force 
and shall not engage directly or indirectly in any other 
occupation or calling. O. Reg. 174/51, s. 43. 


44. No member of the Force shall, 


(a) join or associate himself with any union con- 
nected with any labour organization or any 
body not belonging to or affiliated with the 
Force or the civil service, except where a mem- 
bership in the organization or body is author- 
ized by the Attorney General; 


(b) take any active part in politics or occupy an 
official position in a party organization, but 
this does not affect the right of the member 
to private political views or to vote; 


(c) sign any petition on any subject to the 
government; 


(d) cause or permit any person not a member of 
the Force to make requests in his behalf that 
relate to the Force, but shall make his own 
applications through the proper channels to 
the Commissioner; or 


(e) contract debts that he is unwilling or unable 
to discharge and that may interfere with the 
performance of his duties as a member of the 
Force. O. Reg. 174/51, s. 44. 


SERVICE BADGES 


45.—(1) A service badge shall be granted to a 
member of the Force for each five-year period of 
continuous service. O. Reg. 174/51, s. 45 (1). 


(2) The member shall be paid an allowance of 
$5 a month for each service badge to which he is 
entitled. O. Reg. 174/51, s. 45 (2); O. Reg. 47/57, s. 1. 


RESIGNATION OR RETIREMENT FROM THE FORCE 


46.—(1) Without the consent of the Commissioner’ 
no member of the Force shall resign unless he has 
given two weeks’ notice in writing to the Commissioner. 


(2) Upon the resignation or retirement of any 
member of the Force, he shall return to the Force in 
good order all articles of uniform and equipment with 
which he has been provided. 


(3) No allowance shall be made for transportation 
from the point at which any member leaves the Force. 
O. Reg. 174/51, s. 46. 

47. A certificate of service and character may be 
issued by the Commissioner to any member who has 
left the Force after be has served at least two years with 
the Force and has not been dismissed or required to 


resign by reason of disciplinary action, and no duplicate 
of the certificate shall be issued. O. Reg. 174/51, s. 47. 


Form 1 
The Police Act 
CHARGE SHEET 


1. Report ayainst: (name and rank of accused) 
2. Date of charge: 


3. Particulars of charge: 


(signature of chief constable) 


admit 
4. [——— 
deny 


the charge: 


5. Decision: 


6. The decision of the chief constable has been served 


day'of!" 


(signature of accused) 


O. Reg. 174/51, Form 1- 
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tO 


sow 


. Without 


10. 
AEE 


1 
33 


14. 
15. 


he 


18. 


19. 


(i 


21 


22 


Acting in a disorderly manner, or in a manner 
prejudicial to discipline or likely to bring discredit 
upon the reputation of the police force. 


INSUBORDINATION OR OPPRESSIVE CONDUCT 


. Insubordination by word, act or demeanour. 


Oppressing or tyrannizing over an inferior in rank. 


. Use of profane, abusive or insulting language to 


another member of the police force. 


. Wilfully or negligently making a false complaint 


or statement against a member of the police force. 


. Assaulting another member of the police force. 


. Withholding or supressing a complaint or report 


against a member of the police force. 


. Without lawful excuse, disobeying, omitting or 


neglecting to carry out any lawful order. 


NEGLECT OF DUTY 


lawful excuse, neglecting or omitting 
promptly and diligently to perform a duty as a 
member of the police force. 


Idling or gossiping while on duty. 


Failing to work in accordance with orders, or leav- 
ing an area, detachment, detail or other place of 
duty, otherwise than strictly on duty, without per- 
mission. 


By neglect, permitting a prisoner to escape. 


Failing, when knowing where an offender is to be 
found, to report him or to make due exertions for 
bringing him to justice. 


Failing to report a matter that it isa duty to report. 


Failing to report anything known concerning a 
criminal or other charge, or failing to disclose any 
personal evidence or evidence that any other 
known person can give for or against any prisoner 
or defendant. 


. Omitting to make a necessary entry in any official 


document. 
DECEIT 


Knowingly making or signing a false statement in 
an official document or book. 


Wilfully or negligently making a false, misleading 
or inaccurate statement pertaining to official 
duties. 


Without lawful excuse, destroying or mutilating 
an official document or record or altering or erasing 
an entry therein. " 


BREACH OF CONFIDENCE 
Divulging a matter that it is a duty to keep secret. 


Giving notice, directly or indirectly, to a person 
against whom a warrant or summons has been 
issued, except in the lawful execution of the warrant 
or service of the summons. 


Without proper authority, communicating to the 
public press or to an unauthorized person a matter 
connected with the police force. 


POLICE 
Schedule 23; 
CODE OF OFFENCES 
The offences against discipline are as follows: 
24, 
DISCREDITABLE CONDUCT 


Mp. 


20. 


Dil 


28. 
29% 


30. 


Si. 


34. 


UNNECESSARY OR UNLAWFUL 


po: 


Sie 


38. 


40. 


41 


42. 


Without proper authority, showing to a person not 
a member of the police force a book or written or 
printed paper, document or report that is the 
property of the police force. 


Making an anonymous communication to the chief 
constable or a superior officer. 


Canvassing a person in respect of a matter con- 
cerning the police force. 


Signing or circulating a petition or statement in 
respect of a matter concerning the police force, 
except through the proper official channel of 
correspondence to the chief constable. 


Calling or attending an unauthorized meeting to 
discuss a matter concerning the police force. 


CORRUPT PRACTICE 
Taking a bribe. 


Failing to account for or to make a prompt and 
true return of money or property received in an 
official capacity. 


Directly or indirectly soliciting or receiving a 
gratuity, present, pass, subscription or testi- 
monial without the consent of the chief constable. 


Being placed under a pecuniary or other obligation 
to a licensee concerning the granting or refusing 
of whose licence a member of the police force may 
have to report or give evidence. 


. Improperly using the character and position as a 


member of the police force for private advantage. 


In the capacity as a member of the police force, 
writing, signing or giving, without the consent of 
the chief constable, a reference or recommendation 
to a member or former member of the police force, 
or any other police force. 


Without the consent of the chief constable, sup- 
porting in any way an application for a licence of 
any kind. 


EXERCISE OF AUTHORITY 


Without good and sufficient cause, making an un- 
lawful or unnecessary arrest. 


. Being unnecessarily violent to a prisoner or other 


person contacted in the execution of duty. 
Being uncivil to a member of the public. 
MALINGERING 


Feigning or exaggerating sickness or injury, to 
evade duty. 


ABSENCE FROM DUTY 


. Absence without leave from or lateness for par- 


ade, court or any other duty, without reasonable 
excuse. 


UNCLEANLINESS 


Being improperly dressed, or being dirty or untidy 
in person, clothing or equipment, while on duty. 


DAMAGING CLOTHING OR EQUIPMENT 


Wilfully or carelessly causing waste, loss or damage 
to any article of clothing or equipment, or to any 
book, document or other property of the police 
farce 


Failing to report waste, loss or damage however 
caused. 
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INTOXICATING LIQUOR 47. Lending money to a superior. 


43. While on or off duty, being unfit for duty through | 48. Borrowing money from or accepting a present 
drinking intoxicating liquor. from any inferior in rank, 


44. Except with the consent of a superior officer and 
in the discharge of duty, drinking or receiving 
from any other person intoxicating liquor while on 49 


GAMING 


. Participating in any game of cards or chance or 


duty. of other nature in a police office or, except in the 
45. Demanding, persuading or attempting to persuade performance of duty, in any common betting- 
another person to give or purchase or obtain for house or gaming-house. 
a member of the police force any intoxicating 
liquor, while on duty. CRIMINAL OFFENCES 
ENTERING LICENSED PREMISES 50. Being found guilty of an indictable offence or an 
‘ offence punishable upon summary conviction under 
46. Entering, while on duty, a licensed public place, the Criminal Code (Canada). O. Reg. 174/51, 


except in the execution of duty. Appendix A. 
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1.—(1) The part of the village named in column 1 CoLuUMN 1 COLUMN 2 
that is described in column 2 of Schedule 1 is designated 
as having a density of population and real property 
assessment sufficient to warrant the maintenance of Name of Village Part 
a police force. C.R.O. 1950, Reg. 320, s. 1, revised. 

(2) The part of the townships and improvement or LN ee eee fe wee 
districts named in Column 1 that is described in column es i 
2 of Schedule 2 is designated as having a density of 35. [ROOUOIS thewhale 
population and real property assessment sufficient to rag as 3 
warrant the maintenance of a police force. C.R.O. ‘He whl 


1950, Reg. 320, s. 2, revised. 


Regulation 487 


under The Police Act 


RESPONSIBILITY OF POLICING 


Hose ed EAURWAES) 
37, KEMPT VIELE 


$8) PEAKE RIED 
39. LONG BRANCH 


40. MADOC 
41, MARKHAM 


42, MARMORA 
43. MAXVILLE 


44, MERRICKVILLE 
45. MILVERTON 
46. MORRISBURG 


Schedule 1 
VILLAGES 
CoLuMN 1 CoLUMN 2 
Name of Village Part 
It, ANE TONY the whole 
2. ARTHUR the whole 
3. BANCROFT the whole 
4. BARRY’S BAY the whole 
5. BEAMSVILLE the whole 
6. BEAVERTON the whole 
He [BILAL TRUDWARIR the whole 
8. BOBCAYGEON the whole 
9, BOLTON the whole 
10. BRADFORD the whole 
11. BRIGHTON the whole 
Pe BRONTE the whole 
13. CALEDONIA the whole 
14. CARDINAL the whole 
15. CASSELMAN the whole 
LOS CHESTE RV ies the whole 
17. CHIPPAWA the whole 
18. COLBORNE the whole 
19. CRYSTAL BEACH the whole 
20. DELHI the whole 
21. EGANVILLE the whole 
22. ELORA the whole 
23. EXETER the whole 
24. FENELON FALLS the whole 
25. FERGUS the whole 
26. FONTHILL the whole 
Zim FOREST HILL the whole 
28. FRANKFORD the whole 
29. GLENCOE the whole 
30. GRAND BEND the whole 
31. HAGERSVILLE the whole 
32. HASTINGS the whole 
(CARO). 
O. Reg. 


47. NEWCASTLE 
48. NEW HAMBURG 
49. NORWICH 


50. OMEMEE 


sl. POINT EDWARD 
bye  AROIRAT TCI TION AD 
33. PORT DOVER 


Se TROND IRIBIRIRONG 
56. PORT ROWAN 
fo JROIRAP SpmAuMdieia sy 
58. PORTSMOUTH 


61. RODNEY 


63. SHELBURNE 

64. STIRLING 

65. STOUFFVILLE 
66. STONEY CREEK 
Of SURE TS Vine 
68. SUTTON 

69. SWANSEA 


LO RAVAS TO CK 
(ee EDS WiC ERS 
725) LWEED 


73. WASAGA BEACH 
74. WATERDOWN 
75. WATERFORD 

76. WATFORD 

77. WELLINGTON 
78. WHEATLEY 

79. WINCHESTER 
80. WOODBRIDGE 


54. PORT McNICOLL 


59. RICHMOND HILL 
60. ROCKCLIFFE PARK 


C2 Sin CUAIRS BE ACE 


@ 


the whole 


the whole 
the whole 


| the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 


the whole 
the whole 
the whole 


the whole 


| the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 


the whole 
the whole 
the whole 


the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 


the whole 
the whole 
the whole 


the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 
the whole 


1950, Reg. 320, Sched. 1; O. Reg 


183/51; O. Reg. 40/52; O. Reg. 


. 132/51; O. Reg. 129/51; 


240/52; O. Reg. 34/53; 


O. Reg. 68/53; O. Reg. 124/54; O. Reg. 23/55; O. Reg. 221/56; 
O. Reg. 92/57; O. Reg. 243/59; O. Reg. 255/59. 
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Schedule 2 
Part | 
TOWNSHIPS 
CoLuMN 1 CoLUMN 2 
Name of Township Part 


Ie RINKS Hise 
2. BARTON 


oo Bie ROT 
4. BRANTFORD 
CALVERT 


On 


6. CHAPLEAU 


7. COLCHESTER 
SOUTH 


CORNWALL 
9. CROWLAND 


10. EAST 
GWILLIMBURY 


Mr BAST YORK 

12. ETOBICOKE 

13) "GLOUCESTER 

14. GOSFIELD SOUTH 


the whole 


that part known as Bartonville, described as follows: Beginning 
where the northerly limit of the right of way of the Toronto, Hamilton 
and Buffalo Railway is intersected by the easterly limit of the City 
of Hamilton; thence northerly along the City limit, being along the 
easterly limit of Kenilworth Avenue of the City to the southerly City 
limit lying south of Main Street (Highway No. 8); thence easterly 
along the last-mentioned City limit to the boundary between the 
townships of Barton and Saltfleet; thence southerly along that 
boundary to the northerly limit of the right of way of the Toronto, 
Hamilton and Buffalo Railway; thence westerly along the northerly 
limit of that right of way to the place of beginning. 


the whole 
the whole 


that part of the geographic Township of Calvert being the north half 
of Lot 1 and the east half of the north half of Lot 2 in the 3rd Con- 
cession, the south half of Lot 1 and the east half of the south half of 
Lot 2 and the north half of Lot 2 in the 4th Concession, and the south 
half of Lot 2 in the 5th Concession. 


the whole 


that part described as follows: Beginning at a point where the shore 
of Lake Erie is intersected by the boundary between the townships 
of Colchester South and Malden; thence northerly along that boundary 
to the southerly limit of the road allowance between the Ist and 2nd 
concessions of the Township of Colchester South; thence easterly 
along the southerly limit of the road allowance between the ist and 
2nd concessions to the boundary between the townships of Colchester 
South and Gosfield South; thence southerly along the last-mentioned 
boundary to the shore of Lake Erie; thence in a general westerly 
direction along the shore of Lake Erie to the place of beginning. 


the whole 


that part described as follows: Beginning at the southwesterly 
angle of the township; thence easterly along the boundary between 
the townships of Crowland and Humberstone to the easterly limit of 
the road allowance between lots 20 and 21, in the 1st Concession of the 
Township of Crowland; thence northerly along the easterly limits of the 
road allowances between lots 20 and 21 in the 1st and 2nd, 3rd and 4th 
concessions of the Township of Crowland to the southerly limit of the 
road allowance between the 4th and 5th concessions thereof; thence 
westerly along the last-mentioned limit to the centre of the Welland 
River, being the boundary between the townships of Crowland and 
Thorold; thence in a general southwesterly direction following the 
boundary between the townships of Crowland and Thorold to the 
boundary between the townships of Crowland and Wainfleet; thence 
southerly along that boundary to the place of beginning; excepting 
therefrom the portion of the City of Welland that lies within the area 
described above. 


the whole 


the whole 
the whole 
the whole 


that part described as follows: Beginning at a point where the 
shore of Lake Erie is intersected by the boundary between the town- 
ships of Gosfield South and Colchester South; thence northerly along 
that boundary to the northerly limit of Highway No. 18;thence easterly 
along the northerly limit of Highway No. 18 to its intersection with the 
westerly limit of the McCane Sideroad; thence northerly along the 
westerly limit of the McCane Sideroad to its intersection with the 
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COLUMN 1 


COLUMN 2 


Name of Township 


15. GRANTHAM 


16. HUMBERSTONE 


17. INNISFIL 
18. LARDER LAKE 


Part 


northerly limit of the Jack Miner Crown Game Preserve ;thence easterly 
along the northerly limits of the Jack Miner Crown Game Preserve 
(or the 4th Concession Road) to the easterly limit of Division Road; 
thence southerly along the easterly limits of Division Road to the 
northerly limit of the 3rd Concession Road; thence easterly along the 
northerly limits of the 3rd Concession Road to the boundary between 
the townships of Gosfield South and Mersea; thence southerly along 
the last-mentioned boundary to the shore of Lake Erie; thence in a 
general westerly direction along the shore of Lake Erie to the place of 
beginning; excepting therefrom any portion of the Town of Kingsville. 


that part described as follows: Beginning where the shore of Lake 
Ontario is intersected by the boundary between the townships of 
Grantham and Louth; thence southerly along that boundary to the 
limit between the 8th and 9th concessions of the Township of Grantham; 
thence easterly along the last-mentioned limit to the westerly limit of 
the Welland Ship Canal; thence northerly following the westerly 
limit of the Welland Ship Canal to the shore of Lake Ontario; thence 
in a general southwesterly direction along the shore of Lake Ontario 
to the place of beginning; excepting therefrom the City of St. Catharines, 
the Town of Port Dalhousie and any part of the Town of Merritton 
within the area described above. 


that part described as follows: Beginning where the shore of Lake 
Erie is intersected by the boundary between the townships of Humber- 
stone and Wainfleet; thence northerly along that boundary to the 
southerly limit of Highway No. 3; thence in a general easterly direction 
following the southerly limit of Highway No. 3 to the boundary 
between the townships of Humberstone and Bertie; thence southerly 
along the last-mentioned boundary to the shore of Lake Erie; thence 
in a general westerly direction following the shore of Lake Erie to 
the place of beginning; excepting therefrom the Town of Port Colborne 
gue any part of the Village of Humberstone within the area described 
above. 


the whole 


that part as shown outlined in red on Plan 1 filed in the office of the 
Registrar of Regulations at Toronto, described as follows: Beginning 
at the northeasterly angle of mining claim L 12603; thence easterly 
along the northerly limits of mining claims L 12603, L 11057, L 7994, 
H.F. 189 and H.F. 190 to the northeasterly angle of mining claim 
H.F. 190; thence southerly along the easterly limit of mining claim H.F. 
190 to the northwesterly angle of mining claim L 8047; thence 
easterly along the northerly limits of mining claims L 8047 and L 1009 
to the northeasterly angle of mining claim L 1009; thence southerly 
along the easterly limit of mining claim L 1009 to the southeasterly 
angle thereof; thence westerly along the southerly limit of mining 
claim L 1009 to the easterly limit of mining claim H.F. 192; thence 
southerly along the easterly limit of mining claim H.F. 192 to the 
southeasterly angle thereof; thence westerly along the northerly limit 
of mining claim H.S. 109 to the northeasterly angle thereof; thence 
southerly along the easterly limit of mining claim H.S. 109 and the 
westerly limit of mining claim L 5360 to the northerly limit of mining 
claim H.S. 114; thence westerly along the northerly limit of mining claim 
H.S. 114 to the northwesterly angle thereof; thence southerly along 
the westerly limit of mining claim H.S. 114 to the shore of Larder Lake; 
thence following the shore of Larder Lake in a general southwesterly 
direction to the point where it is intersected by the southerly limit of 
mining claim L.S. 39; thence westerly along the southerly limit of mining 
claim L.S. 39 to the southwesterly angle thereof; thence northerly 
along the westerly limit of mining claim L.S. 39 to the northwesterly 
angle thereof; thence westerly along the southerly limit of mining 
claim H.F. 127 to the southwesterly angle thereof; thence northerly 
along the westerly limit of mining claim H.F. 127 to the northwesterly 
angle thereof; thence westerly along the southerly limit of mining claim 
H.F. 126 to the southwesterly angle thereof; thence southerly along 
the east limit of mining claim L 31280 to the southeasterly angle 
thereof; thence westerly along the southerly limit of mining claim 
L 31280 to the southwesterly angle thereof; thence northerly along the 
westerly limits of mining claims L 31280, L 30553 and L 12100 to 
the northwesterly angle of mining claim L_ 12100; thence easterly 
along the northerly limit of mining claim L 12100 to the south- 
easterly angle of mining claim L 11119; thence northerly along the 
westerly limits of mining claims L 11119 and L 12603 to the place of 


beginning. 
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CoLuMN 1 
Name of Township 


19. LONDON 


20. MAIDSTONE 


21. MALDEN 


| 


| 
| 
| 
| 
| 
| 
} 


CoLuMN 2 


I—(a) 


(b) 


(d) 


Part 


that part known as Broughdale, lying north of and adjacent to the 
City of London, described as follows: Beginning where the westerly 
bank of the North Branch of Thames River is intersected by the 
westerly production of the north limit of the City of London; thence 
easterly to and along the north limit of the City of London to the easterly 
limit of the road allowance between lots 12 and 13 in the 3rd Con- 
cession of the township, known as Adelaide Street; thence northerly 
along the last-mentioned limit to the northerly bank of the North 
Branch of Thames River; thence in general westerly and southerly 
directions following the bank of Thames River to the place of beginning; 


that part known as Pottersburg lying east of and adjacent to the 
City of London, described as follows: Beginning where the limit be- 
tween the Ist and 2nd concessions of the township is intersected by 
the westerly limit of the road allowance between lots 4 and 5 in the 
Ist Concession of the township, known as Clark's Side Road; thence 
westerly along the limit between the Ist and 2nd concessions to the 
east limit of the City of London; thence southerly following the 
irregular east limit of the City of London to the production westerly 
of the southerly limit of Wavell Avenue; thence easterly to and along 
the southerly limit of Wavell Avenue and its production easterly to 
the westerly limit of the road allowance between lots 4 and 5 in 
Concession ‘‘A’’ of the township; thence northerly along the westerly 
limits of the road allowances between lots 4 and 5 in Concession 
“A” and the Ist Concession of the township to the place of beginning; 


that part known as Mervin Heights lying north of and adjacent to the 
City of London, described as follows: Beginning where the northerly 
limit of the City of London along Oxford Street is intersected by the 
westerly limit of the road allowance between lots 8 and 9 in the 2nd 
Concession of the township known as Asylum Side Road; thence 
westerly following the limit of the City of London along Oxford Street 
to an angle therein; thence northerly along the city limit to Cheapside 
Street; thence westerly following the city limit along Cheapside Street 
to Adelaide Street; thence northerly following the city limit along 
Adelaide Street and continuing along Adelaide Street, being the 
original road allowance between lots 12 and 13 in the 3rd Concession 
of the township, to the northerly limit of Kipps Lane; thence easterly 
along the northerly limit of Kipps Lane and its production easterly 
to the westerly limit of the road allowance between lots 8 and 9 in the 
3rd Concession of the township; thence southerly along the easterly 
limit of the road allowance between lots 8 and 9 in the 3rd and 2nd 
concessions to the place of beginning; and 


that part known as Oxford Park, lying west and adjacent to the City 
of London, described as follows: Beginning where the west limit of 
the City of London is intersected by the limit between the 1st and 
2nd concessions of the township; thence westerly along that limit to 
the westerly limit of Beaverbrook Avenue; thence southerly along 
the last-mentioned limit and its production to the centre of Thames 
River, being the limit of the City of London; thence in general 
northerly, easterly and northerly directions following the city limits 
to the place of beginning. 


that part described as follows: Beginning at a point where the 
shore of Lake St. Clair is intersected by the boundary between the 
townships of Maidstone and Sandwich East; thence southerly along 
that boundary to the northerly limit of the right of way of the Canadian 
Pacific Railway; thence easterly along the last-mentioned limit to the 
production southerly of the westerly boundary of the Village of Belle 
River; thence northerly to and along the westerly boundary of the 
Village of Belle River to the shore of Lake St. Clair; thence westerly 
along the shore of Lake St. Clair to the place of beginning; excepting 
therefrom the Village of St. Clair Beach. 


that part described as follows: Beginning at a point where the 
shore of Lake Erie is intersected by the boundary between the town- 
ships of Malden and Colchester South; thence northerly along that 
boundary to the southerly limit of Highway No. 18, abutting Lot 86 
in the 8th Concession of the Township of Malden; thence westerly 
following the southerly limit of the highway to the easterly limit of a 
road running northerly therefrom and lying immediately east of Big 
Creek; thence northerly along the last-mentioned limit to the northerly 
limit of a road between lots 20 and 21 in the 2nd Concession of the 
township; thence westerly along the northerly limit of the road 
between lots 20 and 21 to the easterly limit of the road 
allowance between the ist and 2nd concessions of the township; 
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22. 


23. 


24. 


25. 


20. 


ihe 
28. 


30. 
Sil 


32: 


35. 


BD): 


33. 


34. 


CoLuMN 1 


Name of Township 


McKIM 
MERSEA 


MunicirpaAL TOWNSHIP 
OF 

MICHIPICOTEN 

NEEBING 


NEELON anp 
GARSON 


NEPEAN 
NIPIGON 


NORTH 
GWILLIMBURY 


NORTH YORK 
PELHAM 


PICKERING 


SALTFLEET 


SANDWICH EAST 


SANDWICH WEST 


(0) 


CoLuMN 2 


Part 


thence northerly along the easterly limit of the road allowance between 
the 1st and 2nd concessions to the southerly boundary of the Town of 
Amherstburg; thence westerly along the last-mentioned boundary 
to the easterly bank of Detroit River; thence southerly along the bank 
of Detroit River to the shore of Lake Erie; thence easterly along the 
shore of Lake Erie to the place of beginning; and 


Bois Blanc Island—the whole 
the whole 


that part described as follows: Beginning at a point where the shore 
of Lake Erie is intersected by the boundary between the townships 
of Mersea and Gosfield South; thence northerly along the last- 
mentioned boundary to the southerly limit of the right of way of the 
Chesapeake and Ohio Railway; thence easterly along that southerly 
limit to the boundary between the townships of Mersea and Romney; 
thence southerly along the last-mentioned boundary to the shore of 
Lake Erie; thence southerly and northwesterly following the shore 
of Lake Erie to the place of beginning; excepting therefrom those 
parts of the Town of Leamington and the Village of Wheatley lying 
within the limits of the area hereinbefore described. 


the whole 
the geographic Township of Neebing. 


the whole | 


the whole 


that part being Lot 14 in the 1st Concession, lots 9, 10, 11, 12, 13 and 
14 in the 2nd Concession, and Lot 14 in the 3rd Concession; and 


that part of Lot 14 in the 4th Concession, described as follows: Be- 
ginning at the northeasterly angle of Lot 14; thence southerly along 
the easterly boundary of Lot 14, a distance of 40 chains to the south- 
easterly angle of the Lot; thence westerly along the southerly boun- 
dary of the Lot a distance of 17 chains and 15 links to its point of 
intersection with the westerly boundary of that road known as the 
Old Nipigon Highway; thence northerly along the westerly boundary 
of the said road and its production northerly a distance of 7 chains 
and 47 links to the intersection of the production northerly of the 
westerly boundary of the said road with the centre-line of that portion 
of the King’s Highway known as No. 17; thence north 12’ west, 
parallel to the easterly boundary of the Lot, a distance of 32 chains 
and 80 links to the northerly boundary of the Lot; thence easterly 
along the northerly boundary of the Lot a distance of 18 chains, more 
or less, to the place of beginning. 


that part being concessions 2, 3 and 9. 


the whole 


that part lying south of the King’s Highway commonly known as 
No. 20. 


that part described as follows: Beginning where the shore of Lake 
Ontario is intersected by the boundary between the townships of 
Pickering and Whitby; thence northerly along that boundary to 
the line between the 2nd and 3rd concessions of the Township of 
Pickering; thence westerly along that line to the boundary between the 
townships of Pickering and Scarborough; thence southerly along 
the last-mentioned boundary to the shore of Lake Ontario; thence 
in a general northeasterly direction following the shore of Lake 
Ontario to the place of beginning. 


that part lying northeasterly of the line between the 3rd and 4th 
concessions of the township; excepting therefrom Burlington Beach. 


the whole 


the whole 
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Name of Township 


36. SARNIA 


37. SCARBOROUGH 
38. SCHREIBER 


39. STAMFORD 
40. SUNNIDALE 


CoLuUMN 2 


Part 


—(a) that part described as follows: Beginning where the shore of Lake 
Huron is intersected by the boundary between the townships of Sarnia 
and Plympton; thence southerly along that boundary to the northerly 
limit of the right of way of the Canadian National Railways; thence 
westerly and southerly and westerly along that limit to the easterly 
limit of the City of Sarnia; thence northerly and westerly along the 
easterly and northerly limits of the City of Sarnia to the south- 
easterly angle of the Village of Point Edward; thence northerly along the 
easterly limit of the Village of Point Edward to the northerly limit of 
the right of way of the Canadian National Railways; thence south- 
westerly along that northerly limit to a point 1062.75 feet from the 
road allowance between lots 66 and 67 of the Front Concession of 
the Township of Sarnia; thence in a straight line north 2° 9’ east to the 
shore of Lake Huron; thence in a general northeasterly direction 
following the shore of Lake Huron to the place of beginning; and 


(b) that part described as follows: Beginning where the southerly 
limit of the City of Sarnia is intersected by the easterly limit of Scott 
Street; thence southerly along the easterly limit of Scott Street to the 

southerly limit of the road allowance between lots 7 and 8 in ranges 

4,5 and 6 in the Sarnia Indian Reserve; thence westerly along the last- 

mentioned limit to the easterly limit of Highway No. 40; thence 

southerly along that easterly limit to the southerly limit of the road 
allowance between lots 21 and 22, in the River Front Concession; thence 
northwesterly along the last-mentioned limit to the shore of St. Clair 

River; thence in a general northeasterly direction following the bank 

of St. Clair River to the southerly limit of the City of Sarnia; 

thence southeasterly, northeasterly and easterly along the last- 
mentioned limit to the place of beginning. 


— the whole 


— that part as shown outlined in red on Plan 2 filed in the office of the 
Registrar of Regulations at Toronto, described as follows: Beginning 
at the southwest angle of mining claim T.B. 9627; thence easterly along 
the southerly limit of mining claims T.B. 9627 and T.B. 9786 to the 
southeast angle of mining claim T.B. 9786; thence southerly along 
the westerly limit of mining claim T.B. 9777 and the westerly limit of 
mining location R-219 to the southwest angle of mining location 
R-219; thence southeasterly in a straight line to the northeast angle i 
of mining location E-198; thence southerly along the easterly limit 
of the last-mentioned mining location to the southeast angle thereof; 
thence westerly along the southerly limit of mining location E-198 
to the northwest angle of mining location E-196; thence southerly 
along the westerly limit of mining location E-196 to the southwest angle 
thereof; thence easterly along the southerly limit of mining location 
E-196 to the southeast angle thereof; thence northerly along the 
easterly limit of mining location E-196 to the northeast angle thereof; 
thence easterly along the northerly limits of mining location S.F. 63 
and mining claims T.B. 4594 and T.B. 2364 to the southeast angle 
of the lands of the Canadian Pacific Railway; thence northerly along 
the easterly limit of those lands to the northeast angle thereof; thence 
westerly along the northerly limit of those lands to the westerly shore 
of Hightop Lake; thence north 45° west astronomically to the line 
between the east and west halves of mining location E-66; thence 
northerly along the line between those halves of mining location -66 
to the northerly limit thereof; thence westerly along the northerly 
limits of mining locations E-66 and R-270 to the northwest angle t 
of mining location R-270; thence west astronomically to the intersection ; 
with a line drawn north astronomically from mile-post 867 on the 
Canadian Pacific Railway, as located by E. Stewart, Ontario Land 
Surveyor, in 1894, as shown in field notes of survey of township outlines 
along the Canadian Pacific Railway, and of record in the Department 
of Lands and Forests, Ontario; thence south astronomically along 
the last-mentioned line to the point of intersection with a line drawn 
west astronomically from the place of beginning; thence east astro- 
nomically to the place of beginning. 


— the whole 


— that part described as follows: Beginning where the shore of Notta- 
wasaga Bay of Georgian Bay is intersected by the boundary between 
the townships of Sunnidale and Nottawasaga; thence southerly along 
that boundary to the northerly bank of Lamont Creek; thence easterly 
following the northerly bank of Lamont Creek to the westerly limit 
of Lot 2, on the west side of the road, in the 14th Concession of the 
Township of Sunnidale; thence northeasterly in a straight line to the 
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CoLuMN 1 


COLUMN 2 


Name of Township 


Part 


Ae HC 
42; THOROLD 
Aor LLIN Yi 


44. TISDALE 
45. TORBOLTON 


46. TORONTO 
47. TRAFALGAR 
48. VAUGHAN 
49. WAINFLEET 


50. WATERLOO 


OF 
WEST FERRIS 


92. WESTMINSTER 


53. WHITCHURCH 
54. WHITNEY 
55. MunicrpaL TowNsuie 


OF 
WICKSTEED 


51. MunicrpAL TOWNSHIP 


southeasterly angle of Lot 6 in the 16th Concession of the Township 
of Sunnidale; thence northerly along the easterly limit of Lot 6 in the 
16th Concession to the shore of Nottawasaga Bay; thence in a general 
southwesterly direction following the shore of Nottawasaga Bay to the 
place of beginning. 


the whole 
the whole 


that part lying westerly of County Road No. 6 and of the side road 
between lots 13 and 14. 


the whole 


that part of the township known as urban development area No. 1 
and more particularly described as follows: Lots 1 to 6, both inclusive, 
in Concession 8, lots 6 to 11, both inclusive, in Concession 11, lots 11 
and 12 in Concession 6, lots 11 to 20, both inclusive, in Concession 5, 
the north three-quarters of each of lots 14 to 22, both inclusive, in 
Concession 4 and all of Lot 23 in Concession 4, all of those parts of 
lots 23 and 24 in Concession 3 and lots 24 and 25 in Concession 2 
which lie between the northerly boundary of the old River Road and 
the shore of the Ottawa River, which said River Road is situated one- 
quarter of a mile, more or less, southerly from the shore of the Ottawa 
River, in the Township of Torbolton, lots 26 and 27 in Concession 2, 
and lots A and B in Concession 1. 


the whole 
the whole 
the whole 


that part described as follows: Beginning where the shore of Lake 
Erie is intersected by the boundary between the townships of Wainfleet 
and Humberstone; thence northerly along that boundary to the 
southerly limit of the right of way of the Canadian National Railways 
crossing the Ist Concession of the Township of Wainfleet; thence 
westerly along the southerly limit of the right of way to the boundary 
between the townships of Wainfleet and Moulton; thence south- 
easterly along the last-mentioned boundary to the shore of Lake Erie; 
thence in a general easterly direction following the shore of Lake 
Erie to the place of beginning. 


the whole 


the whole 


that part known as Highland Park lying south of and adjacent to 
the City of London, described as follows: Beginning where the 
northerly limit of the road allowance in front of the Ist Concession of 
the Township, known as Base Line Road, is intersected by the westerly 
limit of township Lot 1 on the west side of Wharncliffe Highway; 
thence northerly along the westerly limits of township lots 1, 2 and 3, 
on the west side of Wharncliffe Highway, to the southerly limit of 
the City of London; thence easterly along the last-mentioned limit to 
the westerly limit of the City of London along the centre line of 
Wharncliffe Highway; thence southerly following the westerly limit 
of the City of London along the centre line of Wharncliffe Highway 
to the southerly limit of the city lying south of Emery Street in the 
city; thence easterly along the last-mentioned limit to the centre line 
of Wortley Road; thence southerly along the centre line of Wortley 
Road to the northerly limit of the road allowance in front of the 1st 
Concession of the township; thence westerly along the last-mentioned 
limit to the place of beginning. 


the whole 


the whole 


the whole 
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CoLuMN 1 | CoLuMN 2 


Name of Township Part 


56. MunicireaAL TowNsHIP 
OF 
WIDDIFIELD — the whole 


Wi, NEOUS — the whole 


C.R.O. 1950, Reg. 320, Sched. 2, Part 1; O. Reg. 132/51; O. Reg. 
183/51; O. Reg. 148/52; O. Reg. 193/52; O. Reg. 341/52; O. Reg. 
34/53; O. Reg. 86/53; O. Reg. 217/53; O. Reg. 37/54; O. Reg. 120/55; 
O. Reg. 121/55; O. Reg. 52/56; O. Reg. 221/56; O. Reg. 143/57; 
O. Reg. 267/57; O. Reg. 50/59. 


Part II 


IMPROVEMENT DISTRICTS DEEMED TO BE TOWNSHIPS UNDER THE ACT 


CoLuMN 1 CoLUMN 2 


Improvement District Part 


1, AJAX — the whole 


bo 


ATIKOKAN — the whole 


3. BEARDMORE | — that part of the Township of Summers as shown outlined in red on 
Plan 3 filed in the Office of the Registrar of Regulations at Toronto, 
and described as follows: Beginning at the northwesterly angle of 
mining claim T.B. 4880; thence southerly along the westerly limits of 
mining claims T.B. 4880 and T.B. 4882 to the southeasterly angle of 
mining claim T.B. 5009; thence westerly along the southerly limit of min- 
ing claim T.B. 5009 to the northwesterly angle of mining claim T.B. 
10370; thence southerly along the westerly limit of mining claim 
T.B. 10370 to the most northerly angle of mining claim T.B. 18531; 
thence southeasterly along the northeasterly limit of mining claim 
T.B. 18531 to the southeasterly limit of the right of way of the 
Canadian National Railways; thence northeasterly along the right of 
way to the southerly limit of mining claim T.B. 4988; thence easterly 
along the southerly limit of mining claim T.B. 4988 to the westerly 
limit of mining claim T.B. 4926; thence northerly along the last- 
| mentioned limit to the northwesterly angle of mining claim T.B. 
4926; thence easterly along the northerly limit of mining claim T.B. 
| 4926 to the northeasterly angle thereof; thence northerly along the 
| easterly limits of mining claims T.B. 4988, T.B. 4884 and T.B. 10338 
| to the most northerly angle of mining claim T.B. 10338; thence south- 
westerly along the northwesterly limit of mining claim T.B. 10338 to 
the easterly production of the northerly limit of mining claim T.B. 
4880; thence westerly along the production and northerly limit of 
mining claim T.B. 4880 to the place of beginning. 


AE) ASCE OMY TEP NEO 2 — the whole 
5. MARATHON — the whole 
6. McGARRY | —_ the whole 
7. MOUNTJOY — the whole 
8 RED ROCK | es the whole 
TERRACE BAY — the whole 


a) 


C.R.O. 1950, Reg. 320, Sched. 2, Part 2; O. Reg. 183/51; O. Reg. 60/60. 
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Regulation 488 


under The Power Commission Act 


CONVERSION TO SIXTY CYCLES 


1. Where the periodicity in alternations of current 
at which the Commission supplies electrical power or 
energy to any person is other than 60 cycles per second, 
the Commission shall change the periodicity in alterna- 
tion of current to 60 cycles per second. C.R.O. 1950, 
Reg. 323, s. 1. 


2. The Commission shall, 


(a) for the purposes of standardizing and making 
uniform the periodicity in alternations of 
current under section 1 at which it supplies 
electrical power or energy, alter, reconstruct, 
rebuild, re-assemble, construct, extend, re- 
place, or do whatever else is necessary in 
respect of its works and works held by it 
under section 86 of the Act; and 


(b) for the purposes of standardizing and making 
uniform the periodicity in alternations of 
current under section 1 at which electrical 
power or energy generated or procured by it is 
utilized and with the consent of the owner 
alter, reconstruct, rebuild, re-assemble, con- 
struct, extend, replace or do whatever else is 
necessary in respect of the electrical equip- 
ment, apparatus, appliances, devices and 
works of any person by which the electrical 
power is taken and used, except meters of any 
municipal corporation or commission or the 
electrical equipment, apparatus, appliances, 
devices or works of any municipal corporation 
or commission used for distribution stations 
or distribution or street lighting systems. 
(CARO) AOE A xatees WS Si, 


3. The Commission shall bear the expense of any- 
thing done under clause @ of section 2. C.R.O. 1950, 
Reg. 323, s. 3. 


4. The Commission shall bear the expense of any- 
thing done under clause b of section 2 to the electrical 
equipment, apparatus, appliances, devices or works 
of commercial lighting consumers, or domestic or rural 
consumers other than rural power consumers. C.R.O. 
1950, Reg. 323, s. 4. 


5. The Commission shall charge to and collect | 


from the owners of electrical equipment, apparatus, 


appliances, devices or works other than the electrical 
equipment, apparatus, appliances, devices or works 
mentioned in section 4, the expense of anything done 
thereto under clause b of section 2 to the extent set 
forth in the tariff in the Schedule, after deducting, 


(a) $250 for anything done to the aggregate of all 
the electrical equipment, apparatus, ap- 
pliances, devices or works, other than those 
set forth in section 4, wherever situated, and 


(1) rented or lent, or 
(ii) for renting or lending, 
by the owner to other persons; and 


(b) $250 for each service furnished under a con- 
tract for power generated or procured by the 
Commission and used to operate electric 
equipment, apparatus, appliances, devices or 
works other than those set forth in section 4, 
to an owner who does not rent or lend or keep 
for renting or lending electrical equipment, 
apparatus, appliances, devices or works other 
than those set forth in section 4, 

and shall bear the balance of such expense. C.R.O. 
1950, Reg. 323, s. 5. 


6. Where a 25/60-cycle dual-frequency motor does 
not successfully start and operate a driven unit of 
equipment coupled thereto, after proper terminal con- 
nections have been made at the motor and 60-cycle 
power at approximately rated voltage has been applied, 
the Commission shall replace that motor with a 60- 
cycle motor and the expense shall be computed as 
follows: 


1. For replacing a single-phase dual-frequency 
motor, the cost prescribed in item 1 of column 
3 of the tariff in the Schedule, based on the 
25-cycle rating of the dual-frequency single- 
phase motor being replaced. 


2. For replacing a dual-frequency squirrel-cage 
three-phase induction motor, the cost pre- 
scribed in item 2 of column 3 of the tariff in 
the Schedule, based on the 25-cycle rating of 
the dual-frequency three-phase squirrel-cage 
induction motor being replaced. C.R.O. 1950, 
Reg. 323, s. 6. 
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Schedule 


TARIFF 


Column 1 Column 2 Column 3 


a Cost of altering, reconstructing, re- 
Rated capacity 10 horse- building, re-assembling, construct- 
Item | Type of present electrical equip- | POWer of items incolumn | jing, extending, replacing or doing 


No. | ment, apparatus, appliance, device 1 whatever else is necessary in respect 
or work : : of the items in column 1, determined 
where applicable by the capacity in 
Minimum Maximum column 2 
1 25-cycle single-phase motor nil 1 $50.00 per horse-power 
| over 1 3 40.00 per horse-power 
over 3 (les 30.00 per horse-power 
2 25-cycle three-phase squirrel-cage nil 1 30.00 per horse-power 
induction motor over | 15 27.00 per horse-power 
over 1.5 Z 23.00 per horse-power 
over 2 3 18.00 per horse-power 
over 3 5 12.00 per horse-power 
over 5 HES) 11.00 per horse-power 
over 7.5 10 10.00 per horse-power 
over 10 15 9.00 per horse-power 
over 15 25 8.00 per horse-power 
over 25 150 7.00 per horse-power 
3 25 /60-cycle dual-frequency motors 
based on 25-cycle rating, 
(a) single-phase motor (i) nil 1 25.00 per horse-power 
(ii) over 1 3 20.00 per horse-power 
| (iii) over 3 Hes 15.00 per horse-power 
| (b) three-phase squirrel-cage in- 
duction motor (i) nil 1 15.00 per horse-power 
(ii) over | eS 13.50 per horse-power 
(iii) over 1.5 2 11.50 per horse-power 
(iv) over 2 3 9.00 per horse-power 
(v) over 3 5 6.00 per horse-power 
(vi) over 5 i5 5.50 per horse-power 
(vii) over 7.5 10 5.00 per horse-power 
(vill) over 10 15 4.50 per horse-power 
(ix) over 15 25 4.00 per horse-power 
(x) over 25 150 3.50 per horse-power 
4 25-cycle motors not included in 60 per cent of the price at date of 
items 1, 2 and 3 and frequency - | purchase of any new or used motor 
changers or frequency changer set, including 
exciter and spare coils, 
or 
60 per cent of the cost incurred in 
altering, reconstructing or rebuilding 
a motor or a frequency changer set, 
including exciter and the replacement 
of spare coils, 
or 
60 per cent of the price at date of 
purchase of transformers, including 
related switching equipment or other 
types of equipment required to re- 
place a frequency changer 
5 25-cycle rotary converters, non- 60 per cent of the price at date of 
rotating rectifying equipment, purchase of any new or used rotary 
motor-generator sets, and weld- | converter, motor-generator set or 
ing sets welding set, including exciters and 


spare coils, 
or 

60 per cent of the price at date of 
purchase of non-rotating rectifying 
equipment, including related trans- 
formers and controls, purchased to 
| replace rotary converters and non- 
rotating rectifying equipment or 
other types of equipment required to 
replace a motor-generator set or 
welding set, 
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Column 1 


Column 2 


Column 3 


Item 
No. 


Type of present electrical equip- 
ment, apparatus, appliance, device 
or work 


Rated capacity in horse- 
power of items in column 
1 


Minimum Maximum 


Cost of altering, reconstructing, re- 

building, re-assembling, construct- 

ing, extending, replacing or doing 

whatever else is necessary in respect 

of the items in column 1, determined 

where applicable by the capacity in 
column 2 


25-cycle voltage-transformers 
rated 3 kilo-volt amperes or 
over 


or 
60 per cent of the cost incurred in 
altering, reconstructing or rebuilding 
a rotary converter, motor-generator 
set or welding set, including exciter 
and the replacement of spare coils, 
or 


60 per cent of the cost incurred in 
altering, reconstructing or rebuilding 
non-rotating rectifying equipment, 
including related transformers and 
controls 


30 per cent of the price at date of 

purchase of any new transformer, 
or 

30 per cent of the cost incurred in 

altering, reconstructing or rebuilding 

any transformer 


O. Reg. 163/51, s. Le 
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Regulation 489 


under The Power Commission Act 


FEES 


1. In this Regulation, 


(a) ‘contractor’? means any person who as prin- 
cipal, servant or agent, whether by himself or 
by his associates, employees, servants or 
agents performs or engages to perform, either 
for his own use and benefit or for that of 
another and for or without remuneration or 
gain, any work in respect of an electrical 
installation or any other work to which this 
Regulation applies; 

(b) 


“high-potential’’ means in 


excess of 750 volts; 


any potential 


(¢) 


“low-potential’’ means any potential not in 
excess of 750 volts; 

(d) “sign’’ means an electric sign bearing an 
approval label of the Commission or Canadian 
Standards Association. O. Reg. 162/58, s. 1. 


2. The fees set out in the Schedule shall be paid for 
permits and for inspection of all works and matters 
mentioned in subsection 1 of section 97 of the Act 
and of plans and specifications relating thereto. O. Reg. 
162/58, s. 2. 


_ 3. Items 1 to 49 of the Schedule apply only to the 
inspection of installations of electrical equipment that, 

(a) bears an approval label of the Canadian 
Standards Association; or 


(b) has been inspected and approved by the 
Commission as referred to in item 50 of the 
Schedule. O. Reg. 162/58, s. 3. 


4.—(1) The fees shall be paid to the Commission 
when the application for inspection is made. 


(2) Where during the inspection it appears that 
the fee paid is insufficient, the balance of the fee shall 
be paid to the Commission before the inspection is 
completed. O. Reg. 162/58, s. 4. 


5. The payment of an inspection fee entitles the 
contractor to one inspection. O. Reg. 162/58, s. 5. 


6. Where, 

(a) by inadvertence, more than one application 
has been filed in respect of an installation and 
fees have been paid thereon; or 

(b) inspection fees have been overpaid, 

the amount of the overpayment shall be refunded to 
the contractor upon presentation to the office of the 


Commission at which the payments were made by him 
of the receipts for the payments. O. Reg. 162/58, s. 6. 


Schedule 
PERMITS—INSTALLATIONS 


_ 1. For each permit to make an electrical 
MAIS EAMATION talento a trees Aopen a eat te ete $ 


AIR-CONDITIONERS 


2.—(1) For the inspection of the installation of each 
outlet for an air-conditioner of the plug-in type, the 
fee prescribed by item 32 for the inspection of the 
installation of power outlets of like amperage. 


(2) For the inspection of the installation of the 
wiring for an air-conditioner of the permanently 
connected type, the fee prescribed by item 24 for the 
inspection of the installation of motors based on the 
total horse-power of the unit. 


ARC-LAMPS 


3. For the inspection of each installation 
of an arc-lamip Gena oe «ee ees fe see Oe one $ 


AUTOMATIC DAMPER EQUIPMENT 


4. For the inspection of each installation _ 
of anautomatic damper controlina residence. $ 


85 


BATTERY CHARGER OF THE TRANSFORMER TYPE 


5.—(1) For the inspection of each installa- 
tion of a battery charger of the transformer 
type having a capacity of not more than 
tt evo waltt en ea. caecle eaten ae en rca, $ 85 

(2) For the inspection of each installation 
of a battery charger of the transformer type 


rated at imore than i kilowatts..2. s.s.0. 6s 1.65 


BELL TRANSFORMER 


6. For the inspection of the installation 
Of ay bell teranistommens. i csrsicuie<:ucsec Nae ene aien $ 


BILL-BOARDS AND SIMILAR INSTALLATIONS 


7.—(1) For the inspection of each installation of a 
bill-board or similar installation, a fee calculated on 
the basis of the fees payable for the inspection of 
fixtures and outlets forming part of the bill-board or 
similar installation in accordance with items 12 and 26 
and the fee payable for the inspection of a service, if 
any. 


(2) For the inspection of the service for a bill-board 
or similar installation, where the electrical energy is 
supplied directly through the street-lighting mains 
of the supply authority on a flat-rate basis, no charge. 


CARNIVALS AND TRAVELLING SHOWS 


8.—(1) Subject to sub-items 3 and 4, for 
inspection of the installation of electrical 
equipment of a carnival or a travelling show 
set up for a period not exceeding six days, in- 
cluding a current permit valid for not more 
Berg i etsy bac Each eet Aig Aion arr eo ien  l she perth $ 16.00 

(2) For each extension of a current-permit 
for a period of not more than six days and re- 
inspection of the installation referred to in 
fi oehel said lieeMealet ¢ arabia 5. AR paris hau, Bs a Prciye Cur 8.00 

(3) For inspection of the installation of 
electrical equipment of a carnival or travel- 
ling show consisting of one ride or booth..... 
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_ (4) For inspection of carnivals or travel- 
ling shows located at shopping centres, where 
the power is supplied from the existing service, 


(GN Det Tees ci rtai anes cacnioront acres $ 3.00 
(O)eperibooth aati aero, Mae eee 1.00 
COAL LOADERS 
9.—(1) Fortheinspection of theinstallation 
Ofanoutiettomalcoalloadersme seme hee $ 1.65 
(2) For the inspection of the installation 
of each additional outlet for a coal loader 
installed by the same contractor, if inspected 
MU OSSATTLE CII GT a potwg seen iy ciara est eine as 85 


ELEVATORS AND DUMB-WAITERS 


10. For the inspection of each installation of an 
elevator or dumb-waiter, a fee calculated on the basis 
of the fees payable for the inspection of the electrical 
installation of generators and motors forming part 
thereof in accordance with items 16 and 24 and the 
fee payable for inspection of the outlets forming part 
thereof in accordance with item 26. 


EXHAUST FANS—DOMESTIC 


11. For the inspection of each installation 
of an exhaust fan in a residence............ $  .85 


FIXTURES 
Cold-Cathode Fixtures 


12.—(1) Subject to sub-item 2, for the in- 
spection of the installation of, 


(a) each single-unit cold-cathode fixture 
having a nominal length of not more 
thanphititecouleetrmen chy tarie et ocd « $  .85 


(b) each single-unit cold-cathode fixture 
having a nominal length of more than 
HibteenLeeCtn ee tiie aot hear eee 1.65 

(c) single-unit cold-cathode fixtures 
mounted end to end, the total of the 
inspection fees applicable to each 
unit, 


(d) a single-unit cold-cathode fixture 
having a nominal length of not more 
than fifteen feet, where a transformer 
is not installed as part of the fixture 
ASSEMIDIY A Fy cnar te eM etei oie acies- 


(e) a single-unit cold-cathode fixture 
having a nominal length of more 
than fifteen feet, where no trans- 
former is installed as part of the 
fixtunerassem blew. passe seg ocean 


(2) For the inspection of the installation of a cold- 
cathode fixture, where each unit is, 


(a) not more than eight feet in length; 
(6) self-contained; 
(c) of the indoor type; and 


(d) constructed for operating lamp voltages not 
exceeding 1000 volts, 


a fee calculated on the basis of the fee payable for the 
inspection of the installation of a fixture in accordance 
with sub-item 3, but each fixture to be counted as two 
fixtures. 
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Hot-Cathode Fixtures 
(3) For the inspection of the installation of, 


(a) a hot-cathode fixture connected to an in- 
dividual outlet on a wiring system, the fee 
payable for the inspection of a fixture in 
accordance with sub-item 4; 


(6) two or more hot-cathode fixtures installed end 
to end, the fees prescribed in columns 2, 4, 6 
and 8 for the number of fixtures in columns 
13; Orange? of. Dable 1: 


(c) more than 200 hot-cathode fixtures installed 
end to end, a fee of $22.44 and 6.3 cents for 
each fixture in excess of 200. 


Incandescent-Lamp Fixtures 


(4) For the inspection of the installation of in- 
candescent-lamp fixtures, 


(a) the fees prescribed in columns 2, 4, 6 and 8 
for the number of fixtures in columns 1, 3, 5 
and 7 of Table 2; 


(b) where the number of fixtures exceeds 200, a 
fee of $14.95 and 4.2 cents for each fixture in 
excess of 200. 


Mercury-Vapour Fixtures 


(5) For the inspection of the installation of mercury- 
vapour fixtures, 


(a) installed indoors with an integral ballast, the 
fee payable for the inspection of the installa- 
tion of outlets in accordance with item 26; 

(b) installed indoors with separate ballasts, the 
sum of the fees payable for the inspection of 
fixtures in sub-item 4 and outlets in item 26. 

FLOOD LIGHTING 
13.—(1) For the inspection of the instal- 


lation of each outlet of 350-watts capacity or ® 
more in an installation of flood-lights........ 85 


(2) For the inspection of the installation of outlets 
of less than 350-watts capacity in an installation of 
flood-lights, a fee calculated on the basis of the fees 
payable for outlets in accordance with item 26. 


GAS-BURNER AUTOMATIC CONTROL-EQUIPMENT 
14. For the inspection of each installation 


of a gas-burner automatic control-equipment 
Ina TesiG ENCE mia erecvAec ee wile oie ener ore odes tors 85 


GASOLINE-DISPENSING DEVICES 
Motorless Type 
15.—(1) For the inspection of the installation of, 


(a) a motorless gasoline-pump, where no 


other installation made............ 1.65 
(b) each additional motorless gasoline- 

pump installed by the same con- 

tractor, if inspected at the same time : 

As the tikst PUD crs ieciets oe ener 85 


(c) each motorless gasoline-pump instal- 
led concurrently with other electric 
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wiring by a contractor, where the 
entire installation can be inspected 
At ONCHEIMIES has hd) Bee. wm aeeerateren sain AG .85 


Self-Contained Motor-Driven Type 


(2) For the inspection of the wiring and 
nections of, 


con- 


(a) one double-unit or blending gasoline 
SEA 


(b) each additional double-unit or blend- 
ing gasoline pump installed by the 
same contractor, if inspected at the 
same time as the first pump........ 2.45 

(c) each double-unit or blending gasoline 
pump, where inspected at the same 
time as other wiring installed by the 
SAME COMLLA CTO cies nv sieae cass eee eas 


(d) one single-unit gasoline pump...... 


(e) each additional single-unit gasoline 
pump installed by the same con- 
tractor, if inspected at the same time 
ASSUME MLSE PUI Pirensien eerste r= tere ta tae 1.65 

(f) one single-unit gasoline pump, where 
inspected at the same time as other 
wiring installed by the contractor. . 1.65 

(3) For the inspection of the connections only of, 


(a) one double-unit or blending gasoline 


(b) each additional double-unit or blend- 
ing gasoline pump installed by the 
contractor, where inspected at the 
same time as the first pump........ 1.65 

(c) one double-unit or blending gasoline 
pump, where inspected at the same 
time as other wiring installed by the 
contractor on the same premises... . 1.65 


(d) one single-unit gasoline pump...... 1.65 
(e) each additional single-unit gasoline 
pump installed by the same con- 
tractor, where inspected at the same 
fmMeras iNest OUT prea teiemesa es 1.20 
(f) one single-unit gasoline pump, where 
inspected at the same time as other 
wiring installed by the contractor on 
Ee same: Prenieea were mtsmannrie yee 1.20 


GENERATORS 


16.—(1) For the inspection of the installation of an 
electric generator, the fee prescribed by item 24 for a 
motor of like capacity. 


(2) For the inspection of the installation of an 
exciter that forms part of an alternator or of a direct- 
current generator, no fee. 


HEATING AND COOKING APPARATUS 


Domestic 


17.—(1) For the inspection of the wiring 
electric heater, clothes dryer or other domes- 
tic heating-apparatus or cooking-apparatus, 
heating-apparatus or cooking-apparatus..... $ 1.65 

(2) For the inspection of the wiring for 
each additional non-portable electric range, 
electric heater, clothes drver or other domestic 
heating-apparatus or  cooking-apparatus, 
where installed by the same contractor and 
inspected at the same time........ 


(3) For the inspection of the connection of 
a non-portable electric range, electric heater, 
clothes dryer or other domestic heating- 
apparatus or cooking-apparatus to an existing 
CHECUTC HA. Sky & vin nae Roce He AL ait AEE $a; 85 


(4) Where an electric range is of the built-in type, 
each self-contained section shall be classed as a 
separate item. 


Industrial 


18. For the inspection of the installation of each 
complete heating unit of an electric furnace, enamelling 
oven, commercial cooking-oven, electric steam-generator 
and other industrial heating-apparatus, a fee based on 
capacity as follows: 


Capacity Fee 

In LO USO watts or tester ee etsy $ 2.00 

ii. Exceeding 10 kilowatts but not ex- 
ceeding 20 kilowatts...:........ 3.00 

iii. Exceeding 20 kilowatts but not ex- 
ceeding 40 kilowatts.......... 4.25 

iv. Exceeding 40 kilowatts but not ex- 
ceeding 100 kilowatts......... 5.85 

vy. Exceeding 100 kilowatts but not ex- 
ceeding 200 kilowatts......:<..0:... 8.10 

vi. Exceeding 200 kilowatts but not ex- 
ceeding 500 kilowatts............. 1135 

vii. Exceeding 500 kilowatts but not ex- 
ceeding 1000 kilowatts............ 16.20 
viii. Exceeding 1000 kilowatts... .. 24.35 


Projection Heaters 


19. For the inspection of the installation of each 
projection heater, the fee prescribed for the inspection 
of the installation of a motor of like capacity in item 24. 


Unit-Heaters 


20.—(1) For the inspection of the instal- 
lation of each unit-heater not exceeding four. $ 85 


(2) For the inspection of the installation of more 
than four unit-heaters, where all unit-heaters inspected 
are installed by the same contractor on the same 
premises and can be inspected at the same time, 
$3.40 for the first four unit-heaters and 45 cents for each 
additional unit-heater. 


INSPECTIONS 
General 


21.—(1) For the general inspection of the 
wiring installation in a single-family domestic 
occupancy . 


5.00 


(2) For the general inspection of the wiring in- 
stallation on a commercial or industrial premises, a fee 
calculated at the rate of $6 an hour or fraction thereof 
spent by the inspector in making the inspection and 
necessary travelling expenses, with a minimum in- 
spection fee of $6. 


Miscellaneous 


22. For the inspection of any electrical installation 
that is not covered by any other item or to which 
the other items cannot be consistently applied, a fee 
calculated at the rate of $6 an hour or fraction thereof 
spent by the inspector in making the inspection and 
necessary travelling expenses, with a minimum in- 
spection fee of $6. 
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ISOLATED POWER-PLANTS 


23. For inspecting the connection of the generators 
of isolated power-plants at farms, summer cottages and 
similar places to the wiring installations supplied by 
the generators, a fee equal to the total of the applicable 
fees prescribed by items 12, 16, 26 and 35 and the 
necessary travelling expenses of the inspector. 


MOTORS 
Voltage up to 750 
24.—(1) For the inspection of the installation of 


each motor of less than 750 volts, a fee based on horse- 
power as follows: 


Horse-power Fee 
i. Fractional horse-power motors, 

(a) where one motor only is in- 
SDECKE aww Mince et ie, coer. $ 1.65 

(b) where more than one motor is 

installed by one contractor on 

the same premises and can be 

inspected at the same time, for 
each additional motor....... .85 

ii. 1 horse-power or more but not ex- 
ceeding 5 horse-power............ 1.65 

iii. Exceeding 5 horse-power but not 
exceeding 10 horse-power.......... 2.45 

iv. Exceeding 10 horse-power but not 
exceeding 50 horse-power.......... 3.60 

v. Exceeding 50 horse-power but not 
exceeding 100 horse-power......... 4.85 
vi. Exceeding 100 horse-power........ 8.10 


Voltage over 750 


(2) For the inspection of the installation of each 
electric motor of more than 750 volts, a fee based on 
horse-power as follows: 


Horse-power Fee 
i 50) horse-power or less). 45. .5...05 $ 16.10 
ii. Exceeding 50 horse-power but not 
exceeding 100 horse-power......... 19.45 
iii. Exceeding 100 horse-power......... 24.35 


(3) Where the wiring for a motor of any voltage 
has been installed by one contractor and the motor 
has been installed by another contractor, one-half 
of the indicated inspection fee, payable by each con- 
tractor, with a minimum fee to each contractor of $1.65. 


OIL-BURNERS, 
MECHANICAL-DRAUGHT COAL-BURNERS, ETC. 


25.—(1) For the inspection of each instal- 
lation of a domestic oil-burner, mechanical- 
draught coal-burner or similar domestic heat- 
"ROOF ORI RALD Clone ey cei eaces Sere Oras re oe $ 1.65 

(2) For the inspection of each installation 
of a domestic oil-burner, mechanical-draught 
coal-burner or similar domestic heating- 
apparatus, when combined with a circulating 
fan or a circulating pump in one unit........ 1.65 

(3) For the inspection of each installation 
of a domestic oil-burner, mechanical-draught 
coal-burner or similar domestic heating- 
apparatus, when combined with a circulating 


fan or a circulating pump in two separate units 2.05 


(4) For the inspection of each installation 
of an industrial-type oil-burner............. 


OUTLETS 


26.—(1) For the inspection of the wiring of electrical 
outlets, 


(a) the fees in columns 2, 4, 6 and 8 for the 
number of outlets in columns 1, 3, 5 and 7 of 


Table 3; 


(b) where the number of outlets exceeds 200, a 
fee of $29.94 and 8.4 cents for each outlet in 
excess of 200. 


(2) Where not more than three outlets are installed 
and immediate inspection is not necessary, a fee for 
inspection, 


(CATES ON I oyaNt Soe ee ee ee tele ey $  .45 
COMO ROUTLEESAIS sa auaeeEsGeomne Ger ne .85 


(C)MIOtSMOUtletsy tne eas ah eee eo 1.20 


(3) For the installation of the controls for remotely 
controlled lighting, each control to be deemed one 
outlet and the fees prescribed in sub-items 1 and 2 
to apply. 


(4) For the inspection of the installation of multi- 
outlet assemblies, the fees prescribed by sub-item 1, 
with each connection to the wiring system and each 
junction counting as one outlet. 


OUTLINEI-LIGHTING 


27. For the inspection of an installation of outline- 
lighting, where the outlets are spaced at not more than 
twenty-four inch centres, a fee calculated on the basis of 
one-half of the fees payable for the outlets in accordance 
with item 26. 


PANEL-BOARDS AND DISTRIBUTION-PANELS 


28.—(1) For the inspection of each installation of a 
lighting panel-board not exceeding 200 amperes at 
250 volts or less, a fee based on the number of circuits 
for which space is provided as follows: 


Number of Circuits Fee 

i. Exceeding 4 circuits but not exceed- 
TI OROUeT EG MDS Peet Me gee eet teres $ 1.65 

ii. Exceeding 8 circuits but not exceed- 
MOP ORCINCUUEC me mettre nate eae a, hen 2.45 

ili. Exceeding 16 circuits but not exceed- 
nee Hs (GHRO NUL ER Rhee 3 Te CORSO CeTG S45) 

iv. Exceeding 24 circuits but not exceed- 
4.10 


Te SANGLI Gat em. cee estes ein m s 


v. Exceeding 32 circuits, $4.10 and 17 
cents for each circuit in excess of 32. 


(2) For the inspection of an installation of a panel- 
board or over-current device cabinet installed in a 
residence, no fee. 


(3) For the inspection of each installation 
of a panel-board or over-current device cabinet 
In an aparkinemt SuLces a: pis .ne cre een are) ol $  .60 


(4) For the inspection of each installation of a 
power panel-board or distribution-panel at 750 volts 
or less, a fee based on capacity as follows: 
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Capacity Fee 
i:, 200"amperesiorless.. 12. 2..0s0s ae $ 53225 
Exceeding 200 amperes but not ex- 
ceeding 400 amperes.............. 4.80 
ii. Exceeding 400 amperes but not ex- 
ceeding 600 amperes.............. 8.10 
iv. Exceeding 600 amperes but not ex- 
ceeding 1200 amperes............. 135 
v. Exceeding 1200'amperes.........- 14.60 


PERMITS—-ANNUAL 


29. For an annual permit to the owner or occupant 
of a manufacturing, mercantile or other building, where 
in the opinion of the Commission electric-installation 
work of a routine nature in connection with the main- 
tenance or operation of the building or the plant 
therein is required to be performed at frequent intervals, 
and where the owner or occupant employs his own 
electricians for the purpose, an annual fee based on the 
number of persons employed as follows: 


Number of persons employed Fee 
iNot exceeding MOOK re nmne- 5 es or $ 24.35 
ii. Exceeding 100 but not exceeding 250. 40.50 
ili. Exceeding 250 but not exceeding 500. 81.00 


iv. Exceeding 500 but not exceeding 
A OOO? arse. tlien tare eRe Ramey ated aN 162.00 


v. Exceeding 1,000, $162, and $162 for 
each additional 500 employees or 
fraction thereof in excess of 1000. 


PERMITS—TEMPORARY CURRENT 


30. For a temporary current permit, where the 
permit period is not longer than ninety days and the 
installation is permanent or, where the permit period 
is not longer than six months and the installation is 
temporary, for, 


(a) a single-family dwelling-house, du- 
plex house or apartment house con- 
taining not more than two apart- 
1004S) ORCS ancy ey eerste lame Nae ais, aie $ 3.60 


(b) an apartment house or any house 
that contains more than two apart- 


ments, and office, a factory or other 
commercial or industrial premises, 


(ietorlrehitinexonlvasie ete eee 3.60 
Giltom power onlyae. ne eee 3.60 


(iii) for lighting and power on one 
PELMU tin sey. ee acetone 6.00 


PLANS AND SPECIFICATIONS FOR ELECTRICAL 
INSTALLATIONS 


31.—(1) For inspection of plans and specifications 
for an electrical installation having a potential of not 
more than 750 volts in, 


(a) an apartment house, 


(1) containing not more than four 
apartments)./.2: fe ose $ 1.65 


(ii) containing more than four 
apartments but not more than 


ten apartments, $1.65 and 45 
cents for each apartment in ex- 
cess of four, 


(iii) containing more than ten apart- 
ments, $4.15 and 25 cents for 
each apartment in excess of ten; 


(b) a church or building used for chari- 
table purposes tearoom: sree nie ake 


(c) a factory used for light-manufactur- 
ing purposes, 


(i) having a floor-area of not more 
than 10,000 square feet....... 


(ii) having a floor-area in excess of 
10,000 square feet, $4.85 and 
$1.65 for each 10,000 square 
feet or fraction thereof in 
excess of 10,000; 


(d) a factory used for other than light- 
manufacturing purposes, 


(i) having a floor-area of not more 
than 5,000 square feet........ 


(ii) having a floor-area in excess of 
5,000 square feet, $3.25 and 
$1.65 for each 5,000 square feet 
or fraction thereof in excess of 


5,000; 
(e) a garage, 


(i) having a floor-area of not more 
than 5,000 square feet........ 


(ii) having a floor-area of more 
than 5,000 square feet, $3.25 
and $1.65 for each 10,000 square 
feet or fraction thereof in excess 


of 5,000; 


(f) an office building, hotel or depart- 
ment store, 


(i) for ground-floor and basement. 
(ii) for every additional 10,000 
square feet of floor-area or 


fraction thereof other than of 
the ground-floor or basement. . 


(g) a residence other than an apartment 
house, 


(i) having not more than eight 


(ii) having more than eight rooms 
but not more than fifteen rooms 


(iii) having more than fifteen rooms 
(h) a school being, 


(1) a technical school or a school 
having technical-school facilities 


(ii) other than a technical school... 


(t) a store, other than a department 
store 


(7) a theatre, 


(i) having a capacity of not more 
thani5s00 seats: mee iene acane 


1.65 


4.85 


3.25 


3.25 


16.20 


1.65 


1.25 


1:45 
2:25 


16.20 
S25 


1.65 


8.10 
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(ii) having a capacity of more than 
500 seats $8.10 and $8.10 for 
every 500 seats or fraction 
thereof in excess of 500; 


(Rk) a warehouse, 
$ 3.25 
1.65 


(i) ground-floor and basement... . 
(ii) each additional floor.......... 


(1) a cold-storage warehouse, $16.20 and 
$3.25 for ground-floor and basement 
and $1.65 for each additional floor. 


(2) For inspection of plans and specifications for 
high-potential electrical installations, $6 for each hour 
or fraction thereof spent in connection therewith. 


(3) For the inspection of the plans and specifications 
for an installation that includes low-potential and high- 
potential systems, the fee prescribed by sub-item 1 and 
a charge of $6 an hour or fraction thereof in respect 
of the time expended by the inspector in examining 
the plans and specifications for the high-potential 
system or systems. 


(4) For the inspection of the plans and specifications 
for any installation not falling within sub-items 1, 2 or 
3, $6 for each hour or fraction thereof spent in con- 
nection therewith. 


POWER OUTLETS 


32.—(1) For the inspection of the installation of a 
power-outlet rated at 20 amperes or less, $1.65 and 85 
cents for each additional such outlet inspected at the 
same time. 


(2) For the inspection of the installation of a 
power-outlet rated at more than 20 amperes, $3.25 and 
$1.65 for each additional such outlet inspected at the 
same time. 


REFRIGERATION EQUIPMENT 


33.—(1) For the inspection of the installation of 
each outlet for a beverage cooler, the fee prescribed 
for power outlets in item 32. 


(2) For the inspection of the installation of a 
beverage cooler of the permanently-connected type, 
the fee prescribed for the inspection of motors of like 
rating in item 24. 


(3) For the inspection of the installation of a 
bulk-milk cooler, the fee prescribed for motors of like 
rating in item 24 based on the total horse-power of the 
cooler. 


(4) For the inspection of the installation of a 
refrigeration cabinet, the fee prescribed for motors of 
like rating in item 24 and an additional fee of 70 cents 
for each section of the unit. 


RE-INSPECTION 


34. For each re-inspection made of an electrical in- 
stallation after the contractor has been notified of 
defects in the installation where, upon such subsequent 
re-inspection, it is found that the defects have not been 
remedied, a fee calculated at the rate of $6 an hour 
or fraction thereof spent by the inspector in making 
the inspection and necessary travelling expenses, with 
a minimum fee of $6. 


SERVICES 


35.—(1) For the inspection of a temporary or per- 
manent consumer’s service operating at low-potential, 
a fee based on rating in amperes as follows: 


Amperes Fee 
i. 60 amperes or under.............. $ 2.05 
ii. Over 60 amperes but not exceeding 
LOOramperesyweets er AeA eee ee 2.80 
iii. Over 100 amperes but not exceeding 
ZOOKAIpSress tees es eee 4.10 
iv. Over 200 amperes but not exceeding 
40 0Fam pares, Wa « ket, ee ee ee 5.80 
v. Over 400 amperes but not exceeding 
OOOMAMDELES wmmtan Mey tree. peace eer: 8.00 
vi. Over 600 amperes but not exceeding 
Pe 00;e mm peresera mat ukeraeners Tate 11.30 
Vii Over. 200hantperes: ee en aren ne 14.60 
(2) For the inspection of each sub-service 
switch, where installed at the same time as the 
main-service equipment and by the same 
COMER A CUOR a cuca epee. anne Hadpwast< (tacky gaol nae zo) 


(3) Where a consumer’s service enters a building 
in which two or more service-entrance switches are used 
in parallel to disconnect the installation from the 
source of supply, a fee for inspection of each service- 
entrance switch equal to the fee payable for a service. 


(4) Where a consumer’s service is installed in a 
duplex building or other multiple-occupancy building 
and two, three, four, five or six meters are required and 
no master switch is installed, a fee for inspection of the 
service calculated on the basis of one service of the 
combined capacity of the individual service-switches, 
and 45 cents for each service switch. 


36. For the inspection of a temporary or 
permanent consumer’s service operating at a 
potential of more than 750 volts............ $ 24.00 

37.—(1) For the inspection of service-entrances, 
isolating switches and circuit-breakers concurrently 
with the inspection of the service of which they form 
part, no fee. 


(2) Where the service-equipment is mounted on a 
switchboard, no fee under items 35 and 36. 


PRIMARY AND SECONDARY SERVICE LINES 


38.—(1) For the inspection of a primary line, $3.25 
where there are not more than two customer-owned 
poles and 45 cents for each additional pole. 


(2) For the inspection of a secondary line, 
where there is more than one customer- 
owned poleisetst: +. cate mie elceceeat er et aes a 155) 
SIGNS AND MARQUEE LIGHTING 


39.—(1) For the inspection of the service, 
feeders and other wiring for the connection 


of one sign or marquee not operated by motor. $ 1.65 


(2) For the inspection of the service, 
feeders and other wiring for and the connection 
of each additional sign or marquee not 
operated by motor installed on the same 
premises by the same contractor, where all 
the installations can be inspected at one 


(3) For the inspection of the service, 
feeders and other wiring for and the con- 
nection of one motor-operated sign or motor- 
Operated mar qieerr ats yet cr welll iee 4.85 

(4) For the inspection of the service, 
feeders and other wiring for and the con- 
nection of each additional motor-operated 
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sign or marquee installed on the same premises 
by the same contractor, where all the installa- 
tions can be inspected at one time.......... $ 2.45 

(5) Where the wiring for a sign or marquee is 
installed by one contractor and the sign or marquee is 
connected by another contractor, for the inspection of, 


(a) the wiring only of one sign or 
marquee not operated by motor.... $ 85 


(b) the wiring only of each motor- 
operated sign or motor-operated 


TAL CU CER arctere ees uy ster eree ae Seale Ps 2.45 


(c) the connection only of each sign or 


marquee not operated by motor.... 85 | 


(d) the connection only of each motor- 
operated sign or motor-operated 
MMATCIMECER A rae rence ce mine rere eee 


SUMP-PUMPS 


40. For the inspection of the installation of a 
sump-pump, a fee based on the horse-power rating 
of the motor in accordance with the fee prescribed for 
motors of like rating in item 24. 


SWITCHBOARDS 


41.—(1) For the inspection of an installa- 
tion of a switchboard operating at a low- 


potential....... $ 8.10 


(2) For the inspection of an installation of two or 
more switchboards operating at a low-potential, in- 
stalled by the same contractor on the same premises, 
where all switchboards can be inspected at the same 
time, $8.10 for the first switchboard and $4.05 for each 
additional switchboard. 


(3) For the inspection of each installation 
of aswitchboard operating at a high-potential. $ 16.20 

(4) For the inspection of an installation of two or 
more switchboards operating at a _high-potential, 
installed by the same contractor on the same premises, 
where all switchboards can be inspected at one time, 
$16.20 for the first switchboard and $8.10 for each 
additional switchboard. 


TELEPHONE BOOTHS 


42.—(1) For the inspection of the installa- 
tion of the wiring of a telephone booth, whether 
connected to a street-lighting service or to a 
customer’s fuse-panel, where all the wiring can 


be inspected at the same time.............. $ 2.05 


(2) For the inspection of the installation 
of the wiring of a sign connected to a T-fitting, 
after the inspection under sub-item 1........ 85 


THEATRES 


43,.—(1) For the inspection of -the installa- 
tion of the electrical equipment to be used by a 
road show on the stage of a theatre......... $ 5.00 

(2) For each weekly inspection of an instal- 
lation of electrical equipment to be used by a 
stock company on the stage of a theatre..... 3.00 
TRANSFORMERS AND CAPACITORS 


44.—(1) For the inspection of the installa- 
tion of each transformer or capacitor operating 
ata primary voltage of not more than750 volts, 
a fee based on rated wattage as follows: 


Fee 
$ 1.65 


Wattage 


i. Rated at not more than 5 kilowatts. 


ii. Rated at more than 5 kilowatts but 


not more than 10 kilowatts........ $ 2.45 
iii. Rated at more than 10 kilowatts but 

not more than 20 kilowatts........ 2.80 
iv. Rated at more than 20 kilowatts but 

not more than 30 kilowatts........ 4.60 
v. Rated at more than 30 kilowatts . 6.70 


(2) For the inspection of the installation of each 
single-phase transformer or capacitor operating at a 
primary potential of more than 750 volts, a fee based 
on the rated kilovolt-amperes as follows: 


i. Rated at not more than 25 kilovolt- 


AMPCTESimcite ce sia Tc» Me le $ 7.20 
ii. Rated at more than 25 kilovolt- 
amperes but not more than 50 kilo- 
WOlt-AIN DEES inccaiais + auto mertere ¢ 10.80 
iii. Rated at more than 50 kilovolt- 
amperes but not more than 100 
kilovoltz=amiperés: 421.4. >.<-+ atin Meae 14.40 
iv. Rated at more than 100 kilovolt- 
amperes but not more than 500 
kilovolt-amperes................4. 18.00 


vy. Rated at more than 500 kilovolt- 
amperes, $18 and $1.20 for each 100 
kilovolt-amperes or fraction thereof 
in excess of 500 kilovolt-amperes. 


(3) For the inspection of the installation of each 
three-phase transformer or capacitor, a fee calculated 
on the basis of two-thirds of the fees payable for three 
single-phase transformers or capacitors having a com- 
bined kilovolt-ampere rating equal to the three-phase 
transformer or capacitor. 


TROLLEY AND BUS DUCTS 

45. For the inspection of the installation 
of trolley duct or bus-duct, for each ten feet 
Or traction thereol ot oitancca aie: seed Soe oa $ .20 

WATER-HEATER CONTROL WIRE 

46. For the inspection of the installation 
of flat-rate .water-heater control wires, where 
not inspected at the same time as the con- 
Sumer’ siservices) “OR Cr Ost we ae bie Pee $ = .85 

WELDERS 


47.—(1) For the inspection of the installa- 


tion of an outlet for a’welder.:...:5.44...).. $- 1.65 
_ (2) For the inspection of each additional 
installation of an outlet for a welder installed 
by the same contractor, if inspected at the 
Same, time Shh. Ape tot. cee SA: <a Ee EELS Bae 85 


WINDOW STRIP-LIGHTING, 
COVE-LIGHTING, ETC. 


48. For the inspection of a window strip-light, 
cove-light or similar installation, one-half of the fee 
prescribed by item 26 but not less than $1.65. 


X-RAY EQUIPMENT AND HIGH-FREQUENCY 
APPARATUS 


49.—(1) For inspection of the wiring for, 
(a) low-voltage X-ray equipment; 
(6) primary-circuit X-ray equipment; 


(c) low-voltage high-frequency appara- 
tus; or 
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(d) primary-circuit high-frequency ap- 


paratus 


a8) 65s sinus teh) Sim) ie\.0/'6)) 6 (eine: 6.4) 9 3a"le'e eve) 


(2) For inspection of the wiring for, 


(a) high-voltage X-ray equipment; 


(b) secondary-circuit X-ray equipment; 


$ 3.25 


(c) high-voltage high-frequency appara- 


tus; or 


CoLuMN 1 
No. of 
Fixtures 
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WOANBwWNOCO& WARWHHKOOUIDA RBWHHKOCMARWE 
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(d) secondary-circuit high-frequency ap- 


paratus 


aiviele fe) ie) efle siisiverim ites! tata) a) aid (6 14 16 be) ole 


SPECIAL INSPECTIONS 


$ 8.10 


50. For the inspection of electrical equipment not 
bearing an approval label of the Commission®or 
Canadian Standards Association, $10 an hour or fraction 
thereof spent by the inspector in making the necessary 
investigations and necessary travelling expenses. 


O. Reg. 162/58, Sched. 1. 


TABLE 1 


(HOT-CATHODE FIXTURES END TO END) 


CoLUMN 4 


Fee 


Bs 
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ROOCIAURNHO 


CWA wWL 
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CoLuMN 5 
No. of 
Fixtures 


101 
102 
103 
104 
105 
106 
107 
108 
109 
110 


111 
112 
113 
114 
115 
116 
117 
118 
ake) 
120 


121 
122 
123 
124 
125 
126 
127 
128 
129 
130 


131 
132 
133 
134 
135 
136 
137 
138 
139 
140 


141 
142 
143 
144 
145 
146 
147 
148 
149 
150 


CoLUMN 6 


CoLUMN 7 
No. of 
Fixtures 


151 
152 
153 
154 
155 
156 
157 
158 
159 
160 


CoLUMN 8 


Fee 


$18.36 
18.45 
18.53 
18.62 
18.70 
18.79 
18.87 
18.96 
19.04 
19512 


19.20 
19.28 
19.37 
19.45 
19.53 
19.61 
19.70 
19.78 
19.86 
19.94 


20.03 
20.11 
20.19 
20.28 
20.36 
20.45 
20.53 
20.62 
20.70 
20.79 


20.87 
20.95 
21.04 
eae 
PAEZA 
2129 
21.37 
21.45 
21.53 
21.62 


21.70 
21.78 
21.86 
21.95 
22.03 
Pepe MA) 
22.19 
22.28 
22.36 
22.44 


O. Reg. 162/58, Table 1. 
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TABLE 2 


(INCANDESCENT FIXTURES) 


CoLUMN 4 


CoLuMN 5 
No. of 
Fixtures 


101 
102 
103 
104 
105 
106 
107 
108 
109 
110 


111 
112 
113 
114 
115 
116 
117 
118 
119 
120 


121 
122 
123 
124 
125 
126 
127 
128 
129 
130 


131 
132 
133 
134 
135 
136 
13 
138 
139 
140 


141 
142 
143 
144 
145 
146 
147 
148 
149 
150 


COLUMN 6 


Fee 


CoLuMN 7 
No. of 
Fixtures 


LOW 
152 
153 
154 
155 
156 
157 
158 
159 
160 


CoLUMN 8 


O. Reg. 162/58, Table 2. 
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TABLE 3 
(OUTLETS) 
CoLuMN 3 | CoLumMN 4 | Cotumn 5 | CoL_umn 6 | CoLtuMN 7 | CoLuUMN 8 

No. of No. of No. of 

Outlets ' Fee Outlets Fee Outlets Fee 
By! $10.78 101 $18.74 151 $24.55 
by 10.94 102 18.86 152) 24.66 
5S 11.10 103 18.98 153 DAN Eh 
54 11.26 104 19.10 154 24.88 
DS 11.42 | 105 19.22 155) 24.99 
56 11.58 106 19.34 156 25.10 
Syl 11.74 107 19.46 157 251 
58 11.90 108 19.58 158 25.32 
59 12.06 | 109 19.70 159 25.43 
60 12222, 110 19.82 160 25.54 
61 12.38 111 19.94 161 25.65 
62 12.54 iil 20.06 162 25.76 
63 12.70 113 20.18 163 25.87 
64 12.86 | 114 20.30 164 25.98 
65 13.02 | AES 20.42 165 26.09 | 
66 13.18 116 20.54 166 26.20 
67 13.34 WiL7/ 20.66 167 26.31 
68 13.50 118 20.78 168 26.42 
69 13.66 119 20.90 169 26.53 
70 13.82 120 21.02 170 26.64 

| 

ifal 13.98 121 21.14 171 26.75 
72 14.14 | 122 21.26 172 26.86 
We 14.30 123 21.38 173 26.97 
74 14.46 124 2-50 174 27.08 
75 14.62 125 21.62 175 27.19 
76 14.78 126 21.74 176 27.30 
77 14.94 Lae 21.86 ia 27.41 
78 15.10 128 21.98 178 O52, 
79 15.26 129 22.10 179 OS: 
80 15.42 130 22.22 180 27.74 
81 15.58 131 22.34 181 27.85 
82 15.74 | 132 22.46 182 27.96 
83 15.90 | 133 22.57 183 28.07 
84 16.06 134 22.68 184 28.18 
85 16.22 135 22.79 185 28.29 
86 16.38 136 22.90 186 28.40 
87 16.54 137 23.01 187 28.51 
88 16.70 138 2S 2, 188 28.62 
89 16.86 139 23.23 189 28.73 
90 17.02 140 23.34 190 28.84 
91 17.18 141 23.45 191 28.95 
92 17.34 142 23.56 192 29.06 
93 17.50 143 23.67 193 29.17 
94 17.66 144 23.78 194 29.28 
95 17.82 145 23.89 195 29.39 
96 17.98 146 24.00 196 29.50 
97 18.14 | 147 24.11 197 29.61 
98 18.30 148 24.22 198 29.72 
99 18.46 149 24.33 199 29.83 
100 18.62 150 24.44 200 29.94 


O. Reg. 162/58, Table 3. 
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Regulation 490 


under The Power Commission Act 


INSTALLATIONS AND EQUIPMENT 


INTERPRETATION 


In this Regulation: 


1 


“absorption-resisting’’ when applied to a 
material means that the material is incapable 
of taking up, to an extent sufficient to affect 
the electrical or mechanical properties of the 
material to an appreciable extent under its 
proposed conditions of use, water or other 
liquid deleterious to the material to which it 
is likely to be exposed. 


. “‘aecessible’’ when applied to electrical equip- 


ment means that the electrical equipment is 
not permanently enclosed by the structure or 
finish of any part of the building in which it 
is erected, installed or maintained. 


. “alive” or “‘live’’ when applied to electrical 


equipment or an electrical installation means 
that the electrical equipment or electrical in- 
stallation is electrically connected to a source 
of potential difference or electrically charged 
so as to have a potential different from that 
of earth. 


“aluminum-sheathed cable’? means a cable 
consisting of one or more approved type 
insulated conductors assembled into a core 
and covered with a liquid-tight and gas-tight 
sheath of aluminum or aluminum alloy. 


. “approval label’? means a metal plate, decal- 


comania transfer or such other means of mark- 
ing and identification as the Commission 
from time to time requires, permanently 
affixed to any approved electrical equipment 
to indicate in a manner satisfactory to the 
Commission that the electrical equipment is 
approved. 


“approvals report’? means a report of any 
person, firm, corporation or association ap- 
pointed by the Commission to inspect electri- 
cal equipment for the purpose of ascertaining 
whether the electrical equipment conforms 
to this Regulation and is designed and con- 
structed so as to present no undue hazard to 
persons or property, either certifying that 
the electrical equipment conforms to this 
Regulation and is designed and constructed 
so as to present no undue hazard to persons 
or property or setting forth the changes or 
improvements required to be made in or to 
the electrical equipment in order to make it 
conform to this Regulation or to eliminate 
the said hazards or prescribing any conditions 
applicable to the use of the electrical equip- 
ment, or containing any combination of the 
foregoing matters. 


. “approved” when applied to electrical equip- 


ment means that the use, installation, sale, 
offer for sale or other disposal of the electrical 
equipment has been authorized under Part I 
of this Regulation and, when applied to any 
other articles, methods or things, means that 
the articles, methods or things are approved 
by the Commission for the particular use or 
purpose to which the articles, methods or 
things are put or for which they are employed. 


8. 


tale 


aS. 


14. 


15; 


16. 


“armour’’ means a wrapping of galvanized 
interlocking steel strip or other suitable metal 
forming an integral part of the assembly of 
certain types of insulated cables, wires or 
cords. 


. “armoured-cable’’ means a cable provided with 


an outer wrapping of tape of a metal other 
than lead, which wrapping forms an integral 
part of the assembly of the cable and is 
designed primarily to afford mechanical pro- 
tection, 


. “authorized person’’ means, 


(a) a person who by the nature of his 
duties or occupation is obliged to 
approach or handle electrical equip- 
ment; and 


(6b) any other person who, having been 
warned of the hazards involved, has 
been instructed or authorized to ap- 
proach or handle electrical equipment 
by some person having authority to 
give the instructions or authorization. 


“auxiliary gutter’? means a sheet metal en- 
closure for conductors, cables and bus bars at 
switchboards, meter centres, distribution 
centres and similar points. 


. “B. & S. gauge’? means the Brown and Sharpe 


or American wire gauge as applied to non- 
ferrous conductors and non-ferrous sheet 
metal and when preceded by a number shown 
in column 1 of Table 49 and, 


(a) applied to a solid non-ferrous con- 
ductor means that the area of the end 
section of the conductor is the relevant 
number of circular mils shown in 
column 2 of the Table; or 


(b 


applied to a stranded non-ferrous con- 
ductor means that the sum of the areas 
of the end sections of the component 
strands, measured at right angles to 
their axes, is equal to the area of the 
end section of a solid conductor of the 
same gauge number. 


“branch-circuit’’ means that portion of an 
electrical circuit, whether for lighting or 
power, that extends beyond the final over- 
current devices in the circuit. 


“building” means a structure that stands 
alone or that is cut off from adjoining struc- 
tures by unpierced fire-walls or by openings 
protected by approved fire doors. 


‘“‘bus’” means a conductor that serves as a 
common connection for the corresponding 
conductors of two or more electrical circuits. 


“busway’’ means an approved, completely 
assembled metal troughing and fittings there- 
for containing bare conductors that are 
intended for use as feeders, the conductors 
being suitable supported on insulators. 
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28. 


aE). 


30. 


“cabinet”? means an enclosure of adequate 
mechanical strength constructed entirely of 
fire-resisting and absorption-resisting material, 
designed either for surface or flush mounting 
and provided with a frame, matt or trim in 
which a swinging door is hung. 


“cell” means a single, enclosed tubular space 
in a cellular metal-floor member, the axis of 
the space being parallel to the axis of the 
metal-floor member. 


“cellular’’ when applied to a metal floor or 
part thereof means that the metal floor or part 
thereof is so constructed as to contain one or 
more cells. 


“cellular metal-floor race-way’’ means the cells 
of cellular metal floors that, with suitable 
fittings, may be approved as enclosures for 
electrical conductors. 

“circuit’’ means a path usually of metal 
through which electric current can flow. 


“circuit-breaker’’ means a device capable of 
automatically opening a current-carrying cir- 
cuit under both overload and short-circuit 
conditions by electro-mechanical means on a 
pre-determined over-current, without injury 
to the device. 


“communication circuit’? means a circuit that 
is part of a communication system. 


“communication system’’ means a system 
actuated by electricity whereby intelligence or 
signals may be transmitted to or through a 
central station and includes a_ telephone, 
telegraph, district messenger, fire and burglar 
alarm, watchman or sprinkler supervisory 
system but does not include a communication 
system carried on by radio, wired or otherwise. 


“concealed”? when applied to electrical equip- 
ment means that the electrical equipment is 
rendered permanently inaccessible by the 
structure or finish of the building. 


“conductor’’ means a wire, cable or other con- 
trivance, fabricated in whole or in part of 
metal, designed to convey electrical current 
from one piece of electrical equipment to 
another or to ground. 


“consumer’s service’’ means all that part of 
the electrical equipment used for the purpose 
of supplying power to a consumer from the 
service box or its equivalent up to and includ- 
ing the point at which the supply authority 
makes connection. 


“contractor’’ means any person who as princi- 
pal, servant or agent, by himself or his associ- 
ates, employees, servants or agents performs 
or engages to perform either for his own use 
and benefit or for that of another and for or 
without remuneration or gain any work in 
respect of an electrical installation or any 
other work to which this Regulation applies. 


“current-permit’? means a written permit 
issued by the Commission to a supply author- 
ity for the supply of electric energy to an 
electrical installation. 


“cut-out box’ means an enclosure of adequate 
mechanical strength constructed entirely of 
fire-resisting and absorption-resisting material 
designed for surface mounting and having 
swinging doors or covers secured directly to 
and telescoping with the walls thereof. 
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“damp place’ means any place in which 
moisture is present either at all times or from 
time to time to such an extent as to be likely 
to impair the effectiveness of an electrical 
installation conforming to the minimum 
requirements for ordinary conditions. 


“dead”? when applied to electrical equipment 
means that the current-carrying electrical 
equipment is free from any electrical connec- 
tion to a source of potential difference and 
from electrical charge or has not a potential 
different from that of earth. 


“dead-front’’ when applied to electrical equip- 
ment means that the electrical equipment is 
so constructed that all live parts, except the 
wells for plug fuses in panelboards and in 
enclosed branch-circuit cut-outs, are enclosed 
in such manner as to be inaccessible. 


“different systems’? means two or more sys- 
tems that derive their energy from different 
transformers or from different banks of trans- 
formers or from different generators or other 
sources. 


“dumb-waiter” means a hoisting and lowering 
mechanism used exclusively for carrying 
freight and equipped with a car that moves 
in guides in a substantially vertical direction, 
the car having a floor area not in excess of 
nine square feet, a compartment height not in 
excess of three feet and six inches, and a capa- 
city not in excess of 500 pounds. 


“dust-tight’’ when applied to enclosures, con- 
tainers, cases and structures means that the 
enclosures, containers, cases and structures are 
so constructed that dust cannot enter. 


“electrical equipment’? means any apparatus, 
appliance, device, instrument, fitting, fixture, 
machinery, material or thing used in or for, or 
capable of being used in or for the generation, 
transformation, transmission, distribution, 
supply or utilization of electric power or 
energy and, without restricting the generality 
of the foregoing, includes any assemblage or 
combination of materials or things that is 
used, or is capable of being used or adapted 
to serve or perform any particular purpose or 
function when connected to an electrical in- 
stallation notwithstanding that any of such 
materials or things are mechanical, metallic 
or non-electric in origin. 


“electrical installation’? means a system or 
part of a system of wiring installed or to be 
installed in or upon any land, building or 
premises from the point or points of delivery 
of electric power or energy therein or thereon 
by the supply authority or from any other 
source of supply, up to the point or points 
at which the power or energy can be consumed 
or used therein or thereon by any electrical 
equipment, and the “work on an electrical 
installation” or “make an electrical installa- 
tion’”’ includes the installation, maintenance, 
alteration, extension and repair of the wiring 
and the connection of the wiring with any of 
the electrical equipment or with any other 
part of the wiring system. 


“electrical metallic tubing’? means metal pipe 
into which it is intended that conductors be 
drawn and having a wall thinner than that of 
rigid conduit and an outside diameter sufh- 
ciently different from that of rigid conduit to 
render it impracticable for threading with 
standard pipe thread. 
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52.“flame-retarding”’ 


“electric elevator’? means an elevator in which 
the motion of the car or platform is obtained 
through an electric motor applied directly to 
the elevator machinery. 

“elevator’’ means a hoisting and lowering 
mechanism equipped with a car or platform 
that moves in guides in a_ substantially 
vertical direction, but does not include dumb- 
waiters, endless belts, conveyors, chains, 
buckets and similar devices used for the pur- 
pose of elevating materials or tiering machines 
or piling machines operating within one 
storey. 


“elevator machinery’? means the machinery 
and equipment used in raising and lowering 
the elevator car or platform. 


“emergency lights’ means all lights in a 
building used for public assembly that, for the 
purpose of facilitating safe exit in case of fire 
or other emergency, are intended to be kept 
lighted continuously while the building is 
open to the public. 


“enclosed’’ when applied to motors means that 
the motor is totally enclosed by metal but not 
necessarily dust-tight and, when applied to 
panelboards, means that an assembly of buses 
and connections, over-current devices and 
control apparatus with or without switches or 
other equipment is installed in a cabinet or 
cut-out box. 


“explosion proof” when applied to electrical 
equipment means that the electrical equipment 
is enclosed in a case that is constructed to 
withstand an explosion of a specified gas or 
vapour within the case and to prevent the 
ignition of the specified gas or vapour sur- 
rounding the enclosure by sparks, flashes or 
explosions of the specified gas or vapour 
within the enclosure. 


“exposed”? when applied to electrical equip- 
ment means that the electrical equipment is 
not so guarded or isolated that any current- 
carrying part thereof cannot be touched in- 
advertently or approached more closely than 
is safe by any person. 


“extra-low potential” 
in excess of 30 volts. 


means any potential not 


“extra-low-potential power-circuit’’ means a 
circuit, other than a remote-control circuit or 
a signal circuit, operating at a potential not 
in excess of 30 volts supplied from a trans- 
former or other device restricted to a rated 
out-put not in excess of 1,000 volt-amperes 
but in which the current is not limited to the 
requirements for Class 2 remote-control 
circuits set out in subsection 2 of section 409. 


“feeder”? means those conductors of a circuit 
that run from service equipment to the first 
set of over-current devices. 


“filling station’ means premises or portions 
of premises on or within which are installed 
pumps or other devices used for the purpose 
of receiving or delivering volatile flammable 
liquids to or from vehicles. 


“fire-resisting’’ when applied to buildings or 
portions thereof means that the buildings or 
portions thereof are constructed of masonry, 
reinforced concrete or equivalent materials. 


when applied to the cover- 
ings of wires and cables means that the 
coverings are made of a material that will 
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not burn for more than a specified period of 
time and will not permit flame to travel or 
extend beyond a specified distance. 


“flexible conduit’? means a flexible metal con- 
duit into which it is intended that conductors 
be drawn. 


means flexible non-metallic 
known as “‘loom’’, into 
that a conductor be 


“flexible tubing” 
tubing commonly 
which it is intended 
drawn. 


‘“‘garage’’ means a building or portion of a 
building in which one or more self-propelled 
vehicles containing volatile, flammable liquid 
for fuel or power are kept for use, sale, storage, 
rental, repair, exhibition or demonstration. 


“gas-tight’’ when applied to enclosures, con- 
tainers, cases and structures means that the 
enclosures, containers, cases and structures are 
so constructed that gas cannot enter. 


“general use’? when applied to switches means 
that the switch is intended for use in general 
distribution and branch-circuits and is rated 
in amperes and is capable of interrupting its 
rated current at rated voltage and, when 
applied to motors, means an open, enclosed or 
protected motor constructed for use under 
ordinary conditions only. 


“oround’’ means a connection to earth of elec- 
trical equipment by means of a ground 
electrode. 


‘grounded’ when applied to electrical equip- 
ment means that the electrical equipment is 
connected effectually with the general mass of 
the earth through a grounding system having 
current-carrying capacity sufficient at all 
times, under the most severe conditions that 
are likely to arise in practice, to prevent any 
current in the grounding-conductor from 
causing a harmful voltage to exist between the 
grounded conductors and adjacent exposed 
conducting surfaces that are in good contact 
with the earth or between the grounded con- 
ductors and adjacent surfaces of the earth 
itself. 


“ground electrode’? means a metallic water- 
piping system or a metallic object or device 
buried in or driven into the earth in such 
manner as to make intimate contact therewith 
and to which a grounding-conductor is elec- 
trically and mechanically connected. 


‘““grounding-conductor’’ means a path of cop- 
per or other approved metal specially arranged 
as a means whereby electrical equipment is 
electrically connected to a ground electrode. 


“orounding system’’ means the totality of the 
cables, conductors, clamps, ground clips, 
oe plates, pipes and ground electrodes by 
means of which electrical equipment or an 
electrical installation is grounded. 


“guarded’’ when applied to electrical equip- 
ment means that the electrical equipment is 
so covered, shielded, fenced, enclosed or other- 
wise protected by means of suitable covers, 
casings, barriers, rails, screens, mats or plat- 
forms as to remove the likelihood of dangerous 
contact or approach by persons or objects. 


“hazardous locations’’ means premises, build- 
ings or parts thereof in which there exists the 
hazard of fire or explosion by reason of the 
presence of flammable gases, vapours or 
liquids, combustible dust, easily ignitible fibres 
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or similar substances and, without limiting 
the generality of the foregoing, includes build- 
ings or portions thereof in which, 


(a) highly flammable gases, flammable 
volatile liquids, mixtures, or other 
highly flammable substances are manu- 
factured, used or stored in other than 
original containers; 


(6) combustible dust or flyings are likely 
to be present in quantities sufficient to 
produce an explosive or combustible 
mixture; 


(c) it is impracticable to prevent combus- 
tible dust or flyings from collecting in 
or upon motors or other electrical 
equipment in such quantities as to 
produce over-heating in the motors or 
other electrical equipment by reason of 
the prevention of normal radiation, or 
from being deposited upon incan- 
descent lamps; 


(d 


was 


easily ignitible fibres or materials pro- 
ducing combustible flyings are manu- 
factured, handled or used in a free 
open state; or 


(e) easily ignitible fibres or materials pro- 
ducing combustible flyings are stored 
in bales or containers but are not 
manufactured, handled or used in a 
free open state. 


. “header’? means a transverse race-way for 


electrical conductors providing access to pre- 
determined cells of a cellular metal-floor and 
permitting the installation of conductors from 
a distribution centre to the cells. 


“high-potential’’ means any potential in 


excess of 750 volts. 


“hoist-way’’ means a shaftway, hatchway, 
well hole or other vertical opening or space in 
which an elevator or dumb-waiter operates or 
is intended to operate. 


“identified” when applied to a conductor 
means that the conductor has a white or gray 
covering or separator or has a tracer in the 
outer braid or has some other approved means 
of identification indicating that the conductor 
is a neutral or grounded conductor and, when 
applied to electrical equipment other than 
conductors, means that the electrical equip- 
ment has some terminal distinguished by 
being tinned, nickel plated or otherwise effec- 
tively marked for identification in an approved 
manner. 


“inaccessible’’ when applied to a room or 
compartment means that the room or com- 
partment is sufficiently remote from access or 
so placed or guarded that unauthorized persons 
cannot inadvertently enter the room or com- 
partment and, when applied to electrical 
equipment, means that the electrical equip- 
ment is covered by the structure or finish of 
the building in which it is installed or main- 
tained or sufficiently remote from access or so 
placed or guarded that unauthorized persons 
cannot inadvertently touch or interfere with 
the equipment. 


“incombustible’ when applied to any sub- 
stance, material or thing means that the sub- 
stance, material or thing is incapable of sus- 
taining combustion in air either when ignited 
or when subjected to and maintained at a 
high temperature. 
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“indicating switch’’ means a switch so designed 
or marked as to show readily whether the 
switch is in an on or off position. 


‘Sndustrial control board’? means a panel or 
assembly of panels or structures on which are 
mounted any combinations of switching, 
measuring, control and protective devices, 
buses and connections and that is designed 
successfully to carry and rupture the normal 
starting and overload currents of the electrical 
equipment controlled thereby. 


‘Sndustrial establishment’? means an building 
or part of a building in which any manufac- 
turing process, assembling or handling of 
materials in connection with the manufac- 
turing, preparing, treating or finishing of any 
goods or products is carried on. 


. ‘Inspector’ means any officer, servant or 


agent of the Commission who is appointed for 
the purposes of this Regulation. 


‘Snsulated” when applied to a substance or 
thing capable of conducting electrical power 
or energy means that the substance or thing 
has the surface separated from adjoining sur- 
faces by a non-conducting substance, or by an 
air space, offering a continuous resistance to 
the passage of current or to disruptive charges 
through or over the surface of the non-con- 
ducting substance or air space sufficiently high 
to obviate danger of shock and injurious 
leakage of current to a degree suitable for the 
conditions of use for which the substance or 
thing has been approved. 


‘insulating’? when applied to a substance 
means that the substance is capable of bring- 
ing about the condition defined as ‘‘insulated”’. 
“isolating switch” means a switch intended for 
disconnecting a circuit or electrical equipment 
from the source of supply of electrical power 
or energy, but does not include a switch in- 
tended for establishing or interrupting the 
flow of current, in a circuit. 


. “knife switch’? means a switch in which the 


moving element is in the form of a blade, 
whether hinged or not, that enters or em- 
braces contact clips. 


“lamp”? means a bulb or tube that, when 
connected to conductors forming part of a 
circuit, becomes a source of light or heat. 


“lamp holder’? means a device that affords 
mechanical support to a lamp and connects it 
to conductors forming part of a circuit. 


“low-energy power circuit’? means an electrical 
circuit that is not a remote-control or signal 
circuit but that has a power supply limited 
in conformity with the requirements for Class 
2 remote-control circuits set out in section 409. 


. “low-potential’’ means any potential in excess 


of 30 volts and not in excess of 750 volts. 


. “low-voltage protection’’ means the protection 


afforded by a device that, upon the reduction 
or failure of voltage, operates to cause and 
maintain an interruption of the supply of 
power to a main circuit. 


“low-voltage release’? means the release 
afforded by a device that, upon the reduction 
or failure of voltage, operates to cause an 
interruption of the supply of power to a main 
circuit, but not to prevent the re-establish- 
ment of the supply upon the return of voltage 
to a safe operating value. 
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“metallic water-piping system’? means an 
active, underground, public water supply sys- 
tem having metallic mains and services, an 
active underground, private water supply sys- 
tem having at least 100 feet of metal pipe 
buried in the ground, or a metallic casing not 
less than three inches in diameter of an artesian 
well. 


“metal race-way’’ includes rigid conduits, 
flexible conduits, electrical metallic tubing, 


cellular metal-floor race-ways, wire-ways, 
surface race-ways and metal underfloor race- 
ways. 


“M.1. cable’? means a mineral-insulated cable 
having one or more bare, solid conductors 
supported and insulated by a highly com- 
pressed refractory material and enclosed in a 
liquid-tight and gas-tight metallic sheathing. 


“‘moisture-repellent’’ when applied to material 
means that the material is of a kind through 
which water cannot readily penetrate and 
from the surface of which water tends to run. 


“mill or heavy timber construction” when 
applied to a building means that the building 
has, 


(a) walls constructed of masonry or re- 
inforced concrete; 


an interior framing of wood; 


plank or laminated wood floors and 
roots; 


the interior structural elements ar- 
ranged in heavy solid masses and 
smooth flat surfaces assembled to avoid 
thin sections, sharp projections and 
concealed or inaccessible spaces; 


the interior framing in whole or in part 
of protected steel or concrete; and 


(2) 


the floors and roofs in whole or in part 
of incombustible material, 


(f) 


“motor-circuit switch’ means a manually 
operated knife switch or snap switch intended 
for use in a circuit supplying one or more 
motors and rated in horsepower as_ being 
capable of interrupting a locked rotor current 
of a prescribed percentage of the normal full- 
load current of the motors. 


“neutral” when applied to a conductor forming 
part of a multi-wire system means the con- 
ductor that is maintained at an intermediate 
and approximately uniform potential in 
respect of the other conductors in the system. 


“open” when applied to motors or other 
electrical machines or devices means that any 
moving parts and any windings or other live 
parts are exposed. 


“ordinary conditions’? means the conditions 
ordinarily prevailing in dwellings, offices, 
factories and similar establishments in which, 
under normal conditions of use, electrical 
equipment is not unduly exposed to injury 
from mechanical causes, excessive moisture or 
extreme temperatures and in which electrical 
equipment is entirely free from the possibility 
of injury through corrosive, flammable or 
explosive atmospheres. 

“outlet”? means any fixed point on the con- 
ductors forming part of a branch-circuit from 
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which point it is intended that current be 
taken to supply or control electrical equip- 
ment. 


“out of reach’? when applied to electrical 
equipment or any part thereof means that the 
electrical is eke oa ora part thereof is distant 
more than five feet measured horizontally or 
more than eight feet measured vertically from 
the nearest floor, platform or other place of 
vantage 


“over-current device’? means a device capable 
of opening automatically an electric circuit 
under predetermined overload and_ short- 
circuit conditions, either by the fusing of metal 
or by electro-mechanical means. 


“overload device’? means a device capable of 
opening automatically an electric circuit under 
predetermined overload but not necessarily 
under short-circuit conditions, either by the 
fusing of metal or by electro-mechanical 
means. 


‘panelboard”’ means an assembly of buses and 
connections, over-current devices and control 
apparatus with or without switches or other 
equipment, constructed for installation as a 
complete unit in a cabinet or cut-out box. 


“nbermit’’ means the written permission of the 
Commission on a form prescribed by the 
Commission and which form authorizes the 
doing of any act in respect of an electrical 
installation. 


‘portable’ when applied to electrical equip- 
ment means that the electrical equipment is 
not specifically designed for use in a fixed 
position but receives current through the 
medium of a flexible cord or cable and, usually, 
a detachable plug. 


‘protected’? when applied to electrical equip- 
ment means electrical equipment that is so 
constructed that the electrical parts are en- 
closed so as to protect the equipment against 
damage from the intrusion of foreign objects. 


“qualified person’’ means a person who, as a 
result of training and experience, is familiar 
with electrical equipment. 


“readily accessible’ when applied to electrical 
equipment means that the electrical equipment 
can be reached quickly and without climbing 
over or removing obstructions or resorting to 
the use of chairs, boxes or portable ladders. 


“receptacle’’ means a device constructed for 
permanent mounting into which may be in- 
serted a detachable cap or plug. 


“remote-control circuit’? means an electrical 
circuit that controls another electrical circuit 
by means of a relay or an equivalent device. 


“resisting” when applied to any substance in 
conjunction with a prefixed condition means 
that the substance has the property of resisting 
any undesirable effect of the prefixed condition 
to a degree sufficient to ensure proper opera- 
tion of the electrical equipment of which the 
substance forms part under the conditions 
likely to be encountered by the electrical 
equipment. 


“rigid conduit’? means an approved conduit 
suitable for threading with standard pipe 
thread, into which it is intended that con- 
ductors be drawn. 
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“service agreement’? means a form of agree- 
ment prescribed or approved by the Commis- 
sion and pertaining to the labelling or re- 
examination of approved electrical equipment. 


“service box’’ means an approved assembly 
consisting of a metal box or cabinet so con- 
structed that it may be effectually locked or 
sealed and containing either a circuit-breaker 
or service fuses and a service switch and of such 
design that either the switch or circuit-breaker 
may be manually operated when the box is 
closed. 


“service station’? means premises or portions 
of premises used in whole or in part as a filling 
station. 


“shock proof’’ when applied to X-ray and 
high-frequency electrical equipment means 
X-ray and high-frequency equipment guarded 
with grounded metal so that no person can 
come into contact with any live part of the 
equipment. 


“signal circuit’? means an electrical circuit 
that supplies energy to a device that gives 
a recognizable audible or visible signal. 


“slow-burning’’ when applied to materials 
means flame-retarding. 


“solder’’? means a uniting of two metallic 
surfaces by the fusion thereon of a metallic 
alloy composed, usually, of lead and tin. 


“specification’’ means any specification pre- 
scribed by the Commission and relating to the 
design, construction or manner of use of any 
electrical equipment. 


“splitter box’? means a metal troughing or 
box containing terminal blocks or bus bars 
having, 


and 


(b) all bare live parts supported by insulat- 
ing material. 


(a) main and distribution terminals; 


‘supply authority’’ means the Commission or 
any other commission or corporation, com- 
pany, firm, organization or person supplying 
electric power or energy. 


“supply service’? means any one set of con- 
ductors run by a supply authority from its 
mains to a consumer's service. 


“surface race-way’’ means a metal channel 
consisting of a backing and capping for holding 
loosely conductors and cables in surface wiring. 


“switch’’ means a device for making, breaking 
or changing connection in a circuit. 


“switchboard” means a panel or assembly of 
panels on which is mounted any combination 
of switching, measuring, control and protective 
devices, buses and connections and that is 
designed with a view to the successful carrying 
and rupturing of the maximum fault currents 
encountered when controlling incoming and 
outgoing feeders. 


“system’’ means an electrical system in which 
all the conductors and apparatus are designed 
so as to be capable of being readily electrically 
connected by metallic contact to a common 
source of potential difference. 


“theatre’’ means a building, or any portion 
thereof, that is used for public dramatic, 
operatic or motion picture performances or 
other public entertainment. 
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“thermal cut-out’’ means a device designed to 
afford over-current and that may, but need 
not, also afford short-circuit protection and 
that contains a heating element acting upon a 
fusible member to open the circuit. 


“underfloor race-way’”’ means a channel or duct 
of metal or other suitable material designed 
and approved for use under floors into which 
it is intended that conductors be drawn, but 
does not include metal conduit, tile or other 
like ducts. 


“U.S. sheet-metal gauge’? means the United 
States standard gauge for sheet iron and steel. 


volts to ground’”’ when used in connection 
with grounded circuits means the difference of 
potential between any given live ungrounded 
part and any grounded part and, when used 
in connection with ungrounded circuits, means 
the greatest difference of potential existing in 
the circuit. 


‘‘waterproof’’ when applied to electrical equip- 
ment means that the equipment is so con- 
structed or protected that moisture cannot 
enter in quantity sufficient to interfere with the 
effective operation of the equipment and, when 
applied to a substance, means that the sub- 
stance is impervious to moisture. 


“water-tight”? when applied to enclosed elec- 
trical equipment means that the equipment is 
so constructed that moisture cannot enter the 
enclosing case. 


“wire-way’’ means approved steel troughing 
and fittings therefor so formed and constructed 
that insulated conductors may be readily 
drawn in and withdrawn or laid in and re- 
moved without injury either to the conductor 
or its covering. O. Reg. 324/51, s. 1; O. Reg. 
94/58, s. 2. 


2. Any provision dealing specifically with electrical 


installations 


in theatres, garages, elevators, cranes, 


hazardous locations, high-potential installations and 
other special circumstances or locations shall be con- 
strued as supplementary to and not as excluding 
applicable provisions respecting similar work under 


ordinary conditions. 


O. Reg. 324/51, s. 2. 


This Regulation does not apply to, 


(a) any mine as defined in The Mining 
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Act but 
does apply to a dwelling house or other 
building not connected with or required for 
mining operations or purposes or used for 
the treatment of ore or mineral; 


electrical equipment and electrical installa- 
tions used exclusively in the generation, trans- 
formation or transmission of electrical power 
or energy intended for sale or distribution to 
the public; 


electrical equipment and electrical installations 
used by telephone and telegraph companies in 
the operation of communication facilities, 
subject, however, to Part NOGVI of this 
Regulation; 


electrical equipment and installations in the 
cars, carriages, car-houses or barns, passenger 
stations or freight stations used in the opera- 
tion of an electric railway or electric street- 
railway and supplied with electric current from 
the railway power circuit; 


aircraft; or 


ships as defined in the Canada Shipping Act 
(Canada) OF Reg: 324/51) s. 3: 
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BLEECTRIGAL EQUIPMENT 
AND INSTALLATIONS GENERALLY 


ILECTRICAL EQUIPMENT 
SALE OR OTHER DISPOSAL AND USE 


4.—(1) No person shall advertise, display or offer 
for sale or other disposal, or sell or otherwise dispose 
of, any electrical equipment that has not been inspected 
and approved. 


(2) No person shall use any electrical equipment 
until it has been inspected and approved. O. Reg. 
324/51, s. 4. 


5. Where an approvals report in respect of any 
approved electrical equipment requires that a notice 
indicating the proper and safe manner of using the 
equipment be affixed thereto or furnished therewith, 
no person shall sell or otherwise dispose of the equip- 
ment without affixing or furnishing the notice in the 
manner required by the approvals report. O. Reg. 
324/515 is. 5: 


6.—(1) Subject to section 7, electrical equipment 
of a regular line of manufacture for which approval is 
sought shall be submitted to Canadian Standards 
Association for examination and testing. O. Reg. 
324/51, s. 6 (1); O. Reg. 89/57, s. 1. 


(2) The electrical equipment shall be deemed to be 
approved when, 


(a) an approvals report has been issued by Cana- 
dian Standards Association in respect of the 
equipment; 

(b) the approvals report has been adopted by the 

Comniission; 


(c) the manufacturer of the equipment or his 
agent has entered into a service agreement 
with Canadian Standards Association; 

(d) the equipment, if so required by the service 

agreement, bears an approval label supplied 

under the terms of the service agreement; and 

(e) the equipment meets all standards of design 

and construction prescribed by the approvals 

report and complies with all terms and con- 

ae contained therein. O. Reg. 324/51, 

SaOut2): 


7. Asanalternative to the requirements of section 6, 
electrical equipment consisting of an assemblage or 
combination of component parts intended for use 
solely in conjunction with or as an integral part of any 
apparatus, appliance, device, instrument, fitting, fixture, 
machinery or thing supplied by fuel gas shall be deemed 
to be approved when, 


(a) an approvals report has been issued by The 
Canadian Gas Association in respect of the 
equipment; 

(b) the approvals report has been adopted by the 

Commission; 


(c) the equipment meets all standards of design 
and construction prescribed by the approvals 
report and Canadian Standards Association 
specification relating thereto and complies 
with all the terms and conditions contained 
in the report and the specifications; and 

(d) the seal of The Canadian Gas Association 

has been affixed permanently to the equipment 

and verifies compliance with Canadian Stan- 
dards Association specification. O. Reg. 

89/57, s. 2; O. Reg. 249/58, s. 1. 
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8.—(1) Electrical equipment of other than a regular 
line of manufacture, electrical equipment built to 
customer’s order, electrical equipment manufactured 
or produced singly or in small quantities and electrical 
equipment that, in the opinion of the Commission, 
cannot be conveniently examined and tested by sub- 
mission of samples shall be submitted to the Commis- 
sion for examination and testing in conformance with 
the procedure from time to time prescribed by the 
Commission. 


(2) The electrical equipment shail be deemed to be 
approved when, 


(a) the electrical equipment or a sample thereof 
has been examined and tested by the Commis- 
sion and found to conform to this Regulation 
and to present no undue hazard to persons or 
property; 


(b) a certificate or other writing evidencing the 
conformity has been issued by the Com- 
mission; 

(c) all fees payable to the Commission in respect 
of the examination, testing and certification 
have been paid; 

(d) the equipment, if so required by the Commis- 


sion, bears an approval label supplied by the 
Commission; and 


(e) the equipment, in the case of examination and 
test by sample, is of the same standard of 
design and construction as the standard of the 
sample referred to in the certificate or writing. 
O. Reg. 324/51, s. 7. 


9. Where any electrical equipment is used in or 
connected to an electrical installation, or is about to 
be so used or connected, and it appears to the Com- 
mission that, having regard to public safety and pro- 
tection of property, it would be sufficient to have the 
equipment inspected under section 26 instead of being 
approved under section 6 or 8, the Commission may 
direct accordingly, and thereupon the equipment shall 
be deemed to form a part of the electrical installation. 
O. Reg. 324/51, s. 8. 


10. Approval of any electrical equipment shall be 
evidenced by a certificate or other writing to that 
effect issued -by the Commission but, where electrical! 
equipment is approved under section 6, the approval- 
record guide-card issued by Canadian Standards Asso- 
ciation has the same force and effect as a certificate 
or writing of the Commission. O. Reg. 324/51, s. 9. 


11. No person shall affix to any electrical equipment, 
other than the electrical equipment referred to in 
section 7, any label indicating or intended to indicate 
that the electrical equipment is approved other than 
an approval label that has been supplied by the Com- 
mission or under a service agreement. O. Reg. 324/51, 
s. 10; O. Reg. 89/57, s. 3. 


12. No person shall affix any approval label to any 
electrical equipment other than the approved electrical 
equipment for which the label was issued. O. Reg. 
S24 /SiL es. dle 


13. No person to.whom approval labels have been 
supplied, either by the Commission or under a service 
agreement, shall sell, give or transfer the labels to any 
other person or permit any other person to have 
possession of the labels without first obtaining the 
consent in writing of the Commission. O. Reg. 324/51, 
s. 12, amended. 


CANCELLATION OF APPROVAL 


14.—(1) The Commission may cancel the approval 
of any electrical equipment where, 
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(a) the equipment is not being manufactured or 
produced in conformance with the standards of 
design and construction prescribed by the 
approvals report or certificate of approval 
relating thereto; 


(6) in the opinion of the Commission, field ex- 
perience has shown the equipment to be 
unduly hazardous to life or property; or 


(c) the manufacturer of the equipment makes 
default in observing or performing any of the 
terms of the service agreement to which he is 
a party. 


(2) When an approval has been cancelled, the 
equipment shall be deemed not to be approved. O. Reg. 
324/51, s. 13. 


MISCELLANEOUS 


15. The testing and inspection by the Commission 
of any electrical equipment under section 8 may be 
carried out by such inspectors, at such times and places, 
and in such manner as the Commission from time to 
time determines. O. Reg. 324/51, s. 14. 


16. Subject to section 9, any electrical equipment 
used or capable of being used or adapted to serve or 
perform any particular purpose or function when con- 
nected to an electrical installation shall be approved 
before being so connected, unless the connection is 
made for the purpose of inspection or testing of the 
a under this Regulation. O. Reg. 324/51, 
Sauls 


17. Any electrical equipment that consists of an 
assembly or combination of other electrical equipment 
is subject to this Regulation respecting approval, and 
is not approved by reason only that any or all of the 
component parts thereof have been individually 
approved. O. Reg. 324/51, s. 16. 


18. Every manufacturer of electrical equipment 
shall place thereon his name, trade-mark or other 
recognized symbol of identification and such other 
markings indicating voltage, current, wattage and other 
appropriate ratings as are prescribed by the Com- 
mission and Canadian Standards Association and, 
if the equipment has been approved, an approval label 
or other marking acceptable to the Commission and 
Canadian Standards Association evidencing such 
approval. O. Reg. 324/51, s. 17. 


ELECTRICAL INSTALLATIONS 
PERMITS AND INSPECTIONS 


19.—(1) Every contractor shall, before commencing 
work on any electrical installation, 


(a) complete and file with the Commission an 
application for a permit and inspection of the 
work in Form 1; 


(b) pay the fees prescribed by the Commission for 
the permit and inspection; and 


(c) obtain the permit in Form 2. 


(2) No contractor shall commence or continue to 
perform any work upon an electrical installation for 
which a permit has not been obtained. 


(3) The payment of an inspection fee by a con- 
tractor entitles him to one inspection only. O. Reg. 
324/51, s. 18. 


20.—(1) The Commission may issue an annual 
permit in Form 3 to the owner or occupant of any 
manufacturing, mercantile or other building where, in 
the opinion of the Commission, electrical installation 
work of a routine nature in connection with the main- 


tenance or operation of the building or the plant 
therein is required to be performed at frequent intervals, 
and where the owner or occupant employs his own 
electricians for that purpose. 


(2) The annual permit authorizes commencement 
of any work during the year for which the permit is 
issued, and section 19 does not apply. 


(3) The owner or occupant shall, as the work is 
performed, record it on a form provided by the Com- 
mission, and the form shall be produced to an inspector 
at any time and from time to time upon request. 
O. Reg. 324/51, s. 19. 


21. The Commission may in its discretion defer 
issuing a permit or permits to any person who, 


(a) has failed to pay any fees due and owing to 
the Commission for a period of more than 
thirty days; or 


(b) has failed to remedy defects in any electrical 
work or installation after having been notified 
by the Commission that the defects exist, 


until the fees have been paid or the defects have been 
remedied. O. Reg. 324/51, s. 20. 


22. Every person to whom a permit has been issued 
shall cause the permit to be posted up in a conspicuous 
place on the site of the work and to be maintained 
there until final inspection of the work has been 
completed. O. Reg. 324/51, s. 21. 


23.—(1) No contractor shall commence work on 
any electrical installation consisting of, 


(a) the installation of a wiring system in any 
public building, commercial or industrial 
establishment, apartment house or other 
building in which the public safety may be 
involved; 


(6) a large light-and-power installation; or 


(c) the installation of generators, transformers, 
switchboards, large storage batteries and 
similar equipment, 


or that, in the opinion of the Commission, is of special 
magnitude or nature, without first filing with the 
Commission complete wiring plans and specifications 
in duplicate relating to the proposed work, and obtain- 
ing the written approval thereof by the Commission. 


(2) The Commission may require the applicant to 
file additional copies of the plans and specifications. 
O. Reg. 324/51, s. 22. 


24.—(1) Where any electrical installation or part 
thereof to which electric power or energy has not 
previously been supplied is made in or upon any land, 
building or premises, or where any electrical installation 
or part thereof has been disconnected or cut off from 
any service or other source of supply under this Regu- 
lation, no supply authority, contractor or other person 
shall connect or re-connect the installation or part 
thereof to any service or other source of supply unless, 


(a) the installation and all work in respect of it 
has been inspected by the Commission and 
found to conform to this Regulation; and 


(b) the current permit in Form 4 has been issued 
by the Commission in respect of the land, 
building or premises. O. Reg. 324/51, 
5) 231( DO mRess 94/538 5siu3: 


(2) Where any electrical installation or part thereof 
has been disconnected or cut off from a source of supply 
by a supply authority for non-payment of rates or 
because of a change of occupant of premises, the supply 


210 


authority may re-connect the installation or part 
thereof without obtaining a current permit. O. Reg. 
24/5552 23,(2)i 


25.—(1) Notwithstanding section 24, the Com- 
mission may issue in Form 5 a temporary current 
permit authorizing a supply authority to connect its 
lines to a temporary electrical installation or to a 
permanent but unfinished electrical installation, and 
may renew the temporary current permit from time to 
time. 


(2) Issuance of a temporary current permit does 
not obligate the Commission to issue a current permit 
where a contractor has not complied with this Regula- 
tion. O. Reg. 324/51, s. 24. 


26.—(1) Every contractor who makes an electrical 
installation is responsible for procuring its inspection 
by the Commission. 


(2) The contractor shall give to the Commission 
at least forty-eight hours’ notice in writing that the work 
on the electrical installation has been completed and 
that the installation is ready for inspection but, where 
the work is being performed in a remote district or is 
not immediately accessible for any other reason, the 
notice shall be of such greater length as is necessary to 
suit the inspection schedule of the Commission. 


(3) The inspection shall be made at such time and 
in such manner as the Commission determines. 


(4) No electrical installation shall be concealed or 
rendered inaccessible by lathing, boarding or other 
building construction until it has been inspected by 
the Commission and found to conform to this Regula- 
tion. O. Reg. 324/51, s. 25. 


ELECTRICAL INSTALLATION WORK GENERALLY 


27.—(1) No contractor shall perform any work on 
an electrical installation in any manner contrary to 
the requirements of this Regulation. 


(2) No contractor in performing any work on an 
electrical installation shall use therein any electrical 
equipment other than approved electrical equipment 
of a kind or type and rating approved for the specific 
purpose for which it is to be employed. O. Reg. 
S24 / Sims 320 (leo?) . 


(3) In any case in which for a given purpose no 
standard electrical equipment of the exact size or 
rating required is procurable, equipment of the next 
larger size or rating shall be used unless permission of 
an inspector is obtained to use equipment of a smaller 
size or rating. O. Reg. 94/58, s. 4. 


(4) If, in the opinion of an inspector, an electrical 
installation has been badly arranged or poorly executed, 
either generally or in any particular, the inspector shall 
reject the electrical installation. 


(S) No contractor shall use wood for plugging for 
the support of any electrical equipment. 


(6) No contractor shall use as a solder any so-called 
solder consisting of a metallic powder mixed with an 
adhesive vehicle in the use of which fusion of a metal 
is not involved. 


_ (7) No contractor shall use for soldering copper and 
its alloys a soldering flux corrosive to those metals. 


O. Reg. 324/51, s. 26 (4-7). 


28. Every contractor who has performed work on 
an electrical installation and has been notified by the 
Commission that the installation does not conform to 
this Regulation shall remedy all defects in workman- 
ship and replace all electrical equipment that is not 
approved within such time and in such manner as the 
he from the Commission directs. O. Reg. 324/51, 
S2ie 
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29.—(1) The Commission may by notice in writing 
require any owner or occupant of lands, buildings or 
premises upon or within which is found an electrical 
installation in which, in the opinion of the Commission, 
a condition dangerous to persons or property has 
developed, to make such changes in the electrical 
installation as are necessary to remedy the condition. 


(2) Upon receipt of the notice, the owner or 
occupant of the lands, buildings or premises shall cause 
the installation to be changed in the manner and to the 
extent prescribed by the notice within the time limited 
therein. O. Reg. 324/51, s. 28. 


30.—(1) Where, 


(a) acontractor refuses or neglects to comply with 
a notice given under section 28; or 


(b) the owner or occupant of lands, buildings or 
premises refuses or neglects to comply with 
a notice given under section 29, 


the Commission, if it deems such course necessary for 
purposes of safety, may, 


(c) cut off the supply of electrical power or energy 
to the lands, buildings or premises in which 
is contained the electrical installation that 
was the subject of the notice; or 


(d) require the supply authority to cut off the 
supply. 


(2) In either event, the supply shall not be recon- 
nected until full compliance with the notice has been 
made. O. Reg. 324/51, s. 29. 


MAINTENANCE AND OPERATION OF ELECTRICAL 
EQUIPMENT 


31. All electrical equipment shall be so installed 
and guarded as to afford provision for the safety of 
persons and property and for the protection of the 
electrical equipment from mechanical or other injury 
to which it is likely to be exposed. O. Reg. 324/51, 
s. 30. 


32. Every owner and tenant of a factory, workshop 
or other premises on or in which employees are engaged 
in operating or using any electrical equipment shall 
keep the electrical equipment and the electrical in- 
stallation in safe operating condition at all times. 
O. Reg. 324/51, s. 31. 


33. No person shall use any electrical equipment 
that is not in safe and proper working condition. 
O. Reg. 324/51, s. 32. 


34. Electrical equipment that is not in regular 
use shall not be used until it has been thoroughly 
examined by a qualified person and is found fit for 
service. O. Reg. 324/51, s. 33. 


35. Electrical equipment that is kept in reserve 
for emergency service shall be examined and tested by 
a qualified person at regular and frequent intervals. 
O. Reg. 324/51, s. 34. 


36.—(1) No person shall make repairs or alterations 
to live equipment unless complete disconnection of the 
equipment is impracticable. 


(2) No person shall make repairs or alterations to 
live equipment where explosive or highly flammable 
materials or gases are present. 


(3) Where repairs or alterations are to be made to 
electrical equipment, the switches controlling the supply 
of electrical current to the equipment shail be locked 
or other adequate precautions shall be taken to prevent 
the equipment from becoming electrically charged by 
accident or inadvertence. O. Reg. 324/51, s. 35. 
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37. No person shall, 


(a) cut, damage or interfere with any electrical 
equipment; or 


(b) place or instal any equipment or material near 
installed electrical equipment, 


so as to create a condition that an inspector deems 
dangerous. O. Reg. 324/51, s. 36. 


38. All passageways around generators, trans- 
formers, switchboards and similar equipment shall be 
kept clear of obstruction at all times and shall be so 
arranged as to afford authorized persons ready access 
to all parts requiring their attention. O. Reg. 324/51, 
Sesh 


39. All premises in which electrical equipment is in 
operation shall be adequately lighted. O. Reg. 324/51, 
5.38, 


406.—(1) Where potentials exceeding 750 volts are 
used, a warning notice shall be displayed at all times 
in a conspicuous place and shall forbid any person to 
work on any live equipment unless protected by ap- 
proved insulating or insulated tongs, rubber gloves, 
rubber boots, rubber mats or other like appliances. 


(2) All insulating or insulated appliances shall be 
kept in proper condition for use at all times. O. Reg. 
Bo Sins, 39: 


GENERAL PROVISIONS 


41.—(1) Subject to subsection 2, where electric 
wiring is contained in hollow studding, joist spaces or 
rafterfspaces of walls, floors and roofs of a building, the 
spaces shall not be filled with thermal insulation unless 
1E 


(a) has been approved as having suitable non- 
corrosive, fire-resisting and non-conducting 
qualities; and 


(6) is applied in such manner as to avoid any 
strain upon the conductors and race-ways and 
their respective supports. O. Reg. 324/51, 
s. 40 (1). 


(2) Combustible thermal! insulation may be used 
where the electric wiring, 


(a) is in rigid conduit or electrical metallic tubing 
effectively sealed where required by an in- 
spector; 


(6) is in flexible conduit with conductors in lead 
sheath; 


(c) consists of lead-sheathed armoured cable; 


(d) is non-metallic sheathed cable with conductors 
of not less than No. 12 B. & S. gauge; 


(e) is M.I. cable; or 


(f) is aluminum-sheathed cable. O. Reg. 324/51, 
s. 40 (2); O. Reg. 94/58, s. 5. 


(3) Where thermal insulation made of or faced with 
metal is used, 


(a) a one-inch separation shall be provided be- 
tween the thermal insulation and the knob 
and tube wiring; 


(b) non-metallic sheathed cable may be in con- 
tact with the insulation; and 


(c) all metal boxes and fittings shall be grounded 
or the thermal insulation shall be installed at 
least six inches from all boxes and fittings. 


(4) Neither M.I. cable nor aluminum-sheathed 
cable shall be subjected to thermal insulation likely to 


have a corrosive action on the cable sheathing. O. Reg. 
94/58, s. 5. 


42. Every electrical installation shall be made in 
such manner as to reduce to a minimum the probability 
of spread of fire through fire-stopped partitions, floors, 
hollow spaces, fire-walls, fire-partitions, vertical shafts 
and ventilating and air-conditioning ducts. O. Reg. 
324/51, s. 41. 


43.—(1) No race-way shall be installed in a duct 
used for the removal of dust, stock or vapor. 


(2) No race-way shall be installed in an air-condi- 
tioning duct or plenum chamber unless the conductors 
are contained in rigid conduit with fittings accepted by 
an inspector as suitable for the location. 


(3) No race-way shall be installed in such manner 
as to interfere with the operation of an automatic fire 
damper ina duct. O. Reg. 324/51, s. 42. 


44. The Commission may at any time re-inspect 
any electrical installation notwithstanding any previous 
inspection and acceptance of the installation. O. Reg. 
324/51, s. 44. 


PART II 
SERVICES AND SERVICE EQUIPMENT 
INSTALLATION OF SERVICES 


45.—(1) Subject to subsection 2, not more than 
one supply service of any given potential and charac- 
teristics shall be run to any building from any one 
system of a supply authority. O. Reg. 324/51, s. 45 (1). 


(2) A further supply service having the same 
potential and characteristics as a proposed or existing 
supply service may be run to a building where, 


(a) a separate service is required for fire pumps, 
emergency lights, welding loads, X-ray loads 
or water heaters when supplied from a feeder 
controlled by a supply authority; or 


(6) in the case of a building of large area requiring 
an unusually large electrical load, an inspector 
has authorized an additional service. O. Reg. 
324/51, s. 45 (2); O. Reg. 94/58, s. 7. 


(3) Where more than one service is installed, the 
service equipments shall be grouped wherever prac- 
ticable. O. Reg. 324/51, s. 45 (3). 


46. No supply service shall be run from an electric 
railway system using a ground return to a building 
other than an electric railway car, carriage, car-house 
or barn, passenger station or freight station used in the 
operation of the electric railway. O. Reg. 324/51, s. 46. 


47. The point, whether overhead or underground, 
at which a consumer’s service enters a building shall be 
so located as to be acceptable to both the supply 
authority and an inspector. O. Reg. 324/51, s. 47. 


SERVICE CONDUCTORS AND CONDUIT 


48. All conductors run aerially between buildings 
and structures shall be of not less than No. 10 B. & S. 
gauge and shall have a weatherproof covering. O. Reg. 
324/51, s. 48. 


Ziz 


49.—(1) Where those portions, if any, of the con- 
ductors of a consumer’s service that are on the supply 
side of the service head or the conductors of a supply 
service are run outside along the walls of buildings, 
they shall be run, 


(a) as open wiring, consisting of single conductors | 
having either a weatherproof covering or | 


rubber insulation; 


(b) in rigid conduit; 

(c) in flexible conduit if the conductors are lead- 
sheathed; 

(d) in armoured-cable type ACL; or 

(e) in cable or conductors without lead sheathing 


specially designed and approved for use in 
services. 


(2) Service and other conductors may be installed 
in conduit or duct run beneath a building or within a 
wall of concrete or masonry but the conduit or duct 
shall be surrounded throughout the entire length of its 


run by not less than two inches of concrete or masonry. 
QO. Reg. 324/51, s. 49. 


50.—(1) Where service conductors from a pole line 
to a building are run underground, lead-covered or 
other cable assembly approved for the purpose shall be 
used between the point at which the supply limes are 
connected to the pole and the place, whether within 
or without the building, where connection is made to 
the consumer’s service equipment. O. Reg. 324/51, 
Ss, DOUG): 


(2) The cable shall be protected against mechanical 
injury, 


(a) on the pole between a point at least eight feet 
above ground level and a point at least one 
foot below ground level; 

(b) 

(c) 


at the point of entrance into the building; and 


where the cable is less than seven feet above 
ground in lanes and driveways used for com- 
mercial and industrial purposes, by suitable 
guards of not less than No. 10 U.S. sheet- 
metal gauge adequately secured to protect the 
cable. O. Reg. 324/51, s. 50 (2); O. Reg. 
94/58, s. 8. 


(3) Where rigid conduit or other form of duct is 
used to protect service conductors entering a building 
underground, it shall be suitably drained toward the 
building and, if considered necessary by an inspector, 
shall be sealed against the entry of flammable gases. 


O. Reg. 324/51, s. 50 (3). 


(4) Where service conductors are buried in direct 
contact with the earth they shall be of a type approved 
for that purpose and shall be protected against mech- 
anical injury, 


(a) by burial in a trench at least eighteen inches 
below ground level and, where the trench is 
installed in rock or stony ground, by a layer 
of sand at least three inches in depth both 
above and below the conductors; 

(b) by suitable material such as creosoted plank- 

ing or a layer of concrete placed across the 

trench immediately above the conductors; and 

(c) at the commencement and termination of 

underground runs to prevent mechanical in- 

jury resulting to the conductors from move- 
ments of soil and rock in proximity thereto 

canced hy frost action. O. Reg. 94/58, s. 8. 
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51.—(1) Subject to section 49, where a consumer's 
service is connected to an overhead supply service at 
any point on a building above ground level, the con- 
ductors of the consumer's service shall be run, 

(a) in rigid conduit; 
(b) in busway; 


(c) in flexible conduit if the conductors are lead- 
sheathed; 


(d) 
(e) 


in armoured cable type ACL; 


in service entrance cable type ASE or type SE, 
either of which may be mounted in contact 
with the wall; 


(f) in single conductor M.I. cable larger than 
No. 4 B. & S. gauge or in multi-conductor 
M.I. cable in any size, either of which may 
be exposed and mounted in contact with the 


wall; or 


in aluminum-sheathed cable when permitted 
by an inspector designated by the Commission 
for the purpose of this clause. O. Reg. 324/31, 
s. 51 (1); O. Reg. 94/58, s. 9. 


(g) 


(2) Where type SE cable is used under clause e of 
subsection 1, the following conditions shall be com- 
plied with: 


1. The installation shall have a potential of not 
more than 300 volts between conductors or 
not more than 150 volts to ground. 


2. The cables shall be protected by conduit or 
other suitable means if within seven feet of 
ground level or if likely to suffer mechanical 
disturbance or injury. 


Oo 


. The cables, unless installed in conduit, shall 
be supported at intervals of not more than 
three feet. 


4. The cables shall be mounted on insulating 
supports that provide a clearance of at least 
two inches between the cables and any ex- 
posed portion of the building constructed of a 
conducting material. O. Reg. 324/51, s. 51 (2). 


(3) Where the conductors to a consumer's service 
run in one of the ways required by clauses b, c, d, f and 
g of subsection 1 are less than seven feet above ground 
on the exterior surfaces of walls in lanes or driveways, 
they shall be protected by rigid steel conduit or an iron 
euard of at least No. 10 U.S. sheet-metal gauge either 
of which shall be secured by bolts or lag screws at least 
three-eighths of an inch in diameter and 21% inches 
long. O. Reg. 94/58, s. 9. 


52.—(1) The supply end of each conductor forming 
part of a consumer’s service shall extend at least thirty 
inches beyond the supply end of the consumer’s service 
conduit, duct or cable in which it is run in order to 
facilitate the connection of the supply service to the 
conductors. O. Reg. 324/51, s. 52 (1). 


(2) The neutral conductor of a consumer’s service, 
if No. 2 B. & S. gauge or smaller, shall have a white 
covering and, if larger than No. 2 B. & S. gauge, shall 
be identified. O. Reg. 94/58, s. 10. 


(3) All conductors of a consumer's service, other 
than the neutral conductor, shall have a covering 
showing a continuous colouring contrasting with that 
of the neutral conductor. 


(4) At least eighteen inches of each conductor in- 
tended to be connected to a meter shall be left at the 
meter panel to serve as a meter loop. O. Reg. 324/51, 
S. o2iton 4). 
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53. Service conduit shall, 


(a) have an internal diameter of not less than 
three-quarters of an inch electrical trade size; 


(6) contain no conductors other than service 
conductors; and 


(c) contain only the conductors of one service. 
O. Reg. 324/51, s. 53. 


54.—(1) Where supply service conductors are run 
aerially to a building, the supply end of the consumer’s 
service shall be fitted with an approved weatherproof 
service fitting which shall be installed in a location 
satisfactory to both an inspector and the supply au- 
thority and, in any event, not less than fifteen feet 
and not more than thirty feet above sidewall or 
ground level. 


(2) The service fitting shall be installed in such 
manner as to ensure that the supply service wires are 
maintained at the ground clearance levels prescribed 
by subsections 2 and 3 of section 1145. O. Reg. 
94/58, s. 11. 


55.—(1) Where the conductors of a consumer’s 
service are run in service entrance cable, 


(a) the cable shall be fitted with an approved 
rain-tight service head; 


(6) drip loops shall be formed on each conductor; 
and 


(c) not less than thirty inches of each conductor 
shall be left for splicing. O. Reg. 324/51, 
Gs SS. 


(2) Where single conductor M.I. cable larger than 
No. 4 B. & S. gauge is used, service fittings are not 
required but the upper end of the cable, 


(a) shall be bent to form a drip loop; 
(b) shall have a weatherproof-seal housing; and 


(c) shall conform to subsection 1 of section 266. 
O. Reg. 94/58, s. 12. 


56.—(1) Where service conductors are lead- 
sheathed, they shall be protected from moisture by 
pot-heads or other approved devices installed at their 
point of issue from the lead sheathing. O. Reg. 324/51, 
SOO! 


(2) When service conductors are run in service 
conduit or in similar enclosures in locations where, in 
the opinion of an inspector, condensation is likely to 
occur, the conduit or enclosure shall be effectively 
drained or sealed. O. Reg. 94/58, s. 13. 


57. All conductors used in or forming part of a 
consumer’s service shall, 


(a) conform to Part iV; 


(6) have a current-carrying capacity of not less 
than the current-carrying capacity of No. 10 
B. & S. gauge copper wire; and 


(c) where an electric range is to be installed, have 
a minimum size of No. 4 B. & S. gauge in a 
two-wire consumer’s service or of No. 6 
B. & S. gauge in a three-wire consumer’s 
service. O. Reg. 324/51, s.'57. 


58. The neutral conductor of a consumer’s service 
shall not be bare unless, 


(a) the supply is single phase, alternating current 
and not more than 150 volts to ground; 


POWER COMMISSION 


213 


(6) the neutral conductor of the supply system 
is grounded to a metallic water main or other 
grounding system, whether or not any 
grounds are made at the consumer’s service; 


and 


(c) the bare neutral conductor is run in the same 
protective conduit, armouring or covering as 
the other conductors of the consumer's ser- 
vice. O. Reg. 94/58, s. 14. 


59. A bare neutral conductor of a consumer’s ser- 
vice shall conform to subsection 6 of section 306. 
O. Reg. 94/58, s. 14. 


LOCATION OF SERVICE EQUIPMENT 


_ 60.—(1) Services boxes and service equipment de- 
signed to perform the functions of a service box shall, 


(a) be installed in a location satisfactory to an 
inspector and the supply authority; 


(b) be installed within the building and as close 
as practicable to the point at which the ser- 
vice conductors enter the building; 


(c) not be installed in coal bins, clothes closets, 
bathrooms, stairways, dangerous or undesir- 
able places or, except as permitted in Part 
XIII, in hazardous locations; and 


(d) be readily accessible. O. Reg. 324/51, s. 60 (1). 


(2) Notwithstanding clause b of subsection 1, a 
service box may, 


(a) be installed on the outer face of an external 
wall of a building; or 


(6) in rural districts, where a group of buildings 
is to be served by one service, be installed 
ona pole, 


but the service box shall be so located or protected that 
it is not likely to be mechanically injured or harmed by 
weather and no part of the service box shall, without 
the permission of an inspector, be less than six feet 
above the ground or floor directly beneath it. O. Reg. 
94/58, s. 15. 


CONTROL AND PROTECTIVE EQUIPMENT 


_ 61.—(1) Every consumer’s service shall be fur- 
nished with an approved service box. 


(2) Space shall be provided in the panelboard in- 
stalled in a single-family dwelling supplied by a three- 
wire single-phase service, 


(a) for at least eight branch-circuit over-current 
devices, where the buses in the panelboard 
are protected by over-current devices rated 
or set at not more than 30 amperes; and 


(6) for at least eight branch-circuit over-current 
devices and one range-circuit over-current 
device, where the buses in the panelboard 
are protected by over-current devices rated 
or set at more than 30 amperes. O. Reg. 
244/56, s. 1. 


62.—(1) Every shall conform to 


sections 334 to 357. 


service box 


(2) Except on open-type switchboards, service 
switches shall be enclosed and externally operated. 


(3) Three-wire single-phase services shall be con- 
trolled by a two-pole switch with a solid neutral. 
O. Reg. 324/51, s. 62. 


63. Over-current devices and meters shall be con- 
nected on the load side of the service box or other 
approved service equipment, but the meter may be 
connected on the supply side of the service box or other 
approved service equipment where, 


(a) no live parts or wiring are exposed; 
(6) the circuit is alternating current and the 


potential does not exceed 300 volts between 
conductors; and 


(c) the rating of the service box or other approved | 


service equipment does not exceed 200 am- 
peres. O. Reg. 324/51, s. 63. 


64.—(1) Where oil switches or oil circuit breakers 
are used as service switches, isolating switches shall be 
installed on the supply side thereof. O. Reg. 324/51, 
s. 64 (1). 


(2) Where over-current trip coils are used with 
circuit breakers, one trip coil shall be installed on each 
ungrounded conductor of the circuit but, where the 
capacity of the transformers and the exter.t of the net- 
work supplying the service is sufficiently small, one 
trip coil in each phase of a four-wire two-phase un- 
grounded service may be used. O. Reg. 94/58, s. 17. 


(3) The primary isolating device of metal-clad 
equipment shall be deemed to be the equivalent of an 
isolating switch or isolating link. O. Reg. 324/51, 
s. 64 (3). 


65. Service boxes shall be sealed or locked by the 
supply authority and shall not be opened by anyone 
other than an inspector or a person authorized by the 
supply authority. O. Reg. 324/51, s. 65. 


66. Where a service supplies only one branch- 
circuit, over-current devices of smaller current-carrying 
capacity than the service over-current devices shall be 
inserted on the load side of the meter and in series with 
the service over-current devices. O. Reg. 324/51, s. 66. 


67. Where an electrical installation or any portion 
thereof is to be supplied with current from two or more 
different systems, the switching equipment controlling 
the various supplies shall be so constructed or arranged 
that it is impossible for anyone accidentally to switch 
on current from one system before current from another 
sustem has been cut off. O. Reg. 324/51, s. 67. 


68. A low-potential two-phase or three-phase con- 
sumer’s service may be subdivided into single-phase 
subservices if the potential from any wire of a single- 
phase service to ground does not exceed 150 volts. 
O. Reg. 94/58, s. 18. 


69.—(1) In every multiple-occupancy service and 
in every single-occupancy multi-rate service, a separate 
service box shall be provided for each subservice of the 
main service. 


(2) Where the potential does not exceed 150 volts 
to ground and the service boxes of all subservices are 
in a common enclosure or in separate enclosures 
grouped at a readily accessible point as close as practic- 
able to the point at which the service conductors enter 
the building, the service box for the main service may 
be dispensed with unless there are more than six sub- 
services. O. Reg. 324/51, s. 69. 


70. In network systems where the consumer’s ser- 
vice for any electrical installation requires a total 
capacity in excess of 600 amperes, switches shall not be 
grouped unless the supply conductors of the instal- 
lation are protected by a circuit-breaker of adequate 
capacity. O. Reg. 324/51, s. 70. 


71.—(1) Where two or more switches are grouped at 
a service entrance, the wiring between switches shall be 
enclosed by auxiliary gutters or some approved equiva- 
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lent device, but no auxiliary gutter shall be required 
by reason only of the grouping of two 30-ampere 
switches. 


(2) The auxiliary gutters or approved equivalent 
device shall, 


(a) be equipped with terminal blocks having a 
separate screw or stud for each connection; or 


(b) if more than six feet in length, be equipped 
with bus bars instead of terminal blocks. 


(3) Where bus bars are used, they shall extend the 
full length of the box after provision has been made for 
necessary wiring space for the cables that feed the bus 
bars. O. Reg. 324/51, s. 71. 


72. Where more than one service box or meter has 
been installed in a service, each service box and meter 
shall be marked in a conspicuous, legible and permanent 
manner to indicate clearly which installation or portion 
of an installation is controlled thereby. O. Reg. 
324/51, s. 72. 


73. In multiple-occupancy buildings, where in- 
dividual metering is required, each occupant’s supply 
shall be provided with separate sealable service equip- 
ment or a metering panel which shall bear markings 
clearly identifying the supply to which it is connected. 
O. Reg. 324/51, s. 73. 


74. Where a service box supports one or more fuse 
receptacles to which access may be had without opening 
the door of the service box, the receptacles and their 
fuses shall be completely enclosed by a separate door, 
either closed by a spring or having a substantial catch. 
O. Reg. 324/51, s. 74. 


75. Every neutral conductor of a branch-circuit 
shall be connected to the terminals on the neutral block 
that correspond to the terminals to which the line 


conductors of the same circuits are connected. O. Reg. 
324/51, s. 75. 


76. Conductors supplying other apparatus shall 
not be enclosed within enclosures housing circuit- 
breakers, controllers or switches. O. Reg. 94/58, s. 19. 


METERING EQUIPMENT 


77. In sections 78 to 82, wherever the context 
permits, ‘‘meters” includes current transformers, po- 
tential transformers and the measuring instruments 
used in connection therewith. O. Reg. 324/51, s. 76. 


78. Subject to subsection 4 of section 52, the service 
conductors between the meter and the service box shall 
be rendered inaccessible. O. Reg. 324/51, s. 77. 


79. Meters shall, 


(a) be installed in a location satisfactory to both 
an inspector and the supply authority; 


(6) be installed as close as practicable to the 
service box; 


(c) not be installed in coal bins, clothes closets, 
bathrooms, stairways, dangerous or undesir- 
able places or, except as permitted in Part 
XIII, in hazardous locations; 


(d) be readily accessible for reading and inspec- 
tion; 


(e) be grouped wherever practicable; and 


(f) where mounted outdoors, be of weatherproof 
construction or in weatherproof enclosures. 


O. Reg. 324/51, s. 78; O. Reg. 94/58, s. 20. 


80.—(1) The minimum space which shall be left for 
the installation of a meter shall be, 


ce 
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(a) for a commercial building, twelve inches in 
width, twenty-two inches in height and nine 
inches in depth; and 


(b) in any other case, fifteen inches in height and 
twelve inches in width. 


(2) Notwithstanding subsection 1, the supply 
authority may require a larger space or a space of 
different dimensions. O. Reg. 324/51, s. 79; O. Reg. 
94/58, s. 21. 


81.—(1) Instrument transformers used in connec- 
tion with meters shall be installed in approved metal 
enclosures unless mounted on switchboards or in trans- 
former vaults or otherwise rendered inaccessible. 


(2) Where the secondary leads between the in- 
strument transformers and the meter terminal box or 
test links are continuous, the instrument transformers 
may be located outside the consumer’s premises in 
which the meter is located, in which case the leads shall 
be deemed to be service entrance conductors and shall 
conform to the provisions of this Part applicable there- 
to, but no service box and disconnecting switches are 
required. O. Reg. 324/51, s. 80. 


82. Unless a meter is mounted on a switchboard, a 
suitable fitting or panel or a service box with a meter 
back plate shall be provided and the meter and other 
service equipment mounted thereon. O. Reg. 324/51, 
s. 81. 


PART III 
WIRING MEtTHODS—LOow POTENTIAL 
CONDUCTORS 


83.—(1) Conductors for use under ordinary con- 
ditions shall be of a type specified in column 2 of 
Table 1 and they shall not be exposed to a temperature 
exceeding that specified in columns 3 and 4 of the Table 
for the relevant types respectively. O. Reg. 324/51, 
s. 82 (1). 


(2) Conductors to be used in locations likely to be 
damp places shall be of the rubber-insulated R, RH or 
RW type or the thermoplastic-insulated T, TW or 
TWH type. 


(3) Conductors likely to be subjected to corrosive 
action shall be of the weatherproof WP type, the 
varnished-cloth insulated V type, the rubber-insulated 
R, RH or RW type or the thermoplastic-insulated T, 
TW or TWH type as may be directed by an inspector. 
O. Reg. 94/58, s. 22. 


(4) Where thermoplastic-insulated conductors are 
used, they shall be installed in such manner as to avoid 
possibility of damage thereto from stiffening of the 
insulation at temperatures below freezing. O. Reg. 
324/51, s. 82 (4). 


_(S) Where conductors are buried in direct contact 
with the earth, they shall be of a type approved for the 
purpose and shall be protected against mechanical in- 
jury in conformance with clauses a, b and ¢ of subsection 
4 of section 50. O. Reg. 94/55, s. 22. 

84.—(1) Where conductors, other than those con- 
nected to a hoist, are installed in hoist-ways, they shall 
be run, 

(a) in rigid conduit; 
(b) in flexible conduit; 
(c) in M.I. cable; 


(d) in aluminum-sheathed cable; or 


(e) in electrical metallic tubing, 


securely fastened to the hoist-way and, subject to 
subsection 2, shall be so arranged that terminal outlets 
and junction boxes open outside the hoist-way. 


(2) Pull-boxes for supporting and pulling in con- 
ductors installed in long runs may open inside the 
hoist-way. 


(3) High-potential conductors shall not be installed 
in hoist-ways. O. Reg. 94/58, s. 23. 


85.—(1) Where insulated conductors are closely 
grouped behind switchboards and in like places, they 
shall have a substantial overall flame-retarding cover- 
ing unless the insulation is inherently flame-retarding 
and moisture-resisting. 


(2) Where the insulation has a flame-retarding 
coating or covering, the coating or covering shall be 
removed sufficiently at terminals and splices effectually 
to prevent creepage of current over it. O. Reg. 324/51, 
s. 84, 


86. Conductors between generators, transformers, 
switchboards and other apparatus used in connection 
therewith shall be, 


(a) exposed to view and supported on incombust- 
ible absorption-resisting insulators; 


(6) run in conduit, tile or other fire-proof duct; or 


(c) in the form of armoured cable, M.I. cable or 
aluminum-sheathed cable. O. Reg. 324/51, 
s. 85; O. Reg. 94/58, s. 24. 


87.—(1) The radii of bends in conductors shall be 
sufficiently large to ensure that no injury is done to the 
conductors or their insulation, covering or sheathing. 
O. Reg. 324/51, s. 86 (1). 


(2) Where ungrounded conductors of No. 4 B. & S. 
gauge or larger enter a race-way in a cabinet, pull-box, 
junction box or auxiliary gutter, the conductors shall be, 


(a) protected by a substantial bushing providing 
a smoothly rounded insulating surface; or 


(b) separated from the race-way fitting by sub- 
stantial insulating material securely fastened 
in place, 


and, where conduit bushings are constructed wholly 
of insulating material, locknuts shall be provided inside 
and outside the enclosure to which the conduit is 
attached. O. Reg. 94/58, s. 25. 


88.—(1) Where lightning-conductors are installed 
on a building, electric wiring not in metal enclosures 
shall be kept at least six feet from the lightning- 
conductors. O. Reg. 324/51, s. 87 (1). 


(2) Where it is not practicable to keep the electric 
wiring at least six feet from the lightning conductors, 
the neutral conductors shall be bonded to the lightning- 
conductors at the maximum elevation of the wiring. 


(3) Where it is not practicable to keep the electric 
wiring at least six feet from the lightning-conductors 
and to bond the neutral conductors to the lightning- 
conductors as required in subsections 1 and 2, the service 
neutrals shall be bonded to the lightning-conductors. 
O. Reg. 94/58, s. 26. 


(4) Metal enclosures of circuit conductors shall, 
where practicable, be kept at least six feet from the 
lightning-conductors and, where that is not prac- 
ticable, shall be bonded to the lightning-conductors. 
O. Reg. 324/51, s. 87 (2). 


89.—(1) Unless made with approved solderless con- 
nectors, joints or splices in insulated conductors shall be 
soldered but they shall first be made mechanically and 
electrically secure. 
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(2) Joints or splices shall be covered with an in- 
sulation equivalent to that on the conductors joined. 
O. Reg. 324/51, s. 88. 


90. When the ends of insulated conductors at 
switch-outlets and fixture-outlets and in like places are 
not in use, they shall be insulated in the manner pre- 
scribed for joints or splices in subsection 2 of section 89, 
O. Reg. 324/51, s. 89. 


91.—(1) Where stranded conductors are held by 
wire-binding terminals or solderless connectors, the 
strands shall be confined so as to prevent short-circuits 
and grounds. 


(2) Stranded and solid conductors of greater 
current-carrying capacity than No. 10 B. & S. gauge 
copper shall be soldered into lugs at terminals unless 
solderless connectors are used. O. Reg. 324/51, s. 90; 
O. Reg. 94/58, s. 27. 


92.—(1) Conductors shall be so supported that no 
injurious strain is imposed on the terminals of any 
electrical apparatus or devices or on any joints or taps. 


(2) No insulated conductor finished to show a 
green colour shall be used for any purpose other than 
grounding. 


(3) Where conductors are run in multiple, they 
shall be, 


(a) of similar conductivity; 

(b) of No. 1/0 B. & S. gauge, or larger; 

(c) free of splices; 

(d) of the same circular mil area; 

(e) insulated with the same type of insulation; 
(f) of the same length; and 


(g) terminated at both ends so as to ensure equal 
division of the total current among the 
conductors. O. Reg. 324/51, s. 91; O. Reg. 
94/58, s. 28. 


OPEN WIRING 


93. Sections 94 to 105 apply only to conductors 
run as open wiring. O. Reg. 324/51, s. 92. 


94.—(1) Conductors for use in normally dry loca- 
tions shall be of a type specified in column 2 of Table 1. 


(2) Where used on metal surfaces, conductors of a 
thermoplastic-insulated T, TW or TWH type shall not 
be mounted on split knobs or cleats. 


(3) Conductors for use in damp places shall be of 
the rubber-insulated R, RH or RW type or the thermo- 
plastic-insulated T, TW or TWH type. O. Reg. 
324/51, s. 93; O. Reg. 94/58, s. 29. ° 


95.—(1) Conductors shall be supported rigidly on 
incombustible, absorption-resisting insulators. 


(2) Where conductors of a circuit operating at a 
voltage shown in column 1 of Table 2 are installed in 
normally dry places, they shall be kept separate from 
each other by at least the distance specified in column 2 
of the Table and from adjacent surfaces by at least the 
distance specified in column 3 of the Table. 


(3) Where circuits of different voltages are run 
parallel to each other, the adjacent conductors of the 
different circuits shall be kept distant from each other 
by not less than the distance specified in column 2 of 
Table 2 for the conductors of the circuit having the 
higher voltage. 
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(4) Conductors located in damp places shall be 
kept separate from adjacent surfaces by at least one 
inch. O. Reg. 324/51, s. 94 (1-4). 


(5) Conductors shall be kept distant by at least 
one inch from adjacent metal piping or other conducting 
material, O. Reg. 94/58, s. 30. 


96.—(1) Split knobs shall not be used to support 
conductors larger than No. 8 B. & S. gauge. 


(2) Conductors supported on solid knobs shall be 
securely tied thereto by tie-wires having insulation of 
the same type as the insulation on the conductors that 
they secure. O. Reg. 324/51, s. 95. 


97.—(1) Open wiring, if supported on or run across 
the open faces of joists, wall-studs or other timber, or 
on walls where it is exposed to mechanical injury, shall 
be protected by running-boards, guard-strips, wooden 
boxing or sleeves of iron pipe. 


_ (2) Where conductors are not exposed to mechan- 
ical injury, they may be run directly from timber to 
timber but shall be, 


(a) of not less than No. 8 B. & S. gauge; 


(b) separated from each other by not less than 
six inches; and 


(c) supported at each timber. 


_(3) Open wiring shall not be run across the tops of 
ceiling joists in unfinished attics or like places. 


(4) Conductors or parts thereof that are less than 
seven feet above the floor shall be deemed to be ex- 
posed to mechanical injury. O. Reg. 324/51, s. 96. 


98.—(1) Material for running-boards, guard-strips 
and boxing shall be at least seven-eighths of an inch 
thick and the edges of running-boards shall project at 
least one-half of an inch beyond the insulators on 
both sides. 


_ (2) Guard-strips shall be at least as high as the 
insulators and placed as close to the conductors as this 
Regulation permits. 


(3) In wooden boxing there shall be a clear space 
of at least one inch between conductors and adjacent 
surfaces, and the ends of boxing not abutting on the 
structure of the building shall be closed. O. Reg. 
324/51, s. 97. 


99. Where conductors are run on flat surfaces, they 
shall be supported rigidly at intervals of not more than 
416 feet. O. Reg. 324/51, s. 98. 

* 

100.—(1) Conductors shall not be brought to a 
dead-end at any fitting distant more than twelve inches 
from the last supporting insulator. 


(2) Where conductors of No. 8 B. & S. gauge or 
larger are run as open wiring, solid knobs or strain 
insulators shall be used at the ends of the run. O. Reg. 
324/51, s. 99. 


_ 101. Knobs and cleats shall be fastened securely 
with screws. O. Reg. 324/51, s. 100. 


102. Sub-bases shall be installed under all snap- 
switches and receptacles. O. Reg. 324/51, s. 101. 


103.—(1) Where open wiring is connected to con- 
ductors in race-ways, armoured-cable or non-metallic 
sheathed cable, the junction shall be made in a box or 
at or in a fitting having a separately bushed hole for 
each conductor. 


(2) Where the conductor is encased in flexible 
tubing between the last support and the box, the tubing 
shall be run into the box. O. Reg. 324/51, s. 102. 


Reg. 490 


POWER COMMISSION 


27, 


104.—(1) Where a conductor passes through walls, 
floors, timbers or partitions, it shall be bushed, 


(a) where not exposed to mechanical injury, with 
a continuous porcelain tube; or 


(6) where exposed to mechanical injury, with a 
single sleeve of iron pipe enclosing all con- 
ductors of the circuit and each conductor shall 
be separately encased in a continuous length 
of flexible tubing extending the full distance 
between the insulators next adjacent to the 
ends of the sleeve. 


(2) The bushing shall be secured in place and shall 
project at least one-half of an inch beyond the finished 
surface from which it issues. O. Reg. 324/51, s. 103. 


105.—(1) Where conductors approach at any point 
within two inches of other electrical conductors or of 
metallic piping or other conducting-material, they shall 
at those points be protected by porcelain tubes or 
flexible tubing firmly fixed in place. 


(2) In damp places, porcelain tubes shall be used 
or there shall be an air-space of not less than one inch 
between the flexible tubing and wet or other conducting 
surfaces. O. Reg. 324/51, s. 104. 


KNOB-AND-TUBE WIRING 


106. Sections 107 to 117 apply only to knob-and- 
tube wiring. O. Reg. 324/51, s. 105. 


107. Knob-and-tube wiring shall not be used for 
potentials exceeding 150 volts to ground or 300 volts 
between any two conductors. O. Reg. 324/51, s. 106. 


108. Conductors shall be of the rubber-insulated 
R, RH or RW type or the thermoplastic-insulated T, 
TW or TWH type. O. Reg. 94/58, s. 31. 


109.—(1) Conductors shall be supported separately 
on incombustible, absorption-resisting insulators. 


(2) Conductors shall be separated from each other 
by a distance of at least four inches and from adjacent 
surfaces by a distance of at least one inch. 


(3) At distribution centres, meters, outlets, switches 
and places where four-inch separation cannot be main- 
tained between conductors, each conductor shall be 
encased in a continuous length of flexible tubing ex- 
tending from within the distribution box, meter, outlet 
box or switch box to the nearest supporting knob. 


(4) Conductors shall not be run across ceiling joists 
or rafters in roof spaces and where run on or across the 
lower edges of basement joists shall be protected in 
the manner prescribed by sections 97 and 98. O. Reg. 
324/51, s. 108. 


110. Where conductors pass through walls, floors, 
timbers or partitions, they shall be protected in the 
manner prescribed by section 104. O. Reg. 324/51, 
s. 109. 


111. Where conductors approach at any point with- 
in two inches of other electrical conductors or of metallic 
piping or other conducting material, they shall be 
protected in the manner prescribed by section 105. 
O. Reg. 324/51, s. 110. 


112.—(1) Split knobs shall not be used to support 
conductors larger than No. 8 B. & S. gauge. 


(2) Conductors supported on solid knobs shall be 
securely tied thereto by tie-wires having insulation 
of the same type as that on the conductors that they 
secure. O. Reg. 324/51, s. 111. 


113.—(1) Conductors shall be run singly on separ- 
ate timbers or studding where practicable and shall be 
supported rigidly at intervals of not more than 414% 
feet. 


(2) Where conductors of No. 8 B. & S. gauge or 
larger are run as knob-and-tube wiring, solid knobs or 
strain insulators shall be used at the ends of the run. 
O. Reg, 324/51, s. 112. 


114. Knobs and cleats shall be fastened securely 
with screws. O. Reg. 324/51, s. 113. 


115. Where conductors pass through or near cross- 
timbers in spaces behind plastering, the parts of the 
conductors that are within a distance of three inches 
measured vertically above the upper surface of the 
cross-timbers shall be protected by porcelain tubes. 
O. Reg. 324/51, s. 114. 


_ 116.—(1) Where it is impracticable to use insulat- 
ing supports in any portion of an installation, the con- 
ductors, 


(a) if exposed to moisture shall be, 


(1) the rubber-insulated, lead-covered type 
run in conduit, 

(ii) the moisture-resisting RW, TW or 

TWH type run in conduit, or 


(iii) lead-sheathed armoured cable; and 


(b) if not exposed to moisture, may be run separ- 
ately in flexible tubing extending in continu- 
ous lengths between supports or from a support 
to an outlet or between outlets and may be 
fished. O. Reg. 324/51, s. 115 (1); O. Reg. 
94/58, s. 32. 


(2) There shall be no joints or splices in the con- 
ductors within their protective coverings. O. Reg. 
324/51, s. 115 (2). 


117.—(1) Where knob-and-tube wiring is connected 
to conductors in race-ways, armoured-cable or non- 
metallic sheathed cable, the junction shall be made, 


(a) in a box having a separately bushed hole for 
each conductor; or 


(b) by means of a fitting without splice, tap or 
joint within the fitting. 


(2) Where the conductor is encased in flexible- 
tubing between the last support and the box specified 
in clause a of subsection 1, the tubing shall be run into 
the box. O. Reg. 94/58, s. 33. 


NON-METALLIC SHEATHED CABLE 


118. Sections 119 to 133 apply only to conductors 
run as non-metallic sheathed cable. O. Reg. 324/51, 
see 


119. Non-metallic sheathed cable shall not be used 
where the potential exceeds 300 volts between any two 
conductors. O. Reg. 324/51, s. 118. 


120.—(1) Non-metallic sheathed cable may be used 
in rural districts for the wiring of, 


(a) churches, halls and meeting places in which 
the total floor area above ground level is less 
than 1,500 square feet; and 


(b) the storeys other than the basement and 
ground floor of hotels. 


(2) The cable shall be of at least No. 12 B. & S. 
gauge and each circuit shall be protected by an over- 
current device rated at not more than 15 amperes. 
O. Reg. 324/51, s. 119. 
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121. The cable may be multiple conductor assem- 
blies in approved sizes and may contain an uninsulated 
conductor which shall be used only for grounding 
purposes. O. Reg. 324/51, s. 120. 


122.—(1) The cable shall be run in continuous 
lengths between outlet boxes, junction boxes and panel 
boxes as a loop system and the joints, splices and taps 
shall be made in the boxes. 


(2) Where concealed wiring is connected to non- 
metallic sheathed cable, the junction shall be made in 
af box. 


(3) Where open wiring is connected to non-metallic 
sheathed cable, the junction shall be made in a box or 
at or in a fitting having a separately bushed hole for 
each conductor. O. Reg. 324/51, s. 121. 


123. The cable shall not be bent or handled so that 
the covering is damaged. O. Reg. 324/51, s. 122. 


124.—(1) Where the cable is run between outlets, 
it shall be secured by straps or other approved devices 
located within twelve inches of every box or fitting and 
at intervals of not more than 41% feet throughout the 
run, 


(2) Drive-in staples shall not be used. 


(3) Where straps are of iron or steel, they shall have 
a hot-dip galvanized finish and shall fit the cable. 
O. Reg. 324/51, s. 123. 


125. The cable shall not be buried in plaster, 
cement or similar finish. O. Reg. 324/51, s. 124 


126.—(1) Conductors shall not be run on or across 
the upper faces of ceiling joists, or the lower faces of 
rafters in attics or roof spaces, where the vertical 
distance between the joists and the rafters exceeds 
three feet. 


(2) Where conductors are run on or across the lower 
faces of basement joists, they shall be protected in the 
manner prescribed by subsection 1 of section 97 and 
section 98. O. Reg. 94/58, s. 34. 


127.—(1) Where the cable is run through studs, 
joists or similar wooden members, the outer surface of 
the cable shall be kept distant at least 114 inches from 
the edges of the wooden members or the cable shall be 
effectively protected from mechanical injury. 


(2) Where the cable is installed immediately behind 
a baseboard, it shall be effectively protected from 
mechanical injury from driven nails. O. Reg. 324/51, 
s. 126. 


128.—(1) Where the cable enters or leaves outlet or 
other boxes, it shall be fastened rigidly to the boxes by 
fittings that completely close the opening. 


(2) Loom clips shall not be used. 


(3) The cable shall enter the box through a knock- 
out opening. O. Reg. 324/51, s. 127. 


129.—(1) Notwithstanding section 128, where con- 
ductors or cables are supported within six inches of 
a non-metallic box, they need not be clamped to the 
box. O. Reg. 324/51, s. 128 (1); O. Reg. 94/58, s. 35. 


(2) The openings through which the conductors or 
cables enter the boxes shall be adequately closed. 
O. Reg. 324/51, s. 128 (2). 


130.—(1) Where the cable is exposed, approved 
switch, outlet and tap devices of insulating material 
may be used without boxes. 


(2) The openings in the devices shall fit closely 
around the outer covering of the cable. 


(3) The device shall fully enclose any part of the 
cable from which any part of the covering has been 
removed. 


(4) Where the devices are connected to the con- 
ductors by binding-screw terminals, there shall be as 
many screws as there are conductors unless the cables 
are clamped within the device or the terminals are of 
a type approved for the purpose. O. Reg. 324/51, s. 129. 


131.—(1) Boxes and fittings shall be of a type 
approved for use with non-metallic sheathed cable. 


(2) Where grounded metal boxes are not required 
by this Regulation, outlet and switchboxes may be ot 
fire-resisting moulded-composition insulating material 
furnished with a cover of the same material. O. Reg. 
324/51, s. 130. 


132.—(1) Notwithstanding subsection 4 of section 
97, the cable may be used in open-wiring work where, 


(a) it is supported directly upon a wall or ceiling 
of woodwork, plaster, concrete, brick or other 
building finish and the conductors are distant 
at least 11% inches from any part of the wall 
or ceiling that is metal-lathed or metal- 
covered; or 


(b) it is adequately protected wherever it is less 
than five feet above a floor. 


(2) Where the cable is run horizontally along a wall, 
it shall be at least six inches above the floor. O. Reg. 
S24 7/51. c Us de 


133. Where the cable is used in concealed wiring 
and it is impracticable to provide the supports required 
by section 124, the cable may be fished. O. Reg. 
324/51, s. 132. 


RACE-WAY AND ARMOURED-CABLE WORK 


134. Sections 135 to 149 apply only to conductors 
run in race-ways or as armoured-cable. O. Reg.. 
S24 /on 1S: 133: 


135.—(1) Race-ways that are not metal race-ways, 
busways or auxiliary gutters may be of insulating 
material. 


(2) Race-ways, with the permission of an inspector, 
may be formed in concrete during the pouring and 
setting thereof where special means are used to ensure 
an inner surface sufficiently smooth to prevent damage 
to a protective sheath or insulation. 


(3) Race-ways and the armouring and _lead- 
sheathing of cable shall be electrically and mechanically 
continuous throughout the run. 


(4) Where lead-sheathed armoured-cable type ACL 
is used, the lead sheath need not be bonded at outlet 
and junction boxes. O. Reg. 94/58, s. 36. 


136.—(1) Race-ways and the armouring of cables 
shall be mechanically and electrically secured to all 
cabinets and fittings to which they are attached and 
bushings shall be used to protect the conductors from 
abrasion. O. Reg. 324/51, s. 135 (1). 


(2) Where ungrounded conductors of No. 4 B. & S. 
gauge or larger are used, they shall be protected in the 
manner prescribed by subsection 2 of section 87. 
O. Reg. 324/51, s. 135 (2); O. Reg. 94/58, s. 37. 


(3) Where electrical continuity cannot be obtained 
by clean threaded joints or by the use of two locknuts 
or by some other suitable equivalent form of joint, 
bonding jumpers shall be used. O. Reg. 324/51, 
sa 135(3): 
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137. Race-ways and the armouring of cables shall 
be supported independently of cabinets and fittings 
forming part of the race-way system or armoured- 
cable system. O. Reg. 324/51, s. 136. 


138. Fins and burrs shall be removed from the 
ends of race-ways. O. Reg. 324/51, s. 137. 


139. Pull-in, junction and outlet boxes, cabinets 
and gutters and joints in wires and cables shall be 
accessible. O. Reg. 324/51, s. 138. 


149. Where conductors connected to open wiring 
issue from the ends of race-ways or from armouring, 
they shall be protected with approved boxes or with 
fittings having a separately bushed hole for each con- 
ductor. O. Reg. 324/51, s. 139. 


141.—(1) Conductors for use under ordinary con- 
ditions shall be of the rubber-insulated R, RH or RW 
type, the thermoplastic-insulated T, TW or TWH 
type or varnished-cloth insulated V type. O. Reg. 
94/58, s. 38. 


(2) Conductors used for fluorescent lighting equip- 
ment and contained in the same race-ways as the 
auxiliaries for fluorescent lighting shall be of the slow- 
burning SB type and shall not be exposed to tempera- 
tures exceeding 90° C. or 194° F. O. Reg. 324/51, 
s. 140 (2). 


142. Conductors of No. 8 B. & S. gauge or larger 
shall be stranded. O. Reg. 324/51, s. 141 (1). 


143.—(1) Holes in outer walls of buildings through 
which conduit passes shall be filled to prevent the 
infiltration of moisture. 


(2) Where a service conduit or duct enters a build- 
ing from an underground distribution system, the end 
of the conduit or duct within the building shall be 
sealed with a suitable compound to prevent the entrance 
of moisture and gases. O. Reg. 324/51, s. 142. 


144.—(1) All conductors of a circuit shall be con- 
tained in the same race-way or in the same channel of 
a multiple-channel race-way or in the same armouring 
and, except as permitted by section 226, the circuits 
of different systems shall not be contained therein. 
O. Reg. 324/51, s. 143 (1). 


(2) Conductors may be run in multiple in a race- 
way or enclosure where the conductors are, 


(a) of similar conductivity; 

(b) No. 1/0 B. & S. gauge or larger; 

(c) free of splices; 

(d) of the same circular mil area; 

(e) insulated with the same type of insulation; 

(f) of the same length; 

(g) terminated at both ends so as to ensure equal 
division of the total current among the 


conductors; and 


(A) installed so that there are the same number 
of conductors from each phase. 


(3) Where a supply service includes a neutral 
conductor and conductors are run in multiple in accord- 
ance with subsection 2, enclosures or race-ways shall 
each contain an identical neutral conductor. O. Reg. 
94/58, s. 40. 


_ (4) There shall be no joints or splices in conductors 
within a race-way or channel except as permitted by 
sections 238, 245 and 251. O. Reg. 324/51, s. 143 (2). 


145.—(1) Where armoured-cable or race-ways of 
the draw-in type are bent during installation, the radius 
of the curve of the inner edge of the bends shall be at 
least six times the internal diameter of the armouring 
or race-way. 


(2) Where, 


(a) lead-covered cable or conductors insulated 
with varnished cloth are used in race-ways of 
the draw-in type; or 


(b) lead-sheathed armoured-cable is used, 


the radius of the curve of the inner edge of bends in 
the race-ways and in the armoured-cable shall be at 
least ten times the internal diameter of the race-way or 
armouring. 


' (3). Elbows and bends shall be made without undue 
distortion of the race-way or armouring and without 
injury to its inner or outer surfaces. O. Reg. 324/51, 
s. 144, 


146. Where a race-way or armoured-cable is laid 
in cinders or cinder-concrete, it shall be protected from 
corrosive action by a grouting of non-cinder concrete 
at least one inch thick entirely surrounding it. O. Reg. 
324/51, s. 145. 


147.—(1) Where conduits or ducts are located in 
places in which moisture is likely to accumulate, the 
conductors shall be of the lead-covered type or moisture- 
resisting RW, TW or TWH type. O. Reg. 324/51, 
s. 146 (1); O. Reg. 94/58, s. 41, amended. 


(2) Where lead-covered conductors are used, a 
pothead or equivalent device shall be used to protect 
them from moisture and mechanical injury at their 
point of issue from the lead-sheathing. O. Reg. 
324/51, s. 146 (2). 


148. Where race-way and armoured-cable wiring 
installed underground and race-ways installed in con- 
crete slabs or other masonry in direct contact with 
moist earth or in other permanently moist locations are 
subject to condensation or moisture, the conductors 
shall be of the lead-covered type, the rubber-insulated 
RW type, the thermoplastic-insulated TW or TWH 
type, or of a type specially approved for use in locations 
of that nature. O. Reg. 324/51, s. 147; O. Reg. 94/58, 
s. 42. 


149. In buildings of fire-proof construction where 
branch circuits of armoured-cable and metal race-ways 
other than metal moulding have conductors not larger 
than No. 10 B. & S. gauge, the branch-circuits may be 
laid on the face of the masonry or other material of 
which the walls and ceiling are constructed and may 
be buried in the plaster finish. O. Reg. 324/51, s. 148. 


RIGID AND FLEXIBLE CONDUIT WORK 


150. Sections 151 to 155 apply only to conductors 
run in rigid or flexible conduit. O. Reg. 324/51, s. 149. 


151.—(1) Subject to subsection 2, no conduit 
having an internal diameter of less than one-half of an 
inch, electrical trade size, shall be used. 


(2) Flexible conduit having an internal diameter 
of seven-sixteenths of an inch may be used for the con- 
nection of equipment in runs not exceeding five feet in 
length. O. Reg. 94/58, s. 43. 


152.—(1) Conduits of the draw-in type shall be in- 
stalled as a complete system before the conductors are 
drawn into them. 


(2) Threaded conduits shall be used in damp places 
and the joints and fittings shall be made water-tight. 
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(3) Conductors shall not be drawn into conduits 
in a building under construction until the conduit 
fittings and conductors are reasonably safe from damage 
from construction operations. O. Reg. 324/51, s. 151. 


153. A run of conduit between outlets or between 
draw-in points shall not contain more than the equiva- 
lent of four quarter-bends. O. Reg. 324/51, s. 152. 


154, Conduits shall be of sufficient size to permit 
the conductors to be drawn in and withdrawn without 
injury to the conductors. O. Reg. 324/51, s. 153. 


155. Where conductors of a size shown in column 
1 of Table 3 are run vertically in conduit, they shall 
be supported, 


(a) independently of the terminal connections; 


(b) by approved modes of support at intervals 
not exceeding those prescribed in column 2 of 
the Table; and 


(c) in such manner that the supports maintain 
the continuity of the conduit system without 
injury to the conductors or their covering. 
O. Reg. 324/51, s. 154. 


ELECTRICAL METALLIC TUBING 


156. Sections 157 to 167 apply only to electrical 
metallic tubing. O. Reg. 324/51, s. 155. 


157. Electrical metallic tubing may be used for 
exposed and concealed work but shall not be used, 


(a) where during or after installation it is subject 
to severe mechanical injury; 


(b) in cinder-concrete or fill unless, 


(i) it is protected on all sides by a layer of 
non-cinder-concrete at least two inches 
thick, or 


(ii) it is at least eighteen inches under the 
fill; or 
(c) in a hazardous location. O. Reg. 324/51, 
S 156) 


158.—(1) Where electrical metallic tubing and fit- 
tings are exposed to corrosive fumes or vapours, they 
shall be of a corrosion-resisting material suitable for 
the conditions to which they are exposed. 


(2) Where practicable, dissimilar metals shall not 
be used in an electrical metallic-tubing system where 
there is a possibility of galvanic action. O. Reg. 
Soa Sieise l/. 


159. In parts of dairies, laundries, canneries and 
other places where a high degree of moisture is present 
and in places where walls are washed frequently, the 
entire tubing system, including all boxes and fittings 
used therewith, shall be made water-tight. O. Reg. 
324/51, s. 158. 


160. The tubing shall not be used to contain con- 
ductors larger than No. 0 B. & 5S. gauge. O. Reg. 
324/51, s. 159. 


161. The tubing shall have an internal diameter of 
not less than one-half of an inch and not more than two 
inches, electrical trade size. O. Reg. 324/51, s. 160. 


162.—(1) Where electrical metallic tubing is used to 
contain rubber-insulated conductors RF-32, FF-32, 
R, RH or RW types, or thermoplastic-insulated con- 
ductors TF, TFEF, T, TW or TWH types, operating at 
a potential of not more than 600 volts, tubing having an 
internal diameter of one-half of an inch, three-quarters 
of an inch, one inch, 1144 inches, 114 inches or two 


inches, electrical trade size, shall not contain more 
conductors of a size shown in column 1 of Table 4 
than the number prescribed in columns 2, 3, 4, 5, 6 and 
7 respectively of the Table. O. Reg. 94/58, s. 45. 


(2) Where electrical metallic tubing is used to 
contain lead-covered cables RL, RHL, RHDL, RML, 
RHML, VL, VDL or VML types, operating at a 
potential of not more than 600 volts, tubing having an 
internal diameter of one-half of an inch, three-quarters 
of an inch, one inch, 114 inches, 1% inches or two 
inches, electrical trade size, shall not contain, 


(a) more single-conductor cables of a size shown 
in column 1 of Table 5 than the number pre- 
scribed in columns, 2, 5, 8, 11, 14 and 17 of the 
Table respectively; 


more two-conductor cables of a size shown in 
column 1 of the Table than the number pre- 
scribed in columns 3, 6, 9, 12, 15 and 18 of the 
‘Table respectively; or 


(b) 


more three-conductor cables of a size shown in 
column 1 of the Table than the number pre- 
scribed in columns 4, 7, 10, 13, 16 and 19 of 
the Table respectively. O. Reg. 324/51, 
SLOUe( 2): 
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163. Where electrical metallic tubing is used in 
circumstances referred to in clauses a, 6, c and d of 
subsection 1 of section 293 and which are not governed 
by sections 162 and 164, the size of tubing used shall, 
subject to sections 160 and 161, be ascertained accord- 
ing to section 293. O. Reg. 94/58, s. 46. 


164. Where lengths of the tubing are coupled to- 
gether or connected to boxes, fittings or cabinets, 
fittings approved for the purpose shall be used and the 
fittings shall not have threads of standard pipe-thread 
dimensions. O. Reg. 324/51, s. 162. 


165. Where threadless couplings and connectors 
are used with the tubing, they shall be tight and, 
where they are buried in masonry, concrete or fill or 
installed in wet places, they shall be the water-tight 
type. O. Reg. 324/51, s. 163; O. Reg. 94/58, s. 47. 


166.—(1) Bends in the tubing shall be made so as 
not to injure the tubing or reduce its internal diameter. 


(2) Where’ unleaded conductors are used, the radius 
of the curve of the inner edge of bends made during 
installation shall be at least six times the internal 
diameter of the tubing. 


(3) Where lead-covered conductors are used, the 
radius of the curve of the inner edge of bends made 
during installation shall be at least ten times the internal 
diameter of the tubing. O. Reg. 324/51, s. 164. 


167. Where the tubing is run between outlets or 
fittings or between outlets and fittings, the run shall 
not contain more than the equivalent of four quarter- 
bends, including the bends located at an outlet or 
fitting. O. Reg. 324/51, s. 165. 


ARMOURED-CABLIZ WORK 


168. Sections 169 to 173 apply only to armoured- 
cable work. O. Reg. 324/51, s. 166. 


169. Where armoured-cable is used, 
(a) for underground runs; 


(b) for circuits embedded in masonry, concrete or 
fill in buildings in course of construction; or 


(c) in locations where it will be exposed to 
weather, continuous moisture, excessive hu- 
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midity or to oil or other substances having a 
deteriorating effect on rubber insulation, 


it shall be of the lead-sheathed rubber-insulated ACL 
type. O. Reg. 324/51, s. 167. 


170.—(1) Where conductors issue from armour, 
they shall be protected by approved bushings of 
insulating material or by approved equivalent devices. 


(2) Where armoured-cable is fastened to a box or 
-cabinet, the connector or clamp shall be of such design 
as to leave the insulating bushing or equivalent device 
visible for inspection. O. Reg. 324/51, s. 168. 


171. Where armoured-cable is used in a building in 
which concealed knob-and-tube wiring or concealed 
non-metallic sheathed-cable wiring is installed, the 
cable shall not be fished if there is a possibility of 
damage to the existing wiring. O. Reg. 324/51, s. 169. 


172.—(1) Where cable is run through studs, joists 
or other wooden members, it shall be, 


(a) located so that its outer circumference is at 
least 114 inches from the nearest edge of the 
wooden members; or 


(b) protected from mechanical injury, where it 
passes through the holes in the wooden mem- 
bers. 


(2) Where cable is installed immediately behind 
baseboards, it shall be protected from mechanical in- 
injury from driven nails. O. Reg. 324/51, s. 170. 


173. Armoured-cable shall be secured in place by 
approved fastenings located not more than one foot from 
boxes or fittings and not more than 41% feet apart, 
except where the armoured-cable is fished. O. Reg. 
324/51, s. 171; O. Reg. 94/58, s. 48. 


USE OF RIGID AND FLEXIBLE CONDUIT, ARMOURED- 
CABLE, LEAD-SHEATHED ARMOURED-CABLE, M.I. 
CABLE AND ALUMINUM-SHEATHED CABLE 


174.—(1) Rigid conduit, flexible conduit, armoured- 
cable, M.I. cable or aluminum-sheathed cable shall be 
used for, 


(a) branch-circuit wiring of stationary motors of 
one or more horsepower at 110 or more volts 
in places other than private residences; 

mill 


(b) wiring in buildings of fire-proof or 


construction; 
(c) subject to section 120, wiring in, 


(i) hospitals, hotels, asylums, churches, 
halls, public institutions, and 


(ii) other buildings used for public meeting 
or assembly having a floor area above 
ground level of at least 1,500 square 
feet; 


(d 


—_ 


wiring in educational institutions having, 
(i) two or more floors above ground level, 
(ii) four or more classrooms, or 


(iii) a floor area above ground level of more 
than 1,500 square feet; 


— 
is 
Ve 


wiring from service boxes to meters except 
where equivalent protection is provided; 


(f 


oe 


wiring run on the exterior surfaces of buildings 
to electric signs located on or attached to the 
building; 
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(g) surface and concealed wiring in buildings 
having metal-lathed or metal-covered walls or 
ceilings, where the conductors are not more 
than one inch from the metal at any place 
other than an outlet; and 


(h) wiring for fire-escape lights and exit lights. 


(2) Where flexible conduit is used under clause f 
of subsection 1, the conductors shall be lead-covered 
and where armoured-cable is used it shall be lead- 
sheathed type ACL. 


(3) Nothing in subsections 1 or 2 prevents the use 
of surface race-ways, underfloor race-ways, flexible 
conduit or armoured-cable, where their use is specifi- 
cally authorized by this Regulation. O. Reg. 94/58, 
s. 49, 


SURFACE RACE-WAY WORK 


_ 175.—(1) Surface race-ways shall not be used for 
circuits protected by over-current devices rated or set 
at more than 50 amperes. 


(2) The total fusing of the wires contained in a 
single channel surface race-way shall not be more than 
60 amperes. O. Reg. 324/51, s. 173. 


176. Surface race-ways shall not be installed in 
damp places and, subject to section 149, shall not be 
concealed. O. Reg. 324/51, s. 174. 


177.—(1) Where surface race-ways are of steel, they 
shall be of at least No. 20 U.S. sheet-metal gauge. 
OWRers 3247 5ilse diva (ie 


(2) Where the voltage between the conductors 
contained therein is not in excess of 300 volts and the 
voltage from each conductor to ground is not in excess 
of 150 volts, an approved metal moulding having a 
thickness of less than No. 20 U.S. sheet-metal gauge 
may be used for the extension of a previously approved 
wiring-system. QO. Reg. 94/58, s. 50. 


178. The backing of a surface race-way shall be 
secured in position by screws or bolts having heads 
flush with the metal. O. Reg. 324/51, s. 176. 


179. Surface race-ways shall not be used for, 
(a) conductors larger than No. 6 B. & S. gauge; 


(b) a greater number of conductors than the 
number for which they are approved; or 

(c) more than ten conductors. O. Reg. 324/51, 

Sueliiile 


180.—(1) Surface race-ways be extended 


through dry walls or partitions. 


may 


(2) Where the wall or parition is not constructed 
wholly of incombustible material, no joint in the race- 
way shall be concealed within the wall or partition. 


(3) Where a race-way passes through a floor, wall 
or partition and protection from mechanical injury is 
necessary, a sleeve of iron pipe shall be placed over the 
race-way and shall extend beyond the outer surfaces 
of the floor, wall or partition. O. Reg. 324/51, s. 178. 


181.—(1) Where multiple-channel surface race- 
ways are used to carry the conductors of different 
systems, each compartment shall contain only the 
conductors of one system and the compartments shall 
maintain the same position in relation to each other 
throughout the length of the race-way. 


(2) One or more of the systems may be communica- 
tion systems. O. Reg. 324/51, s. 179. 
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UNDERFLOOR RACE-WAYS 


182.—(1) Underfloor race-ways shall be used only 
in normally dry locations and may be installed under 
the surface of concrete or other flooring material. 
O. Reg. 324/51, s. 180 (1); O. Reg. 94/58, s. 51. 


(2) Underfloor race-ways shall not be used, 


(a) where they will be exposed to corrosive 


vapours; 
(6) in a hazardous location; 

(c) in commercial garages; 

(d) in storage-battery rooms; or 


(e) for any conductor larger than No. 4 B. & S. 
gauge. O. Reg. 324/51, s. 180 (2). 


183.—(1) Underfloor race-ways of the open- 
bottom type shall be buried in the concrete fill between 
the rough and finished floors. 


(2) Where underfloor race-ways of the open-bottom 
type are used in shallow-floor concrete fills, proper 
cover shall be maintained and the wires shall be pro- 
tected from contact with pipes, structural steel and 
other metal by a pad of concrete at least one inch thick 
or by approved fittings. 


(3) The race-ways shall be laid on a smooth clean 
surface and, in deep concrete, fills shall be brought to 
the proper level by being set on a concrete pad of pro- 
per thickness and at least twice the width of the race- 
way. 


(4) Underfloor race-ways of the open-bottom type 
shall not be used in floors of monolithic construction. 
O. Reg. 324/51, s. 181. 


F* 184.—(1) Underfloor race-ways shall be laid so that 
their centre line coincides with a straight line drawn 
between the centres of successive junction boxes. 


(2) The race-ways shall be mechanically secured 
to prevent disturbance of the alignment during con- 
struction. O. Reg. 324/51, s. 182. 


185.—(1) The joints along the edges of the race- 
ways and between the race-ways, couplings and junc- 
tion boxes and between the junction box cover-plates 
and cover-rings shall be filled with an approved water- 
proof cement. 


(2) The race-ways shall be arranged so that there 
are no low points or traps at the fittings or in the race- 
way run and crossings shall be avoided where possible. 
O.4Reg. 324/51, s. 183. 


186.—(1) Where the race-ways are run at other than 
right angles, special fittings shall be provided if required 
by an inspector. 


(2) The race-ways shall be connected to distribu- 
tion-centre and wall outlets by conduit or approved 
fittings. 


(3) Dead-ends of the race-ways shall terminate in 
junction boxes or other approved fittings. O. Reg. 
324/51, s. 184. 


187.—(1) Inserts and outlets in underfloor race- 
ways shall be made electrically and mechanically 
secure. 


(2) Inserts in fibre race-ways shall be screwed into 
the fibre and, where they are not made mechanically 
secure by being grouted in separately, they shall not 
be set until the floor is laid. 
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(3) Inserts and junction boxes shall be levelled to 
the grade of the floor and sealed with water-tight plugs. 
O. Reg. 324/51, s. 185. 


188. When setting inserts or cutting through race- 
way walls, adequate precautions shall be taken to 
prevent chips and dirt from falling into the race-way, 
and special tools designed for the purpose and for pre- 
venting the tools from entering the race-way and 
injuring the conductors shall be used. O. Reg. 324/51, 
s. 186. 


189. Metal race-ways and metal fittings shall be 
protected from corrosion. O. Reg. 324/51, s. 187. 


190. Where interior wiring systems are not con- 
nected electrically to each other within a building, their 
respective conductors shall be contained in separate 
race-ways or, subject to section 181, in separate channels 
of multiple-channel race-ways. O. Reg. 324/51, s. 188. 


191.—(1) In underfloor race-ways of the open- 
bottom type, approved double-braid rubber-insulated 
or thermoplastic-insulated conductors, armoured-cable 
or non-metallic sheathed cable shall be used. O. Reg. 
324/51, s. 189 (1). 


(2) Where, 


(a) it is impossible to install the concrete pads 
required by section 183; and 


(b) a race-way crosses conduit, structural steel 
or other metal, 


armoured-cable or M.I. cable shall be used for branch- 
circuits. O. Reg. 94/58, s. 52. 


192.—(1) The aggregate cross-sectional area of the 
conductors and their insulation in a race-way shall not 
exceed 40 per cent of the interior cross-sectional area 
of the race-way. O. Reg. 324/51, s. 190 (1). 


(2) Subsection 1 does not apply where the race-way 
contains only M.I. cable, armoured-cable or non- 
metallic sheathed cable. O. Reg. 94/58, s. 53. 


193. Conductors shall not be drawn into underfloor 
race-ways in a building under construction until the 
race-way, fittings and conductors are reasonably safe 
from damage from construction operations. O. Reg. 
324/51, s. 191. 


194.—(1) Junction boxes shall not be used as outlet 
boxes in underfloor race-ways. 


(2) There shall not be more than sixty feet between 
boxes in a run of race-way. O. Reg. 324/51, s. 192. 


195. The walls of metal underfoor race-ways shall 
have a thickness of at least No. 14 U.S. sheet-metal 
gauge. O. Reg. 324/51, s. 193. 


BASEMENTS, BATHROOMS AND KITCHENS 


196.—(1) No drop light having a metal-shell lamp- 
holder and no ungrounded metal lighting fixture, 
lamp-holder or switch-plate shall be installed within 
eight feet measured vertically or five feet measured 
horizontally from a laundry tub, bathtub, showerbath, 
plumbing fixture, steam pipe or other grounded metal 
work or grounded surface. 


(2) No lamp-holder installed in a bathroom, shower- 
room or kitchen shall, 


(a) be attached to a drop-cord; 
(b) have a switch forming part of the assembly; or 


(c) be controlled otherwise than by a _ wall- 


switch. O. Reg. 324/51, s. 194. 
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197. Lamp-holders in basements shall be controlled 
only by wall-switches, but where, 


(a) the outer shell of the lamp-holder is of ap- 
proved insulating material and the operating 
mechanism of the switch is insulated from live 
parts; or 


(b) exposed non-current-carrying metal parts of 
the lamp-holder are grounded, 


the lamp-holder may be controlled by switches forming 
part of the assembly of the lamp-holder. O. Reg. 
324/51, s. 195. 


198. Lamps that light basement stairs shall be 
controlled by a switch located at the top of the stairs. 
O. Reg. 324/51, s. 196. 


199. Where a box is provided in a wall in a bath- 
room for a lamp-holder, fixture, convenience-outlet or 
wall-switch, the box shall be of metal and grounded. 
O. Reg. 94/58, s. 54. 


200.—(1) Where electrical power is used in any 
structure used for residential purposes, there shall be 
installed in each area therein used as a kitchen, or 
breakfast-room, or laundry-room, or utility-room, 
whether or not the areas are separated by doors or 
partitions, or both, at least one 125-volt single or 
duplex appliance-receptacle of the three-pole type, 


(a) having, 


(i) one pole grounded so as to ground 
non-current-carrying metal-parts of 
electrical equipment, and 


(ii) the two current-carrying poles in a 
parallel position; and 


(b) arranged to receive a three-wire attachment 
plug-cap having, 
(i) the grounding pole circular or U- 
shaped, and 


(ii) the two current-carrying poles parallel- 
blades. 


(2) Subject to subsection 3, an appliance recep- 
tacle installed under subsection 1 shall be wired on a 
branch circuit to which no other outlet is connected. 


(3) Where a kitchen, or breakfast-room, or laundry- 
room, or utility-room, is not in a basement, there may 
be installed on any branch circuit supplying a single or 
duplex appliance-receptacle installed under subsection 
1 one additional single or duplex convenience-receptacle 
or appliance-receptacle and one receptacle constructed 
for use only with an electric clock. 


(4) Unless the floor, walls and ceiling of a room ina 
basement are of insulating material, and the room is 
not used as a kitchen, or breakfast-room, or laundry- 
room, or utility-room, no receptacles other than the 
type specified in subsection 1 may be installed in a 
basement. O. Reg. 61/55, s. 1. 


OPEN WIRING ON EXTERIORS OF BUILDINGS AND 
BETWEEN BUILDINGS ON THE SAME PREMISES 


201. Sections 202 to 209 apply only to open wiring 
run on the exterior surfaces of buildings or between 
buildings on the same premises. O. Reg. 324/51, s. 199. 


202. The conductors shall have a weatherproof 
covering. O. Reg. 324/51, s. 200. 


203.—(1) Where the conductors are supported on 
or in close proximity to the exterior surfaces of build- 
ings, they shall be installed and protected so that they 
are nota hazard to persons or are not exposed to mech- 


anical injury and they shall not, without the permission 
of an inspector, be less than fifteen feet from the ground. 
O. Reg. 94/58, s. 55. 


(2) Where the conductors are exposed to mechanical 
injury from awnings, swinging signs, shutters or other 
moveable objects, they shall be run in rigid conduit 
made waterproof. O. Reg. 324/51, s. 201 (2). 


204.—(1) Conductors on the exterior surfaces of 
buildings shall be supported by brackets, racks, in- 
sulators or other means acceptable to an inspector at 
intervals of not more than nine feet and the individual 
conductors shall be distant at least eight inches from 
one another and at least two inches from the adjacent 
Boer, O. Reg. 324/51, s. 202 (1); O. Reg. 94/58, 
s. 56 (1). 


(2) Where petticoat insulators are used, they shall 
be installed at intervals of not more than fifteen feet 
under normal conditions and at smaller intervals where 
the conductors are subject to disturbance and shall be 
located so as to hold the individual conductors at least 
twelve inches apart and at least two inches from 
adjacent surfaces. 


(3) Where the conductors are not exposed to the 
weather, they may be supported on glass or porcelain 
knobs placed at intervals of not more than 41% feet 
and holding the conductors at least one inch from 
adjacent surfaces. O. Reg. 324/51, s. 202 (2, 3). 


(4) Where conductors having a voltage of 220 
volts or less and conductors of more than 220 volts 
but not exceeding 750 volts are mounted on the same 
pole, the conductors of higher voltage shall be mounted 
above, and kept distant at least twelve inches from, 
the conductors of lower voltage. O. Reg. 94/58, s. 56 
(2). 

205. Multiple-conductor cables shall be of service 
entrance cable type ASE or type SE and, where type 
SE is used, it shall comply with subsection 2 of section 
51. O. Reg. 324/51, s. 203. 


206.—(1) The conductors shall be located or 
guarded so that they cannot be reached by a person 
standing on a fire-escape, flat roof or other portion of a 
building to which persons normally have access and 
they shall be at least eight feet above the highest 
point of a flat roof. O. Reg. 324/51, s. 204 (1). 


(2) With the permission of an inspector, the con- 
ductors may be less than eight feet but not less than 
six feet above the highest point of a flat roof. O. Reg. 
94/58, s. 57. 


207. Conductors shall not be carried over buildings 
until the plans and specifications for the work are 
approved by an inspector. O. Reg. 94/58, s. 58. 


208. Where the conductors pass over buildings, 
they shall, where practicable, be supported on structures 
not connected to the building but, where not practi- 
cable, they shall be supported on and secured to trestles 
constructed of steel or other material acceptable to an 
inspector. O. Reg. 324/51, s. 206. 


209. The conductors of a power supply system 
attached to the exterior surfaces of buildings shall be 
at least four inches from the conductors of a communica- 
tion system unless one system is in conduit or is per- 
manently separated from other systems by a continuous 
fixed non-conductor other than the insulation on the 
conductors. O. Reg. 324/51, s. 207. 


INSTALLATION OF BOXES, CABINETS, OUTLETS AND 
TERMINAL FITTINGS 


210.—(1) There shall not be more than twelve 
outlets on a two-wire branch-circuit that serves pen- 
dants or fixtures wired with flexible cord or fixture wire 
of less than No. 14 B. & S. gauge unless the connected 
load is known and, 
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(a) the load current does not exceed 12 amperes 
ona No. 14 B. & S. gauge circuit; or 


(6) the load current exceeds 12 amperes but does 
not exceed 20 amperes ona No. 14 B. & S. 
gauge circuit and M.I. cable is used. O. Reg. 
94/58, s. 59. 


(2) Where fixed multi-outlet assemblies are used, 
each five feet or fraction thereof of each separate and 
continuous length shall be counted as one outlet, but in 
locations in which a number of electrical appliances are 
likely to be used simultaneously each one foot or fraction 
thereof shall be counted as one outlet. 


(3) Where each branch-circuit in a telegraph or 
telephone equipment room is equipped with a circuit- 
breaker rated at not more than 15 amperes, the number 
of lighting fixtures that may be used with or mounted 
on the equipment frames and the number of outlets 
mounted on the equipment frames served by one cir- 
cuit shall not be limited to twelve. O. Reg. 324/51, 
s. 208 (2, 3). 


211. There shall not be more than eight mogul 
lamp-holders connected to a two-wire branch-circuit. 
O. Reg. 324/51, s. 209. 


212. Where taps are made to branch-circuit con- 
ductors and run to a fixture outlet, the taps shall be 
not longer than eighteen inches and not smaller than 
the minimum size of conductor required for the wiring 
of the fixture. O. Reg. 324/51, s. 210. 


213.—(1) An approved box or an equivalent device 
shall be installed at every point of outlet, switch or 
junction of conduit, race-ways, armoured-cable, M.1. 
cable, aluminum-sheathed cable or non-metallic 
sheathed cable and at every point of outlet and switch 
of concealed knob-and-tube work. O. Reg. 324/51, 
s. 211 (1); O. Reg. 94/58, s. 60 (1). 


; (2) Non-metallic outlet boxes shall not be used in 
wiring methods other than, 


(a) open wiring carried on insulators; 
(6) concealed knob-and-tube work; 
(c) non-metallic sheathed cable; and 
(d) non-metallic waterproof wiring. 


_ (3) The box shall be provided with a cover or a 
fixture canopy. O. Reg. 324/51, s. 211 (2, 3). 


(4) Shallow boxes and plates shall not be used 
unless, 


(a) it is not practicable to install outlet boxes; 
and 


(b) there are not more than two conductors. 
O. Reg. 94/58, s. 60 (2). 


(5) At least six inches of free conductor shall be 
left at each outlet for making of joints or the connec- 


tion of fixtures unless the conductors are intended to | 


lamp-holders, receptacles or similar 


loop through 
O. Reg. 324/51, s. 211 (5). 


devices without joints. 


214.—(1) Where conductors are run from the ends 


of conduit, armoured-cable, surface race-ways or non- | 


metallic sheathed cable to appliances, open wiring or 
knob-and-tube wiring, an outlet fitting or terminal 
fitting may be used instead of the box required by 
section 213 and the conductors shall be run without 
splice, tap or joint within the fitting. 
s. 212 (1); O. Reg. 94/58, s. 61. 


(2) The fitting shall have a separately bushed hole 
for each conductor. 


©. Reg. 324/51, | 


(3) The fittings shall not be used at outlets for 
fixtures. O. Reg. 324/51, s. 212 (2, 3). 


215.—(1) Where conductors issue from conduit 
behind a switchboard or more than eight conductors 
issue from a conduit at control apparatus or a similar 
location, an insulating bushing may be used instead{of 
the box required by section 213 and the conductors shall 
be bunched, taped and painted with insulating paint. 
O. Reg. 324/51, s. 213 (1). 


(2) Ungrounded conductors of No. 4 B. & S. gauge 
or larger shall be protected in the manner required by 
subsection 2 of section 87. O. Reg. 324/51, s. 213;(2); 
O. Reg. 94/58, s. 62. 


216. Where used in concrete-slab construction, 
ceiling outlet boxes shall have knockouts spaced above 
the face or lower edge of the boxes a distance ofjat 
least twice the diameter of the steel reinforcing bars 
so that conduit entering the knockouts clears the bars 
without offsetting. O. Reg. 324/51, s. 214. 


217.—(1) Boxes and fittings not secured to{studs, 
joists or similar fixed structural units other than 
wooden, metal or composition lath shall be supported 
on metal supports or on a wooden board at least seven- 
eighths of an inch thick rigidly secured to the structural 
unit. 


(2) Subsection 1 does not apply to boxes and 
fittings installed after the studs, joists or structural 
units have been concealed. O. Reg. 324/51, s. 215. 
fittings shall be 


218.—(1) Boxes, cabinets and 


fastened securely in place. 


(2) Boxes and fittings having a volume of less than 
100 cubic inches may be attached to a firmly secured 
exposed race-way by threading or other suitable means 
of connection. O. Reg. 324/51, s. 216. 


219. The wiring contained in pull-in boxes, junction 
boxes, outlet boxes, cabinets and gutters shall be acces- 
sible and, where any of the wiring devices are installed 
above false ceilings, there shall be a vertical space of at 
least three feet between the false ceiling and the ceiling. 
O. Reg. 94/58, s. 64. 


220.—(1) The front edges of boxes, cabinets and 
fittings installed in walls or ceilings shall not be set in 
more than one-quarter of an inch from the finished 
surface and, where the walls or ceilings are of wood or 
other combustible material, shall be flush with the 
finished surface or shall project therefrom. 


(2) Gaps or open spaces in plaster surfaces of walls 
or ceilings shall be filled in around the front edges of 
boxes, cabinets and fittings. 


(3) Subsections 1 and 2 do not apply where the 
walls and ceilings are of concrete, tile or incombustible 
material. O. Reg. 324/51, s. 219. 


221. Where outlet boxes installed as additions to 
existing work are mounted directly upon existing 
plaster surfaces, they shall be fastened securely in 
place. O. Reg. 324/51, s. 220. 


222. Where boxes, cabinets and fittings are in- 
stalled in damp places, they shall be placed or con- 
structed so as to prevent moisture from entering and 
accumulating therein. Reg. 324/51, s. 221. 


223.—(1) Openings in boxes, cabinets and fittings 
shall be equipped with couplings or bushings for clamp- 
ing or otherwise securing conduit, race-ways, armoured- 
cable, non-metallic sheathed cable or flexible tubing 
thereto. 


(2) The couplings and bushings may be separate 
units or may form part of the assembly of the box, 
cabinet or fittings but shall adequately close the open- 
ings and openings for conductors run as open-wiring. 


. 
. 
; 
: 


Reg. 490 


POWER COMMISSION 


220 


(3) Where knob-and-tube work is used in dry 
places, approved flexible tubing may be used as an 
insulating bushing and shall extend from the last 
insulating support to the cabinet, box or fitting and be 
firmly secured in place. O. Reg. 324/51, s. 222. 


224. Unused openings in boxes, cabinets and fittings 
shall be effectively closed by metal plugs or plates 
affording protection substantially equivalent to the 
protection of the wall of the box, cabinet or fitting. 
O. Reg. 324/51, s. 223. 


225.—(1) Where a surface extension is made from 
an existing outlet of concealed wiring, a box or an 
extension ring shall be mounted over the original box 
and electrically and mechanically secured to it. 


(2) The extension shall then be connected to the 
box or extension ring in the manner prescribed by this 
Part for the method of wiring employed in making the 
extension. O. Reg. 324/51, s. 224. 


226.—(1) Conductors of different systems shall not 
be installed in the same box, cabinet or auxiliary gutter 
unless, 


(a) a barrier of sheet steel of not less than No. 16 
U.S. sheet-metal gauge or an equivalent device 
of suitable insulating material is used to divide 
the space into separate compartments for the 
conductors of each system; or 

(b) the conductors are intended for the supply and 
control of remotely-controlled devices where 
the voltage does not exceed 4,500 volts be- 
tween conductors and they are insulated for at 
least the same voltage as that of the circuit 
having the highest potential and none of the 
conductors of the circuits of lower potentials 
is directly connected to a lighting branch- 
circuit. 


(2) Where a barrier is used, it shall be fastened 
rigidly to the box, cabinet or gutter or an approved 
device ensuring positive separation of the conductors 
shall be used. O. Reg. 324/51, s. 225 (1, 2). 


(3) The provisions of subsections 1 and 2 may be 
varied in the case of, 


(a) a double-throw switch used in an emergency 
lighting system; 


(b) the supply and control conductors of remotely- 
controlled devices where the conductors are 
not insulated for the maximum voltage; and 


(c) the supply and control conductors of remotely- 
controlled devices where the voltage exceeds 
4,500 volts between conductors. O. Reg. 
324/51, s. 225 (3); O. Reg. 94/58, s. 65. 


227. Subject to section 229, each conductor running 
through or terminating in an outlet box or junction box 
shall have at least the amount of free space within the 
box specified in column 2 of Table 6 for a conductor of 
its size and the total number of conductors that may be 
run through or terminate in a box shall be limited 
accordingly. O. Reg. 324/51, s. 226. 


228. Subject to sections 227 and 229, a box of the 
dimensions shown in column 1 of Table 7 shall not 
contain more conductors of a size shown in the Table 
than are prescribed in columns 2, 3, 4 and 5 of the 
Table. O. Reg. 324/51, s. 227. 


229.—(1) Where outlet boxes and junction boxes 
contain fixture studs, cable clamps, hickeys, switches, 
receptacles or other fittings or devices, the maximum 
number of conductors contained therein shall be one 
less than is prescribed by section 277 and Table 7 and 
the maximum number shall be further reduced by one 
for each flush device or combination of flush devices 


mounted on the same strap, except that a flush device 
box of minimum dimensions of 2 7/8 inches in length, 
1 13/16 inches in width and 2 7/16 inches in depth in 
which is installed a flush device or cable clamps may 
contain a maximum number of six No. 14 B. & S. 
gauge conductors. O. Reg. 324/51, s. 228 (1); O. Reg. 
94/58, s. 66. 


(2) Where single flush boxes are ganged and each 
section thereof is occupied by a flush device or com- 
bination of flush devices mounted on the same strap, 
each section shall be deemed to be a separate box. 
O. Reg. 324/51, s. 228 (2). 


230. Sections 227, 228 and 229 do not apply to 
terminal housings supplied with motors, or to boxes or 
fittings without knockouts and having hubs or re- 
cessed parts for terminal bushings and locknuts. 


O. Reg. 324/51, s. 229. 


231. Where pull boxes are used with race-ways of 
114 inches, trade size, or larger, the boxes shall for 
straight pulls have a length of at least eight times the 
trade diameter of the largest race-way and for angle 
and U-pulis have a distance between each terminal 
fitting of the race-way inside the box and the opposite 
side of the box of at least six times the trade diameter 
of the race-way and the distance shall be increased for 
each additional race-way entry by the amount of the 
sum of the diameters of the other race-way entries. 
O. Reg. 324/51, s. 230. 


232.—(1) Lighting branch-circuit panelboards shall 
not contain the conductors of more than 42 circuits 
where one over-current device is used for each circuit 
or of more than twenty circuits where two over-current 
devices are used for each circuit. O. Reg. 324/51, 
s. 231 (1); O. Reg. 94/58, s. 67. 


(2) The cabinets and cut-out boxes that house the 
panel-boards shall not contain more than one panel- 
board unless, 


(a) the cabinet is divided between panel-boards 
by an unpierced barrier of incombustible 
material; or 


(b) the panel-boards are located side by side or in 
a horizontal row. O. Reg. 324/51, s. 231 (2). 


AUXILIARY GUTTERS 


233.—(1) Where auxiliary gutters are used to sup- 
plement wiring spaces at meter centres, distribution 
centres, switchboards and similar points in interior- 
wiring systems, the gutters may enclose conductors and 
cables or bus-bars but they shall not be used to enclose 
switches, over-current devices or other appliances or 
apparatus. 


(2) The gutters shall not extend more than twenty 
feet beyond the equipment that they supplement, and 
thereafter the conductors may be contained in approved 
wire-ways or busways. O. Reg. 324/51, s. 232. 


234. Auxiliary gutters shall be supported through- 
out their entire length at intervals of not more than 
five feet, or any longer interval for which it has been 
approved and which is clearly marked on the auxiliary 
gutter. O. Reg. 324/51, s. 233; O. Reg. 94/58, s. 68. 


235. Where terminal blocks or bus-bars are used 
within auxiliary gutters, they shall be made accessible 
by means of removeable covers or doors. O. Reg. 
324/51, s. 234. 


236.—(1) The aggregate cross-sectional area of the 
conductors and their insulation shall not exceed 20 per 
cent of the cross-sectional area of the gutter in which 
they are contained. O. Reg. 94/58, s. 69. 


(2) A single compartment of a gutter shall not con- 
tain more than thirty conductors at a cross-section. 
O. Reg. 324/51, s. 235 (2). 
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237.—(1) Bus-bars contained in auxiliary gutters 
shall be securely and rigidly supported so that the 
clearance between bare current-carrying metal parts 
of opposite polarities mounted on the same surface 
shall be at least two inches. 


(2) Where the parts are held free in air, the clear- 
ance shall be at least one inch. 


(3) A space of at least one inch shall be maintained 
between bare current-carrying metal parts and other 
metal surfaces. 


(4) Adequate provision shall be made for expansion 
and contraction of bus-bars. O. Reg. 324/51, s. 236. 


238. Taps from bus-bars shall issue from auxiliary 
gutters on the side thereof nearest to the terminal con- 
nections and the conductors shall not be brought into 


contact with uninsulated current-carrying parts of 


opposite polarities. O. Reg. 324/51, s. 237. 


239. Bare bus-bars in auxiliary gutters shall not 
carry continuously currents greater than 1,000 amperes 
per square inch of cross-sectional area of copper bus- 
bars or 800 amperes per square inch of cross-sectional 
area of aluminum bus-bars. O. Reg. 324/51, s. 238. 


240. Over-current protection is not required for 
tap connections from cables or buses, where the 
omission of over-current protection is authorized by 
subsection 2 of section 358. O. Reg. 324/51, s. 239. 


241. Auxiliary gutters shall be used only for the 
purpose of making connections to the bus-bars and 
shall not be used as a pull-box for other conductors. 
O. Reg. 324/51, s. 240. 


WIRE-WAYS AND BUSWAYS 


242.—(1) Wire-ways, busways and fittings shall not 
be installed, 


(a) in other than exposed dry locations unless 
they are approved for installation outside or 
in wet or damp locations; 


(b) in locations where they are subject to severe 
mechanical injury; 


(c) in locations where they are subject to cor- 
rosive vapours; 


(d) in hoist-ways; 
(e) in hazardous locations; or 
(f) in storage battery rooms. 


(2) Approved types of busways and fittings may 
be used as risers or feeders in office buildings of fire- 
proof construction. O. Reg. 94/58, s. 70. 


243.—(1) Runs of wire-ways shall be continuous 
throughout their entire length and shall be installed 
as complete systems without conductors. 


(2) Conductors shall not be laid in wire-ways in 
buildings under construction until the wire-ways and 
conductors are reasonably safe from damage from con- 
struction operations. 


(3) Where wire-ways and busways extend trans- 
versely through dry walls or partitions, they shall pass 
through the walls or partitions in unbroken lengths. 


(4) The wire-ways and busways shall be securely 
supported at intervals of at least five feet and dead- 
ends shall be closed by approved fittings. O. Reg. 
324/51, s. 242. 


244. The conductors used in wire-ways shall be of 
the rubber-insulated R, RH or RW type, the thermo- 
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plastic-insulated T, TW or TWH type or the varnished- 
cloth insulated V type and shall not be exposed to 
temperatures exceeding those specified in Table 1. 
O. Reg. 94/58, s. 71. 


245. Where splices and taps are made on feeders 
or branch-circuits within wire-ways, they © shall 
be made and insulated by suitable methods and shall 
be made accessible through hinged covers or at pull- 
boxes. O. Reg. 324/51, s. 244. 


246.—(1) Wire-ways shall not contain more than 
thirty conductors exclusive of conductors used for 
signalling circuits or control circuits, unless the per- 
mission of an inspector designated by the Commission 
for the purpose of this subsection is obtained for the 
use of a greater number. O. Reg. 94/58, s. 73. 


(2) No conductor larger than 500,000 circular mils 
shall be contained in a wire-way. 


(3) The aggregate cross-sectional area of the con- 
ductors and their insulation in a wire-way shall not 
exceed 20 per cent of the interior cross-sectional area 
of the wire-way but for control conductors between a 
motor and its starter the aggregate cross-sectional area 
of the conductors and their insulation may be 40 per 
cent of the interior cross-sectional area of the wire-way. 
O. Reg. 324/51, s. 245 (2, 3). 


247. Rigid conduit, flexible conduit, surface race- 
ways, armoured-cable, electrical metallic tubing or, 
where necessary, cord assemblies approved for hard 
usage shall be used in extensions from wire-ways and 
busways and shall be connected to the wire-way or 
busway in a manner appropriate to the material used. 
O. Reg. 94/58, s. 74. 


248. Conductors of different systems shall not be 
installed in the same wire-way or busway unless, 


(a) the conductors are intended for the supply and 
control of remotely-controlled devices and are 
insulated for at least the same voltage as the 
voltage of the circuit having the highest po- 
tential and none of the conductors of the 
circuits of lower potentials is directly con- 
nected to a lighting branch-circuit; or 


(b) the conductors are separated from each other 
by suitable barriers. O. Reg. 324/51, s. 247. 


249. Where alternating current is used, all con- 
ductors of a circuit shall be placed within the same 
wire-way, busway or section thereof. O. Reg. 324/51, 
s. 248. 


250. Wire-ways and busways shall be so marked 
that the manufacturer’s name, trade mark or other 
recognized symbol of identification is readily legible 
when the installation is completed. O. Reg. 324/51, 
s. 249. 


251.—(1) Plug-in connectors and other devices for 
tapping off branch-circuits from busways shall be of an 
approved type and shall contain over-current devices 
appropriate to the requirements of the branch-circuits. 


(2) Where plug-in devices are not readily accessible, 
the over-current devices shall be enclosed or guarded 
while connected to the supply. 


(3) A metor-circuit switch need not be furnished 
on a machine tool where, 


(a) the machine tool is supplied by busway; 


(b) a plug-in device having a horsepower rating 
is used in the busway; and 


(c) the means of operating the plug-in device is — 
readily accessible to the operator of the 
machine tool. 
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(4) Where bare conductors run in busways free 
from contact with combustible material are reduced 
in size, over-current devices are not required at the 
points of reduction if the smaller conductors, 


(a) are not more than fifty feet in length; and 


(b) have a current rating equal to at least one- 
third of the rating or setting of the last pre- 
ceding over-current device on the line. 


O. Reg. 94/58, s. 75. 


252.—(1) Where expansion joints or telescoping 
sections are used in wire-ways and busways, bonding 
jumpers or other suitable bonding means shall be used. 


(2) Telescoping fittings shall be of hot-dipped 
galvanized material and at least two screws shall be 
used to make proper electrical contact. O. Reg. 
324/51, s. 251, 


CELLULAR METAL-FLOOR RACE-WAYS 


253.—(1) Conductors shall 
cellular metal-floor race-ways, 


not be installed in 


(a) where the conductors are exposed to corrosive 
vapour; 


(b) in a hazardous location; 
(c) in theatres; 

(d) in commercial garages; or 
(e) in storage-battery rooms. 


(2) Conductors shall not be installed in any cell 
or header that contains a pipe for steam, water, air, 
gas, drainage or other non-electrical service. 


(3) All conductors of a circuit shall be contained 
in the same enclosure of a race-way and, except as per- 
mitted by section 226, the circuits of different systems 
shall not be contained therein. O. Reg. 324/51, s. 252. 


254. No conductor larger than No. 0 B. & S. gauge 
shall be installed in a cellular metal-floor race-way. 


O. Reg. 94/58, s. 76. 


255. Where a cellular metal-floor race-way contains 
other than armoured-cable or non-metallic sheathed 
cable, the aggregate cross-sectional area of the con- 
ductors in the race-way shall not exceed 40 per cent of 
the interior area of the header feeding the individual 
cells. O, Reg. 324/51, s. 254. 


256. Splices and taps shall be made only in header 
access-units or in junction boxes. O. Reg. 324/51, s. 255. 


257. Where cellular metal-floor race-ways are used, 
a suitable number of markers shall be installed for the 
future location of cells and for system identification 
and the markers shall extend through the floor. O. Reg. 
324/51, s. 256. 


258.—(1) Junction boxes used in cellular metal- 
floor race-ways shall be levelled to floor grade and 
sealed against the entrance of water. 


(2) The junction boxes shall be constructed of metal 
and shall be electrically continuous with the race-way. 


(3) Electrical conductivity of race-way sections 
shall be obtained by spot welding or other equivalent 
means. O. Reg. 324/51, s. 257. 


259.—(1) Inserts in cellular metal-floor race-ways 
shall be levelled to floor grade and sealed against 
entrance of water. 


(2) Inserts shall be made of metal and shall be 
electrically continuous with the race-way. 
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(3) When setting inserts or cutting through cell 
walls, adequate precautions shall be taken to prevent 
chips and dirt from falling into the race-way and for 
preventing tools from entering the cell and injuring 
the conductors therein. O. Reg. 324/51, s. 258. 


260. Connections from cellular metal-floor race- 
ways to cabinets and extensions from cells to outlets 
shall be made by means of rigid conduit, flexible con- 
duits or fittings approved for the purpose. O. Reg. 
324/51, s. 259. 


261. Where an outlet is discontinued, the con- 
ductors supplying the outlet shall be removed from the 
race-way. O. Reg. 324/51, s. 260. 


262.—(1) Cellular floor sections shall have a thick- 
ness of at least No. 16 U.S. sheet-metal gauge. 


(2) Where wiring feeder-ducts are exposed to 
damage during installation, they shall have a thickness 
of not less than No. 14 U.S. sheet-metal gauge. O. Reg. 
324/51, s. 261. 


263. Cellular floor sections, feeder-ducts and access- 
units shall be adequately protected by a finish of 
lacquer, paint, enamel or material furnishing equiva- 
lent protection. O. Reg. 324/51, s. 262. 


BARE BUS BARS AND RISERS 


264. Bare conductors shall not be used as main 
risers or feeders in buildings unless, 


(a) the building is of fire-proof construction; 


(b) the conductors are placed in a chase, channel 
or shaft so located or guarded that the con- 
ductors are inaccessible; 


(c) the premises do not constitute a hazardous 
location; 


(d) where floors are pierced, suitable cut-offs 
against the vertical spread of fire are provided; 
and 


(e) the mechanical and electrical features of the 
installation and the conductor supports are, 
in the opinion of an inspector, appropriate to 
the operating and maintenance conditions 
likely to occur. O. Reg. 94/58, s. 77. 


USE OF M.I.COPPER-CLAD CABLE AND 
ALUMINUM-SHEATHED CABLE 


265.—(1) M.I. copper-clad cable may be used for, 
(a) wiring of consumers’ service; 
(b) feeders and branch circuits; 


(c) exposed or concealed wiring in damp or dry 
places or in locations exposed to weather; 


(d) wiring in underplaster extensions; 


(e) wiring embedded in plaster, masonry, con- 
crete or fill; 


(f) wiring in underground runs; 


(g) wiring exposed to oil or any other substance 
not having a deteriorating effect on the 
sheath. 


(2) M.I. copper-clad cable shall not be used in 
locations where it is exposed to a substance having a 
deteriorating effect on the sheath. O. Reg. 94/58, s. 78. 


266.—(1) When a length of M.I. copper-clad cable 
has been installed, the ends of the cable shall be im- 
mediately insulated and sealed. 
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(2) The insulation on the ends of the cable re- 
quired by subsection 1 shall not be exposed to a tem- 
perature in excess of 85°C. and the current-carrying 
capacity of the conductors shall not exceed, 


(a) the maximum current prescribed in column 5 
of Table 9 for a single conductor of a size 
shown in column 1; 

(b) the maximum current prescribed in column 4 

of Table 11 for not more than three conductors 

of a size shown in column 1; or 


(c) 


80 per cent of the maximum current prescribed 


in clause b, where the cable contains four, | 


five, six or seven conductors. O. Reg. 94/58, 
s. 78. 


267.—(1) The radii of bends in M.I. copper-clad 
cable shall be at least six times the diameter of the 
sheath. 


(2) The cable shall be bent so as not to damage the 
outer sheath. O. Reg. 94/58, s. 78. 


268. Where M.I. copper-clad cable is connected to 
other methods of wiring, the junction shall be made, 


(a) in an approved box; or 


(b) at or in a fitting having a separately bushed 
hole for each conductor. O. Reg. 94/58, s. 78. 


269.—(1) An approved box shall be installed at 
every point of outlet or junction of M.I. copper-clad 
cable. 


(2) The cable shall be securely fastened to the box | 


and, where metal boxes are used, fastened also to ensure 
the continuity of grounding connections. 


(3) Notwithstanding subsections 1 and 2, where 
M.I. copper-clad cable is used and the other conditions 
specified in sections 214 and 215 for the use of fittings 
and insulating bushings exist, sections 214 and 215 
apply to M.I. copper-clad cable. 


(4) Where single-conductor M.1I. copper-clad cables 
enter a metal box of magnetic material through separ- 
ate openings and the current in any conductor exceeds 
100 amperes, adequate methods shall be employed to 
prevent overheating of the box by reason of induction. 
O. Reg. 94/58, s. 78. 


270. Boxes used with M.I. copper-clad cable shall 
be of the types approved for the locations in which they 
are used. O. Reg. 94/58, s. 78. 


271. M.I. copper-clad cable that is not fished shall 
be secured at intervals of six feet by staples, straps, 
hangers or similar fittings so as to prevent damage to 
the sheath. O. Reg. 94/58, s. 78. 


272.—(1) Where M.I. copper-clad cable is run 
within seven feet of the floor, or in any location where 
the cable may be subject to mechanical injury, it shall 
be protected by guard strips. 


(2) Where M.I. copper-clad cable is run through 
studs, joists or other wooden members, it shall run at 
least 114 inches from the nearest edge of the wooden 
members or shall be adequately protected from damage 
to the sheath from nails or screws. 


(3) Where M.I. copper-clad cable is installed im- 
mediately behind baseboards, it shall be protected 
against mechanical injury from nails or screws. O. Reg. 


94/58, s. 78. 


273. Where provided with fittings approved for the 
purpose, M.I. copper-clad cable may be used in air- 
conditioning ducts and plenum chambers. O. Reg. 
94/58, s. 78. 


| 


i 
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ALUMINUM-SHEATHED CABLE 


274. Where aluminum-sheathed cable is adequately 
protected against mechanical injury, it may be used for, 


(a) wiring of consumers’ service, with the per- 
mission of an inspector; 


(b) 


(c) exposed wiring in damp or dry places or in 
locations exposed to weather; 


feeders and branch circuits; 


(d) concealed wiring in walls, ceilings and floors 
in dry locations where the cable is so located 
or protected as not to be exposed to injury 
from nails or screws; 

(e) wiring in underground runs when protected 

with adequate corrosion-resistant material; 

(f) wiring in locations referred to in Part XV, 

Part XXX and in battery-rooms; and 

(g) wiring in theatres, with the permission of an 

inspector, but not in rooms where film is 

handled or projected. O. Reg. 94/58, s. 78. 


275. Aluminum-sheathed cable unless protected 
with corrosion-resistant material shall not be used in 
locations where substances having a deteriorating effect 
on the metal sheath may come in direct contact with 
the cable. O. Reg. 94/58, s. 78. 


276.—(1) The maximum current that a single 
copper conductor run in aluminum-sheathed cable may 
carry shall be the same as the current prescribed for a 
single copper conductor in a free-air run by subsections 
1 and 2 of section 287 for a conductor of the same size 
and insulation at the same temperature. 


(2) The maximum current that a single aluminum 
conductor run in aluminum-sheathed cable may carry 
shall be 84 per cent of the current prescribed in sub- 
section 1 for a single copper conductor of the same size 
and insulation at the same temperature. 


(3) The maximum current that from two to nine, 
inclusive, copper conductors run in aluminum-sheathed 
cable may carry shall be the same as the current pre- 
scribed in section 288 for copper conductors run in a 
race-way or cable for the number, size and insulation 
of the conductors and the temperature at which they 
are used. 


(4) The maximum current that from two to nine, 
inclusive, aluminum conductors run in aluminum- 
sheathed cable may carry shall be 84 per cent of the 
current prescribed in subsection 3 for the number of 
copper conductors of the same size and insulation at 
the same temperature. O. Reg. 94/58, s. 78. 


277.—(1) Where aluminum-sheathed cable run¥in 
dry locations is connected to boxes and fittings, the 
connection shall be by connectors that will not damage 
the sheath. 


(2) Where aluminum-sheathed cable run in damp 
locations is connected to a box or fitting, the fitting 
shall be of a type approved for use in damp locations. 
O. Reg. 94/58, s. 78. 


278. Where aluminum-sheathed cable is bent dur- 
ing installation, the radius of the curve of the inner 
edge of the bends shall be at least, 


(a) ten times the external diameter of the sheath 
of cables where the external diameter does not 
exceed three-quarters of an inch; 


twelve times the external diameter of the 
sheath of cables where the external diameter 
exceeds three-quarters of an inch but does not 
exceed 11% inches; or 


(b) 
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(c) fifteen times the external diameter of the 
sheath where the external diameter exceeds 
11% inches. O. Reg. 94/58, s. 78. 


279. If the identified conductor conforms to the 
requirements for identified conductors in armoured- 
cable and non-metallic sheathed cable prescribed in 
section 310, aluminum-sheathed cable may contain an 
identified conductor as a conductor for which identifica- 
Mae is not required by this Regulation. O. Reg. 94/58, 
s. 78. 


AUTO-TRANSFORMERS AND CIRCUITS DERIVED 
THEREFROM 


280. In section 281, ‘‘auto-trausformers’’ means 
transformers in which part of the turns are common to 
primary and secondary alternating-current circuits. 
O. Reg. 324/51, s. 264. 


281.—(1) Auto-transformers shall not be con- 
nected to interior-wiring systems other than a wiring 
system or circuit used wholly for motor purposes unless, 


(a) the system supplied contains an identified 
grounded conductor solidly connected to a 
similar identified grounded conductor of the 
system supplying the auto-transformer; 


the auto-transformer is used for starting or 
controlling an induction motor; 


(0) 


the auto-transformer supplies a circuit wholly 
within the apparatus that contains the auto- 
transformer; or 


(c) 


the auto-transformer is used for fixed voltage 
adjustment on an existing power circuit having 
no identified grounded conductor. 


(d) 


(2) Where an auto-transformer is used for starting 
or controlling an induction motor, it may be included in 
a starter case or it may be installed as a separate unit. 
O. Reg. 324/51, s. 265. 


INSULATION RESISTANCE 


282.—(1) All wiring shall be so installed that, when 
completed, the system is free from short-circuits and 
grounds. 


(2) Subject to sections 284 and 285, the conductors 
in an installation shown in column 1 of Table 8 shall 
have at least the relevant insulation resistance pre- 
scribed in column 2 of the Table. O. Reg. 324/51, 
e200: 


283. The value of the insulation resistance of an 
electrical installation shall be determined with all 
switchboards, panelboards, fuse-holders, switches and 
over-current devices forming part of or used with the 
Be ition in place and connected. O. Reg. 324/51, 
s. 267. 


284. Where lamp-holders, receptacles, fixtures or 
appliances are connected to the installation, the branch- 
circuits shall have at least one-half of the insulation 
resistance specified in Table 8. O. Reg. 324/51, s. 268. 


285. Where the wiring of equipment is likely to be 
exposed to excessive humidity through climatic con- 
ditions, an inspector may authorize an insulation 
resistance lower than the insulation resistance pre- 
scribed in Table 8. O. Reg. 324/51, s. 269. 


PART IV 
CONDUCTORS 


SIZES OF CONDUCTORS, CONDUIT AND 
ELECTRIC METALLIC TUBING 


286.—(1) All conductors, except flexible cord, 
fixture wire and control-circuit wire and cable, shall 


have a current-carrying capacity not less than the 
current-carrying capacity of No. 14 B. & S. gauge 
copper wire. 


(2) Where control-circuit wire or cable is used in 
communication, control or signalling systems, other 
than elevator wiring, it shall have a current-carrying 
capacity not less than the current-carrying capacity 
of oe 18 B. & S. gauge copper wire. O. Reg. 324/51, 
Ss. ; 


287.—(1) The maximum current that a single 
copper conductor of a size shown in column 1 of Table 
9 may carry ina free-air run at 30° C. or 86° F. shall be, 


(a) the current prescribed in column 2 of the 
Table where the conductor is of the rubber- 
insulated R or RW type or the thermoplastic- 
insulated T or TW type; 


the current prescribed in column 3 of the 
Table where the conductor is of the rubber- 
insulated RH type or the thermoplastic- 
insulated TWH type; 


(b) 


(c) the current prescribed in column 4 of the 
Table where the conductor is of the weather- 
proof-insulated WP type, the slow-burning 
insulated SB type, or the slow-burning 


weatherproof-insulated SBW type; 


the current prescribed in column 5 of the 
Table where the conductor is of the varnished- 
cloth covered V type, the thermoplastic-and- 
asbestos insulated A-18 or A-19 type, or the 
asbestos-and-varnished-cloth covered A-3, A-4, 
A-5, A-6 or A-8 type; 


(d) 


the current prescribed in column 6 of the 
Table where the conductor is of the asbestos- 
and-varnished-cloth-insulated A-1, A-2, A-9, 
A-13, A-14, A-15 or A-17 type; 


(e) 


the current prescribed in column 7 of the 
Table where the conductor is of the asbestos- 
covered A-10, A-12 or A-16(b) type; and 


(f) 


the current prescribed in column 8 of the 
Table where the conductor is of the asbestos- 
covered A-7, A-11 or A-16(a) type or of bare 
wire. (OF Ress 324/515 s; 271 (1). OF Reg: 
94/58, s. 79. 


(g) 


(2) The maximum current that a conductor to 
which column 2, 3, 4, 5, 6, 7 or 8 of Table 9 applies 
may carry in a free-air run at a temperature in excess of 
30° C. or 86° F., being a temperature shown in column 1 
of Table 10, shall be computed by multiplying the maxi- 
mum current prescribed by Table 9 by the correction 
factor prescribed in column 2, 3, 4, 5, 6, 7 or 8 of Table 
10 respectively. 


(3) The maximum current that a single aluminum 
conductor may carry in a free-air run at a given tem- 
perature shall be 84 per cent of the current that this 
section prescribes for a single copper conductor of the 
same size and insulation at the same temperature. 
OM Reg nS 247/S tines 2 /"(2 500): 


288.—(1) Where not more than three copper 
conductors of a size shown in column 1 of Table 11 are 
run in a race-way or cable, the maximum current that 
the conductors may carry at 30° C. or 86° F. shall be, 


(a) the current prescribed in column 2 of the 
Table where the conductors are of the rubber- 
insulated R or RW type or the thermoplastic- 
insulated T or TW type; 


the current prescribed in column 3 of the 
Table where the conductors are of the rubber- 
insulated RH type or the thermoplastic- 
insulated TWH type; 


(0) 
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(c) the current prescribed in column 4 of the 
Table where the conductors are of the paper- 
covered type, the varnished-cloth covered V 
type, the thermoplastic-and-asbestos insulated 
A-18 or A-19 type, or the asbestos-and- 
varnished-cloth covered A-3, A-4, A-5, A-6 or 
A-8 type; 


(d) the current prescribed in column 5 of the 
Table where the conductors are of the asbestos- 
and-varnished-cloth covered A-1, A-2, A-9, 
A-13, A-14, A-15 or A-17 type; 


(e) the current prescribed in column 6 of the 
Table where the conductors are of the asbestos- 
covered A-10, A-12 or A-16(b) type; and 


(f) the current prescribed in column 7 of the 
Table where the conductors are of the asbestos- 
covered A-7, A-11 or A-16(a) type. O. Reg. 
324/51, s. 272 (1); O. Reg. 94/58, s. 80 (1). 


(2) The maximum current that not more than 
three conductors to which column 2, 3, 4, 5, 6 or 7 of 
Table 11 applies may carry when run in a race-way or 
cable at a temperature in excess of 30° C. or 86° F., 
being a temperature shown in column 1 of Table 12, 
shall be computed by multiplying the maximum current 
prescribed by Table 11 by the correction factor pre- 
scribed in column 2, 3, 4, 5, 6 or 7 of Table 12 re- 
spectively. 


(3) The maximum current that four, five or six 
copper conductors may carry when run in a race-way 
or cable at a given temperature shall be 80 per cent of 
the current that this section prescribes for not more 
than three copper conductors of the same size and 
insulation at the same temperature. 


(4) The maximum current that seven, eight or nine 
copper conductors may carry when run in a race-way or 
cable at a given temperature shall be 70 per cent of 
the current that this section prescribes for not more 
than three copper conductors of the same size and 
insulation at the same temperature. O. Reg 324/51, 
s. 272 (2-4). 


(5) A neutral conductor carrying only the un- 
balanced current from other conductors shall not be 
counted for the purposes of determining the current- 
carrying capacity under this section. 


(6) Where a three-wire circuit consists of two-phase 
conductors and the neutral conductor of a three-phase 
four-wire circuit, the neutral shall not be considered 
as a neutral conductor within the meaning of subsection 
5. O. Reg. 94/58, s. 80 (2). 


289. The maximum current that from one to nine, 
inclusive, aluminum conductors may carry when run 
in a race-way or cable at a given temperature shall be 
84 per cent of the current that section 288 prescribes 
for the same number of copper conductors of the same 
size and insulation at the same temperature. O, Reg. 
324/51, s. 273. 


290.—(1) Wherea run of conduit or tubing contains 
only rubber-insulated RF-32, FF-32, R, RH or RW 
type, or thermoplastic-insulated TF, TFF, T, TW or 
TWH type conductors, not more than nine in number, 
all of the same size and operating at not more than 
600 volts, the conduit or tubing shall be of the size 
prescribed in columns 2 to 10 of Table 13 for the number 
of conductors set forth in those columns, respectively, 
and for the relevant size of conductor shown in column 1 


of the Table. 
(2) Where a service run of conduit, 


(a) does not exceed fifty feet in length; and 


(&) does not contain more than the equivalent 
of two quarter-bends from end to end, 


two insulated conductors of No. 4 B. & S. gauge and 
one bare conductor of that gauge may be installed in 
a one-inch conduit and two insulated conductors of 
No. 6 B. & S. gauge and one bare conductor of No. 8 
B. & S. gauge may be installed in a three-quarters of an 
inch conduit. 


(3) Where the conductors between motors and con- 
trollers and conductors for stage pockets and border 
circuits, sign-flashers, elevator-control conductors and 
signal circuits are of the rubber-insulated RF-32, 
FF-32, R, RH or RW type, or thermoplastic-insulated 
TF, TFF, T, TW or TWH type and are in conduit, a 
single conduit shall not contain a number of conductors 
exceeding the number specified in section 291. O. Reg. 
94/58, s. 81. 


291. A conduit shall not contain more conductors 
of the rubber-insulated RF-32, FF-32, R, RH or RW 
type, or the thermoplastic-insulated TF, TFF, T, TW 
or TWH type of a size shown in column 1 of Table 14 
than the number specified in columns 2 to 8 of the Table, 
for the size of the conduit used, O. Reg. 94/58, s. 82. 


292.—(1) Where conduit is used to contain only 
lead-covered cables RL, RHL, RHDL, RML, RHML, 
VL, VDL or VML type, of the same size and operating 
at a potential of not more than 600 volts, 


(a) where the conduit contains one, two, three or 
4 single-conductor cables, it shall have the 
internal diameter, electrical trade size, pre- 
scribed in columns 2, 3, 4 or 5, respectively, of 
Table 15 for the size of the conductors shown 
in column 1 of the Table; 


(6) where the conduit contains one, two, three 
or four two-conductor cables, it shall have the 
internal diameter, electrical trade size, pre- 
scribed in columns 6, 7, 8 or 9, respectively, of 
Table 15 for the size of the conductors shown 
in column 1 of the Table; and 


(c) where the conduit contains one, two, three 
or four three-conductor cables, it shall have 
the internal diameter, electrical trade size, 
prescribed in columns 10, 11, 12 or 13, respec- 
tively, of Table 15 for the size of the conduc- 
tors shown in column 1 of the Table. 


(2) Where a run of conduit contains more than the 
equivalent of two quarter-bends, 


(a) subsection 1 does not apply; and 


(b) that part of the installation is governed by 
section 293. O. Reg. 324/51, s. 276. 


293.—(1) For, 
(a) special installation conditions; 
(b) groups or combinations of conductors; 
(c) types of conductors; and 


(d) conductors having voltage ratings, 


not governed by sections 290, 291 and 292, the size 
of conduit used shall be such that the sum of the cross- 
sectional areas of the conductors, including insulation 
and covering, is not more than the percentage of the 
interior cross-sectional area of the conduit prescribed 
in column 2, 3, 4, 5 or 6 of Table 16 for one, two, three, 
four or more than four conductors, respectively, of the 
type or application shown in column 1 of the Table. 


(2) The cross-sectional area of a conduit of an 
electrical trade-size shown in column 1 of Table 17 
shall be deemed to be the number of square inches 
shown in column 2 of the Table. O. Reg. 324/51, 
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(3) A conductor of the rubber-insulated RF-32, 
FF-32, R, RH or RW type of a size shown in column 1 
of Table 18 and rated at not more than 600 volts shall 
be deemed to have the cross-sectional area shown in 
column 2 of the Table. O. Reg. 324/51, s. 277 (3); 
O. Reg. 94/58, s. 83 (1). 


(4) A conductor of the thermoplastic-insulated 
TF, TFF, T, TW or TWH type of a size shown in 
column 1 of Table 18 and rated at not more than 600 
volts shall be deemed to have the cross-sectional area 
ae in column 3 of the Table. O. Reg. 94/58, 
s. 83 (2). 


294. Tables 13, 14 and 15 apply to complete 
conduit-systems but do not apply to short sections 
of conduit used for the protection of portions of open 
wiring that would otherwise be exposed to mechanical 
injury. O. Reg. 324/51, s. 279. 


FLEXIBLE CORDS AND FIXTURE WIRES 


295.—(1) The maximum current that a flexible 
cord of the tinsel-cord CT, CTJ, AT, ATJ, POSJ-tinsel 
or POT-tinsel type containing one, two or three copper 
conductors may carry at a room temperature of 86° F. 
shall be one-half of an ampere. 


(2) The maximum current that a flexible cord 
of the rubber-insulated PO, C, PD, P, PWP, K or E 
type, or the armoured CA, PA or PAWP type contain- 
ing one, two or three copper conductors of a size shown 
in column 1 of Table 19 may carry at a room-tempera- 
ture of 86°F. shall be the current prescribed in column 2 
of the Table for the size of the conductor used. 


(3) The maximum current that a flexible cord 
of the rubber-insulatd S, SO, SJ, SJO, SV, SVO or 
POSJ type, or the thermoplastic-insulated ST, SJT, 
SVT, POT or SPT-3 type containing one, two or 
three copper conductors of a size shown in column 1 
of Table 19 may carry at a room-temperature of 86° F. 
shall be the current prescribed in column 3 of the Table 
for the size of conductor used. 


(4) Notwithstanding subsection 3, the maximum 
current that a flexible cord of the rubber-insulated 
S, SO, SJ or SJO type, or the thermoplastic-insulated 
ST or SJT type containing an assembly of two con- 
ductors and one grounding conductor may carry at a 
room-temperature of 86° F. shall be, 


(a) 10 amperes where the conductors are of No. 18 
B. & S. gauge; 


(b) 13 amperes where the conductors are of No. 16 
B. & S. gauge; or 


(c) 18 amperes where the conductors are of No. 14 
B. & S. gauge. 


(5) The maximum current that a flexible cord of 
the rubber-and-asbestos-insulated AFS, AFSJ, HC, 
HPD, HSJ, HPN, AFSO or AFSJO type containing 
one, two or three copper conductors of a size shown in 
column 1 of Table 19 may carry at a room-temperature 
of 86° F. shall be the current prescribed in column 4 of 
the Table for the size of conductor used. 


(6) The maximum current that a flexible cord of 
the cotton-covered heat-resisting CFC, CFPO or 
CFPD type, the asbestos-covered and _ heat-resisting 
AFC, AFPO or AFPD type or the cotton-and-thermo- 
plastic-covered heat-resisting TFC, CTFPO or 
CTFPD type, containing one, two or three copper 
conductors of a size shown in column 1 of Table 19 
may carry at a room-temperature of 86° F. shall be 
the current prescribed in column 5 of the Table for the 
size of conductor used. 


(7) The maximum current that a flexible cord of 


the Christmas-tree X, CX, CXW, TX or CXWT type 
containing one, two or three copper conductors of a 
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size shown in column 1 of Table 19 may carry at a 
room-temperature of 86°F. shall be the current pre- 
scribed in column 6 of the Table for the size of con- 
ductor used. 


(8) Where a flexible cord of a type referred to in 
subsections 1 to 7 contains four, five or six conductors 
of a size shown in column 1 of Table 19, the maximum 
current that it may carry shall be 80 per cent of the 
current prescribed for a cord of the same type contain- 
ing one, two or three conductors of the same size. 


(9) Every flexible cord of a type or size not re- 
ferred to in subsections 1 to 7 or in Table 19 shall have 
a current-carrying capacity not less than the current- 
carrying capacity of No. 18 B. & S. gauge copper wire. 
O. Reg. 94/58, s. 85. 


296.—(1) A flexible cord shall not be put to a use 
shown in column 10 of Table 20 unless it is of a trade- 
name and type shown in columns 1 and 2 of the Table 
as applicable to such use and has, 


(a) conductors of a size shown in column 3 of the 
Table; 


(b) the number of conductors shown in column 4 


of the Table; 


(c) braid, on each conductor, of the material 
shown in column 5 of the Table; 


(d) filler of the material shown in column 6 of the 
Table; 


(e) a jacket of the material shown in column 7 of 
the Table; 


(f) outer covering of the material shown in column 
8 of the Table; and 


(g) the number of outer covers shown in column 9 
of the Table, 


applicable to that type of flexible cord. 
(2) Notwithstanding subsection 1, 


(a) a flexible cord prescribed for use in a damp 
place may be used in a dry place; 


(b) a flexible cord prescribed for use in locations 
subject to hard usage may be used where it is 
not subject to hard usage; and 


(c) a flexible cord prescribed for use in locations 
subject to extra-hard usage may be used where 
it is subject to hard usage or where it is not 
subject to hard usage. O. Reg. 324/51, s. 281. 


297. Flexible cord shall be protected by an insulat- 
ing bushing or in some other suitable manner at the 
point at which it enters a lamp-holder or other device. 
O. Reg. 324/51, s. 282. 


298.—(1) Flexible cord may be used only for, 
(a) the uses specified in column 10 of Table 20; 
(b) the wiring of cranes and hoists; 
(c) connections of stationary equipment to 
facilitate its re-location, with the permission 


of an inspector; and 


(d) the prevention of the transmission of noise and 
vibration. 


(2) Flexible cord shall not be used for the suspension 
of a device weighing more than five pounds. O. Reg. 
94/58, s. 86. 


299. Where a flexible cord is used to connect 
appliances or other devices to a source of supply, no 
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live parts at either end shall be exposed when the cord 
is plugged into the source of supply. O. Reg. 94/58, 
s. 86. 


300.—(1) Where flexible cord is used in show- 
windows or show-cases with other than chain fixtures, 
the cord shall be of the junior hard-service SJ type or 
better. 


(2) Approved flexible cord may be used to supply 
electrical current to portable lamp-holders and devices 
for exhibition purposes but the electrical supply shall 
be taken from permanent wall-receptacles or floor- 
receptacles. 


301.—(1) Flexible cords of the types indicated may 
be used on the portable appliances designated below: 


1. Parallel cord of the PO-64 (Rayon) type for 
table, bedstead and pin-up lamps and clocks 
of the mantel type. 


2. All-thermoplastic parallel cord of the POT-64 
and POT-32 type of No. 20 B. & S. gauge and 
all-rubber parallel cord of the POSJ-64 type 
of No. 20 B. & S. gauge for clocks of the 
mantel type, wall clocks, indoor Christmas- 
tree lighting and similar decorative appliances 
when the cord is permanently attached to 
the appliance by the manufacturer. 


3. All-thermoplastic parallel cord of the POT-64 
type for desk fans of the eight-to-ten-inch size. 


4. All-rubber parallel cord of the POSJ-64 type 
for commercial intercommunication systems 
weighing less than fifteen pounds, commercial 
testing devices weighing less than fifteen 
pounds, domestic phonographs of the table 
type, domestic radios and television receivers 
of the table or mantel type, and domestic 
recorders weighing less than fifteen pounds. 


(2) Flexible cords of the asbestos-covered tinsel 
cord AT type, cotton-covered tinsel cord CT type, 
and rubber-jacketed tinsel cord ATJ, CTJ and POSJ- 
tinsel types shall not be used in lengths of more than 
eight feet when attached directly or by means of a 
special type of plug to a portable appliance rated at 
50 watts or less and shall be used only where the 
appliance requires a cord having extreme flexibility. 


(3) Cords of the asbestos-covered tinsel cord AT 
type and the rubber-jacketed tinsel cord ATJ type 
shall be used only on heating appliances. 
be 


(4) Braided heavy-duty cord type K 


used on theatre stages. 


may 


(5) Hard-service cord types S, SO and ST may be 
used on theatre stages, in garages and in other places 
in which flexible cords having rubber insulation or 
thermoplastic insulation are required or permitted by 
the provisions in this or any other Part. 


(6) Elevator cable type E may have conductors 
of an approved composite assembly of steel and copper 


strands. O. Reg. 324/51, s. 286; O. Reg. 94/58, s. 87. 
302.—(1) In, 
(a) asbestos-covered heat-resisting cord AFPO 


type; 


(b) cotton-covered heat-resisting cord CFPO and 
CTFPO types; 
PO-64, PO-32 PO-3 /64 


(c) parallel cord and 


types; 


(d) all-rubber parallel cord POSJ-64 and POSJ-32 
types; and 


(e) thermoplastic-insulated parallel cord POT-64 
and POT-32 types, 
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the individual conductors shall be laid parallel. 


(2) In Christmas-tree cord X type, the individual 
conductors may be twisted together or laid parallel.’ 


(3) In all types of flexible cord, other than the types 
mentioned in subsections 1 and 2, the individual 
conductors shall be twisted together. 


(4) Rubber-filled or varnished-cloth tapes may be 
substituted for inner braids. O. Reg. 324/51, s. 287. 


303.—(1) Asbestos-covered tinsel cord AT type, 
cotton-covered tinsel cord CT type, rubber-jacketed 
tinsel cord ATJ, CTJ and POSJ-tinsel types, and 
thermoplastic-jacketed tinsel cord POT-tinsel type 
shall be of No. 27 B. & S. gauge. 


(2) Christmas-tree cords of, 


(a) the X and TX types shall be of No. 20 
B. & S. gauge; and 


(b) the CXNWT 4/64 type shall be of No. 14 or 
No. 12 B. & S. gauge. 


(3) Parallel cord PO-64 type, all-rubber parallel 
cord POSJ-64 type, all-thermoplastic parallel cord 
POT-64 type, reinforced cord P-64 type, moisture- 
proofed reinforced cord PWP-64 type, Christmas-tree 
cord CX and CXW types and vacuum-cleaner cord 
SV, SVO and SVT types shall be of No. 18 B. & S. 
gauge. 


(4) Parallel cord PO-32 type, all-rubber parallel 
cord POSJ-32 type, all-thermoplastic parallel cord 
POT-32 type, reinforced cord P-32 type, moisture- 
proofed reinforced cord PWP-32 type, junior hard- 
service cords SJ, SJO and SJT types, rubber-jacketed 
heat-resisting cord AFSJ type, polychloroprene- 
jacketed heat-resisting cord AFSJO type, all-neoprene 
heater cord HPN type and Christmas-tree cord of the 
CXWT 3/64 type shall be of No. 18 or No. 16 B. &S. 
gauge. 


(5) Notwithstanding subsections 3 and 4, all- 
thermoplastic parallel cord of the POT-64 and POT-32 
types and all-rubber parallel cord of the POSJ-64 type 
used as indicated by clause 0 of subsection 1 of section 
301 may be No. 20 B. & S. gauge. 


(6) Asbestos-covered heat-resisting cord AFC, 
AFPO and AFPD types, cotton-covered heat-resisting 
cord) OCrG. (CilE Cy CHPO CLEP Oye Che Dasaud 
CTFPD types, rubber-jacketed heat-resisting cord 
AFS type and polychloroprene-jacketed heat-resisting 
cord AFSO type shall be not smaller than No. 18 and 
not larger than No. 14 B. & S. gauge. 


(7) Heater cord HC and HPD types, rubber- 
jacketed heater cord HSJ type, and all-thermoplastic 
parallel cord SPT-3 type shall be not smaller than 
No. 18 and not larger than No. 12 B. & S. gauge. 


(8) Hard-service cord S, SO and ST types shall 
be not smaller than No, 18 and not larger than No. 10 
B. & S. gauge. 


(9) Lamp-cord C type, armoured-cord CA type, 
twisted portable cord PD type, braided heavy-duty 
cord K type, elevator cable E type, armoured rein- 
forced cord PA type, and armoured moisture-proofed 
reinforced cord PAWP type shall be of No. 18 B. & S. 
gauge or larger. 


(10) Reinforced cord P-3/64 type, parallel cord 
PO-3/64 type and moisture-proofed reinforced cord 
PWP-3/64 type shall be of No. 14 B. & S. gauge or 
larger. O. Reg. 94/58, s. 88. 


304.—(1) Rubber-insulated fixture wire XF type, 
and thermoplastic-insulated fixture wire TXF type 
shall be of No. 20 B. & S. gauge. 
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(2) Rubber-insulated fixture wire RF/64 and 
FF /64 types shall be of No. 18 B. & S. gauge. 


(3) Rubber-insulated fixture wire RF/32 and 
FF/32 types shall be of No. 18 or No. 16 B. & S. gauge. 


(4) Thermoplastic-insulated fixture wire TF and 
TFF types shall be of No. 18 or No. 16 B. & S. gauge. 


(5) Cotton-covered fixture wire CF type, cotton- 
and-thermoplastic-insulated fixture wire CTF type 
and asbestos-covered fixture wire AF type shall be not 
smaller than No. 18 and not larger than No. 14 B. & S. 
gauge. O. Reg. 324/51, s. 289. 


305.—(1) The maximum current that a fixture wire 
of the rubber-insulated XF or the thermoplastic- 
insulated TXF type may carry at a room-temperature 
of 86° F. shall be 2 amperes. 


(2) The maximum current that a fixture wire of 
the rubber-insulated RF /64 or FF/64 type may carry 
at a room-temperature of 86° F. shall be 5 amperes. 


(3) The maximum current that a fixture wire of 
the rubber-insulated RF /32 or FF/32 type may carry 
at a room-temperature of 86° F. shall be, 


(a) 5 amperes where the conductor is of No. 18 
B. & S. gauge; or 


(b) 7 amperes where the conductor is of No. 16 
B. & S. gauge. 


(4) The maximum current that a fixture wire of 
the thermoplastic-insulated TF or TFF type may carry 
at a room-temperature of 86° F. shall be, 


(a) 6 amperes where the conductor is of No. 18 
B. & S. gauge; or 


(b) 8 amperes where the conductor is of No. 16 
B. & S. gauge. 


(5) The maximum current that a fixture wire of 
the cotton-covered CF type, the cotton-and-thermo- 
plastic-insulated CTF type or the asbestos-covered 
AF type may carry at a room-temperature of 86° F. 
shall be, 


(a) 6 amperes where the conductor is of No. 18 
B. & S. gauge; 


(b) 8 amperes where the conductor is of No. 16 
B. & S. gauge; or 


(c) 17 amperes where the conductor is of No. 14 
B. & S. gauge. O. Reg. 94/58, s. 89. 


NEUTRAL CONDUCTORS 


306.—(1) The neutral conductor shall have suffi- 
cient current-carrying capacity to carry the unbalanced 
load. 


(2) The maximum unbalanced load shall be the 
calculated load as determined by sections 312 to 328, 
less all loads tapped from the ungrounded conductors 
and not connected to the neutral conductor, but in 
five-wire two-phase systems the load so calculated 
shall be multiplied by 140 per cent. 


(3) A demand factor of 70 per cent may be applied 
to the portion of the calculated load-current in excess 
of 200 amperes. 


(4) Acommon neutral conductor may be employed, 
(a) for two or three sets of three-wire feeders; or 


(b) for two sets of four-wire or five-wire feeders. 
O. Reg. 324/51, s. 290 (1-3). 


(5) Subject to sections 58, 1177 and 1223, all neutral 
conductors shall be insulated. 


(6) Where the neutral conductor is bare, it shall 
be not smaller than No. 10 B. & S. gauge when a copper 
conductor is used, and No. 8 B. & S. gauge when an 
aluminum conductor is used. 


(7) Subject to subsection 6, bare neutral conductors 
shall, 


(a) be not more than two sizes smaller than the 
live conductors when live conductors of the 
same material as the neutral conductor are 
used; 


(b) be not smaller than the size of the live con- 
ductors when the live conductors are copper 
and the neutral conductor is aluminum; 


(c) be not more than four sizes smaller than the 
live conductors when aluminum live con- 
ductors are used and the neutral conductor is 
copper; 


(d 


Ww 


be at least 62.8 per cent of the area of the end 
section of the live conductors when the live 
conductors are the same material as the 
neutral conductor but are larger than the 
range of the B. & S. gauge sizes; and 


(e) be at least 39.5 per cent of the area of the end 
section of the live conductors when aluminum 
live conductors larger than the range of the 
B. & S. gauge sizes are used and the neutral 
conductor is copper. O. Reg. 94/58, s. 90, 
revised. 


307.—(1) The neutral conductor shall be run direct 
from the service box to all centres of distribution. 


(2) All branch connections to the neutral conductor 
shall be made at the centres of distribution. O. Reg. 
S24) Sdeese 29 te 


308.—(1) All insulated neutral conductors up to 
and including No. 2 B. & S. gauge and all flexible cords 
attached permanently thereto shall be identified. 
O. Reg. 324/51, s. 292 (1); O. Reg. 94/58, s. 91. 


(2) The covering of the other conductor or con- 
ductors shall show a continuous colouring contrasting 
with the colouring of the identified conductor. O. Reg. 
324/51, s. 292 (2). 


309. Where the conductors are, 
(a) larger than No. 2 B. & S. gauge; 
(6) insulated other than with rubber; or 


(c) run in M.I. copper-clad cable, 


the identification of the conductors shall be continuous 
or each continuous length of conductor shall, at the 
time of installation, be suitably labelled or otherwise 
clearly and permanently marked at each end so that 
it can be identified readily. O. Reg. 94/58, s. 92. 


310.—(1) An identified conductor shall not be used 
as a conductor for which identification is not required 
by this Regulation but, 


(a) in armoured-cable and non-metallic sheathed- 
cable work, the identified conductor may be 
rendered permanently unidentifiable by paint- 
ing or other suitable means; or 


(b) where armoured-cable or non-metallic sheathed 
cable is used so that the identified conductor 
forms no part of the circuit, the identified 
conductor shall be cut off or suitable means 
shall be employed to indicate clearly that the 
identified conductor does not form part of the 
circuit. 
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(2) The identified conductor in armoured-cable and 
non-metallic sheathed-cable work shall be rendered 
permanently unidentifiable at every point at which the 
separate conductors have, by the removal of the outer 
covering of the cable, been rendered accessible and 
visible. O. Reg. 324/51, s. 294. 


DETERMINATION OF MINIMUM ALLOWABLE SIZES OF 


CIRCUIT CONDUCTORS 


311. Insections 312 to 322, “calculated load” means 
a percentage of the total connected load supplied by a 
circuit conductor, the rate per cent being a demand 
factor specified in Table 21 or 23. O. Reg. 324/51, 
S205, 


312. The size of conductors used as feeders for, 


(a) one or more branch-circuits protected by over- 
current devices rated or set at not more than 
15 amperes; or 


(b) circuits supplying non-portable domestic cook- 
ing and heating apparatus, 


shall be at least the size shown in the first column of 
Table 9 for the amount in amperes equal to the cal- 
culated load that the conductors are required by this 
Part to be capable of carrying. O. Reg. 324/51, s. 296. 


313.—(1) Each branch-circuit protected by over- 
current devices rated or set at not more than 15 amperes 
shall be deemed to have a connected load of at least 
10 amperes and, where it is known or appears reasonably 
certain that the actual connected load on a branch- 
circuit exceeds 10 amperes, the greater amount shall 
be taken as the connected load. 


(2) Conductors that supply one or more branch- 
circuits for lighting and portable apparatus, other than 
incandescent-lighting branch-circuits in a building of 
a type shown in column 1 of Table 23, shall be of 
sufficient capacity to carry a calculated load in amperes 
not less than the load computed by applying to the 
total connected loads of the branch-circuits, after 
excluding connected loads caused by non-portable 
domestic cooking and heating apparatus, the minimum 
demand factor prescribed in column 2 of Table 21 
appropriate to the number of branch-circuits. O. Reg. 
324/51, s. 297. 


314.—(1) The conductors used as feeders for circuits 
supplying electric ranges and other non-portable 
domestic cooking appliances shall be deemed to have 
the connected load indicated as follows: 


1. For ranges having a rating of 12 kilowatts 
or less, the connected load is the maximum 
demand in kilowatts shown in Table 22. 


to 


For ranges having a rating of more than 
12 kilowatts but not more than 21 kilowatts, 
the connected load is the connected load 
indicated in clause a plus 5 per cent thereof 
for each kilowatt or part of a kilowatt by 
which the rating of each range exceeds 
12 kilowatts. 


3. For ranges having a rating of more than 
21 kilowatts, the maximum nameplate rating. 


4. For two or more ranges having ratings of not 
more than 21 kilowatts each and which are 
not all of the same rating, the connected load 
is the maximum demand in kilowatts shown 
in Table 22 for the total number of ranges 
plus 5 per cent thereof for each kilowatt or 
part of a kilowatt by which the average rating 
of the ranges, computed by averaging the 
aggregate of the ratings of the individual 
ranges and using 12 kilowatts for any rating 
less than 12 kilowatts, exceeds 12 kilowatts. 


(2) The conductors in a range branch-circuit shall 
be deemed to have a connected load of at least 8 
kilowatts. 


(3) The size of conductors used as feeders for 
circuits supplying commercial ranges shall be based 
upon the connected load. 


(4) For the purpose of computing conductor sizes 
for this section in cases where the voltage is unknown, 
a voltage of 115/230 volts shall be assumed. O. Reg. 
94/58, s. 93. 


315. Where an installation in a residence has a 
combined range and lighting load, the size of the 
consumer’s service conductors shall be at least the size 
obtained by taking as the calculated load the sum of 
the range load as determined by the use of Table 22, 
the lighting and portable apparatus load as determined 
by the use of Table 21 and any other specific load for 
which the conductors provide. O. Reg. 324/51, s. 299. 


316.—(1) To ensure minimum lighting intensity in 
a building of a type shown in column 1 of Table 23, 
the minimum calculated load, in amperes, of incandes- 
cent-lighting circuits not having convenience outlets 
shall be computed by, 


(a) multiplying the number of square feet of floor 
area involved by the appropriate number of 
watts specified in column 2 of the Table; 


(b) multiplying that product by the relevant 
demand factor prescribed in column 3 of the 
Table; and 


(c) dividing that second product by 115. 


(2) The floor area shall be calculated in square feet 
by adding the products obtained by multiplying the 
outside length of each storey of the building by the 
outside width of the storey but, in the case of residences, 
the area of cellars, unfinished attics, open porches and 
spaces not used as living-quarters shall not be included 
in the calculation. 


(3) The installation shall be divided into a number 
of branch-circuits protected by over-current devices 
rated or set at not more than 15 amperes so that no 
one branch-circuit shall have a calculated load of more 
than 15 amperes. O. Reg. 324/51, s. 300. 


317.—(1) In calculating the total calculated-load 
for incandescent lighting of hotels, the floor area of the 
ballroom shall be excluded from the total floor area of 
the hotel but the ballroom load shall be included in 
the total calculated load. 


(2) In calculating the total calculated load of 
stores in which there are illuminated counter-cases, wall- 
or standing-cases or show-windows, the wattage 
obtained by multiplying the floor area by the number of 
watts per square foot specified in column 2 of Table 23 
shall be increased by adding thereto, 


(a) the product obtained by multiplying the total 
length in linear feet of all illuminated counter- 
cases by 25 watts; 


(b) the product obtained by multiplying the total 
length in linear feet of all illuminated wall- 
cases or standing-cases by 50 watts; and 


(c) the product obtained by multiplying the total 
length in linear feet of all illuminated show- 
windows by 200 watts. 


(3) The measurements required by subsection 2 
shall be made horizontally along the bases of the 
counter-case, wall-cases or standing-cases and show- 
windows. 


(4) “Industrial or commercial building’’ specified 
in Table 23 means a building used for commercial or 
light manufacturing purposes. 
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(5) In calculating the total calculated load for 
incandescent lighting of hospitals, the floor area of the 
X-ray rooms and operating suites shall be excluded 
from the total floor area of the hospital but the loads 
for X-ray rooms and operating suites shall be included 
in the total calculated load. O. Reg. 324/51, s. 301. 


318. The size of the conductors used for show- 
window incandescent lighting shall be determined on 
the assumption that not less than 200 watts are re- 
quired for each linear foot measured along the base 
of the window. O. Reg. 324/51, s. 302. 


319. Where there are more than four branch-circuits 
protected by over-current devices rated or set at not 
more than 15 amperes, the calculated load in amperes 
to be carried by the feeder supplying the branch- 
circuits shall be the sum of the amperages of the con- 
nected loads of the branch-circuits multiplied by the 
demand factor appropriate to the number of branch- 
circuits involved as specified in section 313 and 
Table 21. O. Reg. 324/51, s. 303. 


320.—(1) Where, 


(a) branch-circuits of a type other than the 
branch circuits referred to in sections 312 to 
319 are installed; or 


(b) it is known or appears reasonably certain that 
there is little or no diversity of demand, 


a demand factor of 100 per cent shall be used to com- 
pute the sizes of the conductors unless the approval of 
an inspector is obtained for the use of a smaller demand 
factor. 


(2) Subjection 1 applies to installations in hotel 
ballrooms, hospital operating-rooms, X-ray depart- 
ments and all locations requiring a similar degree 
of illumination. O. Reg. 324/51, s. 304. 


321. Where, in normal operation, the maximum 
load of a branch-circuit continues for long periods of 
time, the minimum unit-loads shall be increased by 
25 per cent. O. Reg. 324/51, s. 305. 


322. Where a conductor supplies one or more | 


circuits for electric ranges or other non-portable 
domestic heating and cooking apparatus and circuits 
of a type specified in section 319, the current-carrying 
capacity of the conductor shall be the sum of the 
calculated loads obtained by applying sections 314 
and 319. O. Reg. 324/51, s. 306. 


323. In any circuit installation or condition not 
specifically covered by sections 312 to 322, a demand 
factor of 100 per cent shall be employed. O. Reg. 
94/58, s. 95. 


324.—(1) The demand factors and wattage re- 
quirements referred to in sections 312 to 323 shall be 
the minimum percentages of the total connected load 
that conductors are required by section 287 to be cap- 
able of carrying. O. Reg. 324/51, s. 308 (1). 


(2) Larger demand factors and wattage require- 
ments may be used. O. Reg. 94/58, s. 96. 


(3) Where an inspector is of the opinion that an 
installation requires the use of larger demand factors 
or wattage requirements, the larger demand factors or 
wattage requirements required by the inspector shall 
be applied. O. Reg. 324/51, s. 308 (3). 


325.—(1) Where necessary, the size of the conduc- 
tors as determined by sections 313 to 323 shall be 
increased to provide for voltage drop. 


(2) The increase shall be sufficient to ensure that 
the total voltage drop along lead and return conductors 
on a two-wire circuit or the outer conductors of a three- 
wire circuit does not exceed 2 per cent based on the 
calculated-load current. O. Reg. 324/51, s. 309. 


326. Where the application of demand factors of 
less than 100 per cent has the effect of reducing the 
size of conductors that would otherwise be required by 
sections 287, 288 and 289 and Tables 9 and 11, the 
reduced sizes of conductors permitted by sections 313 
to 325 shall be the minimum sizes used but, if the next 
smaller standard size of conductor in common use has 
a current-carrying capacity not more than 5 per cent 
less than the minimum, an inspector may permit the 
use of the smaller size. O. Reg. 324/51, s. 310. 


327. Nothing contained in sections 312 to 326 
shall be deemed to authorize the use of service con- 
ductors or feeders smaller than No. 10 B. & S. gauge 
copper or No. 8 B. & S. gauge aluminum. O. Reg. 
94/58, s. 97, 


328. In calculating the size of a feeder, the demand 
factor for the feeder shall be applied to the sum of 
the individual connected loads on the sub-feeders. 
OP Reg. 324/5157s. 32: 


CONDUCTOR SIZES FOR MOTOR-CIRCUITS 


329.—(1) The conductors of a branch-circuit that 
supplies an individual motor other than a motor used 
for short-time, intermittent, periodic or varying duty 
shall have a current-carrying capacity of at least the 
capacity prescribed in column 2 of Table 28 for the 
relevant full-load current-rating of the motor set out 
in column 1 of the Table. 


(2) Where a motor is used for a class of duty- 
service shown in column 1 of Table 25, the motor 
branch-circuit conductors shall have a current-carrying 
capacity of at least the number of amperes obtained 
by multiplying the motor nameplate current-rating 
by the percentage prescribed by the relevant part of, 


(a) column 2 of the Table, where the motor has a 
time-rating of five minutes; 


(b) column 3 of the Table, where the motor has a 
time-rating of fifteen minutes; 


(c) column 4 of the Table, where the motor has a 
time-rating of thirty or sixty minutes; and 


(d) column 5 of the Table, where the motor has a 
continuous time-rating. 


(3) Notwithstanding subsection 2, where a motor 
is used for varying duty, an inspector may authorize 
a minimum current-carrying capacity of less than the 
current-carrying capacity prescribed by subsection 2. 
OF Reg, 324/Si5s: 313; 


330. Where a motor has a full-load current rating 
greater than the full-load current rating provided for 
in Table 28, the size of the conductors shall be cal- 
culated on the basis of 125 per cent of the full-load 
current rating of the motor. O. Reg. 324/51, s. 314, 
amended. 


331.—(1) The conductors that connect the second- 
aries of a wound-rotor induction motor to its controller 
shall have a current-carrying capacity of at least, 


(a) 125 per cent of the full-load secondary-cur- 
rent rating of the motor, where it is used for 
continuous duty; or 

(b) current-carrying capacity prescribed by sub- 

section 2 of section 329 for the motor branch- 

circuit conductors of the motor, where it is 
used for a class of duty-service shown in 

column 1 of Table 25. 


(2) Where the secondary resistors are separate from 
the controllers, the conductors between the controller 
and the resistor shall have a current-carrying capacity 
of at least the percentage of the full-load secondary 
current prescribed in column 2 of Table 26 for the 
relevant duty-classification of the resistor shown in 
column 1 of the Table. O. Reg. 324/51, s. 315. 
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332. The conductors that supply two or more 
motors shall have a current-carrying capacity of at 
least 125 per cent of the nameplate current rating of 
the largest motor plus the sum of the nameplate 
current ratings of the remainder of the motors. O. Reg. 
324/51, s. 316. 


PART V 
PROTECTION AND CONTROL 


333.—(1) All electrical equipment and ungrounded 
conductors shall be furnished with, 


(a) approved devices that open automatically the 
circuit supplying the equipment or ungrounded 
conductors when the current in the circuit 
reaches a value that produces a dangerous 
temperature on the equipment or ungrounded 


conductors; 
(6) approved manually-operated devices that dis- 
connect safely, 

(1) all ungrounded conductors of the cir- 
cuit simultaneously at the point of 
supply, and 

(ii) over-current devices, except where a 
two-wire grounded neutral branch- 
circuit supplies only fixed lighting 
loads that are connected to the neutral; 
and 

(c) an approved device capable of opening the 


electric circuit when in the opinion of an in- 
spector it is necessary to provide low-voltage 
release or low-voltage protection. 


(2) Where an over-current device is in the part of a 
circuit that is supplied through an unpolarized attach- 
ment plug, it may be connected in the neutral 
conductor. 


(3) The devices shall not be connected in any 
grounded conductor unless they disconnect all un- 
grounded conductors before or at the same time as they 
disconnect the grounded conductor. O. Reg. 94/58, 
s. 98. 


PROTECTIVE DEVICES 


334. Subject to the provisions of section 251, 
over-current devices shall be readily accessible and 
where practicable shall be grouped. O. Reg. 324/51, 
$2318. 


335.—(1) Over-current devices shall be enclosed in 
cut-out boxes or in cabinets except where, 


(a) they form a part of an approved assembly 
that affords protection equivalent to the pro- 
tection afforded by cut-out boxes or cabinets; 
or 

(b) they are mounted on switchboards, panel- 

boards or controllers located in rooms or en- 

closures free from easily ignitable material 
and dampness and accessible only to au- 
thorized persons. 


(2) The operating handles of circuit-breakers shall 
be accessible without opening any door or cover that 
gives access to live parts. O. Reg. 324/51, s. 319. 


336. The enclosures for over-current devices shall 


be mounted in a vertical position where practicable. | 


O. Reg. 324/51, s. 320. 


337.—(1) Where there are more than four lighting 
branch-circuits, the over-current devices protecting the 


branch-circuits shall consist of an approved assembly | 


contained in one approved cabinet. 


(2) Panelboards and enclosed branch-circuit cut- 
outs at all distribution centres shall be of the dead- 
front type. 


(3) Where there are not more than four lighting 
branch-circuits, individual over-current devices of the 
dead-front type may be used in approved enclosures 
at distribution centres. 


(4) For the purpose of this section a three-wire 
circuit shall be counted as two branch-circuits. O. Reg. 
324/51, s. 321. 


338.—(1) Plug fuses shall not be used on circuits 
exceeding 150 volts unless the circuit is part of a supply 
system having a grounded neutral and having no con- 
ductor with a potential exceeding 150 volts to ground. 


(2) Where plug fuses are used on 250-volt branch- 
circuits, 250-volt spacing shall be maintained. O. Reg. 
G24 / 51, ts: S22: 


339. Plug fuses shall be rated at not more than 30 
amperes. O. Reg. 324/51, s. 323. 


340.—(1) Plug-fuse cut-outs may be of the tamper- 
resisting type. 


(2) Plug-fuse cut-out bases shall be of the type 
commonly called covered. O. Reg. 324/51, s. 324. 

341. Open-link fuses shall not be used. O. Reg. 
S247 Sik sro25) 


342. No person shall, 
(a) short-circuit fuses; 
(b) bridge fuses; or 


(c) use as a fuse any thing other than the ap- 
proved fuse and fuse-holder of proper rating. 
O. Reg. 324/51, s. 326. 


343.—(1) Standard cartridge fuses rated at more 
than 600 amperes shall not be used. 


(2) High rupturing capacity fuses may be rated at 
more than 600 amperes. 


(3) Standard cartridge fuses and high rupturing 
capacity fuses shall not be used in circuits operating at 
more than 750 volts. 


(4) High rupturing capacity fuses of the type in- 
dicated may be used as follows: 
fuses in 


1. High rupturing capacity Form I 


place of standard fuses. 


2. High rupturing capacity Form II fuses for 
over-current protection, where circuit over- 
load protection is provided by standard fuses, 
circuit-breakers or overload devices. 


3. High rupturing capacity Form II fuses in 
place of standard fuses, where this Regulation 
permits the use of fuses rated at more than 
the ampere rating of the load if the ratings of 
the high rupturing capacity Form II fuses do 
not exceed 85 per cent of the maximum rating 
permitted for standard fuses. O. Reg. 94/58, 
s. 99. 


344. Standard cartridge or plug fuses shall not be 
connected in parallel. O. Reg. 94/58, s. 100. 


345.—(1) Circuit-breakers shall have one pole in 
each ungrounded conductor and, except as provided in 
subsection 2, shall be so constructed that when oper- 
ated manually or by the action of over-current they 
open the circuit in all ungrounded conductors. 
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(2) Where lighting and appliance branch-circuits 
are derived from three-wire grounded neutral systems, 
two single-pole manually-operated circuit-breakers may 
be used but they shall be so connected together that, 
when operated manually, they disconnect safely all 
ungrounded conductors of the circuit simultaneously 
at the point of supply. 


(3) Over-current trip devices that form part of a 
circuit-breaker may be of the thermal or magnetic type 
with either time-delay or instantaneous trip. O. Reg. 
324/51, s. 329. 


346. Circuit-breakers on branch-circuits shall be of 
such design as to render difficult any alteration of trip 
current or time, except where the circuit-breakers are 
supplied as part of an approved switchboard and are 
accessible only to authorized persons. O. Reg. 324/51, 
s. 330. 


CONTROL DEVICES 


347. Isolating switches shall be, 


(a) interlocked so that they cannot normally be 
opened under load; or 


(6) marked plainly with a notice warning against 
opening them under load. O. Reg. 324/51, 
Soote 


348.—(1) Knife-switches rated at more than 600 
amperes shall be used only as isolating switches. 
O. Reg. 324/51, s. 332 (1). 


(2) Switches of special design approved for the 
purpose may be used to interrupt currents greater than 
600 amperes at a voltage of 750 volts or less. O. Reg. 
94/58, s. 101. 


349. Inife-switches and other control devices shall 
be, 


(a) of the externally-operated type; or 


(6) so located or guarded as to be inaccessible. | 


On Res ng24/ Silt sa 333: 


350. Enclosed knife-switches approved for use on 
alternating-current circuits above 30 amperes or on 
direct-current circuits shall have quick-brealk mechan- 
isms unless they are approved for use only as isolating 
switches. O. Reg. 324/51, s. 334. 


351.—(1) Where two or more switches are grouped 
at a distribution centre, the wiring between the 
switches shall be enclosed by auxiliary gutters or some 
approved equivalent device, but no auxiliary gutter 
shall be required by reason only of the grouping of two 
30-ampere switches. 


(2) The auxiliary gutters or approved equivalent 
device shall, 


(a) be equipped with terminal blocks having a 
separate screw or stud for each connection; or 


(b) if more than six feet in length, be equipped 
with bus-bars instead of terminal blocks. 


(3) Where bus-bars are used, they shall extend the 
full length of the box after provision has been made 
for necessary wiring-space for the cables that feed the 
bus-bars. O. Reg. 324/51, s. 335. 


352.—(1) Knife-switches shall be mounted with 
their bases in a vertical plane. 


(2) Single-throw knife-switches shall be so mounted 
that their blades move in a vertical plane and that the 
switches are not closed by the force of gravity alone. 


(3) Double-throw knife-switches may be so mounted 
that the throw is either vertical or horizontal but, 


where the throw is vertical, a positive locking-device 
or stop shall be used to ensure that the blades remain 
in the open position when the locking device or stop 
is set. 


(4) Where it is not intended that a switch be left 
in the open position, the locking device or stop may be 
omitted. O. Reg. 324/51, s. 336. 


353.—(1) Single-throw  knife-switches,  circuit- 
breakers and magnetic switches shall be so connected 
that the blades or moving contacts are dead when the 
knife-switch, circuit-breaker or magnetic switch is in 
the open position. O. Reg. 324/51, s. 337 (1). 


(2) Subsection 1 does not apply to, 


(a) approved service-entrance and lighting and 
appliance branch-circuit-breakers that have 
all live parts except terminals sealed and that 
are so constructed that the line and load con- 
nections may be interchanged; 

(6) approved switchboard-assembly circuit-break- 

ers used for sectionalizing purposes, where the 

assembly carries a suitable warning notice; 

(c) switches that are immersed in a liquid, where 

a suitable caution notice is attached to the 

outside of the enclosure; and 

(d) switches that are so designed that all live 

parts are inaccessible when the switch is in 

the open position. O. Reg. 324/51, s. 337 

(2); O. Reg. 94/58, s. 102. 


354.—(1) Control devices except isolating switches 
shall be readily accessible. 


(2) Remotely-controlled devices shall be con- 
sidered to be readily accessible, where the means of 
controlling them are readily accessible. 


(3) Isolating swtiches may be so located as to 
require the use of a hooked stick to operate them. 
O. Reg. 324/51, s. 338. 


355. Control devices shall, 


(a) have all current-carrying parts in enclosures 
of metal or other fire-resisting material; or 


(6) be so located or guarded as to be inaccessible 
to unauthorized persons. O. Reg. 324/51, 
s. 339. 


356. Unless the application of manually-operated 
control devices is such as to make it unnecessary, the 
devices shall indicate the on and off positions. O. Reg. 
324/51, s. 340. 


357. Where control devices are used in combination 
with over-current or overload devices for the control 
of circuits or apparatus, the control devices shall be 
so connected that the over-current or the overload 
devices are dead when the control devices are in the 
open position. O. Reg. 324/51, s. 341. 


PROTECTION AND CONTROL OF FEEDERS, SUB-FEEDIERS 
AND BRANCH-CIRCUITS 


358.—(1) Every ungrounded conductor in a branch- 
circuit, feeder or sub-feeder shall be protected by an 
over-current device, 


(a) at the point at which the conductor receives 
its supply of current; and 


(b) at every point at which the size of the con- 
ductor is decreased. O. Reg. 324/51, s. 342 


(1). 
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(2) The protection may be dispensed with, 


(a) where an over-current device in a larger con- 
ductor affords adequate protection to a smaller 
conductor; 


(b) where the smaller conductor, 


(i) 


(ii) 
(iii) 


(iv) 


(c) where 


has a current-carrying capacity of not 
less than the sum of the allowable cur- 
rent-carrying capacities of the conduc- 
tors of the one or more circuits or loads 
that it supplies and not less than 
one-tenth of the current-carrying capa- 
city of the larger conductor from which 
it is supplied, 


is not over five feet long, 

does not extend beyond the switch- 
board, panelboard or device that it 
supplies, and 

if not a part of the wiring of the switch- 


board, panelboard or other device, is 
enclosed in conduit or in metal gutters; 


the circuit is for lighting or heating or 


lighting and heating and, 


(i) 


(ii) 


(d) where 


the smaller conductors have a current- 
carrying capacity of at least one-third 
of the current-carrying capacity of the 
larger conductor from which they are 
supplied, and 


the tap is suitably protected from 
mechanical injury and is not more than 
twenty-five feet long and terminates in 
a single over-current device that limits 
the load on the tap to the load pre- 
scribed by Table 9 or Table 11; 


the circuit is a motor branch-circuit of 


which the conductors, 


(i) 


(ii) 


(iii) 


(e) where 


have a current-carrying capacity of at 
least one-third of the current-carrying 
capacity of the conductors from which 
they are supplied, 


are not over twenty-five feet in length, 
and 


are supplied from conductors protected 
by fuses or by a time-limit circuit- 
breaker rated or set at not more than 
400 per cent, or by an instantaneous 
circuit-breaker set at not more than 
700 per cent, of the nameplate current- 
rating of the motor; 


the circuit is a motor branch-circuit 


supplying a group of motors and section 363 
has been complied with; or 


(f) where 


the conductors are in a control circuit 


of remotely-controlled apparatus and, 


(i) 


(ii) 


(iii) 


the conductors are less than twenty-five 
feet in length and suitably protected 
from mechanical injury, 

the opening of the control circuit 
would create a hazard, or 


the conductors are twenty-five feet or 
more in length and the branch-circuit 
over-current device is rated or set at 
not more than 500 per cent of the cur- 
rent-carrying capacity of the control- 
circuit conductors. O. Reg. 324/51, 
s. 342 (2); O. Reg. 94/58, s. 103. 


Reg. 490 


(3) Where a circuit complies with clause c of sub- 
section 2, the conductors of the circuit may extend 
beyond the end of the tap and supply any number of 
over-current devices. O. Reg. 324/51, s. 342 (3). 


359.—(1) Every circuit protected by fuses shall be 
equipped with approved control-devices whereby all 
live parts for mounting fuses can be readily and safely 
made dead. 


(2) The control devices may be dispensed with on 
switchboards in the case of, 


(a) instrument-circuits and control-circuits of not 
more than 250 volts; and 


(b) primary fuses of potential transformers. 


(3) The use of plug fuses shall be deemed a com- 
pliance with subsection 1. 


(4) The control devices shall be within easy reach 
of the enclosure for the fuses and, where the fuses are 
installed in the cabinet, the control devices shall be 
within the cabinet. 


(5) Where an inspector considers that ina particular 
electrical installation the control devices may be safely 
dispensed with, he may waive compliance with sub- 
section 1. O. Reg. 324/51, s. 343. 


360.—(1) Over-current devices shall not be rated or 
set at more than the allowable current-carrying capa- 
city of the conductors that they protect. O. Reg. 
324/51, s. 344 (1); O. Reg. 94/58, s. 104. 


(2) This section does not apply to, 
(a) motor branch-circuits; 


(b) control circuits of remotely-controlled appara- 
CUIS# FOE 


(c) fixture wiring, flexible cord of No. 16, 18 or 
20 B. & S. gauge or tinsel cord. 


(3) Fixture wire, flexible cord of No. 16, 18 or 20 
B. & S. gauge and tinsel cord shall be deemed to be pro- 
tected by 15-ampere over-current devices. 


(4) Fixture wire referred to in subsection 2 of 
section 395 shall be deemed to be protected by 20- 
ampere over-current devices. O. Reg. 94/58, s. 104. 


361.—(1) The circuit-breakers in a system of 
wiring specified in column 1 of Table 27 shall be 
equipped with over-current devices of the numbers and 
in the locations prescribed in the part of column 2 of 
the Table relevant to the system. 


(2) The number and location of the over-load 
devices for a motor specified in column 3 of the Table 
shall be the number and location prescribed in the 
part of column 4 of the Table relevant to the type of 
motor. 


(3) Means of protection other than the means 
specified in subsections 1 and 2 may be substituted, 
where approved by the inspector. O. Reg. 324/51, 
s. 345. 


362.—(1) Where fuses are used to provide running 
protection against overload for an electric motor having 
a full-load current rating shown in column 1 of Table 
28, they shall not be rated at more than the number of 
amperes prescribed in column 3 of the Table for the 
full-load current rating of the motor. 


(2) Where overload devices other than fuses are 
used to provide running protection against overload 
for an electric motor having a full-load current rating 
shown in column 1 of Table 28, they shall not be set af 
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more than the number of amperes prescribed in column 
4 of the Table for the full-load current rating of the 
motor. 


(3) Where fuses are used to supply over-current 
protection for a branch-circuit supplying a single 
electric motor, they shall not be rated at more than the 
number of amperes prescribed in, 


(a) column 5 of Table 28, where the motor is a 
single-phase motor having a full-load current 
rating shown in column 1 of the Table; 


(b) column 6 of the Table, where the motor is of 
the squirrel-cage or synchronous type having 
a full-voltage resistor and reactor starting; 


(c) column 7 of the Table, where the motor is of 
the squirrel-cage or synchronous type having 
auto-transformer starting; or 


(d) column 8 of the Table, where the motor is of 
the direct-current type or the wound-rotor 
alternating-current type. O. Reg. 324/51, 
s. 346. 


363. The over-current devices used on a motor 
branch-circuit that supplies a group of motors shall 
not be rated or set at more than the maximum value 
prescribed in columns 5, 6, 7 or 8 of Table 28 for the 
largest motor of the group plus the total full-load 
current of the other motors in the group. O. Reg. 
324/51, s. 347. 


364.—(1) The full-load current of a three-phase 
alternating current motor of the induction-type, 
squirrel-cage or wound rotor, having a horsepower 
rating shown in column 1 of Table 29, shall be deemed 
to be the current specified in, 


(a) column 2 of the Table, where the motor is a 
110-volt motor; 


(b) column 3 of the Table, where the motor is a 
220-volt motor; 


(c) column 4 of the Table, where the motor is a 
440-volt motor; 


(d) column 5 of the Table, where the motor 
550-volt motor; and 


Sa 


(eg) column 6 of the Table, where the motor 
2,200-volt motor. 


sa 


(2) The full-load current of a three-phase alter- 
nating current motor of the synchronous type operating 
at a power factor of 100 per cent and having a horse- 
power rating shown in column 1 of Table 29 shall be 
deemed to be the current specified in, 


(a) column 7 of the Table, where the motor is a 
220-volt motor; 


(b) column 8 of the Table, where the motor is a 
440-volt motor; 


(c) column 9 of the Table, where the motor is a 
550-volt motor; and 


(d) column 10 of the Table, where the motor is a 
2,200-volt motor. 


(3) The full-load current of a two-phase alternating 
current motor of the induction type, squirrel-cage or 
wound rotor, having a horsepower rating shown in 
column 1 of Table 30, shall be deemed to be the current 
specified in, 


(a) column 2 of the Table, where the motor is a 
110-volt motor; 


(b) column 3 of the Table, where the motor is a 
220-volt motor; 


(c) column 4 of the Table, where the motor is a 
440-volt motor; 


(d) column 5 of the Table, where the motor is a 
550-volt motor; and 


(e) column 6 of the Table, where the motor is a 
2,200-volt motor. 


(4) The full-load current of a two-phase alternating 
current motor of the synchronous type operating at a 
power factor of 100 per cent and having a horsepower 
rating shown in column 1 of Table 30 shall be deemed 
to be the current specified in, 


(a) column 7 of the Table, where the motor is a 
220-volt motor; 


(6) column 8 of the Table, where the motor is a 
440-volt motor; 


(c) column 9 of the Table, where the motor is a 
550-volt motor; and 


(d) column 10 of the Table, where the motor is a 
2,200-volt motor. 


(5) The full-load current of a single-phase alter- 
nating current motor having a horsepower rating 
shown in column 1 of Table 31 shall be deemed to be 
the current specified in, 


(a) column 2 of the Table, where the motor is a 
110-volt motor; 


(b) column 3 of the Table, where the motor is a 
220-volt motor; and 


(c) column 4 of the Table, where the motor is a 
440-volt motor. 


(6) The full-load current of a direct-current motor 
having a horsepower rating shown in column 1 of 
Table 32 shall be deemed to be the current specified in, 


(a) column 2 of the Table, where the motor is a 
115-volt motor; 


(6) column 3 of the Table, where the motor is a 
230-volt motor; and 


(c) column 4 of the Table, where the motor is a 
550-volt motor. 


(7) Where a motor referred to in subsection 2 or 4 
operates at a power factor of 90 per cent or 80 per cent, 
its full-load current shall be deemed to be 110 per cent 
or 125 per cent, respectively, of the full-load current 
specified in subsection 2 or 4, as the case may be. 


(8) Where a motor of a type referred to in sub- 
section 1 or 2 operates at 200 volts or 208 volts, its 
full-load current shall be deemed to be 110 per cent or 
106 per cent, respectively, of the full-load current of a 
220-volt motor of the same type. 


(9) Where a motor of a type referred to in sub- 
section 5 or 6 operates at 200 volts or 208 volts, its 
full-load current shall be deemed to be 110 per cent or 
106 per cent, respectively, of the full-load current of a 


220-volt motor of the same type. O. Reg. 324/51, 
s. 348. 
365.—(1) Fuses for the protection of motor branch- 


circuits shall not be rated at more than the percentage 
of the full-load current of the motor prescribed in 
column 2 of Table 33 but, where a higher rating is 
permitted by section 362 and Table 28, the latter 
table shall govern. 


(2) Circuit-breakers for the protection of motor 
branch-circuits shall not be set at more than the 
relevant percentage of the full-load current of the motor 
prescribed in column 3 or column 4 of Table 33. 
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(3) For synchronous motors of the low-torque low- 
speed type that start up unloaded, the fuse rating or 
circuit-breaker setting need not exceed 200 per cent of 
the full-load current. O. Reg. 324/51, s. 349. 


366.—(1) Every control device shall have a rating 
of at least the rating of the connected load of the circuit 
or circuits that it controls. 


(2) Every control device other than an isolating 
switch shall be capable of safely establishing and 
interrupting the maximum load of the circuit or circuits 
that it controls. 


(3) ‘‘Maximum load’ means the connected load 
plus any additional capacity that may be required 
because of the use of motors, gas-filled lamps and other 
apparatus having a high peak inrush or because of the 
use of heavy coils, magnets or other apparatus having 
a high inductance and not equipped with discharge 
devices. 


(4) The additional capacity required because of the 
use of a group of motors shall be at least six times the 
normal full-load current of the largest motor in the 


group. 


(5) The maximum load shall not be taken to be 


larger than the capacity of the supply circuit. O. Reg. 


324/51, s. 350. 

367. Control devices controlling feeders and branch- 
circuits shall be grouped where practicable. O. Reg. 
24/515 Ss. 350. 

368.—(1) Snap switches shall have, 


(a) subject to clause b, an ampere rating not less 


than the ampere rating of the load for non- | 


inductive loads; 


(b) a “T” rating for tungsten filament lamp 


loads and for combination tungsten filament | 


lamp loads and non-inductive loads except 
where, 


(i) the switches are used in branch-circuit 
wiring systems in private houses, in 
rooms used as living quarters in mul- 
tiple-occupancy dwellings, in private 
rooms in hospitals, in hotel rooms, in 
attics or basements or in similar loca- 
tions not used as public rooms or 
places of assembly, 

(ii) the switch controls permanently con- 

nected fixtures or lighting outlets in 


one room, one continuous hallway, an | 


attic or basement, and 
(iii) the switch is rated at not less than 
10 amperes for a potential of 125 volts, 
5 amperes for a potential of 250 volts 
or, in the case of a four-way type 
switch, 5 amperes for a potential of 
125 volts or 2 amperes for a potential 
of 250 volts; and 


(c) an ampere rating at least twice the ampere 
rating of the load for inductive loads unless 
the switches are approved as part of an 
assembly or for the purpose for which they are 
used. 


(2) Canopy switches controlling tungsten filament 
lamp loads shall have a “T” rating or an ampere 
rating at least three times the ampere rating of the 
load. O. Reg. 94/58, s. 105 (1), amended. 

PROTECTION AND CONTROL OF GENERATORS 

369.—(1) Every constant-potential _ generator, 
whether direct- current or alternating-current, shall be 
protected from excessive current by over-current 
devices. 
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(2) Where an inspector is of opinion that the type 
of apparatus used and the nature of the system oper- 
ated make protective devices inadvisable or unneces- 
sary, the protective devices may be dispensed with. 


(3) Where an alternating-current generator and a 
transformer are located in the same building and are 
intended to operate as a unit for stepping up or step- 
ping down voltage, the protective device may be 
connected to the primary or to the secondary of the 
transformer. 


(4) This section does not apply to exciters for 
alternating-current machines. O. Reg. 324/51, s. 353. 


378. Where a generator not driven by electricity 
supplies a two-wire grounded system, the protective 
device shall be capable of disconnecting the generator 
from both conductors of the circuit. O. Reg. 324/51, 
s. 354. 


371. Where a three-wire direct-current system is 
supplied by two-wire generators operated in conjunction 
with a balancer set to obtain a neutral, the system shall 
be equipped with protective devices that disconnect the 
system in the event of an excessive unbalancing of 
voltages. O. Reg. 324/51, s. 355. 


372.—(1) Every three-wire direct-current genera- 
tor, whether shunt or compound wound, shall be 
equipped with, 


(a) a two-pole circuit-breaker with two tripping 
elements; or 


(b) a four-pole circuit-breaker connected in the 
main-leads and equalizer-leads and tripped by 
two tripping elements. 


(2) The circuit-breaker shall be so connected as to 
be actuated by the entire armature current. 


(3) One tripping element shall be connected in each 
armature-lead. O. Reg. 324/51, s. 356. 


373. Every generator shall be equipped with an 
indicating switch or a circuit-breaker by means of 
which the generator and all protective devices and 
control apparatus may be entirely disconnected from 
the ae supplied by the generator. O. Reg. 324/51, 
Sasol 


PROTECTION AND CONTROL OF MOTORS 


374.—(1) Subject to sections 363, 377 and 378% 
every motor shall be protected by over-current devices 
that do not protect any other motor. O. Reg. 94/58, 
s. 100. 


(2) The over-current devices shall be rated or set 
at values not more than the values prescribed in Table 
28 but, where the over-current protection specfied in 
Table 28 is not sufficient for the starting current of the 
motor, the values may be increased up to a maximum 
of 400 per cent of the full-load current of the motor. 
O. Reg. 324/51, s. 358 (2). 


375. Where fuses are used to provide over-current 
protection for a motor branch-circuit, the fuse-holders 
shall be of a size sufficient to accommodate fuses having 
the values required by section 374 but, when fuses 
having time-delay characteristics appropriate for the 
starting characteristics of the motor are used, the 
fuse-holders may be of a smaller size. O. Reg. 94/58, 
SoL07% 


376. Where motors have a full-load current rating 
larger than the full-load current rating given in Table 
28, the motors shall be protected by over-current 
devices rated or set at values calculated in accordance 
with Table 33. O. Reg. 324/51, s. 360. 


377. Two or more motors may be grouped under 
the protection of a single set of over-current devices, 
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where the over-current devices are not rated or set at 
more than 15 amperes, or the motors are used on or 
with a machine tool or a wood-working machine and the 
control equipment is so arranged that all contacts that 
open motor primary circuits are enclosed, 


(a) in an enclosure forming part of the machine 
base and having no openings to the floor or to 
the foundation on which the machine rests; or 


(b) in a separately mounted enclosure having 
hinged doors with substantial catches and a 
wall-thickness of at least, 


(i) fourteen U.S. sheet-metal gauge if con- 
structed of sheet iron or steel, 


(ii) three-thirty-seconds of an inch if con- 
structed of malleable cast-iron, or 


(iii) one eighth of an inch if constructed of 
other cast metal. O. Reg. 94/58, 
s. 108. 


378.—(1) Where two or more motors are each 
protected by an overload device approved for group- 
fusing, the motors may be connected to a branch- 
circuit protected by a single set of fuses or by an 
instantaneous circuit-breaker rated in accordance with 
section 362 but the rating of the fuse shall not exceed 
the maximum rating as indicated on the overload 
device having the smallest rating of those used. O. Reg. 
324/51, s. 362 (1); O. Reg. 94/58, s. 109. 


(2) Where the rating of the set of fuses or the 
eircuit-breaker does not exceed 15 amperes, the over- 
load devices may be of a type not approved for group- 
fusing. O. Reg. 324/51, s. 362 (2). 


379. Where the motor branch-circuit for a manually- 
started motor of one horsepower or less is properly 
protected and the motor is within sight of the operator, 
overload protection may be dispensed with. O. Reg. 
324/51, s. 363. 


380.—(1) Everyautomatically-started motor having 
a rating of one horsepower or less shall be protected by, 


(a) a separate overload device responsive to the 
motor current and capable of interrupting 
current to the motor under the prolonged over- 
load equivalent to 125 per cent of the full-load 
current of the motor; 


(b) a protective device integral with the motor 
and responsive to motor current or to both 
motor current and temperature and approved 
for use with the motor that it protects; or 


(c) an approved assembly in which the motor is 
not normally subjected to overload and which 
is equipped with other safety controls that 
protect the motor from damage caused by 
stalled rotor current. 


(2) Where the motor has sufficiently high imped- 
ance to prevent overheating due to failure to start, 
overload protection may be dispensed with but the 
motor branch-circuit shall be properly protected. 


(3) Where the protective device mentioned in 
clause 6 of subsection 1 is used and the motor-current 
interrupting device is separate from the motor and 
actuated by a protective device integral with the motor, 
the motor-current interrupting device shall be so 
arranged that the opening of the control circuit dis- 
connects the motor from the line. 


(4) Where the approved assembly referred to in 
clause c of subsection 1 is used, the existence of the 
other safety controls shall be indicated on the name- 
plate of the assembly in such manner as to be readily 
visible after installation. O. Reg. 324/51, s. 364. 
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381.—(1) Every motor rated at more than one 
horsepower shall be equipped with individual over- 
load devices. 


(2) Where it is not practicable to obtain proper 
overload protection, the overload devices may be 
dispensed with but the motor shall be protected by an 
individual over-current device as prescribed by columns 
5, 6, 7 or 8 of Table 28. O. Reg. 324/51, s. 365. 


382.—(1) Subject to sections 377 and 378, all 
overload devices that do not provide proper protection 
in the case of a short-circuit shall have connected in 
series with them fuses or time-limit circuit-breakers 
rated or set at not more than 400 per cent of the motor 
full-load current or instantaneous circuit-breakers set 
at not more than 700 per cent of the motor full-load 
current. 


(2) Where instantaneous circuit-breakers are used 
and are strongly affected by the initial peak inrush to 
the motor, a higher setting may be allowed but the 
circuit-breaker shall form part of an approved combin- 
ation motor-starter. O, Reg. 324/51, s. 366. 


383. Every over-current device and every overload 
device providing running protection for a motor shall 
be rated or set at values not greater than the values 
prescribed in Table 28. O. Reg. 324/51, s. 367. 


384. Where fuses are used for running protection 
of motors, one fuse shall be installed in each ungrounded 
conductor. O. Reg. 324/51, s. 368. 


385. Where over-current devices or overload de- 
vices other than fuses are used for the running protec- 
tion of motors, the number of tripping elements shall be 
not less than the number prescribed in Table 27 and the 
tripping elements shall be located as specified therein. 
O. Reg. 324/51, s. 369. 


386.—(1) Motor-overload protection may be 
shunted out of circuit during the starting period but the 
device by which the protection is shunted or cut out 
shall be so designed that it cannot be left in the starting 
position. 


(2) The motor shall be considered to be protected 
against over-current during the starting period when, 


(a) fuses or time-delay-limit circuit-breakers rated 
or set at not more than 400 per cent; or 


(6) instantaneous circuit-breakers set at not more 
than 700 per cent of the full-load current of 
the motor, 


are connected in the circuit so as to be operative during 
the starting period of the motor. 


(3) Where the overload release of a direct-current 
motor starter is inoperative during the process of 
starting the motor, a separate over-current device shall 
be provided. O. Reg. 324/51, s. 370. 


387.—(1) Where the automatic re-starting of motor- 
operated band saws, rip saws, jointers, planers, routers, 
wood-turning machines, metal-saws, millers, lathes and 
other moving machinery creates a dangerous situation 
by the return of voltage after a stopping caused by 
failure of voltage, the motor-control device shall 
provide low-voltage protection. 


(2) Where it is necessary or desirable that the motor 
stop on failure of voltage and automatically re-start 
on return of voltage, the motor-control device shall 
provide low-voltage release. 


(3) The protection required by this section may 
be supplied to a feeder or branch-circuit supplying a 
group of motors and then the protection for the in- 
dividual motors in the group may be dispensed with. 
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(4) Where the automatic re-starting of a motor 
creates no hazard, the protection required by this 
section may be dispensed with. O. Reg. 324/51, s. 371. 


388. The starting and control equipment of motors 
shall be rated in horsepower at not less than the rating 
of the motor but, 


(a) for a one-phase portable motor of one-quarter 
horsepower or less, a plug and receptacle 
rated at not more than 15 amperes at 125 volts 
and not rated in horsepower may be used; 


(6) for a two-wire portable motor rated at not 
more than one-quarter horsepower at not 
more than 150 volts, a single-pole motor- 
circuit switch may be used as control equip- 
ment; and 


(c) for two or more motors that are required to 
operate together, a single controller approved 
for such service may be used. O. Reg. 
324/51, s. 372. 


389.—(1) Manual motor-starters having different 
starting and running positions shall be so constructed 
that they cannot remain in the starting position. 


(2) Magnetic starters having different starting and 
running positions shall be so constructed that they 
cannot remain in the starting position under normal 
operating conditions. O. Reg. 324/51, s. 373. 


390.—(1) Every motor and its starting and control 
equipment shall be equipped with a disconnecting 
means. 


(2) An approved attachment plug and receptacle 
may be used as a disconnecting means for a portable 
motor. 


(3) An isolating switch or a general-use switch 
used as an isolating switch may be used as a disconnect- 
ing means for motors of more than 50 horsepower. 


(4) A manually-operated, across-the-line type of 
starter may be used as both starter and disconnecting 
means if it opens all ungrounded conductors to the 
motor. 


(S) Where a disconnecting means referred to in sub- 
sections 2, 3 and 4 is not used, the disconnecting 
means shall be a motor-circuit switch, a circuit-breaker 
or an equivalent approved device capable of safely 
establishing and interrupting the stalled rotor current 
of the motor. O. Reg. 324/51, s. 374. 


391. A single disconnecting means may serve a 
group of motors, 


(a) where the motors drive several parts of a 
single machine or piece of apparatus; or 


(b) where the group is under the protection of one 
set of over-current devices as permitted by 
sections 377 and 378. O. Reg. 324/51, s. 375. 


392.—(1) Where a motor-circuit switch is used as a 
disconnecting means for a single motor, it shall have 
a horsepower rating of at least the horsepower rating 
of the motor. 


(2) Where a fused motor-circuit switch installed 
under the provisions of section 378 is used as the dis- 
connecting means, the rating of the switch need not 
be greater than the rating necessary to accommodate 
the proper fuse. 


(3) Where an unfused motor-circuit switch is used 
as the disconnecting means, it may have the same 
rating as if it were fused. 


(4) A circuit-breaker or isolating switch used as 
the disconnecting means shall have a current-rating 
of not less than 115 per cent of the nameplate current- 
rating of the motor. O. Reg. 324/51, s. 376. 


393.—(1) Every motor shall be controlled from a 
point within sight of and not more than a distance of 
thirty feet from the motor and the machinery driven by 
the motor unless, 


(a) the controller, motor-circuit switch or circuit- 
breaker can be locked in the open position; or 


(b) a manually-operated switch that prevents the 
motor from starting is placed within sight 
of and not more than thirty feet from the 
motor. 


(2) Where a manually-operated switch is used, it 
may be placed in the remote-control circuit of a remote- 
control type of controller if the control equipment 
disconnects all ungrounded conductors to the motor. 
O. Reg. 324/51, s. 377. 


394. Motor-driven loaders, unloaders, conveyors, 
stackers, floor-surfacing machines and similar machin- 
ery of a movable or portable type shall have a motor- 
circuit switch or circuit-breaker mounted on the machine 
and accessible to the operator. O. Reg. 324/51, s. 378. 


PROTECTION AND CONTROL OF APPARATUS ON 
LIGHTING AND APPLIANCE BRANCH-CIRCUITS 


395.—(1) Receptacles, to which fixture wire or 
flexible cord, smaller than No. 14 B. & S. gauge, is 
connected shall not be connected to a circuit protected 
by over-current devices rated or set at more than 15 
amperes for potentials up to 125 volts or 10 amperes 
for potentials between 125 volts and 250 volts. 


(2) Medium-base lamp-holders and _ fluorescent- 
type lighting fixtures in which the fixture-wiring and 
the ballast are enclosed in a metal race-way shall not 
be connected to a circuit protected by over-current 
devices rated or set at more than 20 amperes for 
potentials up to 125 volts or 10 amperes for potentials. 
between 125 volts and 250 volts. O. Reg. 94/58, s. 110. 


396. Mogul-base lamp-holders shall not be con- 
nected to a circuit protected by over-current devices 
rated or sét at more than 40 amperes for potentials 
up to 125 volts or 20 amperes for potentials between 
125 volts and 250 volts. O. Reg. 324/51, s. 380. 


397. Where portable appliances are, 


(a) rated at not more than 1,500 watts; and 


(6) provided with approved cord connectors, 
attachment-plug caps or other approved 
means by which they can be disconnected 
readily from the circuit, 


the appliances need not be equipped with additional 
control devices. O. Reg. 324/51, s. 381. 


398. Where switches are used to control an outlet 
or outlets from more than one point, the switches shall 
be wired and connected so that the grounded conductor 
runs directly to the outlet or outlets controlled by 
the switches. O. Reg. 324/51, s. 382. 


399.—(1) Where panelboards that supply lighting 
and appliance branch-circuits and have snap switches 
in the branch-circuits are supplied by conductors 
having over-current protection greater than 200 am- 
peres, the panelboards shall be protected on the supply 
side by over-current devices. 


(2) The over-current devices shall, 


(a) be built into the panelboard; and 
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(b) have a rating not greater than the rating of 
the panelboard or 200 amperes, whichever 
is the lesser. 


(3) Subsections 1 and 2 do not apply where circuit- 
breakers or fuses only are used in the branch-circuits. 
O. Reg. 324/51, s. 383. 


PROTECTION AND CONTROL OF MISCELLANEOUS 
APPARATUS 


400.—(1) Remote-control circuits of remotely-con- 
trolled apparatus shall be arranged so that they can be 
conveniently disconnected from the source of supply 
at the controller. 


(2) Subsection 1 does not apply where the dis- 
connecting of the apparatus from the supply circuit 
disconnects the remote-control circuit from the supply 
circuit. O. Reg. 324/51, s. 384. 


401.—(1) Where apparatus is connected to more 
than one voltage or to different systems, the disconnect- 
ing means shall be grouped so that the operator can 
readily ascertain that all circuits are dead. 


(2) Where manually-operated switches are used, a 
sign containing the words ‘‘Open all switches before 
working on apparatus” or words to the same effect shall 
be placed on each switch. O. Reg. 324/51, s. 385. 


402. Dual-voltage relays may be used as an auto- 
matic means to open circuits in the event of power 
failure on any circuit. O. Reg. 324/51, s. 386. 


493. Where portable apparatus is not arranged for 
use on more than one system, there shall be only one 
point of connection between the apparatus and the 
supply. O. Reg. 324/51, s. 387. 


404. Electric heating appliances shall be pro- 
tected by over-current devices rated or set in accord- 
ance with section 570. O. Reg. 324/51, s. 388. 


405. Transformers shall be protected by over- 
current devices rated or set in accordance with section 
526. O. Reg. 324/51, s. 389. 


406. Electrical condensers shall be protected by 
over-current devices rated or set in accordance with 
sections 542 and 543. O. Reg. 324/51, s. 390. 


PAR WI 


REMOTE-CONTROL Circuits, LOW-ENERGY POWER 
CIRCUITS AND SIGNAL CIRCUITS 


GENERAL 


407. This part applies to remote-control circuits, 
low-energy power circuits and signal circuits other than, 


(a) circuits forming an integral part of a device; 
and 


(b) remote-control circuits and signal circuits that 
use conductors in a cable-assembly with other 
conductors forming part of a communication 
circuit. O. Reg. 324/51, s. 391. 


408. Where the circuits, or apparatus within the 
scope of this Part, are installed in hazardous locations, 
they shall also comply with those sections of Part XIII 
that pertain to the hazardous location involved. 
O. Reg. 324/51, s. 392. 


_ 409.—(1) “Class 1” when applied to remote-control 
circuits and signal circuits means that the circuits are 
other than Class 2 circuits. 


_ (2) “Class 2” when applied to remote-control 
circuits and signal circuits means that the current in 
the circuit is limited, in relation to the voltage between 
conductors, 
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(a) where the circuits operates at not more than 
15 volts, to 5 amperes by, 


(i) over-current protection, 


(ii) the current being supplied from a trans- 
former or other device having inherent 
current-limiting characteristics and so 
marked or approved for the purpose, or 


(iii) the current being supplied from primary 
batteries; 


(6) where the circuit operates at more than 15 
volts but not more than 30 volts, to 3 amperes 
by, 


(i) over-current protection, 


(ii) the current being supplied from a trans- 
former or other device having inherent 
current-limiting characteristics and so 
marked or approved for the purpose, or 


(iii) the current being supplied from primary 
batteries; 


(c) where the circuit operates at more than 30 
volts but not more than 60 volts, to 2 amperes 
by, 


(i) over-current protection, or 


(ii) the current being supplied from a trans- 
former or other device having inherent 
current-limiting characteristics and so 
peat or approved for the purpose; 
an 


(d) where the circuit operates at more than 60 
volts but not more than 150 volts, to 1 ampere 
by over-current protection or approved cur- 
rent-limiting means, other than over-current 
protection that limits the current as a result 
of a fault to not more than 1 ampere. O. Reg. 
324/15, s. 393. 


410. For the purposes of this Part, ‘‘Class 2 remote- 
control circuit” includes low-energy power circuits that 
are neither remote-control nor signal circuits, but in 
which the current is limited as provided in subsection 2 
of section 409. O. Reg. 324/51, s. 394. 


411. Notwithstanding subsection 2 of section 409, 
where the failure to operate of a remote-control circuit 
to a safety-control device endangers or may endanger 
life or property, the circuit shall be deemed to be a 
Class 1 circuit. O. Reg. 324/51, s. 395. 


CLASS 1 CIRCUITS 


412. The conductors and equipment of Class 1 
remote-control and signal circuits shall be installed in 
accordance with the appropriate wiring methods set 
out in Part III, except as provided in sections 413 to 
416, or in section 687. O. Reg. 324/51, s. 396. 


413. Where conductors of No. 18 or No. 16 B. & S. 
gauge, other than flexible cord, are used in a Class 1 
remote-control or signal circuit, they shall be installed 
in a race-way or a cable approved for the purpose. 
O. Reg. 324/51, s. 397. 


414.—(1) Where conductors larger than No. 16 
B. & S. gauge are used in a Class 1 remote-control or 
signal circuit, they shall be of the rubber-insulated R 
type or of some other approved type. 


(2) Where fixed conductors of No. 18 or No. 16 
B. & S. gauge are used in a Class 1 remote-control or 
signal-circuit, they shall have insulation at least equal 
to the insulation of the rubber-insulated RF-32 type or 
the thermoplastic-insulated fixture wire TF type. 
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(3) Conductors approved for the purpose and 
having rubber insulation of less than one thirty-second 
of an inch or having other kinds of insulation may be 
used in a Class 1 remote-control or signal circuit. 
O. Reg. 324/51, s. 398. 


415. Where damage to a Class 1 remote-control 
circuit endangers or may endanger life or property, all 
conductors of the circuit shall be installed in conduit 
or electrical metallic tubing or be otherwise suitably 
protected from mechanical injury, moisture, excessive 
heat, corrosive action or other injurious condition. 


O. Reg. 324/51, s. 399. 


416. Where a group of Class 1 remote-control cir- 
cuits is used ina theatre, auditorium or similar building 
on a stage switchboard or similar device, the remote- 
control switches may be placed in the grounded con- 
ductor of a remote-control circuit. O. Reg. 324/51, 
s. 400. 


417.—(1) Conductors in Class 1 remote-control and 
signal circuits shall be protected against over-current 
in the manner required by section 358. O. Reg. 324/51, 
s. 401 (1); O. Reg. 94/58, s. 111. 


(2) Where the conductors are of No. 18 or No. 16 
B. & S. gauge, they shall be deemed to be protected 
when over-current devices rated or set at not more than 
15 amperes are used. 


(3) Where Class 1 remote-control and signal cir- 
cuits have main-circuits and branch-circuits, and the 
operating voltage does not exceed 30 volts, the branch- 
circuits need not be individually protected against over- 
current. O. Reg. 324/51, s. 401 (2, 3). 


418.—(1) In Class 1 remote-control and signal cir- 
cuits, the over-current devices shall be located at the 
point at which the conductor to be protected receives 
its supply. 


(2) Where the over-current device protecting a 
larger conductor also protects a small conductor, over- 
current devices may be dispensed with in the smaller 
conductor. O. Reg. 324/51, s. 402. 


419, Class 1 remote-control and signal circuits that 
extend aerially beyond a building shall comply with 
the provisions of sections 202, 203, 204, 206, 207, 208 
and 209. O. Reg. 324/51, s. 403. 

Class 1 and signal 


420. Where remote-control 


circuits, 


(a) are supplied by transformers from systems 
having a nominal voltage to ground of more 
than 150 volts; or 


(b) are run overhead outside buildings in such 
manner as to be subject to accidental contact 
with power conductors operating at a potential 
exceeding 300 volts between conductors, 


the circuits shall be grounded in accordance with 
Part VII. O. Reg. 324/51, s. 404. 


LIMITATION OF CLASS 2 REMOTE-CONTROL AND 
SIGNAL CIRCUITS 


421.—(1) Where the current is limited in a Class 2 
remote-control or signal circuit by means of over- 
current protection, both the protection and its mount- 
ing shall be such as are approved for the purpose. 


(2) Over-current protection of different rating shall 
not be of an interchangeable type. 


(3) The over-current protection may be an integral 
part of a transformer or other power-supply device 
approved for the purpose. O. Reg. 324/51, s. 405. 


422.—(1) Transformer devices supplying Class 2 
remote-control or signal circuits shall be, 


(a) of a type approved for the purpose; and 


(b) restricted in their rated output to not more 
than 100 volt-amperes. 


(2) The devices shall bear plainly visible markings 
showing the voltage to be applied to the circuit and 
whether or not they are of the current-limiting type. 


(3) A transformer shall be considered to have a 
rated output not exceeding 100 volt-amperes if the 
approximate temperature limit is reached at 100 volt- 
ampere load. O. Reg. 324/51, s. 406. 


OF CLASS 2 REMOTE-CONTROL 
SIGNAL CIRCUITS 


INSTALLATION AND 


423.—(1) In Class 2 remote-contro! and signal cir- 
cuits, the conductors and equipment on the supply 
side of over-current protection, transformers or current- 
limiting devices shall be installed in accordance with 


Part III. 


(2) Where the transformers or other devices are 
supplied from electric-lighting or electric-power circuits, 
the transformers or devices shall be protected by an 
over-current device rated or set at not more than 15 
amperes. O. Reg. 324/51, s. 407. 


424.—(1) In Class 2 remote-control and signal cir- 
cuits, the conductors on the load side of over-current 
protection, transformers or current-limiting devices 
shall be insulated and separated from the conductors 
of electric-light and electric-power circuits. 


(2) Open conductors in the remote-control or signal 
circuits shall be, 


(a) separated by at least two inches from light or 
power conductors that are not contained in 
a race-way ; Or 


(b) encased in approved, non-metallic, flexible 
tubing or in porcelain tubes or an equivalent 
device. 


(3) The conductors on a Class 2 remote-control or 
signal circuit shall not be placed in any race-way, com- 
partment, outlet, junction box or similar fitting with 
the conductors of, 


(ara: Class 1 remote-control or signal circuit; or 
(b) light and power circuits, 


unless the conductors of the two circuits are separated 
by a suitable barrier. 


(4) Subsection 3 does not apply where the con- 
ductors of a power circuit are in the compartment, 
outlet, junction box or similar fitting for the sole 
purpose of supplying power to the remote-control or 
signal circuit. 


(5) The conductors of a Class 2 remote-control or 
signal circuit may be run in the same shaft with con- 
ductors for light or power where, 


(a) the two systems are separated by at least two 
inches; or 


(b) the conductors of either system are encased 
in non-metallic flexible tubing. O. Reg. 
324/51, s. 408 (1-5). 


(6) Where the conductors of a Class 2 remote- 
control or signal circuit are installed in a hoist-way, 
the conductors shall be installed in rigid conduit, 
electrical metallic tubing or M.I. copper-clad cable. 
O. Reg. 94/58, s. 112. 


425. Where conductors of a Class 2 remote-control 
or signal circuit are bunched together in a vertical run 
in a shaft, they shall, 
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(a) have a fire-resisting covering capable of pre- 
venting the carrying of fire from floor to floor; 


(6) be encased in non-metallic flexible tubing; or 


(c) be located in a fire-proof shaft having incom- 
bustible fire-stops at each floor. O. Reg. 
324/51, s. 409. 


426. Where Class 2 remote-control or signal circuits 
extend beyond a building and are run in such manner 
as to be subject to accidental contact with light or 
power conductors operating at a potential exceeding 
300 volts between conductors, the conductors of the 
remote-control or signal circuit shall be protected and 
grounded in the manner reauired by sections 1110 to 
1116. O. Reg. 324/51, s. 410. 


PART VII 
GROUNDING 
SYSTEMS AND CIRCUITS 


427.—(1) Every two-wire direct-current system 
supplying interior wiring and operating at not more than 
300 volts between conductors shall be grounded. 


(2) Subsection 1 does not apply where the system 
is used solely for supplying industrial equipment in a 
building and the circuit is equipped with a ground- 
detector. 


(3) Every two-wire direct-current system operating 
at more than 300 volts between conductors shall be 
grounded if a neutral point can be established so that 
the maximum difference of potential between the 
neutral point and any other point on the system does 
not exceed 300 volts. 


(4) Two-wire direct-current systems shall not be 
grounded if the voltage to ground of either conductor 
exceeds 300 volts after grounding. O. Reg. 324/51, 
s. 411. 


428. The neutral conductor of every three-wire 
direct-current system supplying interior wiring shall 
be grounded in the manner required by section 434. 
O. Reg. 324/51, s. 412. 


429.—(1) Subject to sections 431 and 432, every 
alternating-current system operating at a potential of 
not more than 150 volts to ground and supplying 
interior wiring and every interior alternating-current 
wiring system shall be grounded. 


(2) Where, under section 58, the neutral con- 
ductor of a consumer’s service is bare, the system shall 
be grounded. O. Reg. 324/51, s. 413. 


439. Electric furnace circuits may, but need not, 
be grounded. O. Reg. 324/51, s. 414. 


_ 431. Where electric cranes operate over combustible 
fibres in Class III hazardous locations, as define in 
section 715, the circuits for the cranes shall not be 
grounded. O. Reg. 324/51, s. 415. 


432.—(1) Circuits operating at less than 50 volts 
shall be grounded, 


(a) subject to clause a of subsection 1 of section 
447, where they are supplied by transformers 
from systems having a potential of more than 
150 volts to ground; 


(b) where supplied by transformers from un- 
grounded systems; or 


(c) where run overhead outside buildings. 


(2) In every other case, circuits operating at less 
than 50 volts may, but need not, be grounded. O. Reg. 
324/51, s. 416. 


LOCATION OF GROUNDING CONNECTIONS 


433.—(1) Where wiring systems, circuits, electrical 
equipment, arresters, cable armour, conduit and other 
metal race-ways are grounded as a protective measure, 
the grounding shall be so arranged that there is no 
objectionable passage of current over the grounding 
conductors. 


(2) The temporary currents that are set up under 
accidental conditions while the grounding conductors 
are performing their intended protective functions 
shall not be considered as objectionable. 


(3) Where, through the use of multiple grounds, an 
objectionable flow of current occurs over the grounding 
conductor, 


(a) one or more of the grounds shall be abandoned; 


(b) the location of the grounds shall be changed; 


(c) the continuity of the conductor between the 
grounding connections shall be suitably in- 
terrupted; or 


other effective action shall be taken to limit 
the current. O. Reg. 324/51, s. 417. 


(d 


434. Where direct-current systems are grounded, 
the grounding connection shall be made at one or more 
supply stations but shail not be made at individual 
services or elsewhere on interior wiring. O. Reg. 314/51, 


s. 418. 


435.—(1) Subject to section 433, where an alter- 
nating-current circuit is grounded, the grounding con- 
nection shall be to a grounding electrode at each 
individual service. 


(2) The connection shall be made on the supply side 
of the service-disconnecting means. 


(3) Where a secondary distribution system is 
grounded, it shall have at least one additional connec- 
tion to a grounding electrode at the transformer or 
elsewhere. 


(4) Subject to section 436, no grounded circuit 
conductor on the load side of the service-disconnecting 
means shall be connected to a grounding electrode. 
O. Reg. 324/51, s. 419. 


436.—(1) Where two or more buildings are served 
by the same service, the grounded circuit conductor of 
the wiring system of any of the buildings using one 
branch-circuit supplied from the service may be con- 
nected to a grounding electrode at the building. 


(2) Where a building uses two or more branch- 
circuits supplied from the service, or where the building 
houses live stock, the grounded circuit conductor shall 
be connected to a grounding electrode at the building. 
O. Reg. 324/51, s. 420. 


437.—(1) In alternating-current interior wiring sys- 
tems, the conductor to be grounded shall be, 


(a) in single-phase two-wire systems, the identified 
conductor; 


(b) in single-phase three-wire systems, the identi- 
fied neutral conductor; 


(c) in multi-phase systems having one wire com- 
mon to all phases, the identified common con- 
ductor; 


(d) in multi-phase systems having one phase 
grounded, the identified conductor; and 
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in multi-phase systems in which one phase is 
used as a single-phase three-wire system, the 
identified neutral conductor. 


(2) In multi-phase systems in which one phase is 
used as a single-phase three-wire system only one phase 
shall be grounded. O. Reg. 324/51, s. 421. 


438.—(1) Where an interior wiring system or cir- 
cuit is required to be grounded and is not connected 
to an exterior secondary distribution system, the 
grounding-connection shall be made at the transformer, 
generator or other source of supply or at the switch- 
board. 


(2) Where the grounding connection is made at the 
switchboard, it shall be made on the supply side of the 
first switch controlling the system. O. Reg. 324/51, 
s. 422. 


CONDUCTOR ENCLOSURES 

439. Where conductive materials enclosing electric 
conductors are exposed, they shall be grounded so as 
to prevent a potential above ground on the enclosures. 
O. Reg. 324/51, s. 423. 


440. Where service race-ways, service-cable sheaths 
or service-cable armour are of metal, they shall be 
grounded. O. Reg. 324/51, s. 424. 


441.—(1) Metal enclosures for conductors, other 
than service conductors, shall be grounded. 


(2) Subsection 1 does not apply where the metal 
enclosures are, 


(a) installed in runs of less than twenty-five feet; 


(b) free from probable contact with ground or 
grounded metal; and 


(c) guarded at all points within reach from 
grounded surfaces. O. Reg. 324/51, s. 425, 


(3) Single-conductor metal-sheathed cables run in 
ducts of insulating material shall, 


(a) each be installed in a separate duct; and 


(6) have their sheaths isolated from ground except 
at the supply end where the sheaths shall be 
bonded together and grounded. O. Reg. 
94/58, s. 113. 


442.—(1) Metal race-ways shall, where practicable, 
be kept at least six feet from lightning-rod conductors. 


(2) Where it is not practicable to secure six feet 
separation, the race-ways and lightning-rod conductors 
shall be bonded together. O. Reg. 324/51, s. 426. 


EQUIPMENT — 


443. Where conductive materials enclose electrical 
equipment or form an enclosing part of the equipment, 
they shall be grounded so as to prevent a potential 
above ground on the equipmentt. O. Reg. 324/51, 
s. 427. 


444.—(1) The exposed non-current-carrying metal 
parts of fixed electrical equipment shall be grounded, 
where the equipment, 


(a) is supplied by means of metal-clad wiring; 


(b) 


is located in a wet place and is not isolated; 
(c) is located within reach of a person who can 
make contact with any grounded surface or 
object; 


(d) is located within reach of a person standing 
on the ground; 

(e) is in a hazardous location, as defined in Part 
ON e 

(f) is in electrical contact with metal or metal 
lath; or 

(g) operates with any terminal at more than 150 


volts to ground. O. Reg. 324/51, s. 428 (1). 

_ (2) Notwithstanding that the equipment operates 
with any terminal at more than 150 volts to ground, 
grounding may be dispensed with, where the equipment 
consists of, 


circuit-breakers 


(a) enclosures for switches or 
accessible only to qualified persons; or 

(b) metal frames of electrically-heated devices, 
where an inspector is satisfied that the frames 
are permanently and effectively insulated 
from ground. O. Reg. 324/51, s. 428 (2); 
O. Reg. 94/58, s. 114. 

445. The exposed non-current-carrying metal parts 
of, 

(a) frames of motors; 

(b) cases of controllers for motors other than lined 
covers of snap-switches; 

(c) electrical equipment of elevators and cranes; 

(d) electrical equipment in garages, theatres and 
motion-picture studios, other than pendent 
lamps on circuits of not more than 150 volts 
to ground; 

(e) motion-picture projection equipment; 

(f) electric signs and associated equipment; 

(g) generator frames in an electrically operated 
organ, where the generator is not effectively 
insulated from ground; 

(h) structures supporting switching equipment and 


switchboard frames, other than frames of 
direct-current single-polarity switchboards, 
which are effectively insulated; and 


(1) X-ray tubes used in therapy, 


shall be grounded regardless of the voltage rating of 
the equipment. O. Reg. 324/51, s. 429. 


446.—(1) The metal parts of, 


(a) frames and tracks of electrically-operated 


cranes; 
(b) metal frames of non-electrically driven elevator 
cars to which electric conductors are attached; 
(c) hand-operated metal shifting-ropes or cables 
of electric elevators; and 

(d) metal partitions, grill work and other en- 
closures around electrical equipment carrying 
voltages in excess of 750 volts between con- 
ductors, 


shall be grounded. 


(2) Where the metal enclosures are in sub-stations 
or vaults under the sole control of the supply authority, 
the grounding may be dispensed with. O. Reg. 324/51, 
s. 430. 
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447.—(1) The exposed non-current-carrying metal 
parts of portable electrical equipment, other than a 
guarded motor, shall be grounded, where the equipment 
is, 


(a) used without insulating transformers in a 
hazardous location; 


(b) operated at more than 150 volts to ground; 


(c) an enclosure for X-ray tubes used in therapy; 
or 


(d) a portable appliance that is required by an 
inspector or by a specification to be provided 
with a grounding-conductor. O. Reg. 324/51, 
Che SiG Oe 


(2) Where it is impractical to ground the metal 
frames of electrically-heated appliances, the grounding 
may be dispensed with where an inspector is satisfied 
that the frames are permanently and effectively in- 
sulated from ground. O. Reg. 94/58, s. 115. 


448.—(1) Metal frames and cases of electrical 
equipment shall, where practicable, be separated at 
least six feet from lightning-rod conductors. 


(2) Where it is not practicable to secure six feet 
separation, the metal frames and cases and the lightning- 
rod conductors shall be bonded together. O. Reg. 
324/51, s. 432. 


METHODS OF GROUNDING 


449. The path to ground from circuits, electrical 
equipment and conductor enclosures shall, 


(a) be permanent and continuous; 


(6) have a current-carrying capacity adequate to 
conduct safely any currents likely to be im- 
posed on it; and 


(c) have an impedance sufficiently low to limit 
the potential above ground and to facilitate 
the operation of the over-current devices in 
the circuit. O. Reg. 324/51, s. 433. 


450. The grounding conductor may be connected 
to the grounded circuit-conductor in the service box 
on the supply side of the service-disconnecting means. 


O. Reg. 94/58, s. 116. 


451. The grounding conductor for circuits may also 
be used to ground equipment, conduit, service conduit, 
cable sheath, service equipment and other metal race- 
ie or enclosures for conductors. O. Reg. 324/51, 
S. : 


452. Where an alternating-current system is con- 
nected to a grounding electrode in or at a building, as 
required by sections 435 and 436, the same electrode 
shall be used to ground wire enclosures and electrical 
equipment in or on the building. O. Reg. 324/51, 
s. 436. 


453.—(1) Where an underground service-cable is 
served from a continuous underground metal-sheathed 
cable-system and the sheath or armour of the service- 
cable is metallically connected to the underground sys- 
tem, the sheath or armour of the service-cable shall not 
be required to be grounded at the building if it is 
insulated from the interior conduit or piping. 


(2) Where a metal-sheathed service cable is served 
from a continuous underground metal-sheathed cable- 
system and is bonded to the underground system and is 
contained in an underground service conduit, the 
conduit shall not be required to be grounded at the 
building if it is insulated from the interior conduit or 
piping. O. Reg. 324/51, s. 437. 


454.—(1) Where isolated sections of metal race-way 
or cable armour are required to be grounded, they shall, 
where practicable, be grounded by connection to other 
grounded race-way or armour. 


(2) Where it is not practicable to connect the 
sections to other grounded race-way or armour, they 
shall be grounded in the manner prescribed by sub- 
sections 2 and 3 of section 455. O. Reg. 324/51, s. 438. 


455.—(1) Where metal boxes, cabinets and fittings 
and the non-current-carrying metal parts of other fixed 
electrical equipment are metallically connected to 
grounded cable-armour or metal race-way, they shall 
be deemed to be grounded by that connection. O. Reg. 
324/51, s. 439 (1). 


(2) Where boxes, cabinets, fittings or parts are not 
metallically connected to grounded cable armour or 
race-way, they shall be grounded, 


(a) by a grounding conductor run with a circuit 
conductor in a wire-assembly; 


(b) by a separate grounding conductor installed 
in the same manner as the grounding conduc- 
tor for conduit; or 


(c) by any other means of grounding satisfactory 
to an inspector. O. Reg. 324/51, s. 439 (2); 
O. Reg. 94/58, s. 117. 


_ (3) Where a grounding conductor is run with a 
circuit conductor in wire assemblies, the grounding 
conductor shall be uninsulated. 


(4) Where a grounding conductor is provided with 
an individual covering and is run in a race-way with 
other conductors, the covering of the grounding con- 
ductor shall be finished to show a green colour. O. Reg. 
324/51, s. 439 (3, 4). 


456.—(1) Electrical equipment mounted on and 
securely held in metallic contact with the grounded 
structural metal frame of a building shall be deemed 
to be grounded thereby. 


(2) Where an elevator machine has been grounded 
in accordance with this Part, metal car-frames supported 
by metal hoisting-cables attached to or running over 
the sheaves or drums of the elevator machine shall be 
deemed to be grounded thereby. O. Reg. 324/51, 
s. 440. 


457.—(1) Where the non-current-carrying metal 
parts of portable equipment are required to be grounded, 
they shall be grounded by means of, 


(a) the metal enclosure of the conductors feeding 
the equipment, where an approved multi- 
prong plug that automatically establishes 
grounding is used; or 


(b) a grounding conductor run with the circuit 
conductors in cable assemblies or in flexible 
cords, where an approved multi-prong plug 
that automatically establishes grounding is 
used. 


(2) Where grounding is secured under clause 0 of 
subsection 1, 


(a) the grounding conductor may be insulated but, 
where an individual covering is provided for 
the conductor, it shall be finished to show a 
green colour; and 


(b) the grounding conductor shall not be smaller 
than No. 16 B. & S. gauge, if uninsulated, or 
No. 18 B. & S. gauge, if insulated, and shall 
be at least the same size as the current- 
carrying conductors, but in cords of No. 12 
B. & S. gauge and larger, the grounding con- 
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ductor may be two B. & S. gauge sizes smaller 
than the other conductors in the cord. O. Reg. 
324/51, s. 441. 


458. The grounded circuit conductor on the load side 
of the connection to ground shall not be used for 
grounding equipment, cable armour or metal race-ways 
without the permission of aninspector. O. Reg. 324/51, 
s. 442; O. Reg. 94/58, s. 119. 


459. Electrolytic-type water heaters shall not be 
connected to a grounded single-phase alternating- 
current circuit unless, 


(a) a copper grounding-conductor of the size pre- 
scribed by section 477 or of No. 12 B. & S. 
gauge, whichever is the larger, is run so as 
to connect the frame of the heater to the 
grounded conductor of the circuit at the 
service box; and 

(b) the grounded conductor of the circuit is 

grounded at the service box to a grounding 

system. O. Reg. 324/51, s. 443. 


460. The grounded service-conductor on the supply 
side of the service-disconnecting means may be used 
for grounding meter-housing and service equipment. 
O. Reg, 324/51, s. 444. 


BONDING 


'461.—(1) Where a service is supplied from an over- 
head distribution system, the electrical continuity of 
the grounding circuit for, 


(a) the service race-ways or the armour or sheath 
of the service cable; 


all service-equipment enclosures, including 
meter fittings, boxes and the like, containing 
service entrance-conductors interposed in the 
service race-way or armour; and 


(d) 


any conduit or armour forming part of the 
egrounding-conductor to the service race-way, 


(c) 


shall be ensured. 


(2) Electrical continuity at service equipment shall 
be ensured by, 


bonding the equipment to the grounded 
service-conductor in the manner prescribed by 
section 485; 


(a) 


the use of threaded couplings and threaded 
bosses on enclosures; 


the use of threadless couplings made-up tight, 
where electrical metallic tubing is used; 


(d) 
(e) 


(3) Locknuts and bushings shall not be used for 
the purpose of subsection 2. 


the use of bonding jumpers; or 


other devices approved for the purpose. 


(4) Where rigid conduit is connected to service 
equipment by threaded couplings and bosses, the joints 
shall be tight. 


(5) Where the service equipment has concentric or 
eccentric knock-outs, bonding jumpers shall be used. 


(6) Where the equipment, conduit, couplings or 
fittings are painted, enamelled or covered by any other 
non-conductive protective coating, the coating shall be 
removed from threads and other contact surfaces in 
such manner as to ensure a good electrical connection. 
O. Reg. 324/51, s. 445. 
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462. Where the metallic armour or tape of service 
cable is in continuous electrical contact with an unin- 
sulated grounded service-conductor, the metal covering 
of the cable shall be deemed to be adequately grounded. 
O. Reg. 324/51, s. 446. 


463. Where a metal race-way or metal-sheathed 
cable contains a conductor of more than 150 volts to 
ground, the electrical continuity of the race-way or 
cable shall be ensured by, 


(a) one of the methods prescribed by clauses 3, ¢, 
d and e of subsection 2 of section 461; 

(6) where the race-way or cable is connected to 

conduit or armoured cable, by the use of a 

threadless fitting; or 


where the race-way or cable is connected to a 
box or cabinet, by the use of one locknut 
inside the box or cabinet and one locknut 
outside the box or cabinet. O. Reg. 324/51, 
s. 447. 


(c) 


464.—(1) The expansion joints and_ telescoping 
sections of race-ways shall be made electrically con- 
tinuous by the use of bonding jumpers or other approved 
means. 


(2) Metal-trough race-ways used in connection with 
sound-recording and sound-reproducing equipment and 
made up in sections shall contain a grounding-conductor 
to which each section shall be bonded. O. Reg. 324/51, 
s. 448. 


465. In hazardous locations, regardless of the volt- 
age involved, the electrical continuity of metallic race- 
ways, boxes and similar electrical equipment shall be 
ensured by the use of one of the methods prescribed by 
clauses a, 6, c and d of subsection 2 of section 461. 
O. Reg. 324/51, s. 449. 


466. Where bonding jumpers are used, they shall, 


(a) be of copper or other corrosion-resistant 
material; 
(6) be of sufficient size to have current-carrying 


capacity not less than the current-carrying 
capacity required for the corresponding 
grounding-conductor; 
(c) where attached to cabinets, circuits, conduits 
or similar equipment, be attached in the 
manner prescribed by section 485; and 
(d) where used between grounding-electrodes or 
around water-meters and similar objects, be 
attached in the manner prescribed by section 
486. O. Reg. 324/51, s. 450. 


GROUNDING ELECTRODES 


467.—(1) Where a continuous metallic water-piping 
system used for public water-supply is available, it shall 
be used as a grounding electrode. 


(2) Where a continuous metallic water-piping sys- 
tem used for public water-supply is not available, a 
continuous metallic water-piping system used for private 
water-supply or a metallic water-well casing and the 
piping connected thereto shall be used as the grounding 
electrode. 


(3) Where a system or casing referred to in sub- 
section 1 or 2 is not available, a multiple-grounded 
neutral grid shall be used as the grounding electrode. 


(4) Where there is no grounding electrode as re- 
ferred to in subsections 1, 2 and 3, an approved artificial 
ground-electrode or ground-electrodes shall be used. 
O. Reg. 324/51, s. 451. 
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468.—(1) Artificial ground-electrodes shall consist 
of metal pipes, conduit or rods driven into earth, metal 
plates buried in the earth or other pipes approved for 
the purpose. O. Reg. 94/58, s. 120. 


(2) Where metal pipe or conduit is used as a ground- 
electrode it shall, 


(a) have an internal diameter of not less than 
three-quarters of an inch; 


(b) if of iron or steel, be galvanized; 


(c) where of less than standard commercial length, 
be of one piece; and 


(d) have clean metal surfaces not covered with 
paint, enamel or other materials that limit 
conductivity. 


(3) Where steel or iron rod is used as a ground- 
electrode, it shall have a diameter of at least five-eighths 
of an inch. 


(4) Where an approved rod of non-ferrous metal is 
used as a ground-electrode, it shall have a diameter of 
not less than one-half of an inch. 


(5S) Where a plate is used as a ground-electrode, it 
shall, 


(a) present not less than two square feet of surface 
to exterior soil; 


(6) if of iron or steel, be at least one-quarter of 
an inch thick; or 


(c) if of non-ferrous metal, be at least 0.06 inch 
thick. O. Reg. 324/51, s. 452 (2-5). 


469.—(1) Artificial ground-electrodes shall be buried 
at least ten inches below permanent moisture-level. 


(2) Where pipe or rod is used as a ground-electrode, 
it shall be driven to a depth of at least ten feet but, 
where rock bottom is encountered at a depth of more 
than four feet, it shall be sufficient to drive the pipe or 
rod to rock bottom. 


(3) Where rock bottom is encountered at a depth 
of less than four feet, the electrodes shall be buried ina 
horizontal trench and, where pipe or rod is used, it shall 
be at least ten feet long. 


(4) Every electrode shall be separated by at least 
six feet from any other electrode, including an electrode 
used for signal circuits, radio, lightning-rods or any 
other purpose. O. Reg. 324/51, s. 453. 


479.—(1) Buried and driven electrodes shall, where 
practicable, have a combined resistance to ground not 
greater than 25 ohms. 


_ (2) Where the resistance of any electrode to ground 
is more than 25 ohms, two or more electrodes connected 
in parallel shall be used. O. Reg. 324/51, s. 454. 


471.—(1) Where other effective grounds are avail- 
able, the rails or other grounded conductors of electric- 
railway circuits shall not be used as a ground for any- 
thing other than railway lightning-arresters, railway 
equipment and the conduit, armoured-cable, metal 
race-way and similar equipment used in connection 
therewith. 


(2) The rails or other grounded conductors of 
electric-railway circuits shall not be used for grounding 
interior wiring systems other than the interior wiring 
systems supplied from the railway circuit. O. Reg. 
324/51, s. 455. 


472. Lightning-rod conductors and driven pipes, 
rods and other electrodes, other than buried metallic 


water-piping systems, used for grounding lightning- 
rods shall not be used for grounding wiring systems or 
other electrical equipment. O. Reg. 324/51, s. 456. 


GROUNDING-CONDUCTORS 


473.—(1) The grounding-conductor of a_ wiring 
system, whether also used for grounding electrical 
equipment or not, shall be of copper or other corrosion- 
resistant material having a current-carrying capacity 
equivalent to the current-carrying capacity of the 
copper conductor specified for the purpose by sections 
475 and 476. 


(2) The conductor may be solid or stranded and 
insulated or bare. 


(3) A grounding-conductor, other than a bus-bar, 
shall be without joint or splice throughout its length. 


(4) Where a grounding-conductor is not of copper, 
its electrical resistance per linear foot shall not exceed 
and its tensile strength shall not be less than the 
electrical resistance and tensile strength required of a 
copper conductor used for the same purpose. 


(5) The grounding-conductor for equipment, con- 
duit and other metal race-ways, and metal enclosures 
for conductors shall be, 


(a) a stranded or solid, insulated or bare, con- 
ductor of copper or other corrosion-resistant 
material; 


(b) a bus-bar; 

(c) a rigid conduit; 

(d) a steel pipe; or 

(e) electrical metallic tubing, 


but, where conditions favourable to corrosion exist, a 
grounding-conductor of copper or other corrosion- 
resistant material shall be used. O. Reg. 324/51, 
s. 457. 


(6) Any conductor of M.I. copper-clad cable may 
be used as a grounding conductor if it is permanently 
marked at the time of installation so that it can be 
readily distinguished from the other conductors. 


(7) The sheaths of M.I. copper-clad cable and 
aluminum-sheathed cable may be used as grounding 
conductors for exposed non-current-carrying metal 
parts. O. Reg. 94/58, s. 121. 


474.—(1) Where a grounding-conductor is of No. 4 
B. & S. gauge or larger, it may be attached to the 
surface on which it is carried without the use of knobs, 
tubes or insulators and, unless it is exposed to severe 
mechanical injury, it is not required to be protected. 


(2) Where a grounding-conductor of No. 6 or a 
larger B. & S. gauge is not exposed to mechanical injury, 
it may be run along the surface of a building, without 
metal covering or protection, but it shall be rigidly 
stapled to the surface of the building. 


(3) Where a _ grounding-conductor of No. 6 
B. & S. gauge is exposed to mechanical injury, it shall 
be run in conduit, electrical metallic tubing or cable 
armour. 


(4) Every metallic enclosure for a grounding- 
conductor shall be continuous from the point of attach- 
ment to the cabinet or equipment to the grounding- 
electrode and shall be securely fastened to the ground 
clamp or fitting. O. Reg. 324/51, s. 458 (1-4). 


(5) Where a grounding-conductor is smaller than 
No. 6 B. & S. gauge, it shall be installed and protected 
in the same manner as the circuit conductors. O. Reg. 
94/58, s. 122. 
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(6) Where rigid metallic conduit or steel pipe is 
used as a grounding-conductor, it shall be installed in 
accordance with Part III. O. Reg. 324/51, s. 458 (S). 


475.—(1) The grounding-conductor for a direct- 
current supply-system or generator shall have a 
current-carrying capacity not less than the current- 
carrying capacity of the largest conductor supplied by 
the system but, where the grounded circuit-conductor 
is a neutral derived from a balancer-winding or a 
balancer set, the size of the grounding-conductor shall 
not be less than the size of the neutral conductor. 


(2) The grounding-conductor shall in no case be 
smaller than No. 8 B. & S. gauge copper. O. Reg. 
324/51, s. 459. 


476.—(1) Where the largest conductor in the 
grounded service has a size shown in column 1 of 
‘Table 34, the size of, 


(a) the grounding-conductor for an alternating- 
current system; or 


(6) a common grounding-conductor, 


shall be not less than the size prescribed in column 2 of 
the Table for copper wire. 


(2) Where a grounding-conductor is connected to 
the electrodes referred to in sections 468, 469 and 470, 
the grounding-conductor is not required to have 
a current-carrying capacity greater than the current- 
carrying capacity of No. 6 B. & S. gauge copper wire. 
O. Reg. 324/51, s. 460. 


477.—(1) Where conduit, cable-sheath, cable- 
armour, a metal race-way, a metal enclosure for 
conductors, or electrical equipment, 


(a) forms part of or is used in connection with an 
electrical circuit having automatic over- 
current devices rated or set at not more than 
a number of amperes shown in column 1 of 


Table 35; and 
(6) is required to be grounded, 


the size of the grounding conductor shall be the size pre- 
scribed in, 


(c) column 2 of the Table, where the grounding 
conductor is copper wire; 


(d) column 3 of the Table, where the grounding 
conductor is conduit or pipe; or 


(e) column 4 of the Table, where the grounding 
conductor is electrical metallic tubing. 


" §(2) Where the grounding-conductor is connected 
to an electrode referred to in sections 468 and 469, 
the grounding-conductor is not required to have a 
current-carrying capacity greater than the current- 
carrying capacity of No. 6 B. & S.. gauge copper wire. 
O. Reg. 324/51, s. 461. ; 


478.—(1) Where the conductors of portable or pen- 
dent equipment are protected by fuses or circuit- 
breakers rated or set at not more than 15 amperes, No. 
18 B. & S. gauge copper conductor may be used as a 
grounding-conductor for the equipment. 


(2) Where conductors of No. 16 or No. 18 B. & S. 
gauge copper are used for grounding portable equip- 
ment, the conductors shall be part of an approved 
flexible cord. 


(3) Where portable or pendent equipment is pro- 
tected by fuses or circuit-breakers rated or set at more 
than 15 amperes, the grounding-conductor for the 
equipment shall be of a size not less than the size pre- 
scribed in columns 2, 3 or 4 of Table 35 for the type of 
grounding conductor used and the rating or setting of 
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the fuses or circuit-breakers as shown in column 1 of 
the Table. O. Reg. 324/51, s. 462. 


479. The isolated non-current-carrying metal parts 
of outline lighting-systems may be bonded together by 
a No. 14 B. & S. gauge conductor protected from 
mechanical injury but the group as bonded shall be 
grounded by a grounding-conductor complying with 
section 477, O. Reg. 324/51, s. 463. 


480. A grounding-conductor may be run in the 
same metal race-way as other conductors of the system 
to which it is connected. O. Reg. 324/51, s. 464. 


481. No automatic cut-out or switch shall be placed 
in the grounding-conductor of an interior wiring- 
system unless the opening of the cut-out or switch 
disconnects all sources of energy. O. Reg. 324/51, 
s. 465. 


GROUNDING-CONDUCTOR CONNECTIONS 


482. Where a grounding-conductor is connected to 
interior metal race-ways, cable-armour and the like, 
the point of connection shall, 


(a) be as near as is practicable to the source of 
supply; and 


(6) be such that no race-way or cable-armour is 
grounded through a run of grounding-con- 
ductor of lesser size than the size required by 
section 477. O. Reg. 324/51, s. 466. 


483.—(1) Where the grounding-electrode is a metal- 
lic water-piping system to which a common grounding- 
conductor or the grounding-conductor of a system is 
attached, the point of attachment shall be, 


(a) on the street side of the water-meter; or 


(b) on a cold-water pipe of adequate current- 
carrying capacity and as near as practicable 
to the point of entrance of the water service 
into the building. 


(2) Where practicable, the point of attachment shall 
be accessible. 


(3) Where the point of attachment is not on the 
street side of the water-meter, the metallic water-piping 
system shall be made electrically continuous by bonding 
together all parts of the system between the point of 
attachment and the street side of the water-meter or 
the pipe entrance. 


(4) Electrical equipment may be grounded to a 
cold-water pipe near the equipment. O. Reg. 324/51, 
s. 467, 


484.—(1) Where the grounding-conductor is at- 
tached to a grounding electrode permitted by section 
467 or,469, other than the metallic water-piping system, 
the point of attachment shall be such as ensures a 
permanent ground. 


(2) Where practicable, the point of attachment shall 
be accessible. O. Reg. 324/51, s. 468. 


485.—(1) Where grounding-conductors, bonds or 
bonding jumpers are connected to circuits, conduits, 
cabinets, electrical equipment or like objects that are 
to be grounded, the connection shall be made by means 
of suitable lugs, pressure connectors, clamps or other 
approved means. 


(2) Connections that depend upon solder shall not 
be used. O. Reg. 324/51, s. 469. 


486.—(1) Grounding-conductors shall be attached 
to grounding electrodes by, 


(a) approved bolted clamps of cast bronze, brass, 
or plain or malleable cast-iron; 
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(b) pipe-fittings, plugs, or other approved devices, 
screwed into the pipe or into the fitting; or 


(c) other equally substantial approved means. 


(2) The grounding-conductor shall be connected to 
the grounding fitting by means of suitable lugs, pres- 
sure connectors, clamps, or other approved means, but 
connections that depend on solder shall not be used. 


(3) Only one conductor shall be connected to the 
grounding electrode by a single clamp or fitting, unless 
the clamp or fitting is approved for multiple-conductor 
connection. O. Reg. 324/51, s. 470. 


487. Where a ground-clamp is used on the ground- 
ing-conductor of a wiring system, it shall be of a type 
approved for the purpose. O. Reg. 324/51, s. 471. 


INSTRUMENT TRANSFORMERS, RELAYS AND CASES 


488.—(1) Where the primary windings of current- 
and-potential instrument transformers are connected 
to circuits of 300 volts or more to ground, the secondary 
circuits of the transformers shall be grounded. 


(2) Where the transformers are on switchboards, 
the secondary circuits shall be grounded irrespective of 
the voltage of the circuits. O. Reg. 324/51, s. 472. 


489. The cases and frames of instrument trans- 
formers shall be grounded but, where the primary 
circuit of a current transformer is not over 150 volts to 
ground and the transformer is used solely to supply 
current to meters, the case of frame of the current 
aoe need not be grounded. O. Reg. 324/51, 
s. 473. 


490.—(1) Where instruments, meters and relays, 
(@) are not located on switchboards; 


(b) operate with windings or working parts at 
between 300 and 750 volts to ground; and 


(¢) are accessible to other than qualified persons, 


the cases and other exposed metal parts of the instru- 
ments, meters and relays shall be grounded. 


(2) Where instruments, meters and relays, 


(a) operate with windings or working parts at 750 
volts or less to ground; 


(b) are on switchboards having no live parts on 
the front of the panels; and 


(c) are operated from current-and-potential trans- 
formers or are connected directly in the circuit, 


the cases of the instruments, meters and relays shall 
be grounded. 


(3) Where instruments, meters and relays, 


(a) operate with windings or working parts at 
750 volts or less to ground; 


(b) are on switchboards having exposed live parts 
on the front of the panels; and 


(c) operate from current-and-potential trans- 
formers or are connected directly in the circuit, 


the cases of the instruments, meters and relays shall not 
be grounded but, where the voltage to ground exceeds 
150 volts, mats of insulating rubber or other suitable 
floor-insulation shall be provided for the operator. 
O. Reg. 324/51, s. 474. 


491.—(1) Where instruments, meters and relays 
have current-carrying parts over 750 volts to ground 


they shall be isolated by elevation or protected by 
suitable barriers or by grounded metal covers or guards 
or by insulating covers or guards. 


(2) The cases of the meters, relays and instruments, 
other than electrostatic ground detectors, shall not be 
grounded. 


(3) In electrostatic ground detectors, the internal 
ground segments of the instrument shall be connected 
to the instrument case and shall be grounded and the 
ground detector shall be isolated by elevation. O. Reg. 
324/51, s. 475. 


492. Where the grounding-conductor for secondary 
circuits of instrument transformers and for instrument 
cases is of copper, it shall not be smaller than No. 12 
B. & S. gauge and, where it is of other metal, it shall 
have a conductivity equal to that of No. 12 B. & S. 
gauge copper wire. O. Reg. 324/51, s. 476. 


LIGHTNING ARRESTERS 


493.—(1) Where a lightning arrester is installed on 
a secondary service operating at not more than 750 
volts to ground, the connections to the service con- 
ductors and to the grounding-conductor shall be as 
short as practicable. 


(2) The grounding-conductor may be, 
(a) the grounded service conductor; 


(b) the common grounding-conductor; 


(c) the service equipment grounding-conductor; 
or 


(d) a separate grounding-conductor. 


(3) The bonding-conductors or grounding-conductor 
shall be of copper and not smaller than No. 6 B. & S. 
gauge or of equivalent corrosion-resistant material. 
O. Reg. 324/51, s. 477. 


494.—(1) Where a lightning-arrester is installed on 
a primary circuit and protects a transformer that 
supplies a secondary distribution system, the grounding- 
conductor of the lightning arrester may be inter- 
connected to the neutral conductor of the secondary 
distribution system by a metallic interconnection or 
through a spark gap. 


(2) Where an interconnection is metallic, there 
shall. be a direct grounding-connection at the arrester, 
and the grounded conductor of the secondary distribu- 
tion system shall have a separate grounding-connection 
to a continuous underground metallic water-piping 
system but, in urban areas having metallic water-piping 
systems where there are at least four water-pipe con- 
nections on the neutral and not fewer than four con- 
nections in each mile of neutral, the metallic inter- 
connection may be made to the secondary neutral 
without a direct grounding-connection at the lightning 
arrester. 


(3) Where the secondary distribution system is not 
grounded as required by subsection 2, but is grounded 
as required by section 468, the interconnection, if 
made, shall be made through a spark gap having a 
60-cycle breakdown voltage at least twice the break- 
down voltage of the primary circuit voltage, or of 15 
kilovolts, whichever is the lesser, and there shall be at 
least one other ground on the grounded conductor of 
the secondary, and that other ground shall be at least 
twenty feet from the lightning-arrester grounding- 
electrode. O. Reg. 324/51, s. 478. 


PART VIII 
ELrectric WELDERS 
495. This Part applies to electrical installations 
consisting of electric welders and is supplementary to 


and not exclusive of the sections contained in any other 
Part. O. Reg. 324/51, s. 479. 
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496. Where, in the opinion of an inspector de- 
signated by the Commission for the purpose of this 
section, the duty cycle is such as to require electric 
welders to be treated on an individual basis, the in- 
spector may require the welders to be so treated. 
O. Reg. 94/58, s. 123. 


TRANSFORMER ARC-WELDERS 


497.—(1) The supply conductors for an individual 
transformer arc-welder shall have a current-carrying 
capacity of not less than, 


(a) 100 per cent of the rated primary current of 
an automatically operated welder; or 


(6) 80 per cent of the rated primary current of 
a manually operated welder. 


(2) The supply conductors of a group of transformer 
arc-welders shall have a current-carrying capacity 
equal to the sum of, 


(a) 100 per cent of the rated primary current of 
the two largest welders in the group; 


(b) 85 per cent of the rated primary current of 
the third largest welder in the group; 


(c) 70 per cent of the rated primary current of 
the fourth largest welder in the group; and 


(d) 60 per cent of the aggregate rated primary 
current of all remaining welders in the group. 


(3) Where a high-operating duty cycle for in- 
dividual arc-welders is not possible, the current- 
carrying capacity of the supply conductors of a group 
of transformer arc-welders may, with the permission 
of an inspector, be calculated on lesser percentages than 
the percentages specified in subsection 2. O. Reg. 
94/58, s. 124. 


498.—(1) Every transformer arc-welder shall be 
provided with over-current devices rated or set at not 
more than 200 per cent of the rated primary current of 
the welder unless the over-current device protecting 
the supply conductors affords equal protection. 


(2) Every ungrounded conductor of a transformer 
are-welder shall be provided with over-current devices 
rated or set at not more than 200 per cent of the 
allowable current-carrying capacity of the conductor as 
prescribed in Table 9. 


(3) Where, 


(a) the nearest standard rating of the over-current 
device is less than the rating or setting required 
by subsection 1 or 2; or 


(b) the rating or setting required by subsection 
1 or 2 results in too frequent opening of the 
over-current device, 
the next higher rating or setting may be used. O. Reg. 
324/51, s. 482. 


— - ’ 
499.—(1) Every transformer arc-welder shall have, 


(a) a motor-circuit switch or circuit-breaker, 
having an ampere rating of not less than the 
rated primary current of the welder, installed 
in the supply connection to the welder; or 


(6) control equipment affording equivalent pro- 
tection and forming an integral part of the 
welder. 


(2) The horsepower rating of a two-pole motor- 
circuit switch shall be not less than the numerical value 
obtained by multiplying the rated primary current of 
the welder by a factor of, 
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(a) 0.1 for a 220-volt welder; 
(6) 0.2 for a 440-volt welder; and 


(c) 0.25 for a 550-volt welder. O. Reg. 324/51, 


s. 483. 


500.—(1) Every transformer arc-welder shall be 
provided with a nameplate showing, 


(a) the maker’s name; 

(6) the primary voltage; 

(c) the frequency; 

(d) the maximum primary current; 

(e) the rated primary current; 

(f) the maximum open-circuit secondary voltage; 
(g) the rated secondary current; and 

(h) the basis of rating. 

(2) The maximum primary current of a transformer 
arc-welder shall be measured while the secondary wind- 
ing of the transformer of the welder is short-circuited 
and the welder is set at the tap that places the whole 
of the primary winding in circuit. 

(3) The basis of rating shall be the duty cycle, 30- 
minute rating or 60-minute rating. O. Reg. 324/51, 
s. 484. 


MOTOR-GENERATOR ARC-WELDERS 


501. Part IV and Part V apply to motor-generator 
arc-welders, but, 


(a) the motors may be marked in amperes only; 
and 

(b) where the controller is built-in as an integral 

part of the motor-generator set and the name- 

plate of the motor is properly marked, the 

controller need not be separately marked. 

O. Reg. 324/51, s. 485. 


Ss 


RESISTANCE WELDERS 
502. In sections 496 and 503 to 509, 


(a) “rated primary current’? means the kilovolt- 
ampere rating of the welder as shown on the 
nameplate of the welder multiplied by 1,000 
and divided by the rated primary voltage 
shown on the nameplate of the welder; 


o 
oy 


“actual primary current’’ means the current 
drawn from the supply circuit during each 
welder operation at the particular heat tap 
and control setting; 


(c) ‘duty cycle’ means a_ percentage that 
expresses the relation between the time during 
which a welder is loaded and the total time 
required for one complete operation. O. Reg. 
324/51, s. 486; O. Reg. 94/58, s. 125. 


503. Where an individual seam resistance-welder or 
an individual automatically-fed resistance-welder is 
operated at different times at different values of primary 
current or duty cycle, the supply conductors shall have 
a current-carrying capacity of not less than 70 per cent 
of the rated primary current of the welder. O. Reg. 
324/51, s. 487. 


504. Where an individual manually-operated non- 
automatic resistance-welder is operated at different 
times at different values of primary current or duty 
cycle, the current-carrying capacity of the supply con- 
ductors shall be not less than 50 per cent of the rated 
primary current of the welder. O. Reg. 324/51, s. 488. 
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505. Where an individual resistance-welder oper- 
ates at known and constant values of actual primary 
current and duty cycle, the supply conductor shall have 
a current-carrying capacity of not less than the value 
obtained by multiplying the actual primary current by 
a factor which shall be, 


(a) for a duty cycle of 50 per cent, .71; 
(b) for a duty cycle of 40 per cent, .63; 
(c) for a duty cycle of 30 per cent, .55; 
(d) for a duty cycle of 25 per cent, .50; 
(e) for a duty cycle of 20 per cent, .45; 
(f) for a duty cycle of 15 per cent, .39; 
(g) for a duty cycle of 10 per cent, .32; 
(h) for a duty cycle of 7.5 per cent, .27; and 


(4) for a duty cycle of 5 per cent or less, .22. 
O. Reg. 324/51, s. 489. 


506. Where there is a group of resistance-welders, 
the supply conductor shall have a current-carrying 
capacity of not less than the sum of, 


(a) the values obtained from section 503, 504 or 
505 for the largest welder in the group; and 


(6) 60 per cent of the values so obtained for each 
of the other welders in the group. O. Reg. 
324/51, s. 490. 


507.—(1) Every resistance-welder shall have over- 
current protection rated or set at not more than 300 
per cent of the rated primary current of the welder, 
unless the over-current device protecting the supply 
conductors gives equivalent protection. 


(2) Every ungrounded conductor of a resistance- 
welder shall have over-current devices rated or set at 
not more than 300 per cent of the allowable current- 
carrying capacity of the conductor as prescribed in 
Table 9. 


(3) Where, 


(a) the nearest standard rating of the over-current 
device is less than the rating or setting required 
by subsection 1 or 2; or 


(b) the rating or setting required by subsection 
1 or 2 results in too frequent opening of the 
over-current device, 


the next higher rating or setting may be used. O. Reg. 
324/51, s. 491. 


508.—(1) Every resistance-welder shall have in- 
stalled in its supply-circuit a switch or circuit-breaker 
whereby the welder and its control equipment can be 
isolated from the supply-circuit. 


(2) The switch or circuit-breaker shall be rated at 
not less than the rating of the conductors as determined 
by sections 503 to506. O. Reg. 324/51, s. 492. 


509. Every resistance-welder shall be provided with 
a nameplate showing, 


(a) the maker’s name; 
(b) the primary voltage; 
(c) the frequency; 


(d) the rated kilovolt-ampere at 50 per cent duty 
cycle; 


(e) the maximum and minimum open-circuit 
secondary voltage; 


(f) the short-circuit secondary current at maxi- 
mum secondary voltage; and 


(g) the specified throat and gap setting. O. Reg. 
324/51, s. 493. 


PUNT 1G 
INSTALLATION OF ELECTRICAL EQUIPMENT 
GENERAL 


519.—(1) Adequate clear working space and secure 
footing shall be provided around all electrical equipment 
that requires adjustment or examination while danger 
of shock is present during operation or otherwise. 
O. Reg. 324/51, s. 494. 


_ (2) An oil burner installation shall be provided 
with a separate circuit controlled by a motor-circuit 
switch or a circuit-breaker located, 


(a) at the doorway of the furnace-room; or 


(b) where there is no furnace-room, in an acces- 
sible location that would not expose an 
operator to injury in the event of a furnace 
failure. O. Reg. 94/58, s. 126. 


511.—(1) This Regulation applies to rebuilt or 
rewound electrical equipment to the same extent as to 
new electrical equipment. 


(2) Where the rebuilding or rewinding of any 
electric machine or apparatus creates any change in its 
rating or characteristics, it shall be provided with a 
nameplate showing the name of the person or firm by 
whom such change was made and the new rating and 
characteristics of the machine or apparatus. 


(3) Where the original nameplate is removed 
during the rebuilding or rewinding, the new nameplate 
shall also show the original manufacturer's name, the 
serial number and any other identifying markings shown 
on the original nameplate. O. Reg. 324/51, s. 495. 


ROTATING ELECTRICAL MACHINERY 


512. Except as otherwise expressly permitted, 
rotating electrical machinery shall, where practicable, 
be installed only in locations in which ordinary con- 
ditions prevail. O. Reg. 324/51, s. 490. 


513. Where wood is used to insulate the frames of 
rotating electrical machinery from ground, the wood 
shall be impregnated or thoroughly coated with a suit- 
able moisture-repellent material. O. Reg. 324/51, 
s. 497 


514. Rotating electrical machinery that operates 
at a potential of more than 750 volts between con- 
ductors shall be made inaccessible. O. Reg. 324/51, 
s. 498. 


515. Every generator shall be provided with a per- 
manent nameplate showing, 


(a) the maker’s name; 
(b) the speed in revolutions per minute; 
(c) the volts and amperes; 


(d) where the generator is direct-current, the rat- 
ing in kilowatts; 


(e) where the generator is alternating-current, 
the rating in kilovolt-amperes; 


254 


(f) the time rating and normal temperature rise; 
and 


(g) where the generator is alternating-current, the 
frequency in cycles per second and the number 
of phases. O. Reg. 324/51, s. 499. 


516.—(1) Every motor shall be provided with a 
permanent nameplate showing, 


(a) the maker’s name; 


(6) the normal full-load speed in revolutions per 
minute; 


(c) the volts and amperes corresponding to the 
rating, including the rating of the secondary 
winding of a wound-rotor induction motor; 


(d) the rating in horsepower and the period of 
time during which the motor can operate at 
full rated load; and 


(e) the rated full-load temperature rise. 


(2) The period of time in clause d of subsection 1 
shall be shown as continuous or marked in minutes or 
hours. O. Reg. 324/51, s. 500. 


517. Every motor that is provided with a pro- 
tective device integral with the motor shall bear mark- 
ings showing the existence of the device. O. Reg. 
324/51, s. 501. 


TRANSFORMERS, OIL CIRCUIT-BREAKERS, OIL-SWITCHES 
AND TRANSFORMER VAULTS 


518.—(1) Where a transformer is installed in a 
generating station or a distributing sub-station, the 
transformer shall be so located as to afford the least 
possibility of damage by fire and smoke from burning 
insulation or liquid. O. Reg. 324/51, s. 502 (1). 


; (2) Where the transformers are immersed in a 
liquid that will burn in air, they shall be installed, 


(a) in vaults; 
(6) in steel cubicles; or 


(c) in a sub-station building used for no other 
purpose. O. Reg. 94/58, s. 127. 


519.—(1) Where high-potential transformers, whe- 
ther filled with a liquid that will or will not burn, or 
high-potential transformers of the dry-core type are 
Sacislicd elsewhere than in a generating station or its 
distributing sub-station and are supplied by primary 
services, the transformers shall be located as near as 
pragens to the po of service-entrance. O. Reg. 
324/51, s. 503 (1); O. Reg. 94/58, s. 128 


(2) An air-space of not less than six inches shall be 
maintained, 


(a) between transformers; and 


(b) between transformers and adjacent surfaces 
other than a plane on which the transformer is 
mounted. O. Reg. 324/51, s. 503 (2). 


(3) Where the transformer is of the dry-core type, 
the air-space required by subsection 2 shall be in- 
creased to not less than twelve inches unless the 
adjacent surface is protected by incombustible heat- 
insulating material or by grounded  sheet-metal 
arranged to provide an air-space of not less than two 


inches between the sheet metal and the protected 
surface. O. Reg. 324/51, s. 503 (3); O. Reg. 94/58, 
Ss, 128. 

520.—(1) Where transformers are erected or in- 


stalled on or near buildings, the transformers and their 
conductors and control aud protective equipment shall, 
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(a) be inaccessible; 


(b) be so placed as not to obstruct fire-fighting 


operations; 

(c) be kept out of dangerous proximity to adjacent 
buildings; 

(d) have closed drains for the disposal of flam- 
mable liquid expelled from a transformer near 
combustible construction or materials; 

(e) be isolated by elevation or be surrounded by 
a suitable enclosure; and 

(f) have posted conspicuously thereon suitable 


warning signs indicating the highest potential 
employed. 


(2) Where the enclosure mentioned in clause e of 
subsection 1 is of metal, it shall be grounded. O. Reg. 
324/51, s. 504. 


521.—(1) Where high-potential transformers, oil 
switches and oil circuit-breakers, immersed in a liquid 
that will burn in air, are installed in the same room 
or in, upon or adjacent to a building other than a 
generating station or its distributing sub-stations, the 
high-potential transformers, oil switches and oil circuit- 
breakers shall, 


(a) where installed within a building otherwise 
than as permitted by clause b, be installed in 
a vault; 


where installed in an electric-furnace room of 
fire-resisting construction, be installed in a 
vault or placed in a metal pan or concrete 
basin of sufficient capacity to retain all the 
liquid contained in the largest transformer 
placed therein; 


(b) 


(c) where mounted upon the roof of a building, 
be installed in a vault independently supported 


by means of fire-resisting construction; 


where attached to the exterior of a building, or 
placed in immediate proximity thereto, be 
placed adjacent to blank masonry or concrete 
walls at a safe distance from any opening 
therein and so as not to expose combustible 
eayes or cornices to danger of fire; and 


(d) 


where attached to a building, be supported 
from it by substantial incombustible supports 
that keep the transformers, switches or 
circuit-breakers not less than six inches from 
the exterior surface of the building. 


(e) 


(2) Where transformers, switches or circuit-breakers 
are installed in a metal pan or concrete basin as pro- 
vided in clause b of subsection 1, no combustible 
material shall be kept near them. O. Reg. 324/51, 
$3 505.015 2). 


3) Where the transformers, switches or circuit- 
breakers are installed on the ground or on poles or 
other elevated structures, in proximity to the exterior 
surface of buildings constructed of combustible 
material or buildings of non-combustible material 
having unprotected openings or exterior trim consisting 
of combustible material, the buildings shall be pro- 
tected in accordance with the requirements set out in 
column 3 of Table 50 applicable to the rating and the 
distance from the building of the transformers, switches 


and circuit-breakers, set out in columns 1 and 2 re- 
spectively of Table 50. 

(4) Where transformers, switches and _ circuit- 
breakers are installed in the ground, they shall be 


placed on a concrete mat suitably curbed and drained 
or in a curbed area filled with coarse crushed stone. 
O. Reg. 94/58, s. 129. 
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522.—(1) Where an approved high-potential trans- 
former immersed in a liquid that will not burn in air 
is installed in, upon or adjacent to a building other than 
a generating station or its distributing sub-stations, 
the transformer shall, 


(a) where installed within a building, 


(i) be surrounded by a suitable enclosure 
that prevents access thereto by un- 
authorized persons, 


(ii) be protected from mechanical injury, 
and 


(ili) be provided with ventilation, where it 
is in a confined space; 


(6) where rated in excess of 25 kilovolt-amperes at 
25 cycles or 3714 kilovolt-amperes at 60 cycles, 
be furnished with a pressure-relief vent; 


(c) where installed on the roof of a building, be 
placed at a safe distance from doors, windows 
and discharge-vents for flammable fumes; 


(d) where installed on exterior walls or adjacent 
to buildings, comply with section 520; and 


(e) where the transformer exceeds 15,000 volts 
between terminals, be installed in a vault. 


(2) Where the enclosure referred to in clause a of 
subsection 1 is of metal, it shall be grounded. 


(3) Under clause d of subsection 1, the drainage 
system may be dispensed with. 


(4) Where a transformer rated in excess of 25 
kilovolt-amperes at 25 cycles or of 3714 kilovolt- 
amperes at 60 cycles is located in a poorly ventilated 
space, 


(a) the relief-vent shall be connected to a chimney, 
flue or vent-pipe discharging directly and 
safely outside the building; or 


(b) other effective means of absorbing gases 
generated by arcing within the transformer 
tank shall be provided. 


(5S) Where the transformers are installed on the 
roof of a building from which liquid expelled from the 
transformers can reach a window or door, the trans- 
formers shall be placed in a metal pan or concrete 
basin large enough to contain and retain the liquid 
from the largest transformer placed therein. O. Reg. 
324/51, s. 506. 


523. Where an approved high-potential dry-core 
transformer is installed within a building other than 
a generating station or its distributing sub-stations, the 
transformer shall, 


(a) comply with clause a of subsection 1 of 
section 522 and subsection 2 of section 522; 


(6) not be installed below grade level unless pro- 
tected against flooding; 


(c) be provided with means to prevent water 
from falling or dripping on the windings; 


(d) where mounted directly on a floor of com- 
bustible construction, be provided with, 


(i) a steel floor-plate placed over asbestos 
or equivalent non-combustible material 
and extending at least six inches 
beyond all sides of the transformer, 
and 
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(ii) an air-space of not less than six inches 
between the floor-plate and the lowest 
portion of the punchings or windings of 
the transformer; and 


(e) not be installed so as to create a fire hazard 
with respect to combustible material in 
storage or in process of manufacture. 
O. Reg. 324/51, s. 507; O. Reg. 94/58, s. 130. 


524.—(1) Low-potential transformers rated at not 
more than 10 kilovolt-amperes total rating and 750 
volts between terminals and immersed in a liquid that 
will burn in air may be installed without a vault in 
a building or room that is not of fire-resisting con- 
struction, but no combustible materials shall be left 
in dangerous proximity to the transformers. 


(2) Transformers rated at not more than 25 kilo- 
volt-amperes in any one unit and not more than 75 
kilovolt-amperes total rating and not exceeding 750 
volts between terminals may be installed without a 
vault in a building or room of fire-resisting construction, 
but no combustible materials shall be left in dangerous 
proximity to the transformers. 


(3) The transformers shall be placed in a metal pan 
or concrete basin or surrounded by a metal or concrete 
curbing large enough to contain and retain the liquid 
from the largest transformer placed therein. O. Reg. 
324/51, s. 508. 


525.—(1) Low-potential transformers of the dry- 
core type shall be so mounted that there is an air-space 
of not less than one-quarter of an inch between the 
transformer casing and the nearest adjacent incom- 
bustible surface. 


(2) Where the nearest adjacent surface is of com- 
bustible material, 


(a) the air-space between the transformer casing 
and the surface shall be not less than twelve 
inches; or 


(6) the surface shall be protected by incombustible 
heat-insulating material or by grounded sheet- 
metal arranged to provide an air space of not 
less than two inches between the sheet metal 
and the protected surface. O. Reg. 324/51, 
s. 509. 

526.—(1) In this section, ‘‘transformer’’ means a 
single transformer or a bank of transformers operating 
as a unit. 


(2) Every transformer shall be protected by an over- 
current device in the primary connection rated or set 
at not more than 250 per cent of the rated primary 
current of the transformer but the individual over- 
current device is not required where, 


(a) the primary circuit over-current device affords 
equivalent protection to the transformer; or 


(6) its omission is authorized by subsection 3. 


(3) A transformer having an over-current device in 
the secondary connection rated or set at not more than 
250 per cent of the rated secondary current of the 
transformer, or a transformer equipped with co- 
ordinated thermal over-load protection by the manu- 
facturer, is not required to have an individual over- 
current device in the primary connection, but the 
primary feeder over-current device shall be rated or 
set to open at a current value of, 


(a) not more than six times the rated current of the 
transformer, where the transformer has not 
more than 6 per cent impedance; or 


(b) not more than four times the rated current 
of the transformer, where the transformer has 
more than 6 but not more than 10 per cent 
impedance. 
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(4) Every potential transformer shall have primary 
fuses rated at not more than 10 amperes for circuits of 
750 volts or less and not more than 3 amperes for 
circuits exceeding 750 volts. 

(5) Where it is necessary to limit the possible short- 
circuit current to a value within the interrupting 
capacity of a high-tension fuse, a resister shall be con- 
nected in series with the fuse. O. Reg. 324/51, s. 510. 


527.—(1) Every transformer shall be provided with 
a name-plate showing, 


(a) 
(b) 
(c) 
(d) 


the maker’s name; 
the rating in kilovolt-amperes; 
the rated full-load temperature rise; 


the primary-voltage and secondary-voltage 
rating; 
the frequency; and 


(e 
fe 


where the transformer is of the liquid-filled 
type, the liquid capacity in Imperial gallons. 


(2) Where the transformer is intended by the 
manufacturer to be filled with an approved liquid that 
will not burn in air, the type of liquid shall be shown 
on the name-plate. O. Reg. 324/51, s. 511. 


528.—(1) The walls and roof of a vault shall be of, 


(a) reinforced concrete not less than six inches 
thick; 


(b) brick not less than eight inches thick; or 


(c) load-bearing hollow tile not less than twelve 
inches thick coated on the inside with cement 
plaster, 


but, where the total capacity of the transformers en- 
closed by the vault is not more than 100 kilovolt- 
amperes or where all the transformers are of the 
dry-core type, reinforced concrete four inches thick 
may be used. O. Reg. 324/51, s. 512 (1); O. Reg. 
OF) Sosa dou, 


(2) Where the outside walls of the building are of 
standard vault construction, they shall, where practi- 
cable, form one wall of the vault. O. Reg. 324/51, 
Souza): 


529.—(1) Pipe or duct systems not forming part of 
the electrical installation shall not be run into or through 
a transformer vault but, where the presence of the pipe 
or duct systems in the vault cannot be avoided, their 
appurtenances that require maintenance at regular 
intervals shall be located outside the vault and the 
vault shall be protected against possible condensation, 
leaks and breaks in the pipe or duct system. 


(2) Pipes and other facilities provided for fire pro- 
tection or for water-cooled transformers shall be 
deemed to be part of the electrical installation. O. Reg. 
B24 /51,.8: 213; 


530.—(1) Transformer vaults shall be ventilated. 


(2) The ventilating openings shall be so located as 
to facilitate the movement of air. O. Reg. 324/51, 
Sy 004 (41. 2)): 


(3) Where the vault contains transformers having 
an aggregate capacity of 50 kilovolt-amperes or less 
and the vault is ventilated directly to outside air by 
natural ventilation without the use of ducts, the 
ventilating openings shall have a combined area of not 
less than one square foot. 


(4) Where the vault contains transformers having 
an aggregate capacity of more than 50 kilovolt-amperes, 


the combined area of the ventilating openings shall be 
not less than three square inches for each kilovolt- 
ampere of transformer capacity. O. Reg. 324/51, 
s. 514 (3, 4); O. Reg. 94/58, s. 132. 


(5) The ventilation shall be such as prevents the 
development of temperatures in the transformers that 
may be injurious to the electrical equipment. 


(6) The inlet for fresh air shall be a flue or iron pipe 
leading directly or indirectly from the outside air and 
terminating in the vault at a point not more than three 
feet above floor level. O. Reg. 324/51, s. 514 (5, 6). 


531.—(1) Where ventilating openings for trans- 
former vaults are not connected to chimneys, flues or 
directly to outside air, they shall be furnished with 
automatic dampers made of metal of a thickness of not 
less than No. 10 U.S. sheet-metal gauge. 


(2) The damper control shall be arranged so as to 
be operated from a point outside the vault. O. Reg. 
324/51, s. 515. 


532.—(1) Where openings are made in transformer 
vaults to provide illumination or ventilation from out- 
side air, the openings shall be protected by louvres or 
by substantial fixed metal screens with mesh not larger 
than three-quarters of an inch. 


(2) The openings shall be so constructed that snow 
or rain cannot reach wiring or apparatus of other than 
weather-proof construction. O. Reg. 324/51, s. 516. 


533.—(1) Transformer vaults shall be provided with 
suitable means of draining oil and water therefrom. 


(2) The floor or drain shall have a slope of not less 
than one-quarter of an inch per foot. 


(3) Where vaults contain transformers having a 
total capacity of 100 kilovolt-amperes or less, the drain 
may be dispensed with but the enclosure shall be so 
constructed as to retain within the vault all the oil 
contained in the largest transformer therein. O. Reg. 
324/51, s. 517. 


534.—(1) Every doorway to a transformer vault 
shall be closed by means of a tight-fitting appproved fire- 
door of the type designated as ‘‘Class A Door and 
Hardware” by Underwriters Laboratories Inc. 


(2) Every doorway toa transformer vault shall have 
a door-sill of sufficient height to confine within the vault 
the oil from the largest transformer installed therein 
and, in every case, the height of the door-sill shall be 
not less than four inches. O. Reg. 324/51, s. 518, 
amended. 


535. Every transformer vault shall be provided with 
an adequate lighting-system controlled by a switch 
located near the entrance to the vault and outside the 
vault. O. Reg. 324/51, s. 519. 


536. Every door of a transformer vault shall be 
provided with a substantial lock and the door shall be 
kep locked at all times when no person is in the vault. 
O. Reg. 324/51, s. 520. 


537. Transformer vaults shall not be used for 


storage purposes. O. Reg. 324/51, s. 521. 
ELECTRICAL CONDENSERS 


538. Sections 539 to 545 do not apply to special 
electrical condensers that are a component part of 
other electrical apparatus and that conform to the 
requirements of this Regulation respecting that 
apparatus. O. Reg. 324/51, s. 522. 


539. Where electrical condensers, 


(a) are not insulated with a liquid that will not 
burn in air; or 
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(b) contain in each unit thereof more than three 
Imperial gallons of combustible oil and are 
not fitted with individual over-current devices, 


they shall be enclosed in vaults constructed in accord- 
ance with sections 528 to 537. O. Reg. 324/51, s. 523. 


540.—(1) Every live part of an electrical condenser 
shall be rendered inaccessible. 


(2) Every non-current-carrying metal part of an 
electrical condenser shall be grounded in accordance 
with Part VII. O. Reg. 324/51, s. 524. 


541. Every electrical condenser shall be provided 
with a name-plate showing, 


(a) the maker’s name; 

(b) the rated voltage; 

(c) the frequency; 

(d) the kilovolt-amperes or amperes; 

(e) the number of phases; 

(f) where an electrical condenser is of the liquid- 
filled type, the amount of liquid in Imperial 
gallons, and whether or not the liquid will 


burn; and 


(g) whether or not the electrical-condenser unit 


has a discharge device inside the case. O. Reg. 
B24 /Silsmo2 on 
542. Where electrical condensers are used with 


individual motors for power-factor improvement, 


(a) the electrical condensers may be connected 
directly without an over-current device or dis- 
connecting means to any point on the load 
side of the motor-circuit over-current device, 
but the kilovolt-ampere rating of the electrical 
condenser shall not be greater than the value 
required to correct the no-load power factor 
of the motor to unity; 


(6) the conductors supplying the electrical con- 
denser shall have a minimum current-carrying 
capacity of 135 per cent of the rated current 
of the condenser, but such current-carrying 
capacity shall not be less than 33 1/3 per 
cent of the current-carrying capacity of the 
motor-circuit conductors; 


(c) the conductors to the motor need not be of a 
size larger than the size required by the motor 
without an electrical condenser; 


(d) the over-current device and the switch in the 
motor-circuit need not be of a rating greater 
than the rating required by the motor without 
an electrical condenser; and 


(e) if the electrical condensers are connected 
between the motor over-load device and the 
motor, the over-load device shall be rated or 
set at a value that takes into account the 
reduced line-current by reason of the electrical 
condensers being in the circuit. O. Reg. 
324/51, s. 526; O. Reg. 94/58, s. 133 (1). 


_ 543.—(1) Where electrical condensers are used 
with other than individual motors for power-factor 
inprovement, they shall, 


(a) be connected to supply-circuit conductors 
having a continuous current-carrying capacity 
of not less than 135 per cent of the rated 
current of the electrical condenser; 


(b) be provided in each ungrounded conductor 
with over-current protection rated or set as 
low as is practicable to avoid unnecessary 
opening of the circuit; and 


(c) be provided with a disconnecting means cap- 
able of carrying continuously 135 per cent of 
the rated current of the electrical condenser. 


(2) The over-current protection shall not be rated 
or set at more than 250 per cent of the rated current of 
the electrical condenser without the permission of an 
inspector. O. Reg. 324/51, s. 527; O. Reg. 94/58, 
Gy, ls) (2). 


544.—(1) Transformers used with electrical con- 
densers shall be installed in accordance with sections 
518 to 537. 


(2) The kilovolt-ampere rating of the transformer 
shall be not less than 135 per cent of the kilovolt- 
ampere rating of the electrical condenser. O. Reg. 
S24 Sis 2S: 


545.—(1) Every electrical condenser shall be pro- 
vided with a means of draining the stored charge. 


(2) The draining means shall be so constructed that, 


(a) where the electrical condenser is rated at 750 
volts or less, its residual voltage is reduced to 
50 volts or less within one minute after it is 
disconnected from the source of supply; and 


where the electrical condenser is rated at more 
than 750 volts, its residual voltage is reduced 
to 50 volts or less within five minutes after it is 
disconnected from the source of supply. 


(d) 


(3) The discharge circuit shall be, 


(a) permanently connected to the terminals of the 
electrical condenser or the electrical-condenser 
bank; or 


(6) provided with automatic means of connecting 
it to the terminals of the electrical-condenser 
bank on the removal of voltage from the line. 


(4) The discharge circuit shall not be switched or 
connected by manual means. 


(5) Where motors, transformers or other electrical 
equipment are connected directly to electrical con- 
densers without the interposition of a switch or over- 
current device, the windings of the motors, transformers 
or other equipment shall be deemed to constitute a 
suitable discharge means. O. Reg. 324/51, s. 529. 


SWITCHBOARDS AND SWITCH-GEAR 


546.—(1) Where switch-gear is not of the dead-front 
or enclosed type, it shall be rendered inaccessible. 


(2) Every live part on the rear of a dead-front 
switchboard shall be rendered inaccessible. 


(3) Where live parts of switch-gear are exposed to 
damage by falling objects, they shall be guarded. 
O. Reg. 324/51, s. 530. 


547.—(1) Switch-gear shall not be installed within 
three feet of a ceiling of combustible material or a 
ceiling of plaster applied over a combustible base, 
unless the combustible material or base is protected 
against damage from fire by, 


(a) metal lath and cement plaster; 
(b) one-quarter of aninch of rigidasbestos board; or 


(c) other means furnishing equivalent protection, 
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(2) There shall be a space of not less than three 
feet between equipment on the back of a fixed switch- 
board and the nearest adjacent wall. 


(3) The space may be enclosed with netting or 
grating but provision shall be made for ready ingress 
and egress at each end of the space. O. Reg. 324/51, 
s. 531 (1-3). 


(4) Where access to the switchboard equipment 
can be had from the front only and maintenance 
replacements can be made from the front, the switch- 
board may be installed against the wall if, in the 
opinion of an inspector, there is adequate clearance 
in front of the switchboard to permit safe operation. 
O. Reg. 94/58, s. 134. 


548.—(1) Where 
operate, 


switchboards or  switch-gear 


(a) on alternating current at potentials between 
150 volts to ground and 750 volts between 
conductors; or 


(b) on direct current at potentials between 300 
volts to ground and 750 volts between 
conductors, 


insulating floors, mats or platforms, affording good 
footing, shall be provided around the switchboard or 
switch-gear. 


(2) The insultating floors, mats or platforms shall 
be so placed that the operator of the switchboard or 
switch-gear cannot readily touch live parts when not 
standing on the insulating floor, mat or platform. 
O. Reg. 324/51, s. 532. 


549. Where the switchboards or switch-gear operate 
at potentials above 750 volts between conductors, every 
live part shall be, 


(a) out-of-reach; or 
(b) protected by suitable covers, 


whether or not insulating floors, mats or platforms are 
provided. O. Reg. 324/51, s. 533. 


550. The front and rear of every switchboard shall 
be illuminated adequately for the reading of instru- 
ments and the operation and maintenance of the 
switchboard. O. Reg. 324/51, s. 534. 


551.—(1) Where non-enclosed air circuit-breakers 
are mounted on the face of a switchboard, they shall 
be mounted ina single row at the top of the switchboard. 


(2) The top of every non-enclosed air circuit- 
breaker mounted on the front of a switchboard shall 
be not less than five feet above floor level. O. Reg. 
S247 5045; 550% . 


552.—(1) Where insulated conductors feeding to or 
from switch-gear are closely mounted, they shall have, 


(a) an over-all flame-retarding moisture-resisting 
covering; or 

(b) an inherently flame-retarding and moisture- 
resisting insulation on the individual con- 
ductors. 


(2) Where asbestos tape is used, it shall be kept 
away from the terminals. O. Reg. 324/51, s. 536. 


553. The space behind switchboards shall be kept 


clear of objects not in use for the operation of the | 


switchboard. O. Reg. 324/51, s. 537. 


STORAGE BATTERIES 


554.—(1) Where storage batteries have an aggre- 
gate capacity at the eight-hour discharge rate of more 


than five kilowatt-hours and are in unsealed jars or 
tanks, the storage batteries shall be kept in separate 
battery-rooms or enclosures used for no other purpose. 


(2) The rooms or enclosures shall be rendered in- 
accessible. O. Reg. 324/51, s. 538. 


555.—(1) Storage-battery rooms and _ enclosures 
shall be thoroughly ventilated. 


(2) Appropriate means shall be employed for the 
diffusion and ventilation of gases from storage batteries 
to prevent the accumulation of explosive atmospheres 
in the rooms or enclosures. O. Reg. 324/51, s. 539. 


556.—(1) Every storage-battery cell shall 
mounted on incombustible absorption-resisting 
sulators of glass or vitrified glazed porcelain. 


be 


in- 


(2) Subsection 1 does not apply to small cells that 
are made of insulating material and set in sand-trays 
or on shelves or otherwise separate from the ficor 
of the room in which they are kept. O. Reg. 324/51, 
s. 540. 


557.—(1) Electrical wiring in a storage-battery 
room shall be run, 


(a) 


as bare conductors; 

as open wiring; 

in rigid conduit; 

in electrical metallic tubing; 

as M.I. copper-clad cable; or 

O. Reg. 94/58, 


(f) as aluminum-sheathed cable. 
STS 5NGy): 


(2) Conductors having varnished-cloth V type in- 
sulation shall not be used in storage-battery rooms. 


(3) Where bare conductors are used, they shall not 
be taped. 


(4) Where rigid conduit or electrical metallic tubing 
is used, it shall be of corrosion-resisting material or 
otherwise protected from corrosion. O. Reg. 324/51, 
§;, O41 (2-4): 


(S) Where M.1. copper-clad cable or aluminum- 
sheathed cable is used in locations in which it may be in 
direct contact with acid or acid spray, it shall be 
adequately protected from corrosion. O. Reg. 94/58, 
S2So(2)e 


558.—(1) Where metal race-way or other metallic 
covering for conductors is used in a battery room, not 
less than twelve inches of the conductor measured from 
the end of the conductor connected to a cell terminal 
shall be free from the race-way or metallic covering and 
the conductor shall issue from the race-way or metallic 
covering through a substantial, glazed, insulated 
bushing. 


(2) The end of the race-way shall be sealed tightly 
by means of sealing compound, rubber insulating tape 
or other suitable material so as to resist the entrance of 
ot iat by spray or by creeping. O. Reg. 324/51, 


LIGHTNING ARRESTERS 


_ 559. Lightning arresters shall be installed in every 
distributing sub-station. O. Reg. 94/58, s. 136. 


560.—(1) Where lightning arresters are installed for 
the protection of electrical equipment in other than a 
distributing sub-station, they may be installed inside 
or outside the building or enclosure containing the 
electrical equipment. 
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(2) Where the operating voltage of the circuit pro- 
tected by the arrester is more than 750 volts between 
conductors, the arrester shall be rendered inaccessible. 


(3) Where the operating voltage of the circuit is less 
than 750 volts between conductors, the arrester shall 
be enclosed or isolated by elevation or otherwise ren- 
dered inaccessible. O. Reg. 324/51, s. 544, 


561.—(1) Where lightning arresters are installed in 
a building, they shall be located well away from all 
equipment not protected thereby and from passage- 
ways and combustible parts of buildings, 


(2) Where a lightning arrester containing oil is 
installed in a building, it shall be separated from all 
other equipment by walls constructed and used in 
accordance with sections 528 to 537. O. Reg. 324/51, 
S5045) 


562.—(1) Where lightning arresters containing oil 
are installed in a location other than a building, ade- 
quate means shall be provided for the draining away of 
any accumulation of oil. 


(2) The oil may be drained away by, 
(a) ditches or drains; or 


(b) paving the yard in which the arrester is con- 
tained with cinders or other absorbent material 
to an adequate depth. O. Reg. 324/51, s. 546. 


563. Where choke-coils are used in connection with 
a lightning arrester, the coils shall be installed between 
the lightning-arrester tap and the apparatus to be pro- 
tected thereby. O. Reg. 324/51, s. 547. 


564.—(1) The connection between lightning arrest- 
ers and line-conductors or line-buses and between 
lightning arresters and the ground shall be of copper 
wire or cable or some approved equivalent and shall be 
not smaller than No. 6 B. & S. gauge. 


(2) The connection shall, 
(a) be short; 
(b) be free of sharp bends; and 


(c) have a minimum of other bends and turns. 
O. Reg. 324/51, s. 548. 


565. Where gap-electrodes, choke-coils and other 
lightning-protection accessories are used, they shall 
have an insulation from the ground and from other 
conductors of not less than the equivalent of the in- 
sulation required by this Regulation at other points in 
the circuit. O. Reg. 324/51, s. 549. 


566. Every lightning arrester shall be grounded in 
accordance with Part VII. O. Reg. 324/51, s. 550. 


RESISTANCE DEVICES 


567.—(1) Where insulated conductors are used for 
connection between resistance elements and controllers, 
the conductor shall be, 


(a) the asbestos-covered A type; 
(b) the asbestos varnished-cloth AVC type; or 


(c) where the temperature does not exceed 90° C. 
or 194° F., the slow-burning SB type, 


but other insulated conductors may be used for an 
infrequent motor-starting service. 


(2) Where the conductors have an approved flame- 
retarding outer covering and the maximum difference 
of potential between any two conductors does not ex- 
ceed 75 volts, the conductors may be grouped. O. Reg. 
324/51, s. 551. 
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568. Every resistance device and the wiring leading 
to the resistance elements shall be so installed that the 
danger of igniting adjacent combustible material is 
reduced to a minimum. O. Reg. 324/51, s. 552. 


569.—(1) Incandescent lamps may be used as pro- 
tective resistors for automatic controllers. O. Reg. 
324/51, s. 553 (1). 


(2) Incandescent lamps may, with the permission 
of an inspector, be used as resistors in series with other 
devices. O. Reg. 94/58, s. 137. 


(3) Where incandescent lamps are used as resistors, 
they shall, 


(a) be mounted in porcelain receptacles on in- 
combustible supports; 


(b) be so arranged that they cannot be subjected 
to a voltage greater than the voltage for which 
they are rated; 


(c) be provided with a permanently-attached 
name-plate showing the wattage and voltage 
of the lamp to be used in each receptacle; 


(d) not carry or control the main current; and 


(e) not constitute the regulating resistance of the 
device. O. Reg. 324/51, s. 553 (3). 


ELECTRIC HEATING AND COOKING APPLIANCES 


570. Where an electric heating-appliance or cook- 
ing-appliance is approved for use on a branch-circuit 
protected by over-current devices rated or set at not 
more than 15 amperes, the rating of the appliance shall 
not exceed 1500 watts. O. Reg. 324/51, s. 554. 


571.—(1) Every electric heating-appliance or cook- 
ing-appliance rated at more than 1500 watts shall be 
supplied from a branch-circuit used solely for the 
appliance. 


(2) The appliance shall be controlled by an in- 
dicating switch which may be in the circuit or on the 
appliance. 


(3) Where the appliance is motor operated, the 
switch shall be located in accordance with section 393, 


(4) Where the appliance is rated at not more than 
30 amperes, an attachment plug and receptacle may be 
used instead of a switch. O. Reg. 324/51, s. 555. 


572.—(1) Where smoothing-irons, glue-pots, solder- 
ing-irons or similar appliances or groups of appliances 
are used in other than private dwelling-houses, every 
appliance or group of appliances shall be provided with 
an indicating switch and a red pilot-light. O. Reg. 
324/51, s. 556 (1). 


(2) Where every appliance is provided with an 
integral temperature-limiting device, the pilot-light 
may, with the permission of an inspector, be dis- 
pensed with. O. Reg. 94/58, s. 138. 


573. Non-portable electric heating-appliances and 
cooking-appliances shall be so installed that the danger 
of igniting adjacent combustible material is reduced to 
a minimum. O. Reg. 324/51, s. 557. 


574. Every electric heating-appliance or cooking- 
appliance that consists of more than one single heating 
element shall have only one point of connection for 
supply. O. Reg. 324/51, s. 558. 


575. Where a consumer’s service supplies only one 
electric range, the conductors of the service shall not 
be smaller than two No. 4 B. & S. gauge conductors for 
a two-wire consumer’s service and three No. 6 B. & S. 
gauge conductor for a three-wire consumer's service. 
O. Reg. 324/51, s. 559. 
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576.—(1) Infra-red drying lamps rated at 300 watts 
or less may be used with lamp-holders of the medium- 
base, keyless, porcelain type or with other types ap- 
proved for the purpose. 


(2) Screw-shell lamp-holders shall not be used with 
infra-red lamps rated at more than 300 watts unless 
the lamp-holders are approved for the purpose. 


(3) The lamp-holders shall be protected in accord- 
ance with Part V. 


(4) Where the lamp-holders are used in industrial 
processes, they may be operated in series on circuits of 
more than 150 volts to ground, but adequate spacing 
for the higher circuit-voltage shall be provided. 


(5) Every section, panel or strip carrying one or 
more infra-red lamp-holders shall be deemed to be an 
appliance. 


(6) The terminal connection block of an assembly 
of infra-red lamp-holders shall be deemed to be an 
individual outlet. O. Reg. 324/51, s. 560. 


RECEPTACLES 


577.—(1) Where electrical power is used in any 
structure used for residential purposes, there shall be 
installed in each area therein used as a kitchen or 
breakfast-room or laundry-room or _ utility-room, 
whether or not the areas are separated by doors or 
partitions, or both, at least one 125-volt single or 
duplex appliance-receptacle of the three-pole type, 


(a) having, 


(i) one pole grounded so as to ground non- 
current-carrying metal parts of elec- 
trical equipment, and 


(ii) the two current-carrying poles in a 
parallel position; and 


(b) arranged to receive a three-wire attachment 
plug-cap having, 


(i) the grounding pole circular or U- 
shaped, and 


(ii) the two current-carrying poles parallel- 
blades. 


_ (2) Subject to subsection 3, an appliance-receptacle 
installed under subsection 1 shall be wired on a branch 
circuit to which no other outlet is connected. 


(3) Where a kitchen or breakfast-room or laundry- 
room or utility-room is not ina basement, there may be 
installed on any branch circuit supplying a single or 
duplex appliance-receptacle installed under subsection 1 
one additional single or duplex convenience receptacle 
or appliance-receptacle and one receptacle constructed 
for use only with an electric clock. 


(4) Unless the floor, walls and ceiling of a room ina 
basement are of insulating material, and the room is not 
used as a kitchen or breakfast-room or laundry-room 
or utility-room, no receptacles other than the type 
specified in subsection 1 may be installed in a’ base- 
ment. O. Reg. 61/55, s. 2. 


578. Where a fixture containing a convenience- 
outlet is installed in a bathroom, the fixture shall be 
attached to or mounted on an outlet box of metal that 
is grounded. O. Reg. 324/51, s. 562. 


579.—(1) Receptacles for convenience-outlets rated 
at not more than 15 amperes may be constructed so as 
to accommodate both parallel-blade and tandem- 
blade caps. 


(2) The receptacles shall not be of the screw-base 
type. O. Reg. 324/51, s. 563. 


580. Adapters for use with Edison-base lamp- 
holders shall be constructed so as to receive only 
parallel-blade caps. O. Reg. 324/51, s. 564. 


581.—(1) Receptacles of the standard tandem- 
blade or parallel-blade type shall be rated at 125 volts— 
15 amperes, or 250 volts—10 amperes. 


(2) Where both 125-volt circuits and 250-volt 
circuits are installed in the same premises, the recep- 
tacles used on the outlets supplied at 250 volts shall be 
constructed so that standard tandem-blade or parallel- 
blade type caps cannot be inserted therein. O. Reg. 
S24 Sis. On 


582. Receptacles with exposed terminals shall not 
be used elsewhere than in metal fittings, metal troughs 
and similar devices. O. Reg. 324/51, s. 566. 


583. Receptacles intended to be used for attach- 
ment caps shall not be placed in ironing-board cabinets 
or other similar enclosures. O. Reg. 324/51, s. 567. 


584. Where attachment caps and receptacles are 
located in floors, they shall be enclosed in floor boxes 
approved for the purpose! O. Reg. 324/51, s. 568. 


_ 585. Where a receptacle is installed in a location 
in which there is more than normal risk of injury or loss 
of life through electrical shock, 


(a) the receptacle shall have an extra contact for 
grounding; 


(b) the receptacle and cap shall be polarized; and 


(c) the receptacle and cap shall be so constructed 
that they can be used only with a cap and 
receptacle respectively of corresponding volt- 
age rating. O. Reg. 324/51, s. 569. 


ARC LAMPS 


586.—(1) Resistances or regulators for arc lamps 
shall be enclosed in incombustible cases. 


(2) An incandescent lamp shall not be used as a 
ce or regulator for an arc lamp. O. Reg. 324/51, 
Seon Oh 


587.—(1) Every arc lamp, other than a lamp of the 
enclosed-arc type, shall be equipped with a globe and 
spark-arrester. 


(2) The globe shall be guarded by wire netting 
having a mesh of not more than 114 inches. O. Reg. 
SY miler acy ple 


588.—(1) Every outdoor arc lamp that is attached 
to a building and supplied from an interior electrical 
installation shall be suspended at least eight feet above 
ground level. 


(2) Every indoor are lamp shall be hung out-of- 
eee or shall be suitably protected. O. Reg. 324/51, 
Bo Dib 


589.—(1) _Every lead to an arc lamp shall have a 
current-carrying capacity of approximately 150 per 
cent of the normal current of the lamp. 


(2) Where an arc lamp is suspended so that it may 
be raised and lowered and has leads larger than No. 14 
B. & S. gauge, the leads shall be stranded. O. Reg. 
O24 po lesen fio. 


590. Every arc lamp or series of arc lamps shall be 
ee with an over-current device. O. Reg. 324/51, 
Sore: 
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INSTALLATION OF INTERIOR LIGHTING 
EQUIPMENT 
GENERAL 


591. This Part applies to the installation of lighting 
fixtures, lamp-holders, pendants, rosettes, incandescent 
filament lamps, electric discharge lamps and the 
wiring and electrical equipment used in connection 
therewith. O. Reg. 324/51, s. 575. 


592.—(1) Except as provided in subsection 2, the 
voltage of circuits used to supply the installations shall 
not exceed 150 volts to ground. 


(2) Lighting branch-circuits in industrial and com- 
mercial establishments in which a trained maintenance 
staff is available may have a voltage in excess of 150 
volts but not exceeding 600 volts to ground when the 
lighting branch-circuits supply fixtures equipped with, 


(a) mogul-base screw-shell lamp-holders only; or 


(b) lamp-holders of other types that are approved 
for specific purposes, located at least eight 
feet above floor level and do not have a 
switch control as an integral part of the fixture. 


(3) The voltage between conductors supplying in- 
candescent lamps in residential premises shall not 
exceed 150 volts. O. Reg. 94/58, s. 139. 


593.—(1) Every lighting fixture requiring a ballast 
or transformer shall be plainly marked to show, 


(a) its electrical rating; 


(b) the manufacturer’s name, trade-mark or other 
suitable means of identification. 


(2) The electrical rating of the fixture includes the 
voltage, current, input watts and frequency. O. Reg. 
S24 /Slss oO 


LOCATION 


594. Where electrical equipment used for interior 
lighting is installed in a hazardous location, the equip- 
ment and its installation shall conform to Part XIII. 
O. Reg. 324/51, s. 577. 


595. Where electrical fixtures used for interior 
lighting are installed in a place in which moisture or 
corrosive elements are present in quantities that are 
likely to interfere with the normal operation of electrical 
equipment, the fixtures shall be of a type approved for 
use under the conditions, and shall be installed in 
conformity with Part XV. O. Reg. 324/51, s. 578. 


596.—(1) Where combustible material is kept near 
a lighting fixture, the fixture shall be so constructed or 
installed or so equipped with shades or guards as to 
limit the temperature to which the combustible material 
is subjected to a maximum of 90° C. or 194° F. 


(2) Every fixture and lamp-holder installed over 
readily combustible material shall be of the unswitched 


type. 


(3) Where lighting fixtures or lamp-holders are 
installed over readily combustible material, every 
fixture and lamp-holder shall be controlled by an 
individual wall-switch, but a wall switch may control 
more than one fixture or lamp-holder if every fixture 
and lamp-holder is located at least eight feet above 
floor level or so located or guarded that the lamps 
cannot be readily removed or damaged. O. Reg. 
324/51, s. 579. 


597.—(1) No lighting fixture installed in the im- 
mediate vicinity of flammable material shall have 
external wiring. 


(2) Every incandescent lamp located in the vicinity 
of flammable material shall be so installed and guarded 
as to maintain the material at a safe temperature at 
all times. O. Reg. 324/51, s. 580. 


598. No lighting fixture having external wiring, 
other than a fixture of the chain suspension type, and 
no lamp-holder having a paper or fibre lining shall be 
used in a show-window. O. Reg. 324/51, s. 581. 


599.—(1) Every lighting fixture installed in a 
clothes-closet shall be installed on the ceiling or on the 
front wall above the door of the closet. 


(2) No electric fixture of the pendent type shall be 
installed in a clothes-closet. O. Reg. 324/51, s. 582. 


600. Where lighting fixtures are installed in re- 
cessed cavities in walls or ceilings, they shall be of a type 
approved for the purpose and shall be kept at least 
one-half of an inch from combustible material. O. Reg. 
324/51, s. 583. 


691. Where lighting fixtures are installed directly 
on walls or ceilings of metal or metal-lath, the non- 
current-carrying metal parts of the fixtures shall be, 


(a) insulated from the wall or ceiling; or 
(b) grounded. O. Reg. 324/51, s. 584. 


602. The exposed non-current-carrying metal parts 
of lighting fixtures and electrical equipment used in con- 
nection therewith in basements, bathrooms, kitchens 
and other places in which they are in proximity to 
grounded metal objects or in which dampness may exist 
shall be, 


(a) installed out-of-reach; or 


(b) grounded. O. Reg. 324/51, s. 585. 


INSTALLATION 


603.—(1) Lighting fixtures, lamp-holders, lamps 
and rosettes shall be installed so that no live part is 
exposed to contact while they are in use. O. Reg. 
324/51, s. 586 (1). 


(2) Every lighting fixture shall be so constructed 
and installed that conductors in the fixtures and in the 
outlet box are not subjected to temperatures greater 
than the temperature for which the conductors are 
approved. O. Reg. 94/58, s. 140. 


(3) Where lamp-holders and switches have exposed 
accessible terminals, they shall not be installed in 
metal fixture-canopies or in open bases of portable 
lamps. O. Reg. 324/51, s. 586 (3). 


604.—(1) Every lighting fixture, lamp-holder and 
rosette shall be securely supported. 


(2) Every lighting fixture shall be supported from 
a fixed outlet in accordance with section 213. 


(3) Where a lighting fixture weighs more than six 
pounds or exceeds sixteen inches in any dimension, it 
shall not be supported by the screw-shell of the lamp- 
holder. 


(4) Where a.lighting fixture weighs more than 
twenty-five pounds, it shall not be supported by an 
outlet box mounted on a bar hanger. 


(5) Where a lighting fixture weighs more than 
fifty pounds, it shall be supported independently of the 
outlet box. O. Reg. 94/58, s. 141. 


605. Where a lighting fixture is attached to a con- 
duit system or other grounded support, it shall be 
connected thereto both mechanically and electrically. 
O. Reg. 324/51, s. 588. 
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606.—(1) Every outlet box shall be provided with a 
cover or covered by a fixture-canopy, lamp-holder, 
rosette or similar device. 


(2) Where any part of a combustible wall or ceiling 
is exposed between the edge ora fixture-canopy or pan 
and an outlet box, the part of the wall or ceiling shall 
be covered with non-combustible material. O. Reg. 
324/51, s. 589. 


607.—(1) Every canopy and outlet box shall be 
installed so as to provide adequate space for conductors 
and connections. 


(2) Where a canopy-switch controls a fixture having 
auxiliary equipment, the fixture or the fixture-canopy 
shall have knockouts suitable constructed and located 
to accommodate the switch. O. Reg. 324/51, s. 590. 


608.—(1) The recessed portion of every recessed 
lighting-fixture enclosure shall be at least one-half of 
an inch from combustible material at every point 
other than a point of support. 


(2) Every recessed lighting-fixture shall be so in- 
stalled that adjacent combustible material is not sub- 
jected to temperatures in excess of 90° C. or 194° F. 


(3) Where a lighting fixture is recessed in fire- 
resisting material in a building of fire-resisting con- 
struction, the fire-resisting material may be subjected 
to temperatures of not more than 150° C. or 302° F., 
but the fixture shall be plainly marked as approved for 
the service. O. Reg. 324/51, s. 591. 


609. Every lighting fixture shall be so installed that 
the connections between the fixture conductors and the 
circuit conductors may be inspected without discon- 
necting any part of the wiring, unless the connection 
employs a plug and a receptacle. O. Reg. 324/51, s. 
592. 


610.—(1) No lighting fixture shall be used as a 
race-way for circuit conductors unless the fixture is 
approved for that use, but the conductors of a two-wire, 
three-wire or four-wire branch-circuit supplying a 
fixture may be carried through an installation of 
lighting fixtures if, in the case of three-wire or four-wire 
branch-circuits, they are controlled by a switch or 
circuit-breaker that can be manually operated to 
simultaneously interrupt all ungrounded conductors, 


(2) Where the lighting fixtures referred to in sub- 
section 1 are fluorescent, the ballasts and transformers 
in the installation shall be deemed to be a source of 
heat with temperatures exceeding 60° C. or 140° F. 
and the conductors supplying the fixtures shall be of the 
slow-burning SB type and shall not be exposed to 
temperatures exceeding 90° C. or 194° F. 


(3) Where a lighting fixture weighs more than ten 
pounds, it shall be installed so that.the connections 
between the fixture conductors and the circuit con- 
ductors are accessible for inspection without removing 
the fixture supports. O. Reg. 94/58, s. 142. 


611. Every lighting fixture having a combustible 
shade or enclosure shall be so installed as to provide an 
adequate air-space between the lamps and the com- 
bustible shade or enclosure. O. Reg. 324/51, s. 594. 


612.—(1) Where a rigid lighting fixture or lamp- 
holder is located at a height of less than seven feet 
above the floor and is readily accessible, the fixture 
or lamp-holder shall be protected from mechanical 
injury by a guard. 


(2) A short, flexible drop-light or lighting fixture 
may be used without the guard required by subsection 
1. O. Reg. 94/58, s. 143. 


(3) Lamps that light basement stairs shall be 
controlled by a switch located at the top of the stairs. 
O. Reg. 324/51, s. 595 (3). 


WIRING 


613.—(1) All electrical wiring on or within a light- 
ing fixture shall be, 


(a) neatly arranged without excess wiring; 
(b) not exposed to mechanical injury; and 


(c) so arranged that it is not subjected to tem- 
peratures above the temperatures for which 
it is approved. 


(2) No joint or tap shall be located within an arm 
or stem of a lighting fixture. O. Reg. 324/51, s. 596. 


614.—(1) No conductor for a lighting fixture shall 
be smaller than No. 18 B. & S. gauge. 


(2) Where a tap is made to a branch-circuit con- 
ductor and run to a fixture outlet, the tap shall be not 
more than eighteen inches long. 


(3) Every tap shall be of a size not less than the 
minimum size of the conductor required for the wiring 
of the fixture. O. Reg. 324/51, s. 597. 


615.—(1) Every lighting fixture shall be wired 
with conductors having insulation suitable for the 
voltage and temperatures to which the conductors 
may be subjected. 


(2) Where lighting fixtures are installed in damp 
or corrosive atmospheres or wet places, the conductors 
shall be of a type approved for use under those con- 
ditions. O. Reg. 324/51, s. 598. 


616.—(1) Stranded conductors shall be used on 
chain fixtures and other movable parts of lighting 
equipment. 


(2) Conductors shall be so arranged that the weight 
of the lighting fixture or the movable parts does not 
place tension on the conductors. 


_ (3) All conductors that supply movable parts of 
lighting equipment shall be protected against mechani- 
cal injury. O. Reg. 324/51, s. 599. 


617.—(1) Where pendent lamp-holders having per- 
manently attached leads are used in other than festoon- 
wiring, they shall be hung from separate stranded rub- 
ber-insulated conductors that are soldered directly 
i ie oils conductors but supported independently 
thereof. 


(2) Where the pendent conductors supply heavy- 
duty or medium-based screw-shell lamp-holders, they 
shall be not smaller than No. 14 B. & S. gauge. 


(3) Where the pendent conductors supply inter- 
mediate or candelabra-base lamp-holders, other than 
approved Christmas-tree and decorative lighting-out- 
fits, the conductors shall be not smaller than No. 18 
B. & S. gauge. 


(4) Where the pendent conductors are longer than 
three feet, they shall be twisted together. O. Reg. 
324/51, s. 600. 


618.—(1) Every conductor for  interior-lighting 
equipment shall be secured so as not to expose the in- 
sulation to damage from cutting or abrasion. 


(2) Where the conductors pass through metal, they 
shall be protected from abrasion. 


(3) Exposed flexible cord or fixture wires shall not 
be used to supply permanently installed lighting- 
eta in show-cases or wall-cases. O. Reg. 324/51, 
sc 60, 


Reg. 490 


POWER COMMISSION 


619.—(1) Every lighting fixture shall be so wired 
that all screw-shells of its lamp-holders are connected 
to the same fixture, conductors, circuit-conductor or 
terminal. 


(2) The identified supply conductor shall be con- 
nected to the identified conductor or conductors of the 
lighting-fixtures. O. Reg. 324/51, s. 602. 


620.—(1) Where conductors to recessed lighting- 
fixtures are exposed to temperatures in excess of 60° C. 
or 140° F., the conductors shall be at least four feet 
long and they shall be of the asbestos-covered A type 
or its equivalent. 


(2) The conductors shall be armoured or run in 
metal race-way and shall extend from the fixture- 
enclosure to a suitable junction-box located not less 
than one foot from the fixture-enclosure. 


(3) The conductors shall not extend for more than 
six feet from the fixture measured along the race-way, 
but conductors approved for the purpose may be run 
for more than six feet from the fixture. O. Reg. 324/51, 
s. 603 (1-3). 


(4) The connection of the asbestos-covered or 
equivalent conductors with the branch-circuit con- 
ductors shall be made in the junction-box. O. Reg. 
94/58, s. 144. 


(5) The temperature in the junction-box shall not 
exceed 60° C. or 140° F. O. Reg. 324/51, s. 603 (5). 


621.—(1) Where show-window lighting-fixtures are 
closely spaced, they may be connected to asbestos- 
covered conductors within the show-window. 


(2) The connection of show-window lighting-fixtures 
to the circuit-conductor shall be in a junction-box. 


(3) The junction-box shall be maintained at a 
sufficient distance from the lighting fixtures to ensure 
that the rubber-insulated circuit-conductors are not 
subject to temperatures in excess of 60° C. or 140° F. 
O. Reg. 324/51, s. 604. 


GROUNDING 


622. Every non-current-carrying metal part of 
lighting fixtures and lighting equipment shal! be 
grounded in accordance with Part VII. O. Reg. 324/51, 
s. 605. 


623. Where a metal lighting-fixture is installed on 
an outlet wired with grounded metal-race-way or 
grounded armoured-cable, the fixture shall be grounded. 
O. Reg. 324/51, s. 606. 


624.—(1) Where a metal lighting-fixture is installed 
on an outlet wired with knob-and-tube or non-metallic 
sheathed-cable on a circuit operating at not more than 
150 volts to ground, the fixture shall be grounded. 


(2) Where a metal lighting-fixture or plate is 
mounted on a metal or metal-lathed ceiling or wall and 
is insulated from its support and from the metal 
ceiling or wall or from the metal-lath by the use of 
insulating joints or fixture-supports and canopy- 
insulators, the grounding of the fixture or plate may be 
dispensed with. 


(3) Where a metal lighting-fixture or plate is not 
mounted on a metal or metal-lathed ceiling or wall and 
is not within reach of grounded material, it need not 
be insulated or grounded. 


(4) Where a wiring system does not afford a ready 
means for grounding the exposed non-current-carrying 
metal parts of fixtures or lamp-holders, lighting- 
fixtures made of insulating material or lamp-holders 
having shells of insulating material shall be used. 
O. Reg. 324/51, s. 607. 
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625.—(1) Where a metal lighting-fixture or a trans- 
former enclosure is on a circuit operating at more than 
150 volts to ground, the fixture or enclosure shall be 
grounded. 


(2) Where the other exposed metal parts of lighting 
equipment are not insulated from ground and from 
other conducting surfaces and are not inaccessible, the 
exposed metal parts shall be grounded. 


(3) Where lamp-tie-wires, mounting screws, clips 
and decorative bands on glass lamps are at least 114 
inches from the terminals of the lamp, they need not 
be grounded. O. Reg. 324/51, s. 608. 


626.—(1) No drop-light having metal-shell lamp- 
holder and no ungrounded metal lighting-fixture, lamp- 
holder or switch-plate shall be installed within eight 
feet measured vertically or five feet measured horizon- 
tally of laundry-tubs, bath-tubs, shower-baths, plumb- 
ing fixtures, steam-pipes or other grounded metal work 
or grounded surfaces. 


(2) No lamp-holder _ installed 
shower-room or kitchen shall, 


in a bath-room, 


(a) be attached to a drop-cord; 
(b) have a switch forming part of the assembly; or 
(c) be controlled by other than a wall-switch. 


(3) Lamp-holders in basements shall be controlled 
only by wall-switches but, where, 


(a) the outer shell of the lamp-holder is of ap- 
proved insulating material and the operating 
mechanism of the switch is insulated from 
live parts; or 


(b) exposed non-current-carrying metal parts of 
the lamp-holder are grounded, 


the lamp-holder may be controlled by switches forming 


part of the assembly of the lamp-holder. O. Reg. 
324/51, s. 609. 


627.—(1) Electric-lighting equipment shall be con- 
sidered as grounded when it is mechanically and elec- 
trically connected in a permanent and effective manner 
to, 

(a) 
(0) 
(¢) 
(d) 


(e) 


metal race-way; 

the armour of armoured-cable; 

the sheath of M.I. copper-clad cable; 
the sheath of aluminum-sheathed cable; 


the grounding-conductor in non-metallic 


sheathed cable; or 


(f) a separate grounding-conductor not smaller 
than No. 14 B. & S. gauge, 

but the race-way, armour, grounding-conductor or 
sheaths shall be grounded in a manner specified in 
Part VII. O. Reg. 94/58, s. 145. 


(2) Chains that support electric-lighting equip- 
ment shall not be used as a means of grounding the 
non-current-carrying metal parts of the equipment. 
O. Reg. 324/51, s. 610 (2). 


ROSETTES AND LAMP-HOLDERS 


628. Lamp-holders of the screw-shell type shall 
not be used for any purpose other than the holding of 
lamps or fixtures, or the accommodation of adapters 
of the Edison-base type. O. Reg. 324/51, s. 611; 
O. Reg. 94/58, s. 146. 
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629.—(1) Every medium-base lamp-holder shall 
have a rating of 660 watts, 250 volts. 


(2) Where medium-base lamp-holders are not of 
special heat-resisting construction, they shall not be 
used with incandescent lamps rated in excess of 300 
watts. 


(3) Mogul-base lamp-holders shall not be used with 
incandescent lamps rated at more than 1,500 watts. 


(4) Incandescent lamps rated at 300 watts and 
used with medium-base lamp-holders shall be provided 
with a heat-deflecting disc or equivalent device. 
O. Reg. 324/51, s. 612. 


630. The identified grounded supply-conductor 
shall be connected to permanently connected lamp- 
holders at the screw-shell binding-post which shall 
also be identified. O. Reg. 94/58, s. 147. 


631.—(1) No two-wire branch-circuit serving pen- 
dants or fixtures wired with flexible cord or fixture-wire 
smaller than No. 14 B. & S. gauge shall have more 
than twelve incandescent lighting outlets. 


(2) No two-wire branch-circuit shall have more 
than eight mogul lamp-holders connected thereto. 
O. Reg. 324/51, s. 614. 


632. Lamp-holders having pin-type terminals shall 
be used only for temporary wiring. O. Reg. 324/51, 
5: 615. 


633. Every lamp-holder shall be provided with 
proper over-current protection. O. Reg. 324/51, s. 616. 


634. Where a metal lamp-holder is attached to a 
flexible cord, the inlet for the flexible cord shall be 
equipped, 


(a) with an insulating bushing; or 


(b) with a metal grommet where the lamp- 
holder is provided with a side outlet. O. Reg. 
94/58, s. 148. 


635. Where lamp-holders of the switched type 
are used on unidentified two-wire circuits tapped from 
the ungrounded conductors of multi-wire circuits, the 
switching devices of the lamp-holders shall disconnect 
both conductors of the circuit simultaneously. O. Reg. 
324/51, s. 618. 


636.—(1) Where lamp-holders are installed in 
places likely to be damp or wet, they shall be of the 
weatherproof type. 


(2) Where the lamp-holders are of insulating 
material, they shall be capable of resisting mechanical 
shock. O. Reg. 324/51, s. 619. ‘ 


637.—(1) Fusible rosettes shall not be used. 


_ (2) Separable rosettes that make possible a change 
in polarity shall not be used. O. Reg. 324/51, s. 620. 


638. Where rosettes are installed in places likely 
to be damp or wet, they shall be of the weatherproof 
type. O. Reg. 324/51, s. 621. 


639.—(1) Where a lamp-holder of the portable 
hand-lamp type is supplied through a flexible cord, the 
lamp-holder shall be of moulded composition or shall 
be of a type approved for the purpose. 


(2) Brass-shell paper-lined lamp-holders shall not 
be used. 


_ (3) Every portable hand-lamp shall be equipped 
with a handle of mounded composition or other ap- 
proved material. 


(4) Where portable hand-lamps are subject to 
mechanical damage or may come in contact with com- 
bustible material, they shall be equipped with a sub- 
stantial guard attached to the lamp-holder or to the 
handle. O. Reg. 324/51, s. 622. 


MERCURY-VAPOUR LAMPS 


640.—(1) Every mercury-vapour lamp shall be 
equipped with approved auxiliary equipment having 
an incombustible enclosure. 


(2) The auxiliary equipment shall be deemed to be 
a source of heat. O. Reg. 324/51, s. 623. 


641. Where the auxiliary leads or connections are 
smaller than No. 12 B. & S. gauge, the primary over- 
current devices shall not be rated or set at more than 
15 amperes. O. Reg. 324/51, s. 624. 


642.—(1) Where 


mers, 


mercury-vapour-lamp _ transfor- 


(a) have an aggregate capacity of not more than 
4,000 volt-amperes; 


(6) are controlled by a single switch; 


(c) are supplied by a branch-circuit that does 
not supply any equipment other than incan- 
descent lamps installed in the same fixtures; 
and 


(d) are protected by over-current devices rated or 
set at a value sufhcient to carry adequately 
the starting current, 


the transformers may be grouped on a single branch- 
circuit. 


(2) The over-current protection shall not be more 
than 200 per cent of the circuit full-load current. 
O. Reg. 324/51, s. 625. 


643. Mercury-vapour fixtures in which mogul 
lamp-holders are used shall be wired with conductors 
not smaller than No. 14 B. & S. gauge. O. Reg. 324/51, 
s. 620. ‘ 


ELECTRIC-DISCHARGE LIGHTING SYSTEMS OPERATING 
AT LESS THAN 1,000 voLts 


644.—(1) Electrical equipment used with electric- 
discharge lighting systems and designed for an open- 
circuit voltage of 1,000 volts or less shall be of a type 
approved for that service. 


(2) Transformers of the oil-filled type shall not be 
used in electric-discharge lighting systems. 


(3) The terminals of an electric-discharge lamp 
shall be deemed to be alive if any lamp terminal is 
connected to a potential of more than 300 volts. 
O. Reg. 324/51, s. 627. 


645. The fixtures of an electric-discharge lighting 
system shall not be installed on a direct-current circuit 
unless, 


(a) the fixtures are equipped with auxiliary equip- 
ment and resistors designed and approved for 
direct-current operation; and 


(b) the fixtures are so marked. O. Reg. 324/51, 
s. 628. 


_ 646.—(1) Where equipment for use with discharge- 

lighting systems has an open-circuit voltage of more 
than 1,000 volts, it shall not be installed in housing 
accommodation. 


_ (2) Where equipment for use with discharge-light- 
ing systems has an open-circuit voltage of more than 
300 volts, it shall not be installed in housing accommo- 
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dation unless the equipment is so designed that no 
live parts are exposed during the insertion or removal 
of lamps. O. Reg. 324/51, s. 629. 


647. Where fixtures used in electric-discharge light- 
ing systems have exposed ballasts or transformers, the 
fixtures shall be so installed that the ballasts or trans- 
formers are not in contact with combustible material. 
O. Reg. 324/51, s. 630. 


648.—(1) Where the reactors, electrical condensers, 
resistors and other auxiliary equipment of an electric- 
discharge lighting system are not installed as part of 
the lighting-fixture assembly, they shall be enclosed 
in an accessible permanently-installed metal cabinet. 


(2) Adequate provision shall be made for the 
dissipation of heat from enclosed auxiliary equipment 
and the conductors supplying the auxiliary equipment 
shall have insulation approved for the temperatures 
likely to be encountered. 


(3) The metal cabinet shall be installed as close as 
possible to the lamps. 


(4) Where display-cases are not permanently in- 
stalled, no part of a secondary circuit shall be included 
in more than one case. O. Reg. 324/51, s. 631. 


649. Where a circuit that supplies gas-tube lamps 
and their transformers is controlled by a switch, the 
switch shall, 


(a) be of a type approved with the assembly; or 


(b) have a current rating of not less than twice 
the current requirement of the lamps or trans- 
formers. O. Reg. 324/51, s. 632. 


650.—(1) Where lighting branch-circuits supply 
ballasts, transformers or auto-transformers, the load 
of the branch-circuits shall be computed on the basis 
of the total amperes of the units and not on the watts 
of the lamps. 


(2) Where gas-tube fixtures are wired with con- 
ductors smaller than No. 14 B. & S. gauge, the aggre- 
gate capacity of the fixtures connected to any two wires 
of a lighting branch-circuit protected by a 20-ampere 
over-current device shall not be more than 15 amperes. 
O. Reg. 94/58, s. 149. 


ELECTRIC-DISCHARGE LIGHTING SYSTEMS OPERATING 
AT 1,000 VOLTS OR MORE 


651. Electrical equipment used with  electric- 
discharge lighting systems and designed for an open- 
circuit voltage of 1,000 volts or more shall be of a type 
approved for that service. O. Reg. 324/51, s. 634. 


652.—(1) The fixtures and lamp installations in an 
electric-discharge lighting system shall be controlled 
singly or in groups by an externally operated switch 
or circuit-breaker that opens all ungrounded primary 
conductors. 


(2) The switch or circuit-breaker shall be, 


(a) installed within sight of the fixtures or lamps; 
or 


(b) provided with a means for locking it in the 
open position. 


(3) The switch or circuit-breaker shall, 
(a) be of a type approved for the purpose; or 
(b) have a current rating of not less than twice 
the current rating of the transformer or trans- 


formers controlled by it. O. Reg. 324/51, 
S035: 


653.—(1) Every transformer and ballast used in an 
electric-discharge lighting system shall have a secon- 
dary open-circuit voltage of not more than 15000 volts 
but an additional 1,000 volts may be allowed on test. 


(2) The secondary-current rating shall not be more 
than 240 milliamperes. 


(3) Where the open-circuit voltage exceeds 7,500 
volts, the secondary-current rating shall not be more 
than 120 milliamperes. O. Reg. 324/51, s. 636. 


654.—(1) A transformer used in an electric-dis- 
charge lighting system shall be of an approved enclosed 


type. 


(2) Transformers of the oil-filled type shall not be 
used unless they are filled with a liquid that cannot 
burn. O. Reg. 324/51, s. 637. 


655.—(1) The high-voltage windings of trans- 
formers used in electric-discharge lighting systems 
operating at more than 1,000 volts shall not be connected 
in series or in parallel but, where each of two transfor- 
mers has one end of its high-voltage winding grounded 
and connected to the enclosure, the high-voltage 
windings may be connected in series to form the equi- 
valent of a mid-point grounded transformer. 


(2) The grounded ends of the high-voltage windings 
shall be connected by an insulated conductor not 
smaller than No. 14 B. & S. gauge. O. Reg. 324/51, 
s. 638. 


_ 656.—(1) Transformers used in electric-discharge 
lighting systems operating at more than 1,000 volts 
shall be accessible. 


(2) The transformers shall be installed as near to 
the lamps as is practicable. 


(3) The transformers shall be so located that 
adjacent combustible materials are not subjected to 
temperatures in excess of 90° C. or 194° F. O. Reg. 
324/51, s. 639. 


657.—(1) The secondary conductors of an electric- 
discharge lighting system shall be gas-tube-sign cable 
approved for the purpose and for the voltage of the 
circuit and not more than 20 feet of which shall be run 
in metal race-way from, 


(a) a single transformer; or 


(b) either side of a mid-point grounded trans- 
former. O. Reg. 94/58, s. 150 (1). 


(2) The conductors shall be installed in conformance 
with sections 1072 to 1080. O. Reg. 324/51, s. 640 (2); 
O. Reg. 94/58, s. 150 (2). 


658. Where the lamps of a an electric-discharge 
lighting system are connected to a transformer, they 
shall be of such length and characteristics as not to 
cause a condition of continuous over-voltage on the 
transformer. O. Reg. 324/51, s. 641. 


659.—(1) The lamps of an_ electric-discharge 
lighting system operating at 1,000 volts or more shall 
be supported in the same manner as is prescribed for 
gas-tubes by section 1088. 


(2) The lamps shall not be installed where they are 
exposed to mechanical injury. O. Reg. 324/51, s. 642. 


660.—(1) Those parts of lamp installations in an 
electric-discharge lighting system that must be removed 
for lamp replacement shall be hinged or fastened by an 
approved method. 


(2) Lamp terminals and lamp-holders shall be so 
designed that the lamp can be replaced with a mini- 
mum exposure of bare live parts but protection against 
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space discharge shocks need not be provided where 
lamps are replaced by a trained maintenance staff. 
O. Reg. 94/58, s. 151. 


661.—(1) Every fixture and every secondary 
circuit of tubing having an open-circuit voltage of 
more than 1,000 volts shall be clearly and legibly 
marked in letters and figures not less than one inch 
high with the words Caution.......... Volts. O. Reg. 
324/51, s. 644 (1); O. Reg. 94/58, s. 152. 


(2) In the space between the words Caution and 
Volts the rated open-circuit voltage shall be inserted 
in figures. O. Reg. 324/51, s. 644 (2). 


PART XI 
ELEctTrRic CRANES AND HoIsTs 


662. This Part applies to electric cranes and hoists. 
O. Reg. 94/58, s. 153. 


663. In this Part, ‘‘contact-conductor’” means a 
bare conductor from which the current for supplying 
cranes or hoists is collected by moving contacts or shoes. 
O. Reg. 94/58, s. 153. 


CONTACT-CONDUCTORS 


664. Where rigid contact-conductors are run along 
runways, mono-rail tracks or bridges and consist of 
hard copper, aluminum, steel or other suitable material 
inappropriate cross-sections, they shall, 


(a) be provided with insulating supports at 
intervals of at least eighty times the vertical 
dimension of the conductor but in any case 
not exceeding fifteen feet; 


(b) have a maximum air-gap separation of at least 
one inch from adjacent conductors and collec- 
tors; and 


(c) have all sections mechanically joined to pro- 


vide a continuous electrical connection. 
O. Reg. 94/58, s. 153. 
665.—(1) Flexible contact-conductors shall be 


secured at their ends by strain insulators. 


(2) Flexible contact-conductors shall not be smaller 
than, 


(a) No. 4 B. & S. gauge, where the strain insu- 
lators are less than sixty feet apart; and 


(b) No. 2 B. & S. gauge, where the strain insu- 
lators are more than sixty feet apart. 


(3) Every flexible contact-conductor shall be so 
mounted on insulators that at its maximum displace- 
ment the conductor is not within 114 inches to ground 
or to other live conductors. O. Reg. 94/58, s. 153. 


666.—(1) Where two or more main flexible contact- 
conductors are carried along runways, they shall be 
separated from each other by, 


(a) at least six inches, where the conductors are 
run in the same horizontal plane; 


(b) at least eight inches, where the conductors are 
not run in the same horizontal plane. 


(2) The separation required by clause a of sub- 
section 1 may be reduced to three inches, where the 
conductors supply mono-rail hoists. 


(3) Bridge contact-conductors shall be separated 
from one another by at least 21% inches. 
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(4) Where the span of bridge contact-conductors 
exceeds eighty feet, insulating saddles shall be placed 
at intervals not exceeding fifty feet. O. Reg. 94/58, 
sy 153: 


667.—(1) Where main flexible contact-conductors 
are carried along runways, they shall be supported by 
insulating supports at intervals of not more than 
twenty feet. 


(2) Where necessary, the intervals between insulat- 
ing supports may be increased to a maximum of forty 
feet if the separation required between the conductors 


by section 666 is increased proportionately. O. Reg. 
94/58, s. 153. 
668.—(1) Where mono-rail, tram-rail tracks or 


crane-runway tracks are used as a conductor of current 
for one phase of a three-phase alternating current 
system that furnishes power to the carrier, crane or 
trolley, 


(a) the conductors supplying the other two phases 
of the power supply system shall be insulated; 


(b) the power for all phases shall be obtained 
from an insulating transformer; 


(c) the potential shall not exceed 300 volts; 


(d) the rail that serves as a conductor shall be 
grounded at the transformer only; and 


(e) all sections of the track shall be mechanically 
joined to provide a continuous electrical con- 
nection. 


(2) Notwithstanding clause d of subsection 1, 
fittings may be used to attach the rail to the building. 
O. Reg. 94/58, s. 153. 


669. Where a crane or hoist is operated by more 
than one motor, a common return conductor of proper 
current-capacity may be used. O. Reg. 94/58, s, 153. 


670.—(1) Contact-conductors shall be, 
(a) isolated by elevation; or 


(b>) provided with suitable guards so that persons 
in contact with the ground or with conducting 
material connected to the ground cannot in- 
advertently touch the conductors. 


(2) Contact conductors shall not be used as feeders 
for any equipment other than the crane or cranes that 
they serve. O. Reg. 94/58, s. 153. 


CONDUCTORS OTHER THAN CONTACT-CONDUCTORS 


671.—(1) Subject to subsection 2, conductors other 
than contact-conductors shall, 


(a) be of any approved rubber-insulated or 
thermoplastic-insulated type, where run in 
any location; 


(b) be of V, A-1 or A-4 type, where run in dry 
locations. 


(2) Conductors that connect to a resistor shall be 
type A-7 or A-11. 


(3) Conductors in dry locations exposed to severe 
external heat shall be type A-7 or A-11 but, where the 
external heat does not exceed 90°C., conductors may 
be type SB or A-4. 


(4) Conductors in damp locations exposed to severe 
external heat shall be type RW or A-2 and, where RW 
type conductors are grouped, they shall be taped with 
flame-retarding covering. O. Reg. 94/58, s. 153, revised. 
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672. Flexible conductors that are not contact- 
conductors and that are provided where practicable 
with cable-reels or take-up devices may be used to 
connect motors to the power supply. O. Reg. 94/58, 
s. 153, revised. 


673.—(1) Subject to subsections 2 and 3, conductors 
other than contact-conductors shall be enclosed in 
metal race-ways. 


(2) Where it is not practicable to install a terminal 
box, short lengths of exposed conductors may be run 
from conduit, or other outlet fittings to collectors, 
resistors, magnetic brakes, motors or other equipment 
if the conductors are protected from mechanical injury 
during the operation of the crane or hoist. 


(3) Where a pendant push-button station is so 
supported as to protect the conductors from strain, 
the station may be supplied from exposed multiple- 
conductor cables. O. Reg. 94/58, s. 153. 


674. Where a crane or hoist is operated by more 
than one motor, a common return conductor of proper 
current-carrying capacity may be used. O. Reg. 94/58, 
Savos. 


CONTROL AND PROTECTION OF CIRCUITS 


675.—(1) The main contact-conductors shall be 
controlled by a fused motor-circuit switch or a circuit 
breaker. 


(2) Where cranes or hoists are operated from cages 
or cabs, a general-use switch may be used as a control- 
ling device instead of the devices specified by subsec- 
tion 1. 


(3) The controlling device shall be, 
(a) arranged to lock in the open position; 


(b) located so that the crane or hoist and the 
contact-conductors are visible from the device; 
and 


(c) readily accessible and operable from the 
ground or floor. O. Reg. 94/58, s. 153. 


676.—(1) Where cranes or hoists are operated from 
cages or cabs, the conductors supplying the electrical 
equipment in the cage or cab from the contact-con- 
ductors shall be controlled by a fused motor-circuit 
switch or a circuit-breaker mounted, 


(a) in the cage or cab; or 


(b) on the bridge in such a location as to be 
operable from the cage or cab when the 
trolley is at either end of the bridge. 


(2) The controlling devices prescribed by sub- 
section 1 shall be rated or set at not less than, 
(a) 50 per cent of the combined short-time 
ampere-rating of the motors; or 


(b) 75 per cent of the combined short-time ampere- 
rating of those motors required for one single 
crane or hoist motion. O. Reg. 94/58, s. 153. 


677. A limit-switch shall be provided for the upper 
limit of travel of crane-hoists. O. Reg. 94/58, s. 153. 


678.—(1) Subject to subsection 2, where a crane or 
hoist is operated by more than one motor, each motor 
shall be protected by an over-current device in accord- 
ance with Part V. 


(2) Where two motors operate a single hoist, 
carriage, truck or bridge and are controlled as a unit 
by one controller, the two motors and their leads may 
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be protected by a single over-current device which shall 
be located in the cage or cab where there is one. O. Reg. 
94/58, s. 153. 


HAZARDOUS LOCATIONS AND GROUNDING 


679. Where a crane or hoist operates over com- 
bustible material, the resistor shall be located in con- 
formance with subsection 2 of section 817. O. Reg. 
94/58, s. 153. 


680. Motor frames, tracks, controller enclosures 
and the entire frame of every crane or hoist shall be 
grounded in conformance with Part VII. O. Reg. 
94/58, s. 153. 


PART XII 


PASSENGER AND FREIGHT ELEVATORS 
AND DUMB-WAITERS 


GENERAL 


681. This Part applies to  electrically-operated 
elevators, including passenger elevators, freight ele- 
vators, escalators and dumb-waiters. O. Reg. 94/58, 
s. 154, 


682.—(1) No part of any electric circuit having a 
voltage of more than 750 volts shall be used on any 
elevator-car control system. 


(2) Electric circuits having a voltage of more than 
750 volts may be used in machine rooms or penthouses 
for the operation of motors and brakes but, 


(a) all control-wiring and signal-wiring shall be 
insulated from the power circuits; and 


Ww 


all machine frames and hand-operated metal 
ropes shall be grounded. 


(b 


(3) Where an automatic elevator has operating 
devices in the car and at landings, the operating devices 
shall not be installed in a circuit having a voltage of 
more than 300 volts to ground. 


(4) The push-buttons of an elevator-signalling 
circuit shall not be installed in a circuit having a voltage 
of more than 300 volts to ground. O. Reg. 324/51, 
s. 656. 


683. Every live part of electrical apparatus in or 
on an elevator-car or in an elevator hoist-way shall be 
enclosed in such manner as to prevent accidental 
contact therewith. O. Reg. 324/51, s. 657. 


684.—(1) Where the conductors of elevator equip- 
ment are installed in an auxiliary gutter in a machine- 
room, and under the controllers, starters or other 
apparatus for an elevator machine, the conductors shall 
be of the rubber-insulated or of the thermoplastic- 
insulated type. 


(2) The conductors between the main-circuit re- 
sistors and the back of the control panels shall be of the 
slow-burning SB type, the asbestos-varnished-cloth 
type or the all-asbestos-covered type. 


(3) All other electric wiring of the control panels 
shall be of the rubber-insulated or of the thermo- 
plastic-insulated type but, where the conductors are 
subjected to temperatures of more than 60° C. or 
140°F., they shall be of a type approved for the purpose. 


(4) Conductors or groups of conductors having 
flame-retarding outer covering shall not be used as 
connections for the operating circuits of elevator con- 
trollers unless the outer covering also has moisture- 
resisting properties. 
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(5) Conductors having asbestos or other moisture- 
absorbing coverings shall not be used for the operating 
circuits of elevator controllers. O. Reg. 324/51, s. 658. 


685. Where travelling cables are used as flexible 
connections between an elevator-car and the hoist-way, 
they shall be of type E elevator cable or of some other 
type approved for the purpose and shall have a flame- 
retarding and moisture-resisting outer covering. O. Reg. 
324/51, s. 659. 


686.—(1) Conductors for the lighting circuits in 
elevator wiring systems shall not be smaller than No. 14 
B. & S. gauge but, where flexibility is required, two or 
more No. 16 B. & S. gauge conductors may be used in 


parallel in travelling cables and on the car. 


(2) The conductors for elevator-operating and 
elevator-control circuits shall be of the rubber-insulated 
fixture-wire RF-32 type, the flexible, rubber-insulated 
fixture-wire FF-32 type or the thermoplastic-insulated 
fixture-wire TF or TFF type and not smaller than 
No. 16 B. & S. gauge. 


(3) The conductors for signal circuits and for 
fixtures in an elevator-wiring system shall be of the 
rubber-insulated fixture-wire RF-32 type, the flexible, 
rubber-insulated fixture-wire FF-32 type, or the thermo- 
plastic-insulated fixture-wire TF or TFF type and not 
smaller than No. 18 B. & S. gauge. O. Reg. 324/51, 
s. 660. 


687.—(1) Where the conductors of an elevator- 
wiring system, other than travelling cables or conductors 
used in Class 1 or Class 2 signal systems, are located 
in a hoistway, they shall be installed in rigid conduit, 
electrical metallic tubing or, where the cable sheath 
is not exposed to mechanical injury, in M.J. copper- 
clad cable or aluminum-sheathed cable, but flexible 
conduit or armoured-cable may be used between riser- 
switches and limit-switches, interlocks, push-buttons 
or similar devices. O. Reg. 94/58, s. 155. 


(2) The conductors and travelling cables of an 
elevator-car shall be run in rigid conduit, electrical 
metallic tubing or wire-ways but, 


(a) short runs of flexible conduit or armoured 
cable may be used, where they are securely 
fastened in place and not exposed to oil; and 


short runs of type S cord may be used as the 
flexible connection between fixed wiring on 
the car and the switch on the car door or gate, 
where the cord is securely fastened in position 
and not exposed to mechanical injury. O. Reg. 
324/51, s. 661 (2). 


688.—(1) Where the conductors of circuits between 
motors and generators, motors and control panels or 
generators and control panels are, 


(a) not over six feet long; 


(b) supported at intervals of not more than three 
feet; and 


(c) not so located as to be subjected to mechanical 
damage or to temperatures in excess of 60°C. 
or 140°F., 


the conductors may be grouped without additional 
insulation of the separate conductors but, 


(d) the group shall be taped or corded; and 


(e) the tapes or cords shall be coated with 


insulating paint. 


(2) Where motor-generators are used with elevator 
motors and both are located adjacent to or underneath 
the control equipment and are provided with extra- 
length terminal-leads, the leads may be extended to 
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connect directly to the elevator-controller or motor- 
generator terminal studs and the provisions of section 
287 in respect of current-carrying capacity do not 
apply, but no lead shall be longer than six feet. O. Reg. 
324/51, s. 662. 


INSTALLATION OF CONDUCTORS 


689. Where the conductors of elevator wiring issue 
from a race-way, sections 213, 214 and 215 in respect 
of the race-way terminal fittings or bushings apply 
but in no case shall the race-way terminate within six 
inches from the floor. O. Reg. 324/51, s. 663. 


690. Where conduit or electrical metallic tubing is 
exposed and does not contain feeders, split fittings or 
clamp fittings may be used on the conduit or tubing. 
O. Reg. 324/51, s. 664. 


691. The supports for rigid or flexible conduit, 
electrical metallic tubing and armoured-cable shall be 
fastened securely to the guide rail or to the structural 
elements of the hoist-way. O. Reg. 324/51, s. 665. 


692. The control-circuit conductors of an _ ele- 
vator-wiring system shall be of the stranded or flexible 
type. O. Reg. 324/51, s. 666. 


693.—(1) Where the operating conductors or 
control-circuit conductors of an elevator-wiring system 
are installed in conduit or electrical metallic tubing, 
the conduit or tubing shall not contain a number of 
conductors exceeding the number specified in Table 14. 


(2) The provisions of section 233 in respect of 
the length of an auxiliary gutter and the provisions of 
section 236 in respect of the number of conductors 
permissible in an auxiliary gutter do not apply to 
auxiliary gutters used in an elevator-wiring system. 
O. Reg. 324/51, s. 667. 


694.—(1) Where the conductors of an elevator car- 
lighting circuit or an elevator-signal system are not an 
integral part of the elevator-wiring system, they shall 
be separated and run in separate travelling cables and 
race-ways. O. Reg. 324/51, s. 668. 


shall be 
O. Reg. 


_ (2) A separate lighting branch-circuit 
installed for every passenger elevator-car. 
94/58, s. 156. 


695.—(1) Where elevator-signal conductors form an 
integral part of the elevator-wiring system and have a 
common power supply with the conductors for the 
elevator-circuits, including the operating, control and 
power conductors, they may be run in the same travel- 
ling cable or race-way system notwithstanding that 
the characteristics of the voltage and current may be 
changed within the wiring system by rectifying, trans- 
forming or other converting devices supplied from the 
elevator feeder-circuit, but, 


(a) all the elevator-signal conductors and elevator- 
circuit conductors shall be insulated for the 
maximum voltage found in the cable or race- 
way system; and 


(b) all live parts of the equipment shall be in- 
sulated from ground for the maximum voltage. 


(2) The travelling cable or race-way may also 
include a pair of telephone-conductors to serve a 
telephone in the elevator-car, but the telephone- 
conductors shall be insulated for the maximum voltage 
found in the cable or race-way system. O. Reg. 324/51, 
s. 669, 


696.—(1) No electric conduit or cables other than 
the electric conduit or cables used to furnish or control 
power, light, heat or signals for the elevator or hoist- 
ways shall have an opening, terminal, outlet or junction 
within the hoist-way. 
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(2) Subsection 1 does not prevent the interruption 
of long runs of conduit or cable for the purpose of 
supporting or pulling-in the conductors. 


(3) Pull boxes may be installed in a long run of 
conduit or cable for the purpose of pulling-in the con- 
ductors. O. Reg. 324/51, s. 670. 


TRAVELLING CABLES 


697.—(1) Travelling cables for elevator circuits, 
other than signal circuits, shall have one or more 
supporting fillers of cotton rope, hemp rope, cotton- 
covered steel wire or rubber-insulated steel wire. 


(2) The fillers shall be laid up with the conductors 
under the outer covering of the cable. 


(3) Where the cable contains more than five con- 
ductors, the supporting fillers shall be run straight 
through and not cabled with the conductors. 


(4) Where flexible cords are used for elevator- 
lighting and control, the identification and construction 
of the cord shall be in conformance with Table 20 and 
subsection 6 of section 301. O. Reg. 324/51, s. 671. 


698.—(1) Where travelling cables for elevator- 
signal circuits or for any other elevator circuit not more 
than 100 feet in length are so constructed that the 
weight of the cable is not carried by the individual 
conductors, the cables may be suspended by suitable 
clamps. 


(2) Where travelling cables, other than the travel- 
ling cables for elevator-signal circuits, are more than 100 
feet in length, the cables shall be so supported that the 
weight is carried directly by the reinforcement strands 
of the cable assembly. O. Reg. 324/51, s. 672. 


699. Where travelling cables are installed in 
hazardous locations, they shall be secured to explosion- 
proof or dust-tight cabinets, according to the nature of 
the hazard, by heavy-duty rubber-bushed threaded 
connector-bushings sealed off at the enclosure in con- 
ees with sections 732 and 733. O. Reg. 324/51, 
Sa OSs 


700. Where travelling cables may come into con- 
tact with I-beams, ledges or other projections or corners 
of building construction in the hoist-way, the surfaces 
of the projections or corners shall be covered with 
heavy-gauge sheet metal or other suitable means of 
ensuring a smooth surface. O. Reg. 324/51, s. 674. 


CONTROL 


701.—(1) Every elevator system shall have in addi- 
tion to the elevator controller a means for disconnecting 
all conductors of the circuit to the elevator motor or, 
in the case of generator field control, to the motor of 
the motor-generator set that supplies current to the 
elevator motor. 


(2) The disconnecting means shall be an externally- 
operated switch equipped with means for locking it in 
the open position. 


(3) The switch shall be installed adjacent to and 
visible from the elevator machine. 


(4) The switch may be a disconnect switch in the 
control circuit of the motor-generator set. 


(5) The switch shall, where practicable, be located 
in the machine room at the lock-jamb side of the 
entrance door. O. Reg. 324/51, s. 675. 


702.—(1) Every elevator shall be equipped with 
final over-run-limit switches. 


(2) The switches shall, 


(a) be mounted in the hoist-way; 


(b) be operated by the movement of the elevator- 
car; and 


(c) control the upper and lower limit of travel of 
the elevator-car. O. Reg. 324/51, s. 676. 


703.—(1) Every elevator motor shall beso protected 
that, when there is excessive current due to single-phase 
operation or due to mechanical cause, the current to 
the motor is cut off before the windings are damaged. 


(2) Every drum-type electric elevator on which 
the lifting cables are anchored to the hoisting drums and 
are driven by a poly-phase motor shall be provided with 
a device that prevents the starting of the motor when, 


(a) the phase rotation is in the wrong direction; or 


(b) there is a failure in any phase. O. Reg. 
324/51, s. 677. 

(3) Every elevator shall be equipped with brakes 
that brake automatically to stop the car by the opera- 
tion of a spring or the force of gravity when the operat- 
ing device is in the Stop position and do not release 
until power has been supplied to the motor. O. Reg. 
94/58, s. 157. 


OVER-CURRENT PROTECTION 


704. Where No. 18 B. & S. gauge conductors are 
used for elevator-signal circuits, the conductors shall 
be protected by fuses rated at not more than three 
amperes. O. Reg. 324/51, s. 678. 


MACHINE ROOM 


705.—(1) Every elevator machine and controller 
shall be installed in a room used exclusively for the 
purpose of containing elevator machinery, including 
elevator control and signal equipment, or shall be 
isolated by elevation or by means of an enclosure, wire 
grill or other means that prevents accidental contact 
with the machinery by persons or objects. O. Reg. 
324/51, s. 679. 


(2) Machine rooms shall be provided with artificial 
light, the illumination of which shall be based on not 
less than one-half of one watt for each square foot of 
floor area. 


(3) The lighting switch installed for machine-room 
lighting shall be located within easy reach of the 
machine-room door. 


(4) The elevator service switch and the lighting 
switch shall be of the enclosed type and shall, where 
practicable, be installed on the lock-jamb side of the 
machine room door. O. Reg. 94/58, s. 158. 


706.—(1) There shall be a working space of at least 
twenty-four inches behind and thirty inches in front 
of the live parts of each elevator controller. 


(2) Notwithstanding subsection 1, auxiliary equip- 
ment may be placed immediately in front of or behind 
a controller if the spacing required by subsection 1 is 
maintained in front of or behind the auxiliary equip- 
ment. 


(3) Where controllers are enclosed in cabinets 
having swinging doors or removable sections, the work- 
ing space required by subsection 1 may be measured 
from the controllers when the doors are opened or the 
sections are removed. 


(4) The requirements of subsection 1 do not apply 
to, 


(a) controllers totally enclosed in cabinets and 
mounted on the wall; 


(b) controllers mounted on, over or against the 
elevator mechanism if there is reasonable 
access to the controllers; or 


(c) enclosed escalator controllers if the controllers 
can be readily removed for maintenance pur- 
poses. 


(5) Where controllers are mounted on panels, there 
shall be a clear passageway of at least eighteen inches 
from front to rear on at least one side of the panel or 
group of panels. O. Reg. 94/58, s. 159. 


GROUNDING 


707. All conduit or armoured-cable attached to 
elevator-cars shall be bonded to the grounded metal 
parts of the car with which they come into contact. 
O. Reg. 324/51, s. 681. 


708. The frames of all motors, elevator machines 
and controllers and the metal enclosures for all electrical 
devices in or on the car or in the hoist-way of elevators 
shall be grounded. O. Reg. 324/51, s. 682. 


709. Where any electrical conductor is attached to 
the car of an elevator, other than an electric elevator, 
and the metal frame of the car is normally accessible, 
the metal frame shall be grounded. O. Reg. 324/51, 
s. 683. 


710. Every hand-operated metal shifting-rope and 
cable shall be grounded. O. Reg. 324/51, s. 684. 


711. Where an elevator machine has been grounded 
in conformance with Part VII, metal car-frames sup- 
ported by metal hoisting-cables attached to or running 
over the sheaves or drums of the elevator machine shall 
be deemed to be grounded thereby. O. Reg. 324/51, 
s. 685. 


PREVENTION OF EXCESSIVE OVER-SPEED 


712. Where a dry-plate, or other type of rectifier 
incapable of absorbing electrical energy, is used to 
transform alternating current to direct current for the 
operation of an elevator motor, a device shall be installed 
capable of absorbing a sufficient amount of energy re- 
generated by the motor to prevent the elevator from 
attaining a speed greater than 125 per cent of its speed 
in the up direction carrying its authorized load. O. Reg. 
94/58, s. 160. 


PART XIII 
HazArRbous LOCATIONS 
CLASSIFICATION 


713. Every hazardous location is classified, accord- 
ing to the nature of the hazard, as, 


(a) Special; 
(6) Class I; 
(ce) telass Ts or 


(d) Class IIT. O. Reg. 324/51, s. 686. 

714. “Special’’ when applied to a location means 
that the location is or may become hazardous by reason 
of the presence therein of readily ignitible deposits of 
or residues from paints, varnishes, lacquers or other 
types of finishes. O. Reg. 324/51, s. 687. 


715.—(1) “Class I’? when applied to a location 
means that the location is or may become hazardous by 
reason of the presence therein of atmospheres contain- 
ing flammable gases or vapours in quantities sufficient 


to produce an explosive or ignitible mixture. 
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(2) “Class II"’ when applied to a location means 
that the location is or may become hazardous by reason 
of the presence therein of combustible dust. 


(3) “Class III’ when applied to a location means 
that the location is or may become hazardous by reason 
of the presence therein of readily ignitible fibres or 
flyings but in which the fibres or flyings are not likely 
to be in suspension in air in quantities sufficient to 
produce an ignitible mixture. O. Reg. 324/51, s. 688. 


716.—(1) Class I locations are further classified 
according to the kind of gas or vapour present in the 
atmosphere therein as, 


(a) Group A comprising atmospheres containing 
acetylene; 


(b) Group B comprising atmospheres containing 
hydrogen, or manufactured gas, or gases or 
vapours of a hazard equivalent to the hazard 
of hydrogen; 


(c) Group C comprising atmospheres containing 
ethyl-ether vapour or cyclopropane; and 


(d) Group D comprising atmospheres containing 
natural gas or vapours of gasoline, petroleum, 
naphtha, alcohol, acetone or lacquer-solvent. 


(2) Class II locations are further classified according 
to the kind of combustible dust present therein as, 


(a) Group E comprising locationscontaining metal 
dust; 


(6) Group F comprising locations containing 
carbon black, coal or coke dust; and 


(c) Group G comprising locations containing grain 
dust. O. Reg. 324/51, s. 689. 


(3) Where equipment is approved for use in 
locations having atmospheres containing a particular 
kind of gas or vapour, those locations are classified 
according to the kind of gas or vapour present. O. Reg. 
94/58, s. 161, . 


_ 717. Class [ locations are further divided into two 
divisions composed of, 


(a) Division 1 comprising Class I locations in 
which, 


(i) hazardous concentrations of flammable 
gases or vapours exist continuously, 
intermittently or periodically under 
normal operating conditions, 


(ii) hazardous concentrations of flammable 
gases or vapours may exist frequently 
because of repair or maintenance opera- 
tions or because of leakage, or 


(iil) equipment is operated or processes 
carried on of such nature that break- 
down or faulty operation thereof could 
result in the release of hazardous con- 
centrations of flammable gases or 
vapours and simultaneous failure of 
electrical equipment; and 


(6) Division 2 
which, 


comprising Class I locations in 


(i) flammable volatile liquids, flanimable 
gases or vapours are handled, processed 
or used, but in which the liquids, gases 
or vapours are normally confined with- 
in closed containers or closed systems 
from which they can escape only as a 
result of accidental rupture or break- 
down of the containers or systems or the 
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abnormal operation of the equipment 
by which the liquids or gases are 
handled, processed or used, 


(ii) hazardous concentrations of gases or 
vapours are normally prevented by 
positive mechanical ventilation, but 
which may become hazardous as the 
result of failure or abnormal operation 
of the ventilating equipment, or 


(ui) the location is adjacent to a Class I 
Division 1 location to which a hazar- 
dous concentration of gases or vapours 
could be communicated. O. Reg. 
324/51, s. 690. 


718. Class II locations are further divided into 
two divisions composed of, 


(a) Division 1 comprising Class II locations in 
which, 


(i) combustible dust is or may be in 
suspension in air continuously, inter- 
mittently or periodically under normal 
operating conditions in quantities suff- 
cient to produce explosive or ignitible 
mixtures, 


(11) the normal or abnormal operation or 
the failure of equipment or apparatus 
might cause explosive or ignitible 
mixtures to be produced in or in 
dangerous proximity to electrical equip- 
ment or apparatus, or 


(iii) dusts having the property of conducting 
electricity may be present; and 


(6) Division 2 comprising Class II locations in 
which combustible dusts are not normally in 
suspension in air or likely to be thrown into 
suspension by the normal or abnormal opera- 
tion or the failure of equipment or apparatus 
in quantities sufficient to produce explosive or 
ignitible mixtures but in which, 


(i) deposits or accumulations of dust may 
be sufficient to interfere with the safe 
dissipation of heat from electrical 
equipment or apparatus, or 


(11) deposits or accumulations of dust on, 
in or near electrical equipment may 
be ignited by arc, sparks or burning 
material from the electrical equipment. 
O. Reg. 324/51, s. 691. 


719. Class III locations are further divided into 
two divisions composed of, 


(a) Division 1 comprising Class III locations in 
which readily ignitible fibres or materials pro- 
ducing combustible flyings are handled, manu- 
factured or used; and 


(b) Division 2 comprising Class III locations in 
which readily ignitible fibres, other than those 
in process of manufacture, are stored or 
handled. O. Reg. 324/51, s. 692. 


GENERAL 


720. Every room, section or area, including motor- 
and generator-rooms and rooms for the enclosure of 
control equipment, shall be considered as a separate 
location for the purpose of determining the classifi- 
cation of the hazard. O. Reg. 324/51, s. 693. 


721. Electrical equipment designed for use in a 
hazardous location shall be so marked as to indicate 
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the class and the group, or the particular kind of gas 
or vapour, for which the equipment has been approved. 
O. Reg. 94/58, s. 162. 


722.—(1) No electrical equipment shall be used in 
a hazardous location unless the equipment is essential 
to the processes being carried on therein. 


(2) Service equipment, panelboards, switchboards 
and similar electrical equipment shall, where practi- 
cable, be located in rooms or sections of the building in 
which hazardous conditions do not exist. O. Reg. 
324/51, s. 695. 


723.—(1) Where walls, partitions, floors or ceilings 
are used to form hazard-free rooms or sections, they 
shall be, 


(a) of substantial construction; 


(b) built of or lined with incombustible material; 
and 


(¢) such as to ensure that the rooms or sections 
remain free from hazards. 


(2) Where a non-hazardous location adjoins a 
Class II or Class III location, the location shall be 
separated by fire-resisting, substantially dust-tight, 
self-closing doors. O. Reg. 324/51, s. 696. 


724. Where equipment for Group A or Group B, 
Class I locations is not commercially available and a 
concentration occurs of more than 25 per cent of the 
lower explosive limit of the atmosphere involved, the 
location shall be deemed to be hazardous and the 
electrical-wiring system and the electrical equipment 
in the hazardous location shall be so constructed as to 
maintain a positive air-pressure or inert gas-pressure 
to the satisfaction of an inspector. O. Reg. 324/51, 
s. 697; O. Reg. 94/58, s. 163. 


INSTALLATION IN SPECIAL LOCATIONS 


725. No electrical equipment or electrical apparatus 
other than, 


(a) electrical wiring contained in rigid conduit; or 


(b) electrical boxes or fittings, containing no taps, 
splices or terminal connections, 
shall be installed or used in a special location. O. Reg. 
324/51, s. 698. 


726. Special locations may be illuminated through 
panels of glass or other transparent material but, 


(a) the source of illumination shall be fixed light- 
ing units; 


(b) the panel shall effectively isolate the special 
location from the area in which the lighting 
unit is located; 


(c) the lighting unit shall be of a type approved 
for the location in which it is placed; 


(d) the transparent panel shall be of such material 
or so protected as to be unlikely to be broken; 
and 


(e) the lighting unit shall be so arranged in relation 
to the panel that normal accumulations of 
hazardous residues on the exposed surface of 
the panel will not be raised to a dangerous 
temperature by radiation or conduction from 
the source of illumination. O. Reg. 324/51, 
s. 699, 
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INSTALLATION IN CLass I Division 1 LocaTIONs 
TRANSFORMERS AND ELECTRICAL CONDENSERS 


727. Subject to section 735, dry-core transformers 
other than the explosion-proof type shall not be 
installed in a Class I Division 1 location. O. Reg. 
94/58, s. 164. 


728.—(1) Transformers and electrical condensers 
that contain a liquid that will burn and are installed 
in a Class I Division 1 location shall be installed in a 
vault that conforms to sections 528 to 537. 


(2) There shall be no door or other connecting 
opening between the vault and the hazardous location. 


(3) The vault shall be so ventilated as to ensure the 
continuous removal of hazardous gases or vapours. 


(4) The vent-openings or vent-ducts shall lead to a 
safe location outside the building containing the vault. 


(5) The vent-openings and vent-ducts shall be of 
sufficient area to relieve pressure caused by explosions 
within the vault. 


(6) Every portion of a vent-duct within a building 
shall be constructed of reinforced concrete. O. Reg. 
324/51, s. 701. 


729. Every transformer and electrical condenser 
that contains a liquid that will not burn and is installed 
in a Class I Division 1 location shall, 


(a) be installed in a vault conforming to sections 
528 to 537; or 


(b) be of an explosion-proof type approved for the 
class and group of the location. O. Reg. 
324 /S5iy os. 7/02: 


METERS, INSTRUMENTS AND RELAYS 


730.—(1) Meters, instruments and relays, including 
kilowatt-hour meters, instrument transformers and 
resistors, rectifiers and termionic tubes shall, where 
practicable, be located outside the hazardous location. 
O. Reg. 324/51, s. 703 (1). 


(2) Where it is not practicable to install meters, 
instruments and relays outside a Class I Division 1 
location, they shall be provided with explosion-proof 
enclosures approved for the class and group of the 
location but, where they are approved for a particular 
gas or vapour, general-purpose enclosures may be used. 
O. Reg. 324/51, s. 703 (2); O. Reg. 94/58, s. 165. 


WIRING METHODS 


731.—(1) The wiring method ina Class I Division 1 
location shall be rigid conduit with threaded explosion- 
proof joints and explosion-proof boxes and fittings. 
O. Reg. 324/51, s. 704 (1). 


(2) Every explosion-proof threaded joint shall have 
at least five full threads engaged, and running threads 


shall not be used for coupling lengths of conduit. 
O. Reg. 94/58, s. 166 (1). 


(3) Where it is necessary to use flexible connections 
at motor terminals and similar places, the flexible fit- 
ting shall be of an explosion-proof type approved for 


the class and group of the location. O. Reg. 324/51, 
s. 704 (3). 


(4) A wiring method that is not explosion-proof 
and that consists of electrical wiring and electrical 
equipment approved for use in an atmosphere con- 
taining the particular gas or vapour present and that 
is installed, maintained and operated in accordance 
with the conditions of approval may be used as an 


alternative to the wiring method required by subsection 
4 ; 
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(5) Where the wiring method referred to in sub- 
section 4 is used, it shall be sealed in accordance with 
section 732 if it connects with the rigid conduit and 
explosion-proof equipment required by subsection 1. 
O. Reg. 94/58, s. 166 (2). 


SEALING 


732.—(1) Seals shall be inserted in conduits in 
Class I Division 1 locations so as to prevent the passage 
of gases, vapours or flames from one part of an electrical 
installation to another part thereof. 


(2) Seals shall be located, 


(a) in each run of conduit entering an enclosure 
for switches, circuit-breakers, fuses, relays, 
resistors or other apparatus that may pro- 
duce arcs, sparks or high temperatures; 


(b) ascloseas practicable to and, in any case, not 
more than eighteen inches from the enclosure; 


(c) in each run of conduit of two-inch size or 
larger entering an enclosure, terminal-box or 
junction-box; 


(d) within eighteen inches of the enclosure or 
box; and 


(e) in each run of conduit leaving a Class I 
Division 1 location. 


(3) In every run of conduit leaving a Class | 
Division 1 location, there shall be no box-coupling or 
fitting in the conduit between the seal and the point 
at which the conduit leaves the location. O. Reg. 
324/51, s. 705. 


733.—(1) Enclosures for connections or for electrical 
equipment shall be provided with an approved means 
for sealing or with sealing fittings approved for the 
class and group of the location. 


(2) Where sealing compound is used, it shall be of 
such composition as not to be affected by its surround- 
ing atmosphere or liquids and it shall have a melting- 
point of not less than 93° C. or 200° F. 


(3) Where sealing compound is used, it shall have 
a minimum thickness in the completed seal of not less 
than the trade size of the conduit in which it is con- 
tained and, in any case, of not less than five-eighths of 
an inch. 


(4) No splice or tap shall be made in a sealing 
fitting designed to be sealed with compound. 


(5) No fitting that contains a splice or tap shall 
be filled with compound. 


(6) Where there is a possibility that water or other 
condensed vapour may be trapped at any point in a 
race-way system, suitable means shall be provided to 
prevent the accumulation of, or to permit periodic 
draining of, the water or condensed vapour. O. Reg. 
324/51, s. 706. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


734. No switch, motor controller, circuit-breaker 
or fuse, including push-buttons, relays and_ similar 
devices, shall be used in a Class I Division 1 location 
unless it is approved as a complete assembly for the 
class and group or for the particular gas or vapour of 
the location in which it is used. O. Reg. 324/51, s. 707; 
O. Reg. 94/58, s. 167. 


CONTROL TRANSFORMERS AND RESISTORS 


735. Every control transformer having a rating in 
excess of 1 kilowatt and every impedance coil and 
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resistor used as or in conjunction with control equip- 
ment for motors, generators or electric appliances in 
a Classs I Division 1 location and the switching 
mechanism, if any, used with it, shall be provided 
with an explosion-proof enclosure approved for the 
class and group of the location. O. Reg. 94/58, s. 168. 


MOTORS AND GENERATORS 


736. Every motor, generator and other rotating 
electrical machinery shall be of an explosion-proof type 
approved for the class and group of the location. 
O. Reg. 324/51, s. 709. 


LIGHTING FIXTURES 


737.—(1) Every lamp shall be installed in a fixture 
that, 


(a) is approved as a complete assembly for the 
location and is clearly marked to indicate the 
maximum wattage of the lamps for which it 
is approved; 


(0) is protected against mechanical injury by its 
location or by a suitable guard; and 


(c) if it is a pendent fixture, is suspended by and 
supplied through threaded rigid-conduit stems. 


(2) Where under clause c of subsection 1 the 
stem is longer than twelve inches, flexibility shall be 
ensured by the use of a fitting or flexible connector 
approved for the class and group of the location and 
installed not more than twelve inches from the point 
of attachment to the supporting box or fitting. 


(3) Where a box, box-assembly or fitting is used in 
a Class I Division 1 location to support a lighting 
fixture, it shall be of a tvpe approved for the class and 
group of the location. O. Reg. 324/51, s. 710. 


APPLIANCES 


738. No appliance, whether fixed or portable, shall 
be used in a Class I Division 1 location unless it is 
approved for the class and group of the location. 
On Ress 324 /5iles.e7 Iie 


FLEXIBLE CORDS 


739. Every flexible cord used in a Class I Division 1 
location shall, 


(a) be of a type approved for hard usage; 


(b) contain, in addition to the conductors of the 
circuit, a grounding-conductor that, if in- 
sulated, is finished to show a green colour; 


(c) be connected to terminals or to supply-con- 
ductors in such manner as to avoid arcing or 
over-heating; 


(d) be supported by clamps or by other suitable 


means in such manner as to place no tension 
on the terminal connections; and 


(e 


wa 


be provided with suitable seals at the places 
in which the flexible cord enters a box, fitting 
or enclosure of explosion-proof type. O. Reg. 
S2e/Slese wl2s 


RECEPTACLES AND ATTACHMENT PLUGS 


740. Every receptacle and attachment plug used in 
a Class | Division 1 location shall, 


(a) be of a polarized type; 


(b) provide for automatic connection to the 
grounding-conductor of the flexible cord; and 


(c) be approved for the class and group of the 
location. O. Reg. 324/51, s. 713. 


CONDUCTOR INSULATION 


741. Where insulated conductors are used in a 
Class I Division 1 location in which condensed vapours 
or liquids having a deleterious effect on the insulation 
may collect on or come in contact with the insulation, 
the insulation shall, 


(a) be of a type approved for use under the con- 
dition; or 


(b) be protected by a sheath of lead or by other 
approved means. O. Reg. 324/51, s. 714. 


SIGNAL, ALARM, REMOTE-CONTROL AND COMMUNICATION 
SYSTEMS 


742.—(1) Where all or part of the apparatus and 
equipment of a signalling, alarm, remote-control or 
communication system of any voltage is contained in 
a Class I Division 1 location, the apparatus and equip- 
ment shall be approved for the class and group or for 
the particular gas or vapour of the location. O. Reg. 
324/51, s. 715 (1); O. Reg. 94/58, s. 169. 


(2) The wiring of the system shall comply with 
section 731. O. Reg. 324/51, s. 715 (2). 


LIVE PARTS 


743. No live part of electrical equipment or of an 
electrical installation shall be exposed in a Class I 
Division 1 location. O. Reg. 324/51, s. 716. 


GROUNDING 


744.—(1) All electrical wiring and electrical equip- 
ment in a Class I Division 1 location shall be grounded 
in the manner required by this section. 


(2) Exposed non-current-carrying metal parts of 
electrical equipment, including the frames or metal 
exteriors of motors, fixed or portable lamps or appli- 
ances, lighting fixtures, cabinets, cases and conduit 
shall be grounded in accordance with Part VII. 


(3) Wherever bonding is necessary, including the 
bonding of conduit in a non-hazardous location used 
to ground non-current-carrying metal parts in hazard- 
ous locations, bonding jumpers with proper fittings or 
other approved means shall be used, and the lock-nut 
bushing or double-lock-nut types of contact shall not 
constitute proper bonding. 


(4) Where a wiring system is supplied from an 
ungrounded overhead electrical sypply system in an 
area in which lightning disturbances are prevalent, 
every ungrounded service conductor of the wiring 
system that is in a Class I Division 1 location shall be 
protected against lightning by a protective device that 
shall, 


(a) be connected to the service conductors on the 
supply side of the service disconnecting means; 
and 


(b) be grounded to the race-way system at the 
service entrance. 


(5) Where wiring is supplied from a grounded 
alternating-current supply-system in which a grounded 
conductor is a part of the service, the wiring shall have 
a grounded service conductor bonded to the race-way 
system and to the grounding-conductor for the race-way 
system, and the bonding connection to the grounded 
service conductor shall be made on the supply side of 
the service disconnecting means. 


(6) Where wiring is supplied from a grounded 
alternating-current supply-system in which no grounded 
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conductor is a part of the service, the wiring shall be 
provided with a metallic connection between the supply- 
system ground and the race-way system at the service 
entrance, and the metallic connection shall, 


(a) have a current-carrying capacity not less than 
one-fifth of that of the service conductors; 
and 


(b) if of copper, be in no case smaller than No. 8 
B. & S. gauge. 


(7) Where, in order to comply with section 433, 
it is necessary to dispense with one or more grounding 
connections so as to avoid an objectionable passage of 
current over the grounding-conductors, the grounding- 
connection required by subsections 5 and 6 shall not 
be dispensed with so long as any other grounding con- 
nection remains connected to the supply system. 
O. Reg. 324/51, s. 717. 

Division 2 LOCATIONS 


INSTALLATION IN Crass I] 


TRANSFORMERS AND ELECTRICAL CONDENSERS 


745.—(1) Dry-core transformers shall not be in- 
stalled in Class I Division 2 locations, O. Reg. 94/58, 
See isle 


(2) Where transformers are installed in a Class I 
Division 2 location, sections 518 to 537 apply. 


(3) Where electrical condensers are installed in 
Class I Division 2 locations, sections 538 to 545 apply. 
OM Regn 324/51, 8; 718 (2) 3) 

METERS, INSTRUMENTS AND RELAYS 

746.—(1) Where meters, instruments and relays 
contain contacts for making or breaking electrical 


current, they shall, where practicable, be located out- 
side the hazardous location. O. Reg. 324/51, s. 719 (1). 


(2) Where it is not practicable to install meters, 
instruments and relays outside a Class I Division 2 
location, they shall be provided with explosion-proof 
enclosures approved for the class and group or for the 
particular gas or vapour of the location but, where 
the contacts are, 


(a) immersed in oil; or 


(6) enclosed within a chamber hermetically sealed 
against the entrance of gases or vapours, 


general-purpose enclosures may be used. O. Reg. 
324/51, s. 719 (2); O. Reg. 94/58, s, 171. 

747. Where resistors, resistance devices, thermionic 
tubes or rectifiers are used in or in connection with 
meters, instruments and relays in a Class I Division 
2 location, they shall comply with section 730, but 
enclosures for resistors that operate normally at 
approximately room-temperature may be of the 
general-purpose type. O. Reg. 324/51, s. 720. 


748.—(1) Where transformer windings, impedance 
coils, solenoids, or other windings that do not incor- 
porate sliding contacts or make-and-break contacts 
are used in a Class I Division 2 location, they shall be 
provided with enclosures. 


(2) Where vents adequate to permit a prompt 
escape of gases or vapours are provided, the enclosure 
may be of the general-purpose type but, where the vents 
are not provided or are not adequate, the enclosures 
shall be of an explosion-proof type approved for the 
2 hipaa group of the location. O. Reg. 324/51, 
s. : 


WIRING METHODS 


749.—(1) Except where general-purpose enclosures 
are permitted by sections 745 to 765, the wiring method 


in Class I Division 2 locations shall be rigid conduit 
with boxes, box-assemblies and fittings having, 


(a) threaded joints for conduit connection with 
at least three full threads engaged; 


(b) tightly-fitting covers or other effective means 
of preventing the escape of sparks or burning 
material; and 


no holes for attachment screws, or any other 
opening through which sparks or burning 
material may escape or adjacent combustible 
material may be ignited. O. Reg. 94/58, 
s. 172, revised. 
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(2) Where it is necessary to use flexible connections 
at motor terminals and similar places, flexible conduit 
shall be used. O. Reg. 324/51, s. 722 (2). 


SEALING 


759.—(1) Seals shall be inserted in conduits in Class 
I Division 2 locations so as to prevent the passage of 
gases, vapours or flames from one part of an electrical 
installation to another part thereof through the conduit. 


(2) The seal shall be located, 


(a) in each run of conduit entering the enclosure 
that is required by this Regulation to be 
explosion-proof, as close as practicable to, and 
in any case not more than eighteen inches from, 
the enclosure; and 


(b) in each run of conduit leaving the hazardous 
location. 


(3) Where a run of conduit enters an enclosure 
that is required to be explosion-proof, every part of 
the conduit from the seal to the explosion-proof en- 
closure shall! comply with section 731. 


(4) Ina run of conduit leaving a Class I Division 2 
location, there shall be no box, coupling or fitting in 
the conduit between the seal and the point at which the 
conduit leaves the location. O. Reg. 324/51, s. 723. 


751. Where seals are required ina Class I Division 2 
location, section 733 applies. O. Reg. 324/51, s. 724. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


752. Where a circuit-breaker or switch in a Class [ 
Division 2 location is intended to interrupt electrical 
current in the normal performance of the function for 
which it is installed, it shall comply with section 734 
unless a general-purpose enclosure is provided and, 


(a) the interruption of current occurs within a 
chamber hermetically sealed against the 
entrance of gases and vapour; or 


(6) the current-interrupting contacts are immersed 
in ot! and the device is approved for the class 
and group of the location. O. Reg. 324/51, 


s f25; 


_ 753. Where an isolating switch is used in a Class I 
Division 2 location, 


(a) it shall be so interlocked with its associated 
current-interrupting devices that it cannot be 
opened under load; and 


(b) it may have an enclosure of the general- 
purpose type, if itis unfused. O. Reg. 324/51, 
s. (26; 0, Reg. 94/52. s, 173, 


754. Where fuses are used in a Class I Division 2 
location for the protection of motors, appliances and 
portable lamps, 
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(a) a standard plug-fuse or cartridge-fuse may be 
used if placed within an explosion-proof en- 
closure approved for the class and group of 
the location; or 


(b) a fuse of a type in which the operating element 
is immersed in oil or other approved liquid or 
is enclosed within a chamber hermetically 
sealed against the entrance of gases and 
vapours may be used if approved for the class 
and group of the location and placed within a 
general-pupose enclosure. O. Reg. 324/51, 
Sih 


755.—(1) In this section, ‘‘set of fuses’? means a 
group containing as many fuses as are required to per- 
form a single protective function in a circuit, but does 
not include fuses conforming to section 754. 


(2) Where, 


(a) not more than ten sets of approved enclosed 
fuses; or 


(b) not more than ten circuit-breakers that are 
not used as switches for the interruption of 
current, 


are installed in a Class I Division 2 location for the 
protection of a branch-circuit or feeder-circuit that 
supplies only incandescent lamps in a fixed position, 
the enclosures for the fuses or circuit-breakers may be 
of the general-purpose type. O. Reg. 324/51, s. 728. 


CONTROL TRANSFORMERS AND RESISTORS 


756.—(1) Where switching mechanisms are used in 
conjunction with a transformer, impedance coil or 
resistor, in a Class I Division 2 location, they shall 
comply with sections 752 to 755. 


(2) The enclosures for the windings of transformers 
or impedance coils in Class I Division 2 locations may 
be of the general-purpose type but shall be provided 
with vents adequate to permit the prompt escape of 
gases or vapours that may enter the enclosure. 


(3) Every resistor used in a Class I Division 2 
location shall be provided with an explosion-proof en- 
closure approved as a complete assembly with the 
resistors for the class and group of the location. O. Reg. 
324/51, s. 729. 


MOTORS AND GENERATORS 


757. Every motor, generator and other rotating 
electrical machine in which sliding contacts, centrifugal 
or other types of switching mechanism, including motor 
over-current devices or integral resistance devices, 
are used while the motor, generator or machine is 
starting or running shall be approved for the class 
and group of the location unless the sliding contacts 
are, or the switching mechanism or integral resistance 
device is, provided with an enclosure approved for 
the class and group of the location. O. Reg. 324/51, 
s. 730. 


LIGHTING FIXTURES 


758.—(1) Every lamp in a Class I Division 2 
location shall be installed in a fixture that, 


(a) in the case of a portable lamp is of the 
explosion-proof type approved for use in the 
class and group of the location; 


(b) in the case of a fixed lighting fixture is, 


(i) protected from mechanical injury by 
its location or by suitable guards, 


(ii) enclosed or otherwise safe-guarded 
against the discharge of sparks or 
other burning material, and 


(iii) not capable of attaining a surface 
temperature during normal operation 
in excess of 80 per cent of the ignition 
temperature of the gas or vapour 
present; or 


(c) in the case of a pendent fixture is suspended 
by a threaded rigid-conduit stem or by other 
approved means. 


(2) Where the stem required by clause c¢ of sub- 
section 1 is longer than twelve inches, flexibility shall 
be ensured by the use of a fitting or flexible connector 
suitable for the purpose and installed not more than 
twelve inches from the point of attachment to the 
supporting box or fitting. 


(3) The starting and control equipment for mercury- 
vapour and fluorescent lamps shall comply with section 
750. 


(4) Where a switch is part of the assembled fixture 
or of an individual lamp-holder, it shall be of a type 
approved for the class and group of the location. O, Reg. 
94/58, s.-174. 


APPLIANCES 


759.—(1) Every electrically-heated appliance, whe- 
ther fixed or portable, used in a Class I Division 2 
location shall be approved for the class and group of 
the location. 


(2) Where the motor of a motor-driven appliance in 
a Class I Division 2 location contains sliding contacts, 
centrifugal or other switching mechanisms, including 
motor over-current devices or resistance devices, it 
shall be of an explosion-proof type approved for the 
class and group of the location. 


(3) Every switch, circuit-breaker and fuse forming 
part of or used in connection with an appliance used in 
a Class [ Division 2 location shall conform to sections 
ODOR Set LO sac om S 276) Ons aaho a: 


FLEXIBLE CORDS 


760. Every flexible cord used in a Class I Division 2 
location shall conform to section 739. OF Regs 
324/51) San So, 


RECEPTACLES AND ATTACHMENT PLUGS 


761. Every receptacle and attachment plug used in 
a Class I Division 2 location shall conform to section 
740. O. Reg. 324/51, s. 734. 


CONDUCTOR INSULATION 


762. Where any insulated conductors are used in a 
Class I Division 2 location, the insulation of the con- 
ductors shall conform to section 741. O. Reg. 324/51, 
Su (sor 


SIGNAL, ALARM, REMOTE-CONTROL AND COMMUNICATION 
SYSTEMS 


763.—(1) Every switch, circuit-breaker, make-and- 
break contact of a push-button, relay and alarm bell or 
horn used in a Class I Division 2 location shall have an 
explosion-proof enclosure approved for the class and 
group of the location unless a general-purpose en- 
closure is provided and the equipment is approved for 
the use with the particular gas or vapour of the location 
and the current-interrupting contacts are, 


(a) immersed in oil; or 


(b) enclosed within a chamber hermetically sealed 
against the entrance of gases or vapours. 
O. Reg. 324/51, s. 736 (1); O. Reg. 94/58, 
Se lioe 
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(2) Every resistor, resistance device, thermionic 
tube and rectifier used in a Class I Division 2 location 
shall conform to section 742 but the enclosure for a 
resistor that operates normally at approximately room- 
temperature may be of the general-purpose type. 


(3) Enclosures, which may be of the general-purpose 
type, shall be provided for lightning-protective devices 
and for fuses. O; Ree. 324/51, 5. 736.(2, 3). 


LIVE PARTS 


764. No live part of electrical equipment or of an 
electrical installation shall be exposed in a Class I 
Division 2 location. O. Reg. 324/51, s. 737. 


GROUNDING 


765. All electrical wiring and electrical equipment 
in a Class I Division 2 location shall be grounded in 
the manner required by section 744. O. Reg. 324/51, 
Sy i58: 


Crass IJ Locations 
SURGE PROTECTION 


766. Where a wiring system in a Class II location in 
a district in which lightning disturbances are prevalent 
is supplied from an overhead supply system, it shall be 
protected against high-voltage surges by, 


(a) lightning-protective devices; 
(b) the interconnection of all grounds; and 


(c) surge-protective electrical condensers. O. Reg. 
SIA TSU Sy 30k 


INSTALLATION IN CLAss II Division 1 Locations 
TRANSFORMERS AND ELECTRICAL CONDENSERS 


767.—(1) Dry-core transformers shall not be in- 
stalled in Class I] Division 1 locations. O. Reg. 324/51, 
s. 740 (1); O. Reg. 94/58, s. 176. 


(2) Where transformers and electrical condensers 
that contain a liquid that will burn are installed in a 
Class I] Division 1 location, they shall be installed in 
a vault that conforms to sections 528 to 537. 


(3) Every door-way or other opening affording 
communication between the vault and the hazardous 
area shall be equipped with self-closing fire-doors on 
both sides of the wall. 


(4) The fire-doors shall be carefully fitted and pro- 
vided with weather stripping or other suitable seals so 
as to minimize the entrance of dust into the vault. 


(5) Every vent, opening or duct in the wall, ceiling 
or floor of the vault shall communicate only to the air 
outside the building. 


(6) Every vault shall be provided with a suitable 
pressure-relief opening communicating only to the air 
outside the building. O. Reg. 324/51, s. 740 (2-6). 


768. Every transformer and electrical condenser 
that contains a liquid that will not burn and is installed 
in a Class II Division 1 location shall, 


(a) be installed in a vault conforming to sections 
28 TOrog Aor 


(b) be approved for the class and group of the 
location and have dust-tight terminal en- 
closures. O. Reg. 324/51, s. 741. 


769. No transformer or electrical condenser shall 
be installed in a location in which dust from the pro- 
duction of magnesium, aluminum or aluminum-bronze 
powder may be present. O. Reg. 324/51, s. 742. 


WIRING METHODS 


770.—(1) The wiring method ina Class II Division 
1 location shall be rigid conduit with threaded boxes 
and fittings approved for the class and group of the 
location. 


(2) Where it is necessary to use flexible connections 
and if the prevailing dust is electrically non-conductive, 
flexible conduit welded or brazed to connectors or 
nipples, or type S flexible cord with bushed fittings at 
each end, shall be used. 


(3) Where a flexible cord permitted under sub- 
section 2 is used in locations in which it may be exposed 
to oil or other corrosive conditions, the flexible cord shall 
be of a type approved for use under those conditions. 


(4) The flexible cord shall contain an additional 
conductor for grounding. O. Reg. 94/58, s. 177. 


SEALING 


771. Where a race-way affords communication 
between a non-dust-tight fitting or enclosure and one 
that is required by this, Part to be dust-tight, the 
entrance of dust into the dust-tight enclosures through 
the race-way shall be prevented by, 


(a) a permanent and effective seal; 


(b) a horizontal section not less than ten feet long 
in the race-way through which communication 
is provided; or 


(c) a vertical section of race-way not less than five 
feet long and extending downward from the 
dust-tight enclosure. O. Reg. 324/51, s. 744. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


772. Every switch, motor controller, circuit- 
breaker and fuse, including push-buttons, relays and 
similar devices, used in a Class II Division 1 location 
shall be provided with a dust-tight enclosure approved 
ee class and group of the location. O. Reg. 324/51, 
s. 745, 


_ 773. Every isolating switch used in a Class II 
Division 1 location, 


(a) shall be so interlocked with its associated 
current-interrupting devices that it cannot be 
opened under load; and 


(b) may have an enclosure of the general-purpose 
type. O. Reg. 324/51, s. 746. 


CONTROL TRANSFORMERS AND RESISTORS 


774. Every transformer, impedance coil and resistor 
used as or in conjunction with control equipment for 
motors, generators or electric appliances in a Class II 
Division 1 location and the over-current devices or 
switching mechanisms, if any, used with it shall be 
provided with a dust-tight enclosure approved for the 
class and group of the location. O. Reg. 324/51, s. 747. 


MOTORS AND GENERATORS 


775. Every motor, generator and other rotating 
electrical machine used in a Class II Division 1 location 
shall be, 


(a) approved for the class and group of the 
location; and 


(b) totally enclosed, 
(i) not ventilated, 
(ii) pipe-ventilated, or 


(iii) fan-cooled. O. Reg. 324/51, s. 748. 
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VENTILATING PIPES 


776.—(1) Every vent-pipe for a motor, generator 
or other rotating electrical machine or for enclosures 
for electrical apparatus or equipment in a Class II 
Division 1 location, shall, 


(a) be of metal or of an equally substantial non- 
combustible material; 


(b) if of metal, be not lighter than No. 24 U.S. 
sheet metal gauge; 


(c) lead directly to a source of clean air outside a 
building; 


(d) be screened at the outer end to prevent the 
entrance of small animals or birds; and 


(e) be protected against mechanical damage and 
against rust or other corrosive agent. 


(2) Every vent-pipe and its connection to a motor 
or to a dust-tight enclosure for other equipment or 
apparatus shall be dust-tight throughout its entire 
length. 


(3) The seams and joints of every metal vent-pipe 
shall be, 


(a) riveted and soldered; 
(b) bolted and soldered; 
(c) welded; or 


(d) rendered dust-tight by some other equally 
effective means. 


(4) No exhaust-pipe shall terminate inside a 
building. O. Reg. 324/51, s. 749. 
FIXED AND PORTABLE APPLIANCES 
777. No appliance, whether fixed or portable, 


including electrically-heated appliances and motor- 
driven appliances, shall be used in a Class II Division 1 
location unless it is approved for the class and group of 
the location. O. Reg. 324/51, s. 750. 


LIGHTING FIXTURES 


778.—(1) Every lighting fixture, whether for fixed 
or portable lighting, in a Class II Division 1 location 
shall, 


(a) be approved for the class and group of the 
location; 


(b) be clearly marked with the maximum wattage 
of the lamp for which it is approved; 


(c) be protected against mechanical injury by its 
location or by a guard; and 


(d) if a pendent fixture, be suspended by threaded 
rigid-conduit stems or chains with approved 
fittings or by some other approved means. 


(2) Where the stem is longer than twelve inches, 
flexibility shall be ensured by the use of a fitting or 
flexible connector approved for the class and group of 
the location and installed not more than twelve inches 
from the point of attachment to the supporting box 
or fitting. 


(3) Where the wiring between an outlet-box or a 
fitting and a pendent fixture is not enclosed in conduit, 
flexible cord approved for hard usage shall be used and 
suitable seals shall be provided at the points at which 
the cord enters the fixture and outlet-box or fitting. 


(4) Where a box, box-assembly or fitting is used in 
a Class II Division 1 location to support a lighting 
fixture, it shall be of a type approved for the class and 
group of the location. O. Reg. 324/51, s. 751. 


FLEXIBLE CORDS 


779. Every flexible cord used in a Class II Division 1 
location shall, 


(a) be of a type approved for hard usage; 


(b) if used in connection with portable equipment, 
contain, in addition to the conductors of the 
circuit, a grounding conductor that conforms 
to subsection 2 of section 457; 


(c) be supported by clamps or by other suitable 
means so that there is no tension on the 
terminal connections; and 


(d) be provided with suitable seals that prevent 
the entrance of dust at the point at which the 
cord enters a box or fitting that is required 
by this Part to be dust-tight. O. Reg. 324/51, 
See 


RECEPTACLES AND ATTACHMENT PLUGS 


_ 780. Every receptacle and attachment plug used 
in a Class II Division 1 location shall, 


(a) be of a polarized type; 


(b) provide for automatic connection to the 
grounding-conductor of the flexible cord; and 


(c) be approved for the class and group of the 
location. O. Reg. 324/51, s. 753. 


SIGNAL, ALARM, REMOTE-CONTROL AND LOCAL 
LOUD-SPEAKER SYSTEMS 


781.—(1) Where all or part of the apparatus and 
equipment of a signal, alarm, remote-control or local 
loud-speaker system is contained ina Class Ii Division 1 
location, 


(a) the wiring method shall be rigid conduit; 


(6) any number of conductors may be placed in a 
race-way but the cross-sectional area of all 
conductors in the race-way shall not exceed 
40 per cent of the area of the race-way; 


(c) every device that interrupts a current other 
than a voice current shall be provided with a 
dust-tight enclosure approved for the class 
and group of the location; 


(d) every resistor, transformer and choke coil 
that carries a current other than a voice 
current, and every rectifier, thermionic tube 
and other heat-generating equipment or ap- 
paratus shall be provided with a dust-tight 
enclosure approved for the class and group of 
the location; and 


(e) every motor, generator and other rotating 
electrical machine shall conform to section 
(ids BOM Regu s24)/Sillv se aA): 


(2) Where under clause ¢ of subsection 1 current- 
breaking contacts are immersed in oil, or the inter- 
ruption of current occurs in a chamber sealed against 
the entrance of dust, and if the prevailing dust is 
electrically non-conductive, the enclosure may be of a 
general-purpose type. O. Reg. 94/58, s. 178. 


LIVE PARTS 
782. No live part of electrical equipment or of an 


electrical installation shall be exposed in a Class II 
Division 1 location. O. Reg. 324/51, s. 755. 
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GROUNDING 


783.—(1) All electrical wiring and electrical equip- 
ment ina Class II Division 1 location shall be grounded 
in the manner prescribed by section 744. 


(2) Where flexible conduit is used, as permitted in 
section 770, bonding jumpers with approved fittings 
shall be provided around the conduit. O. Reg 324/51, 


s. 756. 
INSTALLATION IN CxLass II Diviston 2 LOCATIONS 
TRANSFORMERS AND ELECTRICAL CONDENSERS 


784. Transformers and electrical condensers that 
contain a liquid that will burn and are installed in a 
Class II Division 2 location shall be installed in a 
vault that conforms to sections 528 to 537. O. Reg. 
B24 / Sis. S. Coil: 


785. Every transformer and electrical condenser 
that contains a liquid that will not burn and is in- 
stalled in a Class II Division 2 location shall conform 
to section 768. O. Reg. 324/51, s. 758. 


786. Every dry-core transformer installed in a 
Class II] Division 2 location shall, 


(a) be installed in a vault; or 


(6) have its windings and terminal connections 
enclosed in a tight metal housing without 
ventilating or other opening and operate at 
not more than 750 volts. O. Reg. 324/51, 
Si (Oo. 


787. No transformer or electrical condenser shall 
be installed in a location in which dust from the pro- 
duction of magnesium, aluminum or aluminum-bronze 
powder is or may be present. O. Reg. 324/51, s. 760. 


WIRING METHODS 


788.—(1) The wiring method ina Class II Division 2 
location shall be rigid conduit. 


(2) Every fitting or box in which a tap, joint or 
terminal connection is made shall, 


(a) be fitted with a_ telescoping or close-fitting 
cover or other effective means of preventing 
the escape of sparks or burning material; and 


(b 


meee 


have no hole for attachment screws or other 
openings through which, after installation, 
sparks or burning material can escape, or 
through which adjacent combustible material 
can be ignited. 


(3) Where it is necessary to use flexible connections, 
flexible metal conduit or type S flexible cord. with 
bushed fittings shall be used. 


(4) Where a flexible connection is subjected to oil 
or other corrosive conditions, the flexible cord shall be 
of a type approved for the class and group of the 
location. 


(5) Every flexible cord shall contain an additional 
conductor for grounding. O. Reg. 324/51, s. 761. 


SEALING 


789. In the case of installations in Class II Division 2 
locations, section 771 applies. O. Reg. 324/51, s. 762. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


790. Every switch, motor controller, circuit-breaker 
and fuse, including a push-button, relay or similar 
device, installed in a Class II Division 2 location shall 
conform to sections 772 and 773. O. Reg. 324/51, s. 763. 


791. Where a fuse, switch or circuit-breaker is 
installed in a location in which dust from the production 
of magnesium, aluminum or aluminum-bronze powder 
is or may be present, the fuse, switch or circuit-breaker 
shall have a dust-tight enclosure approved for the class 
and group of the location. O. Reg. 324/51, s. 764. 


CONTROL TRANSFORMERS AND RESISTORS 


792.—(1) Where switching mechanisms, including 
over-current devices, are used in conjunction with con- 
trol transformers, impedance coils or resistors in a 
Class II Division 2 location, they shall have enclosures 
affording protection at least equivalent to the protection 
afforded by general-purpose enclosures. 


(2) Every control transformer and impedance coil 
ina Class IT Division 2 location shall be provided with 
a dust-tight metal housing without ventilating open- 
ings. 


(3) Every resistor and resistance device, other than 
a heating element or over-current device, installed in a 
Class II Division 2 location shall have a dust-tight 
enclosure approved for the class and group of the 
location. O. Reg. 324/51, s. 765. 


793. Where a control transformer, impedance coil 
or resistor is installed in a location in which dust from 
the production of magnesium, aluminum or aluminum- 
bronze powder is or may be present, the control 
transformer, impedance coil or resistor shall be provided 
with a dust-tight enclosure approved for the class and 
group of the location. O. Reg. 324/51, s. 766. 


MOTORS AND GENERATORS 


794.—(1) Except as provided in subsection 2, 
every motor, generator and other rotating electrical 
machine used in a Class II Division 2 location shall be, 


(a) totally enclosed, not ventilated; 
(b) totally enclosed, pipe-ventilated; or 


(c) totally enclosed, fan-cooled. 


(2) Where, in the opinion of an inspector, only 
moderate quantities of non-conducting, non-abrasive 
dust are likely to accumulate in a location and the 
equipment in the location is readily accessible for 
routine cleaning and maintenance, there may be 
installed in the location, 


(a) standard open-type machines without sliding 
contacts, centrifugal or other types of switch- 
ing mechanism, including motor over-current 
devices or integral resistance-devices; or 


(6) standard open-type machines that have the 
contacts, switching mechanisms or resistance 
devices enclosed within tight metal housings 
without ventilating or other openings. O. Reg. 
24/51, 'S. MOre 


795. No motor, generator or other rotating electrical 
machine of the semi-enclosed or splash-proof type shall 
be installed in a Class IT Division 2 location. O. Reg. 
324/51, s. 768. 


796. Where a motor, generator or other rotating 
electrical machine is installed in a location in which 
dust from the production of magnesium, aluminum or 
aluminum-bronze powder is or may be present, the 
motor, generator or machine shall be, 


(a) approved for the class and group of the 
location; and 


(b) totally enclosed, 


(i) not ventilated, or 


————— 
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(ii) fan-cooled. O. Reg. 324/51, s. 769, 


revised. 


VENTILATING PIPES 


_ 797.—(1) Every vent-pipe and its connection in a 
Class II Division 2 location shall be sufficiently tight 
to prevent the entrance of appreciable quantities of 
dust into the ventilated equipment or enclosure, and 
to prevent the escape of sparks, flame or burning 
material that might ignite accumulations of dust or 
combustible material in the vicinity. 


(2) Where metal vent-pipes are used, lock seams 
and riveted or welded joints may be used and, where 
flexibility is necessary, tight-fitting slip joints may be 
used. “©! Regit324/51\s.9 770: 


FIXED AND PORTABLE APPLIANCES 


798.—(1) Every electrically-heated appliance, whe- 
ther fixed or portable, used in a Class II Division 2 
location shall be approved for the class and group of 
the location. 


(2) Every motor of a motor-driven appliance in a 
Class II Division 2 location shall conform to sections 
794 to 796. 


(3) The enclosure for every switch, circuit-breaker 
and fuse in a Class II Division 2 location shall conform 
to section 772. 


(4) Every transformer, impedance coil and resistor 
forming part of or used in connection with an appliance 
in a Class II Division 2 location shall conform to 
section 774. 


(S) Where a portable appliance may be used in a 
Class II Division 1 location and a Class II Division 2 
jocation, the appliance shall conform to sections 767 
tO: 1832) OF Resas 24 Sins a 7/1 


789. Where a fixed or portable appliance is installed 
for use in a location in which dust from magnesium, 
aluminum or aluminum-bronze powder is or may be 
present, the appliance shall be dust-tight and approved 
for the class and group of the location. O. Reg. 
324/51, s. 772. 


LIGHTING FIXTURES 
800.—(1) In every Class II Division 2 location, 


(a) every portable lamp shall be approved for the 
class and group of the location and shall be 
clearly marked to indicate the maximum 
wattage of the lamp for which it is approved; 


(b) every lighting fixture for fixed lighting shall 
provide enclosures for lamps and lamp-holders 
designed to minimize the deposit of dust on 
the lamps and to prevent the escape of sparks, 
burning material or hot metal; 


every lighting fixture for fixed lighting shall 
be protected from mechanical injury by a 
suitable guard or by its location; 


s 
Ww 


(d) every pendent fixture shall be suspended by 
a threaded rigid-conduit stem or chain with 
an approved fitting, or by other approved 
means; 


(e) where a rigid stem is longer than twelve inches, 
flexibility shall be ensured by the use of a 
fitting or flexible connector approved for the 
class and group of the location and installed 
not more than twelve inches from the point 
of attachment to the supporting box or fit- 
ting; 


(f) where the wiring between an outlet-box or 
fitting and a pendent fixture is not enclosed in 
conduit, flexible cord approved for hard usage 
shall be used; 


(g) every box, box-assembly and fitting used to 
support a lighting fixture shall be approved 
for the class and group of the location; and 


(h) the starting and control equipment for mer- 
cury-vapour and fluorescent lamps shall con- 
form to section 792. 


(2) Where dust from magnesium, aluminum or 
aluminum-bronze powder is or may be present, every 
fixture for fixed or portable lighting and its auxiliary 
equipment shall be dust-tight and approved for the 
class and group of the location. O. Reg. 324/51, s. 773. 


FLEXIBLE CORDS 


801i. Every flexible cord used in a Class II Division 2 
location shall conform to section 779. O. Reg. 
324/51, s. 774. 


RECEPTACLES AND ATTACHMENT PLUGS 


802. Every receptacle and attachment plug used 
in a Class II Division 2 location shall be, 


(a) of a polarized type that affords automatic 
connection to the grounding-conductor of the 
flexible supply cord; and 


(b) so designed that the connection to the supply 
circuit cannot be made or broken while live 
parts are exposed. O. Reg. 324/51, s. 775. 


SIGNAL, ALARM, REMOTE-CONTROL AND LOCAL LOUD- 
SPEAKER SYSTEMS 


803.—(1) Where all or part of the apparatus and 
equipment of a signal, alarm, remote-control or local 
loud-speaker system is contained ina Class II Division 2 
location, 


(a) the contacts shall be enclosed, 


(i) in conformance with clause ¢ of sub- 
section 1 of section 781, or 


(ii) in a tight metal enclosure having a 
telescoping or tight-fitting cover and 
having no openings through which, 
after installation, sparks or burning 
material may escape; 


(b) the windings and terminal connections of every 
transformer and choke coil shall be contained 
in a tight metal enclosure without ventilating 
openings; and 


(c) every resistor, resistance device, thermionic 
tube and rectifier shall conform to clause d of 
subsection 1 of section 781. 


(2) Where a resistor referred to in clause c of sub- 
section 1 operates at approximately room-temperature, 
the enclosure may be of the general-purpose type. 


(3) Where the dust present in the location is of an 
electrically conducting nature, the electrical wiring 
and equipment shall be rendered dust-tight. 


(4) Where dust from magnesium, aluminum or 
aluminum-bronze powder is or may be present, all 
apparatus and equipment forming part of or used with 
the system shall be dust-tight and approved for the 
class and group of the location. O. Reg. 324/51, s. 776. 


LIVE PARTS 
804. No live part of electrical equipment or of an 


electrical installation shall be exposed in a Class I] 
Division 2 location. O. Reg. 324/51, s. 777. 
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GROUNDING 


805.—(1) All electrical wiring and electrical! equip- 
ment in a Class II Division 2 location shall be grounded 
in the manner required by section 744. 


(2) Where flexible conduit is used as permitted in 
section 788, bonding jumpers with approved fittings 
shall be provided around the conduit. O. Reg. 324/51, 
S.0/ 75: 


INSTALLATION IN CLaAss III Diviston 1 Locations 
TRANSFORMERS AND ELECTRICAL CONDENSERS 


806. Every transformer and electrical condenser 
installed ina Class III Division 1 location shall conform 
to section 767. O. Reg. 324/51, s. 779. 


WIRING METHODS 


807.—(1) The wiring method ina Class III Division 
1 location shall be rigid conduit. 


(2) Every fitting and box in which a tap, joint or 
terminal connection is made shall, 


(a) be fitted with a telescoping or close-fitting 
cover or other effective means of preventing 
the escape of sparks or burning material; and 


(b) have no holes for attachment screws or other 
opening through which, after installation, 
sparks or burning material may escape, or 
through which adjacent combustible material 
may be ignited. 


(3) Where it is necessary to use flexible connections, 
flexible metal conduit or type S flexible cord with 
bushed fittings shall be used. 


(4) Where a flexible connection is subjected to oil 
or other corrosive conditions, the flexible cord shall be 
of a type having a covering resistant to those conditions. 


(5) Every flexible cord shall contain an additional 
conductor for grounding. O. Reg. 324/51, s. 780. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


808. Every switch, motor controller, circuit-breaker 
and fuse installed in a Class III Division 1 location 
shall be dust-tight. O. Reg. 324/51, s. 781. 


CONTROL TRANSFORMERS AND RESISTORS 


809. Every transformer, impedance coil and resistor 
used in a Class III Division 1 location as or in con- 
junction with control equipment for motors, generators 
appliances shall be dust-tight. O. Reg. 324/51, 
Sloe 


MOTORS AND GENERATORS 


810.—(1) Except as provided in subsection 2, 
every motor, generator and other rotating electrical 
machine used in a Class III Division 1 location shall 
be, 


(a) totally enclosed, not ventilated; 
(b) totally enclosed, pipe-ventilated; or 
(c) totally enclosed, fan-cooled. 


(2) Where, in the opinion of an inspector, only 
moderate accumulations of lint and flyings are likely 
to collect on, in, or in the vicinity of a rotating electrical 
machine and the machine is readily accessible for 
routine cleaning and maintenance, there may be 
installed in the location, ; 
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(a) standard open-type machines without sliding 
contacts, centrifugal or other types of switch- 
ing mechanism, including motor over-load 
devices; 


(b) standard open-type machines that have the 
contacts, switching mechanisms or resistance 
devices enclosed within tight metal housings 
without ventilating or other openings; or 


(c) self-cleaning textile motors of the squirrel- 
cage type. O. Reg. 324/51, s. 783. 


VENTILATING PIPES 


811.—(1) Every vent-pipe for a motor, generator 
or other rotating electrical machine or for enclosures 
for electrical apparatus or equipment in a Class III 
Division 1 location shall, 


(a) be of metal or of an equally substantial non- 
combustible material; 


(b) if of metal, be not lighter than No. 24 U.S. 
sheet metal gauge; 


(c) in the case of suction vent-pipes, lead directly 
to a source of clean air outside the building; 


(d) in the case of exhaust vent-pipes, lead directly 
outside; 


(e) be screened at the outer end to prevent the 
entrance of small animals or birds; and 


(f) be protected against mechanical damage and 
against rust or other corrosive agent. O. Reg. 
324/51, s. 784 (1); O. Reg. 94/58, s. 180. 


(2) Every vent-pipe and its connections shall be 
sufficiently tight to prevent the entrance of appreciable 
quantities of fibres or flyings into the ventilated equip- 
ment or enclosure, and the escape of sparks, flame or 
burning material that might ignite accumulations of 
fibres or flyings or combustible material in the vicinity. 


(3) Where metal vent-pipes are used, lock seams 
and riveted or welded joints may be used and, where 
flexibility is necessary, tight-fitting slip joints may be 
used. O, Reg. 324/51, s. 784 (2, 3). 


FIXED AND PORTABLE APPLIANCES 


812.—(1) Every electrically-heated appliance, whe- 
ther fixed or portable, used in a Class III Division 1 
location shall be provided with a dust-tight enclosure 
and shall be approved for Class II locations. 


(2) Every motor of a motor-driven appliance in a 
ie, III Division 1 location shall conform to section 


_ (3) The enclosure for every switch, motor controller, 
circuit-breaker and fuse in a Class III Division 1 
Paes shall conform to section 808. O. Reg. 324/51, 
Ss. ; 


LIGHTING FIXTURES 
813. In every Class III Division 1 location, 


(a) every lighting fixture shall be of a dust-tight 
type so designed that, in the event of a lamp 
or lamp-holder burning out, no spark or hot 
metal escapes from the fixture, and so marked 
as to indicate clearly the maximum wattage 
for which it is constructed; 


(b) every lighting fixture that may be exposed 
to mechanical injury shall be protected by a 
suitable guard; 
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(c) every pendent fixture shall be suspended by a 
stem of threaded rigid conduit or threaded 
metal tubing of equivalent thickness; 


(d) where a rigid stem is longer than twelve inches, 
flexibility shall be ensured by the use of a 
fitting or flexible connector approved for the 
class and group of the location and installed 
not more than twelve inches from the point of 
attachment to the supporting box or fitting; 


(e) every box, box-assembly or fitting used to 
support a lighting fixture shall be dust-tight; 
and 


(f) every portable lamp shall, 
(i) be dust-tight, 
(ii) be protected by a substantial guard, 


(iii) have a lamp-holder of the keyless type 
with no exposed metal parts, and 


(iv) be clearly marked to indicate the maxi- 
mum wattage of the lamp for which it is 
designed. O. Reg. 324/51, s. 786. 


FLEXIBLE CORDS 


814. Every flexible cord used in a Class III Division 
1 location shall conform to section 779. O. Reg. 324/51, 
s. 787. 


RECEPTACLES AND ATTACHMENT PLUGS 


815. Every receptacle and attachment plug used 
in a Class III Division 1 location shall conform to 
section 802. O. Reg. 324/51, s. 788. 


SIGNAL, ALARM, REMOTE-CONTROL AND LOCAL LOUD- 
SPEAKER SYSTEMS 


816. Every signal, alarm, remote-control and local 
loud-speaker system in a Class III Division 1 location 
shall conform to section 781. O. Reg. 324/51, s. 789. 


ELECTRIC CRANES 


817.—(1) No crane that operates in a Class III 
Division 1 location shall be operated on a system 
having a grounded conductor. 


(2) Where a crane operates in a Class III Division 1 
location, the resistors shall be placed in, 


(a) a well-ventilated cabinet, 


(i) constructed of non-combustible mater- 
ial, and 


(ii) so constructed that it will not emit 
flames or molten metal; or 


(b) acage or cab the sides of which are constructed 
of non-combustible material from the floor 
to at least six inches above the top of the 
resistors. 


(3) The feeders for every crane operating in a 
Class III Division 1 location shall be equipped with a 
recording ground-detector and shall be protected by a 
relay that automatically opens the feeder circuit- 
breaker when the insulation of the system falls below 
1,000 ohms. 


(4) Where a crane operates in a room used for the 
storage of ignitible fibres, the bare conductors shall be 
screened so as to prevent the escape of sparks or hot 
particles and the moving current-collectors shall be 
so designed as to minimize sparking at sliding contacts. 


(5) Where the distance of travel of the crane 
referred to in subsections 1 to 4 permits, the current 


current shall be supplied to the crane through type S 
flexible conductors equipped with an approved type 
of reel or take-up device. O. Reg. 94/58, s. 181. 


ELECTRIC TRUCKS 


_ 818. No electric truck shall be used in a Class III 
Division 1 location. O. Reg. 324/51, s. 791. 


STORAGE-BATTERY CHARGING EQUIPMENT 


819.—(1) All storage-battery charging equipment 
shall be located in a separate room built or lined with 
substantial non-combustible materials. 


(2) The room shall be so constructed as to exclude 
flyings or lint. 

(3) The room shall be well ventilated. O. Reg. 
S24 SL See 92: 


LIVE PARTS 


820. Subject to section 817, no live parts of electrical 
equipment or of an electrical installation shall be 
exposed in a Class III Division 1 location. O. Reg. 
324/51, s. 793: 


GROUNDING 


821. Subject to section 817, all electrical wiring 
and electrical equipment in a Class III Division 1 
location shall be grounded as prescribed by section 805. 
O. Reg. 324/51, s. 794. 


INSTALLATION IN Crass III Division 2 Locations 
TRANSFORMERS AND ELECTRICAL CONDENSERS 


_ 822. Every transformer and electrical condenser 
installed in a Class III Division 2 location shall con- 
form to sections 784 to 786. O. Reg. 324/51, s. 795. 


WIRING METHOD 


823. The wiring method in Class III Division 2 
locations shall conform to section 807 but, in sections, 
compartments and areas used solely for storage, and 
containing no machinery, open wiring on insulators 
may be used, if it is installed in conformance with sec- 
tions 94 to 105, and if the protection prescribed by 
sections 83 to 92 is provided in all places in which the 
conductors are not run in roof spaces or out of reach of 
sources of mechanical injury. O. Reg. 324/51, s. 796. 


SWITCHES, MOTOR CONTROLLERS, CIRCUIT-BREAKERS 
AND FUSES 


824. Every switch, motor controller, circuit-breaker 


and fuse in a Class III Division 2 location shall be 
dust-tight. O. Reg. 324/51, s. 797. 


CONTROL TRANSFORMERS AND RESISTORS 
825. Every transformer, impedance coil and resistor 
used in a Class III Division 2 location as or in conjunc- 
tion with the control equipment for motors, generators 
and appliances shall be provided with a dust-tight 


enclosure approved for the class and group of the 
location. O. Reg. 324/51, s. 798. 


MOTORS AND GENERATORS 


826.—(1) Every motor, generator and other rotat- 
ing electrical machine shall be, 


(a) totally enclosed, not ventilated; 
(b) totally enclosed, pipe-ventilated; or 


(c) totally enclosed, fan-cooled. 
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(2) No motor, generator or other rotating electrical 
machine of the protected type shall be installed ina 
Class III Division 2 location. O. Reg. 324/51, s. 799. 


VENTILATING PIPES 


827. All ventilating pipes in a Class III Division 2 
location shall conform to section 811. O. Reg. 324/51, 
s. 800. 


FIXED AND PORTABLE ELECTRICAL APPLIANCES 


828. Every fixed or portable electrical appliance in 
a Class III Division 2 location shall conform to section 
812. O. Reg. 324/51, s. 801. 


LIGHTING FIXTURES 


829. Every lighting fixture in a Class II] Division 2 
location shall conform to section 813. O. Reg. 324/51, 
s. 802. 


FLEXIBLE CORDS 


830. Every flexible cord used in a Class II Division 2 
location shall conform to section 779. O. Reg. 324/51, 
s. 803. 


RECEPTACLES AND ATTACHMENT PLUGS 


831. Every receptacle and attachment plug used 
in a Class [II Division 2 location shall conform to 
section 802. O. Reg. 324/51, s. 804. 


SIGNAL, ALARM, REMOTE-CONTROL AND LOCAL LOUD- 
SPEAKER SYSTEMS 


832. Every signal, alarm, remote-control and local 
loud-speaker system installed in a Class III Division 2 
location shall conform to section 781. O. Reg. 324/51, 
s. 805. 


ELECTRIC CRANES 


_ 833. Every electric crane installed in a Class III 
Division 2 location shall be installed as prescribed by 
section 817. O. Reg. 324/51, s. 806. 


STORAGE-BATTERY CHARGING EQUIPMENT 


834. Storage-battery charging equipment shall be 
located in rooms conforming to section 819. O. Reg. 
324/51, s. 807. 


ELECTRIC TRUCKS 


_ 835.—(1) Every electric truck used in a Class III 
Division 2 location shall have wheels equipped with 
rubber tires or made of non-conducting material. 


(2) The batteries for the electric trucks shall be 


charged only in rooms conforming ‘to section 819. 
O. Reg. 324/51, s. 808. 


LIVE PARTS 
836. Subject to section 817, no live parts of electrical 
equipment or of an electrical installation shall be 
exposed in a Class III Division 2 location. O. Reg. 
324/51, s. 809. 
GROUNDING 
837. Subject to section 817, all electrical wiring 
and equipment in a Class III Division 2 location shall 


be grounded in conformance with section 805. O. Reg. 
324/51, s. 810. 


PART XIV 
GARAGES, SERVICE STATIONS AND FILLING STATIONS 


_ 838. This Part applies to electrical apparatus and 
wiring installed in aircraft hangars, garages, service 


Reg. 490 


stations and filling stations and is supplementary to 
and not exclusive of any other Part. O. Reg. 324/51, 
s. 811; O. Reg. 94/58, s. 183. 


839. In this Part, ‘‘floor level’’ means, 


(a) the actual level of the floor where it is con- 
structed at or above grade level; or 


(b) where the floor is constructed below grade 
level, the level the floor would be if it had been 
constructed level with the bottom of the 
outside doors or other openings in the building 
at or above grade level. O. Reg. 94/58, s. 182. 


849. Those parts of aircraft hangars, garages, 
service stations or filling stations inwhichconcentrations 
of gasoline vapour may collect shall be deemed to be 
Class I locations under Part XIII and shall be treated 
thereunder as Division 1 or Division 2 locations accord- 
ing to the conditions prevailing therein. O. Reg. 
324/51, s. 812; O. Reg. 94/58, s. 184. 


WIRING METHODS 


841.—(1) Where a garage does not accommodate 
more than two vehicles, any wiring method specified 
in Part III may be used. 


(2) Where the floor area of a garage is sufficient 
to accommodate more than two vehicles, the wiring 
shall be in, 


(a) conduit; 

(6) surface metal race-ways; 
(c) armoured-cable; 

(d) wire-ways; or 


(e) bus-ways. O. Reg. 324/51, s. 813. 

842. Where a garage, service station or filling 
station is located ina rural area or in an isolated location 
on a highway, it may be wired with non-metallic 
sheathed cable if, 


(a) the conductor is not smaller than No. 12 
B. & S. gauge; and 


(6) there are not more than twelve outlets to any 
one circuit, 


but fuses rated at more than 15 amperes shall not be 
installed. O. Reg. 324/51, s. 814. 


ARCING OR SPARKING 


843.—(1) Where generators, motors, controllers and 
similar equipment having commutators, collector rings, 
or make-and-break or sliding contacts are located 
eighteen inches or more above the floor level of an 
aircraft hangar, a garage, service station or filling 
station, they shall, 


(a) be of the totally-enclosed type; or 


(b) have wire screens or perforated metal with 
openings of not more than five one-hundredths 
of an inch in one dimension placed at the 
commutator or brush ends of the motors and 
generators so as to prevent the discharge of 
particles. 


(2) Where cut-outs, switches, receptacles, fixed 
lamp-holders, charging panels or other electrical equip- 
ment that tends to produce arcs or sparks are installed 
in an aircraft hangar, a garage, service station or filling 
station within eighteen inches above the floor level, 
they shall be of a type approved for use in Class I 
locations under Part XIII. O. Reg. 94/58, s. 185. 
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GASOLINE PUMPS 


844.—(1) Where a gasoline pump or other equip- 
ment for handling gasoline contains within its pedestal 
wiring for electric current, 


(a) the wiring shall be in rigid conduit; and 


(6) every joint in the conduit and other electrical 
fitting or device forming a part of the assembly 
shall be approved for use in a Class I location 
under Part XIII. O. Reg. 324/51, s. 816 (1). 


(2) Where gasoline pumps are supplied by wiring 
buried directly in the earth, armoured-cable of the 
lead-sheathed rubber-insulated ACL type shall be used 
and shall be secured to the junction-box on the pump 
by a connector of lead-gland type. O. Reg. 94/58, 
s. 186. 


FLEXIBLE CORDS 


845.—(1) In garages, service stations, filling stations 
and aircraft hangars, 


(a) the flexible cord for pendent lamps shall be 
of type K, type S, type SO or type ST; 


(6) the flexible cord for portable lamps and equip- 
ment shall be type S, type SO or type ST; and 


(c) the flexible cord for battery charging shall be 
type S, type SO or type ST. 


(2) Every fiexible cord and every device used with 
a flexible cord in a garage, service station, filling station 
or aircraft hangar shall conform to clause d of sub- 
section 1 of section 447, clause 6 of subsection 1 of 
section 457 and subsection 2 of section 457. O. Reg. 
94/58, s. 187, 


gt RY-CHARGING EQUIPMENT 


846.—(1) Where battery-charging equipment is 
used in an aircraft hangar, a garage, service station or 
filling station, the connectors shall have a capacity in 
amperes sufficient to carry the charging currents likely 
to be encountered and shall be so designed or so hung 
that at least one connector will break apart readily at 
any position of the charging cable. O. Reg. 324/51, 
s. 818 (1); O. Reg. 94/85, s. 188. 


(2) Every live part of battery-charging equipment 
shall be guarded against accidental contact. 


(3) Where battery-charging equipment is connected 
directly to vehicles by means of plugs suspended from 
overhead wiring, the plugs shall hand at least six inches 
above floor level and no connector need be placed in 
the cable or at the outlet. O. Reg. 324/51, s. 818 (2, 3). 


847.—(1) Every cord used for the connection of a 
portable appliance to an outlet in an aircraft hangar, 
a garage, service station or filling station shall carry 
the male end of a polarity-type pin-plug connector or 
some suitable equivalent. O. Reg. 324/51, s. 819 (1); 
O. Reg. 94/58, s. 189 (1). 


(2) The female end of the connector shall be so 
designed or so hung that the connector breaks apart 
readily at any position of the cable. O. Reg. 324/51, 
s. 819 (2). 


(3) Every connector shall, where practicable, be 
kept at least eighteen inches above floor level. O. Reg. 
324/51, s. 819 (3); O. Reg. 94/58, s. 189 (2). 


LAMP-HOLDERS 


848.—(1) The lamp-holders of every fixture and 
pendent lamp in an aircraft hangar, a garage, service 
station or filling station shall be connected in con- 
formance with sections 628 to 639. O. Reg. 324/51, 
s. 820 (1); O. Reg. 94/58, s. 190 (1). 
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(2) Every portable lamp used in an aircraft hangar, 
a garage, service station or filling station shall be 
equipped with a handle, lamp-holder, hook and a 
substantial guard attached to the lamp-holder or to 
Go O. Reg. 324/51, s. 820 (2); O. Reg. 94/58, 
s. 190 (2). 


(3) Every lamp-holder used in an aircraft hangar, 
a garage, service station or filling station shall be keyless 
and of moulded composition, metal-sheathed porcelain 
or of any other type approved for the purpose. O. Reg. 
324/51, s. 820 (3); O. Reg. 94/58, s. 190 (3). 


LIVE PARTS 


849. Every live part of electrical equipment in an 
aircraft hangar, a garage, service station or filling 
station shall be so guarded as to prevent accidental 
contact therewith. O. Reg. 324/51, s. 821; O. Reg. 
94/58, s. 191. 


GROUNDING 


850. Every metallic conductor-enclosure and every 
exposed metal part of fixed equipment, other than a 
pendent lamp operating at not more than 150 volts, 
shall be grounded in accordance with Part VII. O. Reg. 
324/51, s. 822. 


RAR Dexa) 


LocaTIONS IN WHICH CORROSIVE LIQUIDS OR VAPOURS 
OR EXxcESSIVE MOISTURE ARE LIKELY TO BE 
PRESENT 


GENERAL 


851. This Part applies to electrical equipment and 
installations in locations in which corrosive liquids 
or vapours or excessive moisture Is likely to be present 
and is supplementary to and not exclusive of any 
other Part. O. Reg. 324/51, s. 823. 


852. In this Part, 


(a) ‘Category 1’ when applied to a_ location 
means that the location is one in which mois- 
ture in the form of vapour or liquid is present 
in quantities that are likely to interfere with 
the normal operation of electrical equipment 
whether the moisture is caused by condensa- 
tion or the dripping or splashing of liquid or 
otherwise; and 


(b) ‘Category 2’’ when applied to a_ location 
means that the location is one in which corro- 
sive liquids or vapours are likely to be present 
in quantities that are likely to interfere with 
the normal operation of electrical equipment. 
O. Reg. 324/51, s. 824. 


853. Where the expression ‘‘Category 1” or ‘“‘Cate- 
gory 2’’ does not appear in any section in this Part, 
the section is applicable to both categories. O. Reg. 
324/51 .st 829; 


WIRING AND EQUIPMENT 


854.—(1) There shall be installed in Category 1 and 
Category 2 locations only such electrical equipment as 
is essential for the processes being carried on therein. 


(2) Service equipment, motors, panelboards, switch- 
boards and other electrical equipment shall, where 
practicable, be installed in rooms or sections of the 
building that are not Category 1 or Category 2 loca- 
tions. O. Reg. 324/51, s. 820. 


855.—(1) Where the electrical equipment is or is 
likely to be partially or wholly submerged, it shall be of 
a submersible type of construction. 
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(2) Where the electrical equipment is or is likely 
to be subjected to direct streams of liquid under 
pressure, it shall be of a water-tight type of construc- 
tion. 


(3) Where the electrical equipment is or is likely 
to be exposed to the corrosive vapours, it shall be of a 
vapour-tight type of construction. 


(4) Where the electrical equipment is or is likely 
to be exposed to splashing of water, it shall be of a 
splash-proof type of construction. 


(5) Where the electrical equipment is or is likely 
to be exposed only to the falling or condensing of 
moisture, it shall be of a drip-proof type of construction. 


O. Reg. 324/51, s. 827. 


856.—(1) Where conductors are exposed to moisture 
in a Category 1 location, they shall, 


(a) if used in open wiring or in conduit, be of the 
rubber-insulated R or RW _ type or the 
thermoplastic-insulated T or TW type; or 


(6) if used in open wiring, be of the weatherproof 
WP type. 


_ (2) Non-metallic sheathed cable shall not be used 
in a Category 1 location other than a dairy barn, 
chicken house or other farm building. 


(3) Armoured-cable may be used in a Category 1 
location but the conductors shall be lead-sheathed. 


(4) Split knobs shall not be used in a Category 1 
location. O. Reg. 324/51, s. 828. 


(5) M.I. copper-clad cable may be used in a Cate- 
gory 1 location but, where the cable is secured to a 
wall, it shall be secured so as to give at least one- 
quarter of an inch clearance from the wall. 


(6) Aluminum-sheathed cable may be used in a 
Category 1 location if it is adequately protected by 
corrosion-resisting material for the location in which 
it is installed. O. Reg. 94/58, s. 192. 


857.—(1) Subject to subsections 2, 3, 4, 5, 6, 7 and 
8, conductors used in Category 2 locations shall be, 


(a) of the rubber-insulated R or RW type; 
(b) of the weatherproof WP type; 
asbestos-var- 


(c) of the varnished-cloth \V_ or 
nished-cloth type; 


(d) run in M.1I. copper-clad cable; ‘or 
(e) run in aluminum-sheathed cable. 


(2) The weatherproof type shall be used only for 
conductors run as open wiring. 


(3) In a wet location, the varnished-cloth V_ or 
asbestos-varnished-cloth types shall not be used unless 
lead-covered. 


(4) M.I. copper-clad cable shall not be used in 
locations in which the corrosive action is likely to have 
a deteriorating effect on the sheath. 


(S) Aluminum-sheathed cable shall not be used 
unless it is adequately protected by corrosion-resisting 
material for the location in which it is installed. 


(6) Where the vapours likely to be present are of 
such nature that a conductor of a type specified in 
subsection ! would not afford adequate protection, an 
inspector may require the use of any other type. 


(7) Non-metallic sheathed cable shall not be used 
in a Category 2 location other than a dairy barn, 
chicken house or other farm building. 


(8) Surface metal race-ways, underfloor race-ways, 
bare conductors, armoured-cable, wire-ways, busways 
and split knobs shall not be used in a Category 2 
location. O. Reg. 98/54, s. 193. 


858. Where open conductors enter or issue from a 
Category 1 or Category 2 location, the conductors 
shall, 


(a) have drip loops formed on them; and 


(b) pass through the wall of the location in an 
upward direction and in non-combustible, 
non-absorptive insulating tubes. O. Reg. 
324/51, s. 830. 


859.—(1) Where conduit is used, it shall, 


(a) be arranged so as to drain at frequent inter- 
vals to suitable locations; and 


(6) be equipped with approved fittings that per- 
mit the moisture to drain out of the system. 


(2) Where a conduit leaves a warm room and 
enters a cooler atmosphere, it shall be sealed off so as 
to prevent breathing and subsequent condensation. 


(3) All conduits, metal enclosures and fittings shall 
be protected by approved corrosion-resisting material. 


_ (4) Every joint in a conduit in a Category 1 loca- 
tion shall be water-tight. 


(5) Approved enamelled conduit may be used in a 
Category 1 or Category 2 location. O. Reg. 324/51, 
s. 831. 


860.—(1) Every cabinet and fitting in a Category 1 
location shall be, 


(a) of splash-proof or drip-proof construction; 


(b) so placed as to prevent moisture or water from 
entering and accumulating within the cabinet 
or fitting; and 


(c) mounted so as to give at least one-half of an 
inch clearance from the supporting surface. 


(2) Every screw and bolt used to secure electrical 
equipment in place shall be of corrosion-resisting metal. 
O. Reg. 324/51, s. 832. 


861. Every circuit in a Category 1 or Category 2 
location shall, where practicable, be arranged so that 
the current-carrying conductors may be entirely cut 
off from the supply of electrical power or energy at a 
mare ie point outside the location. O. Reg. 324/51, 
S. O99. 


862.—(1) Pendent lamp-holders shall be, 
(a) of the moulded composition weatherproof 
type; and 


(b) hung from stranded rubber-insulated con- 
ductors not smaller than No. 14 B. & S. gauge. 


(2) Where the pendent conductors exceed three 
feet in length, they shall be twisted together. O. Reg. 
324/51, s. 834. 


863.—(1) Every lighting fixture in a Category 1 
location shall be so constructed that water cannot enter 
or accumulate within the fixture. 


(2) Every lighting fixture in a Category 2 location 
ae of the vapour-tight type. O. Reg. 324/51, 
Syikhe 
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864.—(1) Every receptacle and attachment plug 
for portable equipment shall be, 


(a) of the weatherproof type; and 


(b) provided with approved grounding terminals 
and conductors properly connected to ground. 


(2) The flexible cord for portable equipment shall 
be of type S and shall contain an extra conductor for 
grounding purposes. O. Reg. 324/51, s. 836. 


865. Every exposed, non-current-carrying metal 
part of all fixed or portable electrical equipment, in- 
cluding appliances, fixtures, cabinets and metal en- 
closures, shall be grounded as prescribed by Part VII. 
O. Reg. 324/51, s. 837. 


866. Every live part of electrical equipment shall 
be so guarded as to prevent accidental contact there- 
with. O. Reg. 324/51, s. 838. 


867. Where non-metallic sheathed cable other than 
the N.M.W. type is used in barns or stables, it shall 
not be run, 


(a) directly over windows, doors or other open- 
ings in outside walls; or 


(b) where condensation is likely to form on the 
cable through marked differences in tempera- 
ture, unless the cable is protected in the man- 
ner prescribed by section 870. O. Reg. 
324/51, s. 839; O. Reg. 94/58, s. 194. 


868. Non-metallic sheathed cable other than the 
N.M.W. type shall not be installed in root-houses. 
O. Reg. 94/58, s. 195. 


869. Non-metallic sheathed cable other than the 
N.M.W. type shall not be run, 


(a) in stair wells; or 


(6) through ventilating ducts or similar openings 
between stables and lofts or other rooms above 
stables. O. Reg. 324/51, s. 841; O. Reg. 
94/58, s. 196. 


870.—(1) Where non-metallic sheathed cable other 
than the N.M.W. type is run from a stable to a loft 
or room above the stable, it shall be run through a 
length of rigid conduit. 


(2) The conduit shall be, 


(a) sealed at the upper end with an approved 
insulating compound; and 


(b) left unsealed at the lowerend. O. Reg. 324/51, 
s. 842; O. Reg. 94/58, s. 197. 


PNR evil 


MOTION-PICTURE STUDIOS, PROJECTORS, FiLM 
EXCHANGES AND FILM VAULTS 


WIRING AND EQUIPMENT 


871. Sections 872 to 886 apply to motion-picture 
studios, exchanges, factories and laboratories and to 
any building or portion of a building in which motion- 
picture films are manufactured, exposed, developed, 
printed, rewound, repaired or stored, but they do not 
apply where only approved, slow-burning cellulose 
acetate film or its equivalent is used. O. Reg. 324/51, 
s. 843. 


872. The wiring method shall be rigid conduit or 
M.1. copper-clad cable but portable cables or flexible 
cord may be used on studio stages and at other loca- 
tions where fixed wiring methods are impracticable. 
O. Reg. 324/51, s. 844; O. Reg. 94/58, s. 198. 


873. Where lamp outlets are installed on walls, they 
shall consist of lamp-holders mounted in outlet-boxes 
and shall be equipped with open-end guards riveted 
to the covers of the boxes. O. Reg. 324/51, s. 845. 


874. Every pendent lamp shall be suspended by 
means of reinforced cord, armoured cord or armoured- 
cable and shall be protected by lamp-guards. O. Reg. 
324/51, s. 846. 


875. At patching tables and where film is exposed 
outside standard containers, the lighting fixtures shall 
be of the vapour-tight type with their conductors 
enclosed in rigid conduit. O. Reg. 324/51, s. 847. 


876.—(1) Every lighting fixture installed in a film 
vault shall be of the explosion-proof type approved for 
use in a Class I Group C location under Part XIII and 
have a metal cage or guard protecting the globe. 


(2) The lighting fixtures shall be installed as close 
as practicable to the ceiling of the vault. O. Reg. 
324/51, s. 848. 


877. The wiring in a film vault shall be in rigid 
conduit or M.I. copper-clad cable with threaded joints 
at couplings, boxes and fittings. O. Reg. 324/51, 
s. 849; O. Reg. 94/58, s. 199. 


878.—(1) Every lighting fixture ina film vault shall 
be controlled by a double-pole switch with a red pilot 
light. 


(2) The switch and pilot light shall be located out- 
side the vault. O. Reg. 324/51, s. 850. 


879.—(1) Electric wiring within the film vault shall 
be so arranged that when the switch is off all con- 
ductors within the vault are dead. 


(2) Conduits shall be run only from the switch to 
the lighting fixture within the vault and shall not be 
run directly from vault to vault. 


(3) The run of conduit shall be sealed off near the 
switch enclosure with a fitting and compound approved 
for the purpose. O. Reg. 324/51, s. 851. 


880. No electrical equipment other than the elec- 
trical equipment necessary for fixed lighting shall be 
placed or used in any vault in which nitro-cellulose 
film is stored. O. Reg. 324/51, s. 852. 


881.—(1) Every portable lamp shall have a com- 
position or metal-sheathed porcelain, keyless lamp- 
holder. 


(2) Every cord of a portable lamp shall carry the 
male end of a pin-plug connector or its equivalent and 
the female end shall be so designed or so hung that the 
connector breaks apart readily at any position of the 
cord. 


(3) The connector shall be kept at least one foot 
from the floor. 


(4) The lamp-holder shall be provided with a guard, 
hook and handle. 


(5) Subsections 1, 2, 3 and 4 do not apply to 
portable lamps used as properties in a motion-picture 
set on a studio stage or similar location. O. Reg. 
324/51, s. 853. 


882. Type S cord shall be used on all portable 
lamps and equipment. O. Reg. 324/51, s. 854. 


883.—(1) Where motors or generators have brushes 
or sliding contacts, they shall be of the approved dust- 
tight or enclosed types. 


(2) Subsection 1 does not apply to motors or 
generators used on studio stages where the live parts 
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of the motors or generators are guarded or enclosed 
in conformance with section 886. O. Reg. 324/51, 
s. 855. 


884. Every switch shall be of the externally- 
operated type. O. Reg. 324/51, s. 856. 


885. All metallic conductor-enclosures and all 
exposed metal parts of fixed electrical equipment, 
other than pendent lamps operating at not more than 
150 volts, shall be grounded in conformance with Part 
VII. O. Reg, 324/51, s. 857. 


886.—(1) The live parts of all electrical equipment 
shall be so enclosed as to prevent accidental contact 
therewith. 


(2) Every rheostat shall be enclosed and externally 
operated. O. Reg. 324/51, s. 858. 


MOTION-PICTURE PROJECTORS 
887. Every motion-picture projector shall, 
(a) be approved for use as an assembly; or 


(b) consist of an approved projector with an ap- 
proved projector-lamp. O. Reg. 324/51, 
s. 859. 


888. The conductors that supply outlets for 
motion-picture projectors of the professional type shall 
be of a size adequate for the projector used. O. Reg. 
324/51, s. 860. 


889. Where the ambient temperature at the con- 
ductor of an arc lamp or other equipment used in con- 
nection with a motion-picture projector exceeds 50° C. 
or 122° F., asbestos-covered conductors shall be used. 
O. Reg. 324/51, s. 861. 


890. The flexible cord used on portable projection 
equipment shall be of the S, SJ, SO, ST or K type. 
O. Reg. 94/58, s. 200. 


891. Every incandescent lamp on a projection room 
or booth shall be, 


(a) provided with an approved lamp-guard; or 


(b) protected by an incombustible shade or other 
incombustible enclosure. O. Reg. 324/51, 
s. 863. 


892.—(1) Motor-generator sets, frequency chang- 
ers, transformers, rectifiers, rheostats and similar 
equipment for the supply or control of electrical current 
to arc lamps or motion-picture projectors shall not be 
located in the same room as the act lamp or motion- 
picture projector. O. Reg. 324/51, s. 864. 

(2) Every projection room shall be provided with 
an exhaust fan capable of completely changing the air 
once in every three minutes and so arranged that it 
may be controlled both inside the projection room and 
from a nearby point outside the projection room. 
O. Reg. 94/58, s. 201. 


SOUND-RECORDING, SOUND-REPRODUCING AND 
SIMILAR EQUIPMENT 


893. Sections 894 to 897 apply to installations of 
equipment and wiring used for sound-recording and 
reporduction, centralized distribution of sound, public- 
address and speech-input systems, and_ electronic 
organs. O. Reg. 324/51, s. 865. 


894. The wiring and equipment from the source of 
power to devices connected to an interior wiring system 
and the wiring and equipment between the devices 
shall conform to the provisions of this Regulation 
relating to the particular locations involved except as 
modified or amended by sections 895 to 897. O. Reg. 
324/51, s. 866. 
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895. Where the conductors of different systems are 
grouped in the same conduit or other metallic enclosure 
or ina portable cord or cable, 


(a) the power-supply conductors shall be properly 
identified and used only to supply power to 
the equipment to which the other conductors 
are connected; 


(b) the input leads to a motor-generator or rotary- 
converter shall be run separately from the 
output leads; 


(c) the conductors shall be insulated either indi- 
vidually or collectively in groups, by insula- 
tion at least equivalent to the insulation on 
the power-supply and other conductors, ex- 
cept where the power-supply and other con- 
ductors are separated by a lead sheath or 
other continuous metallic covering; 


(d) the flexible cords and cables shall be of S, 
SJ, K, P or some other type approved for the 
purpose for which they are used; 


(e) the conductors of the flexible cords, other than 
power-supply conductors, shall not be smaller 
than No. 26 B. & S. gauge if they are not in 
direct electrical connection with the power- 
supply conductors and if they are equipped 
with current-limiting means so that the maxi- 
mum power under any condition does not 
exceed 150 watts; 


(f) the terminals for the conductors shall be 
marked to show their proper connections; and 


(g) the terminals for conductors other than power- 
supply conductors shall be separated from the 
terminals for the power-supply conductors by 
a space at least as great as the space between 
power-supply terminals of opposite polarity. 
O. Reg. 324/51, s. 867. 


896.—(1) Where storage batteries are used in con- 
nection with sound-recording, sound-reproducing and 
similar equipment, they shall be installed in con- 
formance with sections 554 to 558. O. Reg. 324/51, 
s. 868 (1). 


(2) The storage-battery leads shall be of the 
rubber-insulated R, RH or RW type or the thermo- 
plastic-insulated T, TW or TWH type. O. Reg. 94/58, 
S202: 


897.—(1) Where the circuits through which electric 
current is supplied to heat the filament of a tube in a 
vacuum-tube circuit are supplied by lighting branch- 
circuits or by storage batteries of more than 20 ampere- 
hours’ capacity, they shall have over-current protection 
of not more than 15 amperes. 


(2) The circuits through which electric current is 
supplied to the plate in a vacuum-tube circuit shall 
have over-current protection of not more than 1 ampere 
in each positive lead. 


(3) The circuits through which voltage is impressed 
on the grid in a vacuum-tube circuit may be without 
over-current protection. 


(4) The over-current devices shall be located as 
near as practicable to the battery. O. Reg. 324/51, 
s. 869. 


PART XVII 
ELECTRICALLY-OPERATED PIPE-ORGANS 
GENERAL 
_ 898. Sections 899 to 904 apply to the electrical 
circuits and parts of electrically-operated pipe-organs 
that are used to control sounding apparatus and key- 


boards of the pipe-organs but do not apply to electronic 
organs. O. Reg. 324/51, s. 870. 
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899.—(1) The source of electrical energy shall be, 
(a) a self-excited generator; 
(6) a primary battery; or 


(c) a rectifier. O. Reg. 94/58, s. 203. 
(2) The operating potential shall not be more than 
15 volts. O. Reg. 324/51, s. 871 (2). 


900. The frame of the generator shall, 


(a) be effectively insulated from ground and from 
the motor that drives it; or 


(b) be grounded. O. Reg. 324/51, s. 872. 
901. All conductors other than, 
(a) common-return conductors; and 


(6) conductors inside the organ proper, the organ 
sections and the organ console, 
shall be arranged in a compact assembly. O. Reg. 
324/51, s. 873. 


902. Every organ cable shall be of a type approved 
for the purpose. O. Reg. 324/51, s. 874. 


903.—(1) Cables shall be neatly and securely held 
in place. 


(2) Cables may be attached directly to the organ 
structure without insulating supports. 


(3) Cables shall not be placed in contact with 
other conductors. O. Reg. 324/51, s. 875. 


904. The circuits shall be so subdivided and pro- 
tected at or near the source of current by enclosed fuses 
of not more than 15 amperes capacity that every con- 
ductor is protected by one or other of the fuses. O. Reg. 
324/51, s. 876. 


MOTORS AND LIGHTING 


905. Every remotely-controlled organ-blower motor 
shall be provided with a pilot lamp of the neon type 
located at the organ console. O. Reg. 324/51, s. 877. 


906.—(1) Every organ-blower motor shall be in- 
stalled in a room or compartment having walls and 
ceiling of such construction as to retard the spread of 
fire for at least forty-five minutes. 


(2) Subsection 1 shall be deemed to be complied 
with where, 


(a) the construction of the walls is of two-inch by 
four-inch wood studs with expanded metal- 
lath on each side and three-quarters of an inch 
thickness of gypsum-and-sand plaster; 


(6) the ceiling is of the double metal-lath and 
plaster type; and 


(c) the door to the room or compartment is self- 
closing and consists of at least two one-inch 
layers of lumber with a membrane of asbestos 
paper weighing at least 30 pounds per 100 
square feet placed between the layers. O. Reg. 
324/51, s. 878. 


907.—(1) Organ lofts shall be illuminated by means 
of rigid conduit, M.I. copper-clad cable or aluminum- 
sheathed cable and dust-tight fixtures. 


(2) Every conductor used for illumination shall be 
completely enclosed within the conduit, M.1. copper- 
clad cable, aluminum-sheathed cable or fitting. 
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(3) A receptacle shall be provided in the organ 
loft for the supply of current to an approved portable 
hand-lamp. O. Reg. 94/58, s. 204. 


PART XVIII 
Rapio INSTALLATIONS 
GENERAL 


908. This Part applies to radio installations and 
is supplementary to and not exclusive of any other 
Part. O. Reg. 324/51, s. 880. 


909. This Part does not apply to radio or electrical 
equipment installed on board a ship or to antennae 
used for coupling carrier-current to line conductors. 
O. Reg. 324/51, s. 881. 


910. Every lightning arrester, receptacle and attach- 
ment plug, including a condenser plug, used for attach- 
ment to an electric supply circuit to serve as an antenna, 
shall be approved for use ina radio installation. O. Reg. 
324/51, s. 882. 


ANTENNA SYSTEMS 


911. Every antenna support shall be located at 
least ten feet measured horizontally from the nearest 


light, heat, power or communication conductor. 
O. Reg. 324/51, s. 883. 
912. Where antenna counterpoises and _ lead-in 


conductors cross over or under a communication cir- 
cuit or a power or lighting circuit of less than 750 volts, 
they shall be so located as to prevent accidental contact 
with the circuits by reason of sagging or swinging and 
there shall be a clearance of at least four feet. O. Reg. 
324/51, s. 884. 


913. Every indoor antenna shall, 


(a) have a clearance of at least four inches from 
the conductors of lighting, heating, power or 
communication circuits; or 


(6) be separated from the conductors by conduit 
or by porcelain tubes, flexible tubing or other 
firmly-secured, non-conducting material. 
O. Reg. 324/51, s. 885. 


914. There shall be a clearance of at least six feet 
between antenna or lead-in conductors and any con- 
ducting material forming part of or attached to a 
lightning-rod system. O. Reg. 324/51, s. 886. 


915. Except where the lead-in conductor from the 
antenna to its entrance into the building is protected 
by a continuous grounded metallic shield, every con- 
ductor of a lead-in from an outdoor antenna of a 
receiving station shall be provided with an approved 
lighting arrester. O. Reg. 324/51, s. 887. 


916.—(1) Lightning arresters may be installed out- 
side or inside a building but, where installed inside, they 
shall be between the point of entrance of the lead-in 
conductor and the radio installation and as near as 
practicable to the entrance point of the lead-in con- 
ductor. 


(2) Lightning arresters shall not be installed near 
flammable material or ina hazardous location. O. Reg. 
324/51, s. 888. 

GROUNDING-CONDUCTORS 


917.—(1) Every radio receiving station shall be 
provided with a grounding-conductor. 


(2) The grounding-conductor may, 


(a) be run inside or outside a building; 
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(b) be uninsulated and affixed directly to the 
surface of the building without insulating 
supports; and 


(c) serve for both protective and operating pur- 
poses, where the ground terminal of the equip- 
ment is connected to the ground terminal of 
the lightning arrester. 


(3) Every grounding-conductor shall run as straight 
as practicable and shall be grounded in conformance 
with Part VII. O. Reg. 324/51, s. 889. 


PART XIX 


AND INCANDESCENT OUTLINE 


LIGHTING 


INCANDESCENT SIGNS 


GENERAL 


918. This Part applies to incandescent signs and 
incandescent outline lighting and is supplementary to 
and not exclusive of any other Part. O. Reg. 324/51, 
s. 890. 


919. The potential between a conductor and ground 
shall not exceed 150 volts. O. Reg. 324/51, s. 891. 


920. The conductors shall 
sulated R or equivalent type. 


be of the rubber-in- 
O. Reg. 324/51, s. 892. 


921.—(1) The conductors shall be soldered to the 
terminals of receptacles. 


(2) Every exposed part of a conductor or terminal 
shall be treated to prevent corrosion. O. Reg. 324/51, 
s. 893. 


922.—(1) Where sign-leads pass through the walls 
or partitions of the structure of the sign, they shall 
be protected by incombustible absorption-resisting 
bushings. 


(2) Where sign-leads are run as open wiring, they 
may be cabled. O. Reg. 324/51, s. 894. 


923.—(1) Irrespective of the number of outlets, the 
wiring shall be subdivided into branch-circuits that 
can be properly protected by over-current devices 
rated or set at not more than 15 amperes. 


(2) The branch-circuits shall be protected by over- 
current devices rated or set at not more than 15 am- 
peres. 


(3) The over-current devices shall not be used to 
protect any other circuit. O. Reg. 324/51, s. 895. 


924. Every incandescent sign and all incandescent 
outline lighting shall be so located that a person working 
thereon is not likely to come into contact with overhead 
conductors. O. Reg. 324/51, s. 896. 


925. Where sheet metal is used in the construction 
of sign-boxes and outline troughs, it shall be, 


(a) of not less than No. 28 U.S. sheet-metal gauge; 
and 


(db) galvanized or treated with at least three coats 
of anti-corrosive paint or otherwise suitably 
protected from corrosion. O. Reg. 324/51, 
s. 897. 


926. Every incandescent sign shall be constructed 
entirely of metal or other suitable material but wood 
may be used for the external decoration of the sign if 
it is kept at least two inches distant from any lamp- 
holder. O. Reg. 324/51, s. 898. ; 


927. Every sign-box and outline trough shall be so 
designed as to, 


(a) afford ample strength and rigidity to render 
it practically weatherproof; 


(b) enclose all terminals and wiring other than 
the leads; and 


(c) provide drainage for each compartment by 
means of one or more holes of at least one- 


quarter of an inch in diameter. O. Reg. 
324/51, s. 899. 
928. Where over-current devices, flashers, non- 


weatherproof transformers or other similar devices are 
placed on or within the body or structure of a sign or 
on the exterior of a building, they shall be contained in 
a separate, completely-enclosed, accessible, approved 
box or cabinet. O. Reg. 324/51, s. 900. 


929. Surface race-ways shall not be used. O. Reg. 
324/51, s. 901. 


930. Every fixed sign shall be grounded in con- 
formance with Part VII. O. Reg. 324/51, s. 902. 


OUTLINE LIGHTING 


931. The conductors for outline lighting shall be 
run, 


(a) as open wiring; 

(b) in rigid conduit; 

(c) in metal troughs; 

(d) as lead-sheathed armoured-cable; 
(e) as M.I. copper-clad cable; or 


(f) as aluminum-sheathed cable. O. Reg. 94/58, 
s. 205. 
932.—(1) Where the conductors are run in rigid 
conduit or as armoured-cable, every lamp-holder shall 
be installed in an individual outlet-box. 


(2) Where the conductors are run in metal troughs, 
the lamp-holders shall be installed in the troughs. 
O. Reg. 324/51, s. 904. 


933.—(1) Where sheet steel is used for troughs, it 
shall be of not less than No. 28 U.S. sheet-metal gauge. 


(2) Every trough shall be constructed with strength 
and rigidity adequate for the conditions to which it is 
likely to be exposed and shall be treated to prevent 
rusting. O. Reg. 324/51, s. 905. 


934.—(1) Where open wiring is used, a minimum 
distance of one inch shall be maintained between the 
conductors and adjacent surfaces. 


(2) Where flexible tubing is used, it shall be kept 
at least one-half of an inch from adjacent surfaces and 
the end of the tubing shall be sealed and painted with a 
moisture-repellent substance. O. Reg. 324/51, s. 906. 


935.—(1) Every lamp-holder shall be of such type 
and so installed, 


(a) that it cannot turn; and 


(b) that its terminals are at least one-half of an 
inch from adjacent conducting material 
and from the terminals of adjacent lamp- 
holders. 


(2) Where open wiring is used, the separation 
shall be at least one inch. O. Reg. 324/51, s. 907. 


936. Where open wiring is used in a circuit or part 
of a circuit in which the conductors are connected to 
lamp-holders that hold the conductors at least one inch 
from adjacent surfaces and that are placed not more 


Reg. 490 


POWER COMMISSION 


289 


than twelve inches apart, the lamp-holders shall be 
deemed to afford adequate support and spacing for the 
conductors. O. Reg. 324/51, s. 908. 


937. Where lamp-holders are spaced more than 
twelve inches apart, the conductors shall be supported 
on incombustible absorption-resisting insulators at 
intervals of not more than twelve inches. O. Reg. 
324/51, s. 909. 


938. Subject to section 936, where open wiring is 
used, a separation of 214 inches shall be maintained 
between conductors. O. Reg. 324/51, s. 910. 


939. Every lamp-holder shall be of the keyless 
type and made of porcelain or other insulating material. 
O. Reg. 324/51, s. 911. 


940. Miniature lamp-holders shall not be used 
without the permission of an inspector. O. Reg. 94/58, 
s. 206. 


941.—(1) No circuit shall have more than thirty 
outlets. O. Reg. 324/51, s. 913 (1). 


(2) The circuits shall be so arranged that the lamps 
supplied thereby shall in no case be such as to cause 
more than 12 amperes to pass through a branch-circuit 
fuse. O. Reg. 324/51, s. 913 (2); O. Reg. 94/58, s. 207. 


PART XX 
THEATRES 
GENERAL 


942. This Part applies to electrical equipment and 
installations in theatres and is supplementary to and 
not exclusive of any other Part. O. Reg. 324/51, s. 914. 


943. No live part of permanent or temporary wiring 
or of electrical equipment shall be exposed. O. Reg. 
324/51, s. 915. 


944.—(1) Wiring shall be in rigid conduit but, 


(a) other wiring methods may be authorized for 
temporary work; 


(b) flexible cord may be used where permitted by 
this Regulation; and 


(c) flexible conduit, armoured-cable, M.I. copper- 
clad cable or aluminum-sheathed cable may 
be used with the permission of an inspector. 
O. Reg. 324/51, s. 916 (1); O. Reg. 94/58, 
s. 208. 


(2) Surface race-ways shall not be used on the 
stage side of the proscenium wall. O. Reg. 324/51, 
s. 916 (2). 

945. Wiring for border-pocket, stage-pocket or 
remote-control circuits may be run, 


(a) in rigid conduit or steel E.M. tubing if the size 
of conduit or tubing in relation to the number 
of conductors used meets the requirements of 
section 293; and 


(bd) in auxiliary gutters and metal race-ways if the 
sum of the cross-sectional areas of the conduc- 
tors, including insulation and covering, is not 
more than 20 per cent of the interior cross- 
sectional area of the gutter or race-way. 


O. Reg. 94/58, s. 209. 
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946. A maximum of thirty aisle-light outlets may be 
supplied from one branch-circuit if the size of the lamp 
bulb that can be used with each outlet is limited by the 
use of barriers or other devices to 25 watts or less. 
O. Reg. 94/58, s. 209. 


947. Yhe electrical equipment used by a travelling 
theatre-company, circus or other travelling show, 


whether or not the performance is held within a theatre, 
shall not be used at any performance until a permit is 
obtained from the Commission. O. Reg. 324/51, s. 917. 


948. Where the auditorium of a theatre has a seating 
capacity of more than 100 persons or has an area of 
more than 600 square feet, there shall be installed and 
maintained in the theatre an emergency lighting-system 
conforming to Part XXI. O. Reg. 324/51, s. 918. 


949.—(1) Every metal race-way shall be grounded. 


(2) Except the frames and enclosures of portable 
equipment on grounded circuits operating at not more 
than 150 volts to ground, all metal frames and en- 
closures of equipment, including border lights, shall be 
grounded. O. Reg. 324/51, s. 919. 


PORTABLE AND STATIONARY SWITCHBOARDS 
950. Every switchboard shall be, 
(a) of the dead-front type; and 


(b) protected above with a suitable metal guard 
or hood extending the full length of the board 
and completely covering the space between 
the wall and the board in such manner as to 
protect the board from falling objects. O. Reg. 
324/51, s. 920. 


951.—(1) Where a stage-switchboard has exposed 
live parts on the back of the board, it shall be enclosed 
by the walls of the building or by wire-mesh grills or 
by other approved means. 


(2) The entrance to the enclosure shall be a self- 
closing door. O. Reg. 324/51, s. 921. 


952.—(1) Every theatre, other than a theatre used 
exclusively for motion pictures, shall have installed at 
suitable locations therein two extra service-boxes for the 
proper and convenient supply of current to extra 
equipment. 


(2) One box shall be located at each end of the stage. 


(3) The boxes shall be connected in a permanent 
manner to the main service or to a separate source 
of supply. 


(4) Where the boxes are made for two-wire circuits, 
they shall have a capacity of not less than 400 amperes. 


(5) Where the boxesare imade for three-wire circuits, 
they shall have a capacity of not less than 200 amperes. 


(6) The boxes shall be equipped with fuses and 
quick-break switches or approved equivalent devices. 
O. Reg. 324/51, s. 922. 


953. Every dimmer shall be so connected as to be 
dead when its circuit switch is open but a dimmer that 
does not open the circuit may be connected in a 
grounded neutral conductor. O. Reg. 324/51, s. 923. 


954.—(1) Every portable switchboard shall be 
placed within an enclosure of substantial construction 
but may be so arranged that the enclosure is open 
during operation. 


(2) Where the enclosure is of wood, it shall be 
completely lined with sheet metal of not less than 
No. 24 U.S. sheet-metal gauge suitably protected 
against corrosion. 


(3) There shall be no exposed live parts within the 
enclosure, other than the exposed live parts on dimmer 
face-plates. O. Reg. 324/51, s. 924. 


955.—(1) Every portable switchboard shall be 
supplied by means of an approved flexible cord of type 
K, S, SO or ST cable terminating within the switch- 
board enclosure in an externally-operated, enclosed, 
fused master-switch. O. Reg. 94/58, s. 210 (1). 
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(2) The master-switch shall be so arranged as to 
cut off current from all apparatus within the enclosure, 
other than the pilot light. O. Reg. 324/51, s. 925 (2). 


(3) The cable and the flexible cord shall be of 
sufficient current-carrying capacity to carry the total 
load-current of the switchboard. O. Reg. 94/58, 
s. 210 (2). 


(4) The ampere-rating of the fuses of the master- 
switch shall not be greater than the total load-current 
of the switchboard. 


(5) Portable switchboards shall be supplied only 
from outlets specifically provided for the purpose. 
O. Reg. 324/51 (4, 5). 


956.—(1) Every conductor within the switchboard- 
enclosure shall be of the stranded asbestos-covered type 
enclosed in a metal trough or otherwise properly sup- 
ported and securely fastened in position. 


(2) The conductors shall have a current-carrying 
capacity of not less than the current-carrying capacity 
of the switch or over-current device to which they are 
connected. 


(3) Every conductor shall be bushed at the point 
at which it passes through a metal enclosure. 


(4) The strands of the conductor shall be soldered 
together before they are fastened under a clamp or 
binding-screw. 


(S) Where a conductor of No. 8 B. & S. gauge or of 
a larger size is connected to a terminal, 


(a) it shall be soldered into a lug; or 


(6) an approved solderless connector shall be 
used. QO. Reg. 324/51, s. 926. 


957.—(1) Stage cables shall be, 
(a) of an approved type; and 


(6) so arranged that no strain is placed on the 
clamps and binding-screws. 


(2) Where the cables pass through metal or wood 
enclosures, they shall be protected by metal bushings. 


(3) Where stage cables are connected to terminals 
or binding posts within a switchboard enclosure, the 
terminals and posts shall be so located as to permit 
convenient access thereto. O. Reg, 324/51, s. 927. 


958. Every switch shall be, 

(a) of the enclosed type; and 

(b) externally operated. O. Reg. 324/51, s. 928. 
959.—(1) All fuses shall be, 

(a) of the plug type or cartridge type; and 


(6) provided with enclosures in addition to the 
switchboard enclosure. 


(2) Every circuit leaving a switchboard shall have 
an over-current device in each ungrounded conductor. 
O. Reg. 324/51, s. 929. 


960.—( 1) The terminals of every dimmer shall be 
provided with an approved enclosure. 


(2) Every dimmer face-plate shall be so arranged 
that accidental contact cannot readily be made with 
the face-plate contacts. O. Reg. 324/51, s. 930. 


961.—(1) A pilot light shall be installed within 
every switchboard enclosure. 
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(2) The pilot light shall be so connected to the 
circuit supplying the switchboard that the opening of 
the master switch does not cut off the supply to the 
lamp of the pilot light. 


(3) The lamp shall be on an independent circuit 
protected by an over-current device rated or set at not 
more than 15 amperes. O. Reg. 324/51, s. 931. 


FOOTLIGHTS, BORDERS, PROSCENIUM SIDE-LIGHTS, 
STRIPS AND BUNCHES 


962.—(1) Where footlights, borders, proscenium 
side-lights, strips or bunches are wired in conduit or as 
armoured-cable, every lamp-holder shall be installed in 
an individual outlet box. 


(2) Where the lights are not wired in conduit or as 
armoured-cable, all the lamp-holders and the wiring 
therefor shall be installed in a steel trough. 


(3) Where sheet steel is used in connection with the 
lights, it shall be of ample strength and rigidity having 
regard to the general construction of the installation 
and shall be treated to prevent rusting. 


(4) The metal work for footlights, borders and 
proscenium side-lights shall be not less than No. 20 
U.S. sheet-metal gauge. 


(5) The metal work for bunches and portable strips 
shall be not less than No. 24 U.S. sheet-metal gauge. 


(6) Where the lighting devices are equipped with 
mogul lamp-holders, the lighting devices shall be con- 
structed with double walls and with adequate ventila- 
tion between the walls. O. Reg. 324/51, s. 932. 


(7) Foot, border, proscenium or portable strip- 
lighting fixtures shall be adequately insulated for the 
temperatures to which they are exposed but the in- 
sulation shall in all cases be adequate for exposure to a 
temperature of 125°C. or 257° F. 


(8) Subject to subsection 9, conductors used for the 
wiring of border-lights shall be, 


(a) the all-asbestos insulated types A-7, A-11 or 
A-16 (a); or 


(b) the asbestos-varnished-cambric insulated types 
A-1, A-9, A-15 or A-17. 


(9) Where conductors used for the wiring of border- 
lights are exposed to temperatures not exceeding 90° C. 
or 194° F., the asbestos-varnished-cambric types A-3 
or A-4 or the slow-burning SB type may be used. 
O. Reg. 94/58, s. 211. 


963.—(1) The terminals of the lamp-holders shall 
be separated from the metal of the trough by at least 
one-half of an inch. 


_(2) The conductors shall be soldered to the ter- 
minals of the lamp-holders. O. Reg. 324/51, s. 933. 


964. Where a pendent lighting-device contains a 
lamp or group of lamps of more than 100 watts capacity, 
it shall be furnished with a wire guard of not more than 
one-half-inch mesh so arranged as to prevent danger 
from falling glass. O. Reg. 324/51, s. 934. 


965. Borders shall be wired with conductors of the 
asbestos-covered A type or the asbestos-covered 
varnished-cloth AVA or AVB type but, where the 
temperature does not exceed 194° F., the slow-burning 
SB type may be used. O. Reg. 324/51, s. 935. 


966.—(1) Borders and strips shall be so suspended 
as to be electrically and mechanically safe. 


(2) Where wire rope is used for the suspension of 
borders, each length of the wire rope shall be insulated 


Reg. 490 


POWER COMMISSION 


291 


by at least one strain insulator at the point of attach- 
ment to the border. O. Reg. 324/51, s. 936. 


967. Borders and strips shall be so constructed that 
the flanges of the reflectors or other suitable guards 
protect the lamps from mechanical injury and from 
accidental contact with scenery or other combustible 
material. O. Reg. 324/51, s. 937. 


968.—(1) The cables for borders shall be fed from 
points on the grid-iron or from other approved overhead 
points but shall not be fed from side walls. 


(2) Flexible cable shall be of S or K type. O. Reg. 
324/51, s. 938. 


STAGE AND GALLERY POCKETS 


969.—(1) Stage and gallery pockets shall be con- 
trolled from the switchboard. 


(2) At least one receptacle of not less than 30- 
ampere capacity shall be installed in the gallery of a 
theatre in which dramatic or operatic performances are 
presented. O. Reg. 324/51, s. 939. 


970.—(1) The conductors that supply are pockets 
shall be not smaller than No. 6 B. & S. gauge. 


(2) The conductors that supply incandescent 
pockets shall be not smaller than No. 12 B. & S. gauge. 


(3) All conductors that supply pockets shall be of 
ample size to supply all receptacles therein at full 
rating. O. Reg. 324/51, s. 940. 


971.—(1) The rated capacity of an arc pocket shall 
be not less than 35 amperes. 


(2) The rated capacity of an incandescent pocket 
shall be not less than 15 amperes. O. Reg. 324/51, s. 941. 


972. Plugs for arc and incandescent pockets shall 
not be interchangeable. O. Reg. 324/51, s. 942. 


973.—(1) Where the wiring to pockets is in rigid 
conduit, the conduit shall end at a point approximately 
twelve inches away from the pocket and the wiring 
shall be continued in flexible conduit in the form of a 
loop at least two feet long with sufficient slack to 
permit the raising or lowering of the box. 


(2) Where the rigid conduit is embedded in con- 
crete, its end shall emerge from the concrete at the 
point referred to in subsection 1. O. Reg. 324/51, s. 943. 


FIXTURES ON SCENERY 


974.—(1) Fixtures attached to stage scenery shall 
be, 


(a) of the internally-wired type; or 


(6) wired with P type or other cord approved for 
hard usage. 


(2) The fixtures shall be secured firmly in place. 


(3) The stems of the fixtures shall be carried 
through to the back of the scenery and shall have a 
suitable bushing on the end thereof. O. Reg. 324/51, 
s. 944, 


STRING OR FESTOONED LIGHTS 


975. Joints in the wiring of string or festooned 
lights shall be staggered where practicable. O. Reg. 
324/51, s. 945. 


976. Where the lamps of string or festooned lights 
are enclosed in paper lanterns or shades or other 
devices of combustible material, they shall be equipped 
witb lamp guards. O, Reg. 324/51, s. 946. 


DRESSING-ROOMS 


977.—(1) Every dressing-room shall contain at 
least one convenience outlet. 


(2) All convenience outlets in dressing-rooms shall 
be controlled from the switchboard. O. Reg. 324/51, 
s. 947. 


978. All lights in dressing-rooms shall be equipped 
with locked, open-end, wire guards. O. Reg. 324/51, 
s. 948. 


_ 979. Pendent lights in dressing-rooms shall be wired 
with armoured-cable or with flexible cord approved for 
hard usage as set out in Table 20. O. Reg. 324/51, s. 949. 


PORTABLE EQUIPMENT 


_ 980. Portable equipment for stage effects shall be 
of a type approved for the purpose. O. Reg. 324/51, 
s. 950. 


981.—(1) An arc lamp may be used only when it is 
operated by a qualified operator. 


(2) Where two lamps are so placed that one operator 
can properly watch and care for both, there may be one 
operator for the two lamps. O. Reg. 324/51, s. 951. 


982. Flexible conductors for arc lamps, bunches or 
other portable equipment shall be of K type stage-cable 
or S type cord but, for separate miscellaneous portable 
devices operated under conditions in which the con- 
ductors are not exposed to severe mechanical injury, 
any approved cord protected by an over-current device 
rated or set at not more than 15 amperes may be used. 
O. Reg. 324/51, s. 952. 


CURTAIN MOTORS 


983. Every curtain motor shall be of the enclosed 
type. O. Reg. 324/51, s. 953. 


STAGE FLUES 


984.—(1) Where stage-flue dampers are released by 
an electrical device, the circuit operating the device 
shall in normal operation be closed. 


_ (2) The circuit shall be controlled by at least two 
single-pole switches enclosed in iron boxes with self- 
closing doors without locks or latches. 


(3) One switch shall be placed at the electrician’s 
station and the other at a place designated by an 
inspector. 


(4) The device shall, 


(a) be designed for the full voltage of the circuit 
to which it is connected; 


(b) be located in the loft above the scenery; and 


(c) be enclosed in a suitable iron box with a tight, 
self-closing door. O. Reg. 324/51, s. 954. 


MOTION-PICTURE APPARATUS 


985. The conductors that supply outlets for pro- 
jectors of the professional type shall be of a size ade- 
quate for the projector used. O. Reg. 324/51, s. 955. 


986.—(1) Every flexible cord in a projection room 
or projection-machinery room shall be of a type 
approved for hard usage, as shown in Table 20. 


(2) Every lamp-holder in a projection room or a 
projection-machinery room shall be of keyless, moulded- 
composition type equipped with wire guards. O. Reg. 
324/51, s. 956. 
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987. Every switch used to control motion-picture 
apparatus shall be of the enclosed externally-operated 
type. O. Reg. 324/51, s. 957. 


988.—(1) Every projection room shall be equipped 
with an exhaust ventilation-fan sufficient to effect a 
complete change of air every three minutes. 


(2) The fan shall be controlled from inside the 
projection room and from a nearby point outside the 
room. O. Reg. 324/51, s. 958. 


989. Motor-generator sets, frequency changers, 
transformers, rectifiers, rheostats and similar equipment 
for the supply or control of electrical current to an arc 
lamp or motion-picture projector shall not be located 
in the same room as the arc lamp or motion-picture 
projector. O. Reg. 324/51, s. 959. 


PART XXI 
EMERGENCY LIGHTS 
GENERAL 


990.—(1) Where the installation of emergency 
lights is required by this Regulation, they shall be 
installed as prescribed by this Part. 


(2) Where an emergency-lighting system operates 
at 50 volts or less, it shall also conform to Part XXII. 
O. Reg. 324/51, s. 960. 


991. The conductors for emergency lights shall be 
installed in rigid conduit or steel E.M. tubing. O. Reg. 
324/51, s. 961; O. Reg. 94/58, s. 212. 


992.—(1) The owner, lessee and manager of every 
building having an installation of emergency lights shall 
test them or cause them to be tested frequently to 
ensure security of operation. 


(2) Where batteries are used as a source of supply 
for emergency lights, the batteries shall be kept, 


(a) in proper condition; 
(b) fully charged at all times; and 


(c) in an adequately ventilated battery-room. 
O. Reg. 324/51, s. 962. 


993.—(1) No component of an emergency-lighting 
system shall be installed in a room that contains 
machinery using or used in connection with a com- 
bustible refrigerant. 


(2) Storage batteries and generators for emergency- 
lighting systems shall be so located within the building 
as to reduce as far as is possible the hazards of inter- 
ference or damage to the equipment by fire, explosion 
or flooding within the building. 


_ (3) Where the nature of the occupancy, construc- 
tion and internal fire-protection of a building warrant it, 
an inspector may require that the batteries or genera- 
tors, or both, be located in a fire-resisting room 
segregated from other parts of the building by un- 
pierced walls, floors and ceiling, or he may require that 
a self-closing, approved fire-door be installed in the 
door-way giving access to the battery-room or genera- 
tor-room from the outside of the building. O. Reg. 
324/51, s. 963. 


994.—(1) Complete instructions fot the operation 
and care of the emergency-lighting system shall be 
posted on the premises in a frame under glass. 


(2) The form of the instructions and their location 
are subject to the approval of the inspector. O. Reg. 
324/51, s. 964. 


995.—(1) Every emergency-lighting system shall 
be equipped with audible and visible trouble-signal 
devices that give warning of derangement of the current 
source or sources and that indicate when the emergency- 
lighting load is supplied from batteries or generators. 


(2) Audible trouble-signals shall be so wired that 
when the signal is shut off a red warning or trouble- 
light assumes the protective function. O. Reg. 324/51, 
s. 965. 


CURRENT-SUPPLY 


996. The current supply for emergency-lighting 
systems shall be such as to afford sure emergency 
lighting when the principal lighting system of the 
premises fails. O. Reg. 324/51, s. 966. 


997.—(1) The current supply shall consist of a 
service supply and, 


(a) a storage battery having sufficient capacity to 
supply and maintain, at not less than 91 per 
cent of full voltage, the total load of the 
emergency-lighting circuits for at least one- 
half of an hour; or 


(6) a generator driven by steam or by internal- 
combustion engine or by water-turbine or by 
other dependable prime mover. 


(2) Automobile batteries and lead batteries not of 
the sealed glass-jar type shall not be used under 
clause a of subsection 1. 


(3) Where a generator is used, it shall be, 
(a) of capacity sufficient to carry the load; and 


(6) arranged to start automatically without 
failure and without undue delay upon the 
failure of the current supply of the principal 
lighting of the building. O. Reg. 324/51, 
s. 967. 


CIRCUITS 


998. The wiring of emergency-lighting systems- 
shall be kept entirely independent of all other wiring 
and equipment and shall not enter a fixture, race-way, 
box or cabinet occupied by other wiring. O. Reg. 
324/51, s. 968. 


_ 999. No appliance or lamp, other than the ap- 
pliances or lamps required for the emergency lighting, 
shall be supplied by the emergency-lighting circuit. 
O. Reg. 324/51, s. 969. 


CONTROL 


1000.—(1) Every circuit for emergency lighting 
shall be controlled by a readily accessible switch. 


(2) The switch shall be located in the lobby of the 
building or, where this is not practicable, at a place 
convenient to the main entrance of the building. 


(3) An additional switch may be installed, 


(a) at the main service or on the control panel of 
a special current source; or 


(b) adjacent to the emergency switch to control 
separately the lights on the exterior of the 
building that are not required during day- 
light hours. 


(4) An automatic light-actuated device approved 
for the purpose may be used instead of the switch 
referred to in clause b of subsection 3. 


(S) The emergency-lighting circuits shall not be 
connected to or controlled by a stage-lighting control. 
O. Reg. 324/51, s. 970. 
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OVER-CURRENT PROTECTION 


1001.—(1) No device other than a service over- 
current device shall be placed ahead of the branch- 
circuit over-current devices. O. Reg. 324/51, s. 971 (1). 


(2) The branch-circuit over-current devices shall 
be accessible only to authorized persons. O. Reg. 
324/51, s. 971 (2); O. Reg. 94/58, s. 213. 


PART XXII 
SMALL ISOLATED PLANTS 
1002.—(1) This Part applies to, 
(a) stationary electric power-plants in which, 


(i) steam, an internal-combustion engine 
or water-turbine or other prime mover 
is connected to an electric generator 
operating at a potential of less than 
50 volts, or 

(il) a storage battery is the source of 

supply; and 


(6) the control devices used in the plant. 


(2) This Part is supplementary to and not ex- 
clusive of any other Part governing ordinary low- 
potential installations. O. Reg. 324/51, s. 972. 


1003. The conductors, fittings, devices and appli- 
ances shall have a current-carrying capacity sufficiently 
larger than the current-carrying capacity required for 
the higher voltages used on ordinary commercial cir- 
cuits to compensate for the additional current required 
in a low-voltage system. O. Reg. 324/51, s. 973. 


1004. The lamp-holders shall be of the 600-watt, 
250-volt classification and shall be rated at not more 
than 314 amperes. O. Reg. 324/51, s. 974. 


1005.—(1) No conductor shall have a current- 
carrying capacity less than the current-carrying 
capacity of No. 12 B. & S. gauge copper wire, but a 
flexible cord that supplies a single lamp-holder may be 
of No. 14 B. & S. gauge. 


(2) In determining the size of conductors required, 
each lamp-holder shall be considered as loaded to not 
less than 2 amperes. O. Reg. 324/51, s. 975. 


1006. There shall not be more than eight outlets on 
a branch-circuit. O. Reg. 324/51, s. 976. 


1007. The over-current devices that protect branch- 
circuits shall be rated or set at not more than 20 
amperes. O. Reg. 324/51, s. 977. 


1008.—(1) No current-consuming device rated at 
more than 5 amperes shall be connected to a branch- 
circuit that supplies incandescent lamps. 


(2) Every current-consuming device rated at more 
than 5 amperes shall be supplied from a branch-circuit 
used for no other purpose and equipped with receptacles 
rated at not less than 20 amperes. O. Reg. 324/51, 
s. 978. 


1009. Batteries shall be kept in rooms or spaces 
having natural means of ventilation. O. Reg. 324/51, 
s. 979. 


PART XXIII 


STORAGE SPACE FOR Furs, SILKs, PYROXYLIN 
PLasTIcS AND NITROCELLULOSE X-RAY FILM AND 
NITROCELLULOSE PHOTOGRAPHIC FILM 


GENERAL 
1010. This Part applies to, 


(a) merchandise vaults and store-rooms for the 
storage of furs or silks; and 


(6) vaults, store-rooms or areas and _ isolated 
buildings for the storage of pyroxylin plastics 
and nitrocellulose X-ray film and_ nitro- 
cellulose photographic film. O. Reg. 324/51, 
s. 980; O. Reg. 94/58, s. 214. 


FUR AND SILK STORAGE VAULTS 


1011.—(1) Vaults and store-rooms for the storage 
of furs or silks shall be wired with rigid conduit, M.I. 
copper-clad cable or aluminum-sheathed cable. O. Reg. 
94/58, s. 215. 


(2) The outlet-boxes or junction-boxes or other 
wiring enclosures shall have threaded hubs for the 
attachment of conduit. 


(3) The hubs shall accommodate at least three full 
threads. 


(4) Where a flexible connection is required, a short 
length of flexible steel conduit may be used. O. Reg. 
324/51, s. 981 (2-4). 


1012.—(1) The electrical equipment in the vaults 
and store-rooms shall be limited to, 


(a) supply conduits; 
(b) lighting fixtures; 


(c) motors for ventilation and cooling units or 
coils; 


(d) burglary-detection and fire-detection and fire- 
extinguishing systems; and 


(e) such other equipment as is necessary for the 
utilization of the vault. 


(2) Service equipment, panelboards and_ switch- 
boards, refrigeration-compressor motors and their con- 
trollers shall not be installed in vaults and store-rooms. 


(3) Electric heaters shall not be installed or used 
in vaults and store-rooms unless the heaters are ap- 
proved for the purpose. O. Reg. 324/51, s. 982; 
O. Reg. 94/58, s. 216. 


1013.—(1) Where lighting fixtures of the fluores- 
cent or incandescent types are installed in vaults and 
store-rooms, they shall be of the vapour-tight or dust- 
tight types. O. Reg. 324/51, s. 983 (1); O. Reg. 94/58, 
Seis 


(2) No lighting fixture shall be so installed that 
goods in storage may be placed within eighteen inches 
of it. 


(3) Every lighting fixture shall at all times, and 
whether or not the lamp-holders are without lamps, be 
fitted with outer globes or enclosures. 


(4) No incandescent fixture shall be provided with 
lamps of greater wattage than the wattage that the 
fixture is approved to accommodate. 


(5) Where incandescent fixtures are wired with 
rubber-insulated conductors, the insulation shall be at 
least one-thirty-second of an inch thick. O. Reg. 
324/51, s. 983 (2-5). 


294 


POWER COMMISSION 


Reg. 490 


1014.—(1) The vaults and store-rooms shall not 
be illuminated by portable lamps. 


(2) Extension cords shall not be used in vaults and 
store-rooms. O. Reg. 324/51, s. 984; O. Reg. 94/58, 
s. 218. 


1015.—(1) Lighting branch-circuits in vaults and 
store-rooms shall be controlled by a double-pole 
switch located outside the vault or store-room but near 
the entrance thereto. 


(2) Every switch that controls a lighting circuit 
shall be equipped with a red pilot-lamp located outside 
the vault or store-room and readily visible to persons 
in the workroom used in connection with the vault or 
store-room, 


(3) Where a master switch is arranged to control 
the wiring in several vaults or store-rooms or more 
than one circuit in one vault or store-room, only one 
pilot light shall be required for the master switch. 
O. Reg. 94/58, s. 219. 


1016. Where motors are installed in vaults or store- 
rooms, they shall be of the totally-enclosed or the 
totally enclosed, fan-cooled type. O. Reg. 324/51, 
s. 986; O. Reg. 94/58, s. 220. 


1017.—(1) Every fractional-horsepower motor, 
whether manually or automatically started, shall be 
provided with individual overload protection unless 
the motor is of a type that cannot overheat through 
overload or failure to start. 


(2) Where an alternating-current fractional-horse- 
power motor, 


(a) has windings of sufficient impedance to prevent 
overheating; or 


(b) is fitted with a built-in device that prevents 
overheating and is approved for attachment 
to the motor protected by it, 


subsection 1 shall be deemed satisfied. O. Reg. 324/51, 
s. 987 (1, 2). 


(3) Every motor within a vault or store-room and 
every motor that operates a refrigeration unit used in 
connection with a vault or store-room shall be so 
arranged as to shut down automatically when a fire- 
detection or smoke-detection system or an automatic 
sprinkler-system goes into operation within the vault 
or store-room. O. Reg. 94/58, s. 221. 


1018. All non-current-carrying metal parts of an 
electrical installation within a vault or a store-room 
shall be grounded in conformance with Part VII. 
O. Reg. 324/51, s. 988; O. Reg. 94/58, s. 222. 


VAULTS, STORE-ROOMS OR STORE-AREAS AND 
ISOLATED BUILDINGS 


1019.—(1) Vaults, store-rooms or areas and isolated 
buildings for the storage of pyroxylin plastics and nitro- 
cellulose X-ray film and nitrocellulose photographic 
film shall be wired in conformance with sections 876 to 
880, but storage vaults for nitrocellulose photographic 
film shall not be located within a hospital or similar 
institution, the office of a medical practitioner or an 
X-ray laboratory. O. Reg. 324/51, s. 989 (1): O. Reg. 
94/58, s. 224. 


(2) Storage vaults for nitrocellulose photographic 
film may be located on the roof of a hospital or similar 
institution, the office of a medical practitioner or an 
X-ray laboratory. 


_ (3) Where a vault is located on the roof of a hos- 
pital, access to the vault shall be by means of a balcony 
or vestibule open to outside air and without direct 
communication to the remainder of the hospital. 


(4) Where nitrocellulose photographic film is kept 
by a hospital in an isolated storage-building or vault, 
there shall be no communication tunnel between the 
vault or isolated building and the hospital building. 
O. Reg. 324/51, s. 989 (2-4). 


STORAGE ROOMS FOR PYROXYLIN PLASTICS AND 
NITROCELLULOSE X-RAY FILM AND NITROCELLULOSE 
PHOTOGRAPHIC FILM 


1020. Where pyroxylin plastics or nitrocellulose 
X-ray film or nitrocellulose photographic film is kept 
in a storage room that is part of a building, sections 
1011, 1012, 1013, 1016, 1017 and 1018 apply but no 
receptacle for an attachment plug and no portable lamp 
shall be installed or used in the storage room. O. Reg. 
324/51, s. 990. 


PART XXIV 
HiGH-POTENTIAL INSTALLATIONS 
GENERAL 


1021.—(1) This Part applies to electrical installa- 
tions operating at potentials of more than 750 volts, 
other than electrical equipment used, 


(a) in connection with X-ray and high-frequency 
installations; or 


(b) for sign-lighting or outline-lighting, radio- 
transmission or signalling-transmission, or 
cold-cathode lighting. 


(2) This Part is supplementary to and not ex- 
clusive of any other Part. O. Reg. 94/58, s. 225. 


1022. No person shall proceed with a high-potential 
installation unless the plans for the installation have 
been filed with the Commission under section 23 and 
the approval of the Commission for the installation 
has been obtained. O. Reg. 94/58, s. 225. 


1023. Service equipment shall, 


(a) be installed in a location satisfactory to an 
inspector and the supply authority; and 


(b) where installed within a building, be installed 
at the point at which the service conductors 
enter the building. O. Reg. 94/58, s. 225. 


_ 1024.—(1) The electrical equipment shall be acces- 
sible for safe operation but otherwise inaccessible. 


(2) A permanent notice reading, 
(a) Danger....High Voltage; or 
(6): Danger? 2. dane. cee Rs hah culled ae Volts, 


shall be displayed in a conspicuous position on vaults, 
enclosures or equipment rooms. 


(3) Permanent notices shall be posted at each 
single-pole isolating switch and fuse cut-out and shall 
warn against their use as_ circuit-load-interrupter 
switches while they are carrying current. 


(4) Where isolating switches are group-operated, 
they shall be so interlocked that they cannot be oper- 
ated while carrying any load current. O. Reg. 94/58, 
S, 225. 


1625.—(1) Where supply voltages do not exceed 
4,000 volts, auto-transformers may be used. 


(2) Where low-potential circuits are supplied by 
an auto-transformer used in a high-potential installa- 
tion, section 281 applies. O. Reg. 94/58, s. 225. 
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CONDUCTORS 


1026.—(1) Service conductors in locations other 
than sub-stations and transformer vaults shall be, 


(a) single-conductor or multiple-conductor, lead- 
covered or other cable having suitable mois- 
ture-resisting covering; and 


(6) armoured or installed in rigid conduit or duct. 


(2) Where the service conductors are within a 
building, they shall be installed only in fire-resisting, 
electrical-equipment rooms or vaults. 


(3) Compliance with subsection 2 is not required 
where, 


(a) the service entrance-equipment consists of 
metal-enclosed switch-gear operating at less 
than 15,000 volts between conductors and 
transformers are installed in accordance with 
sections 518 to 537; or 


(6) conductors are installed in accordance with 
subsection 1 of section 1029. 


(4) Service-conductors connecting a customer’s 
station and the supply authority’s equipment shall be, 


(a) capable of withstanding a short-circuit cur- 
rent without damage to the conductors or 
their insulation; or 

(6) acceptable to the supply authority. O. Reg. 

94/58, s. 225. 


1027.—(1) Service-conductors may be carried into 
a building through suitable lead-in devices, but the 
conductors shall be so located or guarded as to be 
inaccessible from the ground or from a window, flat 
roof, balcony or other place of vantage. 


(2) The service-conductors, 


(a) shall be not smaller than No. 6 B. & S. gauge; 
and 


(b) shall have a mechanical strength equivalent 
to the mechanical strength of hard-drawn 
copper. O. Reg. 94/58, s. 225. 


1028. Subject to section 1029, where conductors 
other than service conductors operate at more than 
15,000 volts and are installed within a building, they 
shall be installed only in transformer vaults, sub- 
stations, fire-resisting motor rooms or other similarly 
protected spaces. O. Reg. 94/58, s. 225. 


1029.—(1) Service-conductors and other conductors 
may be installed in conduit or ducts run under a 
building or within a wall of concrete or masonry, but 
the conduit or duct shall be surrounded throughout the 
entire length of its run by not less than two inches of 
concrete or masonry. 


(2) Underground ducts shall be drained. O. Reg. 
Ui els isi, PSY. 


_1030.—(1) Except where otherwise permitted in 
this Part, feeder and branch-circuit conductors shall be, 


(a) single-conductor or multiple-conductor cable 
approved for the purpose; and 


(6) armoured or installed in rigid or flexible 
conduit. 


(2) The cables shall be sheathed in metal but, in 
normally dry locations in which there is no risk of 
flooding, cables having other approved absorption- 
resisting covering may be installed. 


Vol. 3—Sig. 11 


(3) Where single-conductor cables are completely 
encircled by an enclosure consisting of magnetic 
material, all the cables of a circuit shall be grouped 
within the same enclosure. O. Reg. 94/58, s. 225. 


1031. Cable having approved insulation but that 
is not sheathed in metal shall be suitably shielded, 
where it is necessary to confine the dielectric stress or to 
prevent corona damage to the insulation. O. Reg. 
94/58, s. 225. 


1032. Bare conductors may be used in central 
stations, sub-stations, motor-rooms and_ generator- 
rooms, transformer-vaults, electrical-equipment vaults 
and outdoor distribution circuits. O. Reg. 94/58, 
Seen 


1033.—(1) This section applies to all conductors 
that are not sheathed or enclosed in metal, other than 
overhead lines. 


(2) Conductors other than conductors for appara- 
tus and devices shall be so spaced as to maintain, 


(a) an air-gap clearance between live parts and 
adjacent surfaces, other than insulation and 
the bases of conductor-supports, of at least 
the air-gap distance prescribed in column 2 
or 3 of Table 36 for indoor or outdoor instal- 
lations, respectively, at the voltage between 
phase conductors shown in column 1 of the 
Table; and 


(b) an air-gap clearance between live parts of at 
least the air-gap distance prescribed in column 
2 or 3 of Table 37 for indoor or outdoor 
installations, respectively, at the voltage 
between phase conductors shown in column 1 
of the Table. 


(3) Conductors of different voltages shall be so 
spaced as to maintain a minimum air-gap clearance 
between them, equal to the aggregate of their individual 
clearances between live parts and adjacent surfaces, 
ascertained in accordance with subsection 2. 


(4) Where conductors are connected to apparatus 
or devices having terminal spacings less than the 
terminal spacings required by Tables 36 and 37, the 
conductors shall be fanned out to the required spacings. 


(5) All conductors shall be mounted on suitable 
supports. 


(6) Conductors and their supports, including insula- 
tors, shall have such strength and stability as to ensure 
the maintenance of the required clearance under all 
operating and short-circuit conditions. 


(7) Conductors and other bare live parts shall be, 
(a) accessible only to authorized persons; 


(b) isolated by elevation above ground level the 
number of feet prescribed in column 2 of 
Table 51 for indoor installations at the voltage 
shown in column 1 of the Table; 


(c) isolated by elevation above ground level the 
number of feet prescribed in columns 2 and 3 
of Table 52 for outdoor installations in light 
or heavy snow areas, respectively, at the volt- 
age between conductors shown in column 1 of 
the Table; and 


(d) screened by barriers of equivalent height to 
the elevation prescribed by clause 6, which 
barriers are spaced from the conductors and 
other bare live parts so that the clearances 
prescribed by clause a of subsection 2 may be 
maintained. 
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(8) Where splices or taps are required between 
lengths of insulated conductor or cable, they shall be 
enclosed by insulation equal to the insulation on the 
conductor or cable. 


(9) Where cables or conductors are installed out- 
doors and emerge from conduit, a pothead or equi- 
valent device shall be provided at the places from 
which the cables or conductors emerge to protect them 
from moisture and mechanical injury. O. Reg. 94/58, 
s. 225. 


1034.—(1) Where conductors or cables sheathed or 
enclosed in metal are joined, provision shall be made 
for the continuity of the sheath by, 


(a) bonding of the potheads; 


(b) a continuous wiped joint over the splice or 
tap; or 


(c) use of a metal splice or tap-box. 


(2) Cables sheathed or enclosed in metal shall be 
terminated by means of potheads. O. Reg. 94/58, 
SVE 


1035.—(1) Lead covering, shielding, metal armour, 
conduit and fittings shall be thoroughly bonded to- 
gether and grounded. 


(2) Where single conductor metal-sheathed cables 
are installed in separate ducts of insulating material, 
the cables shall be isolated from each other and from 
grounded material except that at the supply end they 
shall be bonded together and grounded. O. Reg. 
94/58, s. 225. 


1036.—(1) High-potential conductors shall not be 
installed in elevator hoist-ways. 


(2) The conductors may be installed in conduit 
embedded in the masonry walls of the hoist-way, but 
the conduit shall be surrounded throughout the entire 
length of its run by not less than two inches of masonry. 
O. Reg. 94/58, s. 225. : 


1037. Where one or more transformers suppy only 
buildings under the same ownership or occupation, 
the primary conductors may be considered as service 
conductors, but, 


(a) they shall be provided with a switch or circuit- 
breaker capable of interrupting the full current 
on the service; 


(6) the circuit-breaker shall be capable of opera- 
tion by the consumer from within the build- 
ings served; and 


(c) the high-potential service equipment shall be 
inaccessible. O. Reg. 94/58, s. 225. 


_ 1038.—(1) Where closely-grouped open conductors 
with insulating coverings are subject to arcs or heat 
caused by short-circuits in nearby conductors, the 
open conductors shall have a flame-retarding insulation 
or a flame-retarding outer covering. 


(2) Where the coverings are conductive, they shall 
be stripped back from the terminals a sufficient distance 
to prevent leakage of current. O. Reg. 94/58, s. 225. 


CONTROL AND PROTECTIVE EQUIPMENT 


_ 1039.—(1) Every supply service shall be equipped 
with over-current protection acceptable to the supply 
authority and installed as closely as possible to the 
point at which the electrical equipment provided by the 
supply authority makes connection with the consumer’s 
electrical equipment and arranged to protect all un- 
grounded conductors of the service. 


(2) Subject to subsections 3 and 4, the over-current 
protection shall consist of, 


(a) acircuit-breaker having adequate interrupting 
capacity; or 


(b) fuses of adequate interrupting capacity, 
where they are preceded by a gang-operated, 
visible-break, load interrupter switch capable 
of, 


(i) making and interrupting the full load 
rating of the switch; and 


(ii) being safely closed when there is a 
fault on the system. 


(3) Fuses of adequate interrupting capacity may 
be installed in an out-of-doors installation, where they 
are preceded by a gang-operated horn-gap switch inter- 
locked with the circuit-breakers on the secondary side 
of the transformer installation so that the switch 
cannot be operated under load and is capable of, 


(a) interrupting the charging current of the trans- 
former installation; and 


(b) being safely closed when there is a fault on the 
system. 


(4) Where the total load on the service consists 
solely of transformers and does not exceed 100 kva per 
phase and the potential between phases does not 
exceed 5,000 volts, a single-pole disconnecting fuse of 


adequate interrupting capacity may be used. O. Reg. 
94/58, 225. 
1040.—(1) Circuit-breakers shall, 
(a) be of the trip-free type; and 
(b) incorporate means for indicating whether 


they are open or closed. 


(2) Circuit-breakers installed indoors for potentials 
of more than 15,000 volts shall be installed in separate 
vaults each of which conforms to sections 528 to 537. 


(3) Circuit-breakers installed in vaults shall be 
capable of being operated from outside the vault. 


(4) Circuit-breakers shall be so located that the 
operator is protected from injury that might be caused 
by faulty operation of the breaker. O. Reg. 94/58, 
s. 225. 
circuit- 


1041.—(1) Subject to subsection 2, oil 


breakers shall, 
(a) be mounted, 
(i) well away from the control panel in a 
fire-proof switch room or motor room, 


or 


(ii) in a vault that conforms to sections 
52S tonsitOn 


(b) be of the metal-clad type. 


(2) Oil circuit-breakers for potentials of from 5,000 
volts to 15,000 volts shall, 


(a) conform to clause b of subsection 1; or 


(6) be isolated from other electrical apparatus. 
O. Reg. 94/58, s. 225. 


1042.—(1) A group-operated isolating switch shall 
be installed on the supply side of each service circuit- 
breaker and shall, 


(a) visibly disconnect all ungrounded conductors 
of the service simultaneously; 
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(b) be interlocked so as to be incapable of being 
operated under load; and 


(c) be capable of being locked in the open position. 


(2) Where circuft-breakers are installed at loca- 
tions other than service entrances, a group-operated 
isolating switch shall be installed on the supply side of 
each circuit-breaker and shall be interlocked to prevent 
the operation of the switch under load. 


(3) Where there is a possibility of feed-back, an 
isolating switch shall be installed on both the supply 
side and load side of all circuit-breakers and shall be so 
interlocked that the two isolating switches cannot be 
operated under load. 


(4) Metal-clad draw-out equipment may be used 
in place of the isolating switch required by subsections 
2and 3. O. Reg. 94/58, s. 225. 


1043.—(1) Where oil-immersed isolating switches 
are used, they shall be mechanically or electrically 
interlocked with the circuit-breaker or circuit-breakers 
so that the switch cannot be opened or closed until the 
circuit-breakers are open. 


(2) Every oil-immersed isolating switch shall be 
equipped with, 


(a) a position indicator operated from the contact 
bars; or 


(b) inspection ports through which the positions 
of the contacts are visible. O. Reg. 94/58, 
SH22o 


1044. Every isolating switch of the air-break type, 
whether located at a service-entrance point or elsewhere, 
shall be isolated by elevation or rendered otherwise 
inaccessible. O. Reg. 94/58, s. 225. 


1045. Every operating unit and all apparatus and 
every branch-circuit and feeder-circuit shall be pro- 
tected against over-current by a circuit-breaker or fuses 
having a rating sufficient for the voltage employed and 
for the maximum current that is required to be inter- 
rupted. O. Reg. 94/58, s. 225. 


1046.—(1) Where fuses are used for the protection 
of individual feeder-circuits or branch-circuits, they 
shall be installed at the point at which the circuits 
receive their supply. 


(2) Fuses shall not be used for the protection of 
individual transformers or groups of transformers 
operating as a unit, unless the transformers are supplied 
by a common feeder that is protected at the point at 
which it receives its supply by a manually-operated or 
remote-control circuit-breaker. 


(3) Fuses shall be so located that, 


(a) the blowing of the fuse does not cause injury 
to persons or damage to equipment or pro- 
perty; 

(b) they are accessible to authorized persons 


only; and 


(c) they can be readily inserted or removed. 
O. Reg. 94/58, s. 225. 


1047.—(1) Fuse cut-outs shall not be used to inter- 
rupt load currents. 


(2) A notice warning against the use prohibited 
by subsection 1 shall be installed near every fuse cut- 
out. O. Reg. 94/58, s. 225. 


1048.—(1) Outside installations shall be surrounded 
by a suitable metallic or wooden fencing that is, 


(a) six feet high; 
(b) topped by three strands of barbed wire; and 


(c) spaced at least eight feet from the electrical 
equipment. 


(2) Where it is desirable to erect the fencing closer 
to the electrical equipment than is permitted by clause 
c of subsection 1, the fencing shall be increased one 
foot in height for each foot or part thereof it is erected 
closer than eight feet to the electrical equipment. 


(3) Where the installation consists of metal-clad 
equipment all the conductors of which are either 
located underground or enclosed in metal, clause c of 
subsection 1 and subsection 2 do not apply. 


(4) In no case shall the fencing be closer than 31% 
feet to the electrical equipment. 


(5) Gates in the fencing shall be kept locked and 
the keys shall be made available to authorized per- 
sonnel only. O. Reg. 94/58, s. 225. 


1049.—(1) Overhead conductors shall have a 
vertical clearance from buildings of fifteen feet. 


(2) Overhead conductors supplying a structure or 
building shall be so spaced as to provide, 


(a) a clearance between phase conductors at the 
voltage between the conductors shown in 
column 1 of Table 53 of at least the spacing 
prescribed in column 2 or 3 of Table 53 for 
horizontal and vertical spacing respectively; 


(b) a clearance above property accessible to 
vehicles of at least the clearance prescribed 
in column 2 of Table 54 for the voltage 
between phase conductors shown in column 1 
of the Table; 


(c) a clearance above property accessible only to 
pedestrians of at least the clearance prescribed 
in column 3 of Table 54; and 


(d) a horizontal clearance from other buildings, 
which clearance is prescribed in column 2 of 
Table 55 for the voltage between phase con- 
ductors shown in column 1 of the Table. 


(3) Where a span exceeds 175 feet in length, one- 
tenth of a foot shall be added to each of the clearances 
specified by subsection 1 for each foot that the span 
exceeds 175 feet. O. Reg. 94/58, s. 225. 


1050. Electrical equipment installed outside shall 
be grounded in accordance with this Part. O. Reg. 
94/58, s. 225. 


1051.—(1) Horn-gap switches rated at the voltages 
shown in column 1 of Table 56 shall have the phase to 
phase spacing prescribed in column 2 of the Table. 


(2) Disconnect switches and isolating switches 
rated at the voltages shown in column 1 of Table 56 
shall have the phase to phase spacing prescribed in 
column 3 of the Table. O. Reg. 94/58, s. 225. 


1052. Horn-gap switches shall be mounted in a 
horizontal position and be capable of being locked in 
the open position. O. Reg. 94/58, s. 225. 


1053. Where transformers are mounted on a wooden 
structure, the minimum top diameter of the poles 
supporting the structure shall be eight inches. O. Reg. 
94/58, s. 225. 


1054.—(1) The primary in a wye-delta connected 
transformation may be operated with a floating neutral, 
if the supply authority so permits, but, 
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(a) a supply neutral connected to a transformer 
neutral shall be grounded; and 


(b) a transformer neutral shall not be grounded 
unless the supply neutral is connected to it. 


(2) The two transformer nuetral conductors in a 
wye-wye connected transformation shall be, 


(a) interconnected by as short a lead as possible; 
(b) grounded to the station ground; and 


(c) connected to the neutral of the supply system, 
where the supply system is a grounded system. 
O. Reg. 94/58, s. 225. 


1055. Adequate emergency exit or exists shall be 
provided from any room wherein electrical equipment 
is installed and in which it is possible for persons to be 
trapped. O. Reg. 94/58, s. 225. 


GROUNDING 


1056.—(1) Every station shall be grounded by 
means of an electrode consisting of at least three 
ground rods ten feet long and three-quarters of an inch 
in diameter, or alternative devices approved for the 
purpose, suitably interconnected by a_ soft-drawn 
copper conductor not smaller than No. 2/0 B. & S. 


gauge. 


(2) Where lightning arresters rated at from 10,000 
volts to 69,000 volts are installed on a supporting 
structure, at least two of the ground rods or alternative 
devices shall be located directly below the supporting 
structure. 


(3) Where a station operates at a capacity, 


(a) not exceeding 1,500 kva, the electrode shall 
have a resistance to ground of not more than 
15 ohms; 


(b) exceeding 1,500 kva but not exceeding 10,000 
kva, the electrode shall have a resistance to 
ground of not more than 10 ohms; and 


(c) exceeding 10,000 kva, the ground electrode 
shall have a resistance to ground of not more 
than 2 ohms. 


(4) Where a continuous-metal water main located 
on the premises supplied with electrical power or 
energy by the station is used in connection with the 
premises and is located at any point within 200 yards 
of the station, the ground electrode shall be connected 
to the water main by a soft-drawn copper grounding 
conductor not smaller than No. 2/0 B. & S, gauge. 


(S) Where a continuous-metal. water main is 
located on lands adjacent to the premises supplied 
with electrical power or energy by the station, the 
ground electrode may be connected to the water main 
by a soft-drawn copper grounding conductor not 
smaller than No. 2/0 B. & S. gauge if the water main 
has a lower resistance to ground than the ground 
electrode. 


(6) Means shall be provided for isolating the copper 
grounding conductor connected to water mains under 
subsections 4 and 5 for testing purposes. 


(7) Lightning arresters rated at, 


(a) less than 10,000 volts shall be connected to the 
electrode by copper conductors not smaller 
than No. 4 B. & S. gauge; 


(b) more than 10,000 volts but not exceeding 
30,000 volts shall be connected to the electrode 
by copper conductors not smaller than No. 2 
B. & S. gauge; and 


(c) more than 30,000 volts but not exceeding 
69,000 volts shall be connected to the electrode 
by copper conductors not smaller than No. 
2/0 B. & S. gauge. 


(8) The copper conductors required by clauses a, 
b and c¢ of subsection 7 shall be as short as possible. 


(9) Line sky-wires shall be connected to the elec- 
trode by copper conductors that are equivalent in 
current-carrying capacity to the sky-wire. 


(10) Neutral conductors shall be connected to the 
electrode by copper conductors that are equivalent in 
current-carrying capacity to the neutral conductors. 


(11) Means shall be provided for isolating the cop- 
per grounding conductors required by subsections 9 
and 10 for testing purposes. 


(12) The supporting legs of all metal structures 
shall be connected to the electrode by copper con- 
ductors not smaller than No. 2/0 B. & S. gauge. 


(13) The following non-current-carrying metal 
parts of the station shall be connected to the electrode 
by copper conductors of the gauge indicated: 


1. Transformers, generators, motors, circuit- 
breakers and current transformers, by a 
No. 2/0 B. & S. gauge copper conductor. 


2. Frames of gang-operated switches located 
within the station enclosure, frames of dis- 
connecting switches, and bases of fuses, unless 
they are mounted on a metal structure the 
supporting legs of which are grounded in con- 
formance with subsection 12 and continuity 
of bonding is ensured, by a No. 2/0 B. & S. 
gauge copper conductor. 


3. Gradient-control devices required by sub- 
section 1 of section 1057, by a No. 2/0 B. & S. 
gauge copper conductor. 


4. Cable sheaths, race-ways, pipe work, screen 
guards, switchboards and potential trans- 
formers, by a No. 4 B. & S. gauge copper 
conductor. 


5. Meter and relay cases, by a No. 10 B. & S. 
gauge copper conductor. 


6. Exposed metal work on buildings within the 
station enclosure, by a No. 2/0 B. &. S. 
gauge copper conductor. O. Reg. 94/58, 
s. 225, revised. 


1057.—(1) Where a gang-operated switch is in- 
stalled outdoors, a gradient-control device shall be 
installed. 


(2) The device shall, 


(a) (i) be at least four feet wide and six feet 
long, 


(it) consist of steel wires .25 of an inch in 
diameter, welded into meshes not 
larger than six inches wide and eight 
inches long, 


(iii) be buried to a depth of three inches in a 
minimum of six inches of building sand 
which shall after installation of the 
device be treated so as to discourage 
vegetation, 


(iv) if installed within the station enclosure, 
have an approved connector stud for 
one No, 3/0 B. & S. gauge copper 
conductor and two No. 2/0 B. &. S. 
gauge copper conductors welded to the 
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device at a junction of two cross-wires 
forming the mesh referred to in sub- 
clause ii, 


(v) be so located that the operator stands 
directly above the mat while he is 
operating the switch; or 


(b) consist of three ground rods which shall, 


(1) be installed to form the vertices of a 
six-foot equilateral triangle one side of 
which shall be adjacent to the struc- 
ture on which the switch is installed, 


be interconnected with a No. 2/0 
B. & S. gauge copper conductor which, 
where the device is installed within the 
station enclosure, shall in turn be con- 
nected to the station ground electrode 
by two separate No. 2/0 B. & S 
gauge soft-drawn copper conductors, 
and 


(ii) 


(iii) be SO located that the operator stands 
inside the triangle while he is operating 


the switch. O. Reg. 94/58, s. 225. 


1658.—(1) Where a gang-operated switch is in- 
stalled inside the station enclosure, 


(a) 


the operating rod of the switch shall be con- 
nected to the handle base by a No. 3/0 
B. & S. gauge copper conductor consisting of 
approximately 425 strands which shall con- 
nect to andterminate ona No.3/0B.&S. gauge 
copper conductor which in turn shall connect 
to and terminate on, 


(i) the approved connector stud of the 
gradient-control device, required by 
subclause iv of clause a of subsection 2 
of section 1057, or 

(ii) one of the ground rods comprised in 

the gradient-control device referred to 


in clause 6 of subsection 2 of section 
1057. 


(2) Where a gang-operated switch is installed 
outside the station enclosure, 


(a) 


(b) 


(c) 


(d) 


it shall be so located that the gradient-control 
device is at least ten feet outside the en- 
closure; 


a ground rod ten feet long and three-quarters 
of an inch in diameter shall be installed, 


(1) at each of the four corners of a gradient- 
control device described in clause a of 
subsection 2 of section 1057, and 


(ii) at each angle of the gradient-control 
device described in clause b of sub- 
section 2 of section 1057; 


the operating rod of the switch shall be con- 
nected to the handle base by a No. 3/0 B. & S. 
gauge copper conductor consisting of approxi- 
mately 425 strands which shall connect to and 
terminate on a No. 3/0 B. &. S. gauge copper 
conductor which in turn shall connect to and 
terminate on one of the ground rods required 
by clause 0; 


if the system neutral conductor is present at 
the switch location, the switch frame shall be 
connected to the neutral conductor by a 
copper conductor having a current carrying 
capacity at least equal to the current carrying 
capacity of the neutral conductor; or 


(e) 


if the system neutral conductor is not present 
at the switch location, the switch frame shall 
be connected to one of the ground rods in- 
stalled in connection with or as part of the 
gradient-control device. 


(3) No part of the grounding system required by 
subsection 2 shall be interconnected with the fence or 


station ground electrodes. 


O. Reg. 94/58, s. 225. 


1059. Grounding conductors mounted on wooden 
poles shall be protected by a wooden moulding. O. Reg. 
94/58, s. 225. 


1060.—(1) Subject to section 1061, fence enclosures 
of outdoor stations shall be grounded independently 
of the station ground electrode by, 


(a) 


(b) 


(c) 


at least four ground rods ten feet long and 
three-quarters of an inch in diameter, of 
which one is located at each gatepost on the 
hinge side, spaced as uniformly as possible 
around the fence at the fence posts with the 
distance between any two rods not exceeding 
forty feet; 


a soft-drawn copper conductor at least No. 
2/0 B. & S. gauge connecting each ground rod 
to, 

(i) the fence post, if it is metal, 

(ii) the fence rails, if they are metal, 


(iii) all other metal fence fabrics, and 


(iv) the barbed wire on top of the fence; 
and 


an additional No. 2/0 B. & S. gauge grounding 
conductor interconnecting the gate fabric and 
the barbed wire at the top of the gate. 


(2) Where any building wall having exposed metal 
work forms part of the station enclosure, 


(a) 


(0) 


ground rods ten feet long and three-quarters 
of an inch in diameter, one of which shall be 
located at each junction of the fence and 
building, shall be spaced as uniformly as 
possible along the wall with the distance 
between any two rods not exceeding forty 
feet; and 


two soft-drawn copper conductors at least 
No. 2/0 B. & S. gauge shall be connected to 
each ground rod located at the junction of the 
fence and building, one of which conductors 
shall make the connections required by clause 
b of subsection 1 and the other conductor 
shall be run up the wall to connect from above 
to the exposed metal work of the building. 


(3) A continuous grounding path along the fence 
shall be ensured by interconnecting, 


(a) 


(b) 


(c) 


(d) 


metal fence panels, rails and posts by a 
soft-drawn copper conductor not smaller than 
No. 2/0 B. & S. gauge; 


adjoining metal fence rails across each joint 
by a soft-drawn copper conductor not smaller 
than No. 2/0 B. & S. gauge; 


the two gateposts, if they are of metal, by an 
underground soft-drawn copper conductor 
not smaller than No. 2/0 B. & S. gauge; and 


the grounding conductors prescribed by 
clauses b and ¢ of subsection 1 with a No. 3/0 
B. & S. gauge extra-flexible copper conductor. 
O. Reg. 94/58, s. 225. 
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1061. Two electrodes shall respectively connect the 
fence on opposite sides of the enclosure to the station 
ground electrode, where, 


(a) the fence or the open gate is within five feet 
of the station electrode, the structure on which 
the switch is located, any building within the 
enclosure or the gradient-control device; or 


(b) the wall of a building having exposed metal 
work forms a part of or is located within five 
feet of an outdoor station enclosure. O. Reg. 
94/58, s. 225. 


PART XXV 
X-RAY INSTALLATIONS 


1062.—(1) This Part applies to X-ray installations 
operating at any frequency and is supplementary to 
and not exclusive of any other Part. 


(2) Nothing in this Part shall be construed as 
specifying safeguards against X-ray radiation. O. Reg. 
94/58, s. 226. 


1063.—(1) High-voltage parts shall be, 


(a) mounted within enclosures of grounded metal 
or insulating material; or 


(6) installed in a room or enclosure used for no 
other purpose and provided with a suitable 
switch, 


(i) to control the circuit supplying the 
X-ray equipment, and 


(ii) so arranged that it is open at all times 
except while the door of the room or 
enclosure is locked from the outside. 


(2) Conductors in the high-voltage circuits shall 
be of the shock-proof type. 


(3) High-voltage leads on fluoroscope tables shall 
be, 


(a) adequately insulated; or 


(b) provided with barriers to prevent inadvertent 
contact. O. Reg. 94/58, s. 226. 


_ 1064. Where an X-ray machine is equipped with a 
milliammeter, it shall be, 


(a) connected, where practicable, in the grounded 
lead; and 


(6) guarded if connected in the high-voltage lead. 
O. Reg. 94/58, s. 226. 


1065.—(1) Permanently installed X-ray apparatus 
supplied by branch-circuits protected by over-current 
devices rated or set at not more than 30 amperes may 
be supplied through a suitable plug and heavy-duty 
cable or cord. 


(2) All transportable X-ray apparatus shall be 
connected to its power supply by suitable temporary 
connections and heavy-duty cable or cord. O. Reg. 
94/58, s. 226. 


1066.—(1) A disconnecting means of adequate 
capacity shall be provided in a location readily acces- 
sible from the X-ray control. 


_ (2) Where apparatus requires a 115-volt branch- 
circuit protected by over-current devices rated or set 
at not more than 30 amperes, the disconnecting means 
may consist of a plug and receptacle of proper size. 
O. Reg. 94/58, s. 226. 


1067.—(1) Part LX does not apply to transformers 
and capacitors forming part of an X-ray installation. 


(2) Capacitors shall be provided with an automatic 
means for discharging and grounding the plates when 
the transformer primary is disconnected from the 
source of supply. 


(3) Subsection 2 does not apply to capacitors, where 
all current-carrying parts of the capacitors and of the 
conductors connected therewith are, 


(a) located at least eight feet from the floor and 
are inaccessible to unauthorized persons; or 


(b) located within eight feet from the floor in 
enclosures of grounded metal or insulating 
material. O. Reg. 94/58, s. 226. 


1068.—(1) The low-voltage circuit of the step-up 
transformer supplying stationary equipment shall con- 
tain a circuit-breaker that, 


(a) has no exposed live parts; 


(b) protects the radiographic circuit against faults 
under all operating conditions; 


(c) is installed as a part of the equipment or 
immediately adjacent thereto; and 


(d) is manually operable unless one other manually 
operable switch is provided in the low-voltage 
circuit of the step-up transformer as part of 
the equipment or immediately adjacent to 
the equipment. 


(2) Branch-circuit over-current devices having a 
rating or setting lower than the current rating of the 
circuit-breaker shall be added for the protection of 
fluoroscopic and therapeutic circuits, where the design 
of the step-up transformer requires their addition for 
adequate protection of those circuits. 


(3) Subsections 1 and 2 apply to the low-voltage 
circuit of the step-up transformer supplying portable 
equipment except that, 


(a) the circuit-breaker shall be located in or on 
the equipment; and 


(b 


no circuit-breaker is required, where the high- 
voltage parts, including the X-ray tube are 
located within the same metal enclosure that 
is provided with a means of grounding. 
O. Reg. 94/58, s. 226. 


1069. In addition to the requirements of section 
1068, medical X-ray equipment, 


(a) of the radiographic type shall be provided 
with a timer controlled by a switch designed 
to open automatically except when held closed 
manually; 


(b) of the fluoroscopic type shall be provided with 
a switch designed to open automatically 
except when held closed manually; and 


(c) of the therapeutic type shall be provided with 
a timer that is not of the repeating type. 
O. Reg. 94/58, s. 226. 


1070.—(1) In addition to the requirements of 
section 1068, industrial X-ray equipment of the radio- 
graphic and fluoroscopic types shall be provided with 
a timer or a manual switch to open and close the circuit. 


(2) Where switches operated by foot pressure are 
used, the contact button shall be provided with a shield 
to guard against accidental closing unless the equipment 
is of the fully enclosed shock-proof type. 
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(3) Where switches operated by foot pressure are 
used with radiographic type equipment, the switch 
shall automatically return to the “off” position when 
foot pressure is released. O. Reg. 94/58, s. 226. 


1071.—(1) Where more than one piece of equipment 
is operated from the same high-voltage circuit, each 
piece of equipment or each group of equipment as 4 unit 
shall be provided with a high-voltage switch or 
equivalent disconnecting means. O. Reg. 94/58, s. 226. 


(2) The non-current-carrying metal parts of tube 
stands, fluoroscopes and other apparatus shall be 
grounded in comformance with Part VII. O. Reg. 
94/58, s. 226. 


(3) X-ray apparatus used in anaesthetizing areas 
in hospitals shall conform to section 1266. O. Reg. 
94/58, s. 226. 


(4) Where short-wave therapy machines are 
used, the treatment tables and examining chairs shall 
be wholly non-metallic. O. Reg. 324/51, s. 1030. 


PART XXVI 


Hi1GH-PoTentTIAL LuMINous-DISCHARGE- TUBE 
SIGNS 


1072.—(1) This Part applies to electrical installa- 
tions for high-potential luminous-discharge-tube signs 
and outline lighting and is supplementary to and not 
exclusive of any other Part. O. Reg. 94/58, s. 227. 


(2) In this Part ‘‘gas-tube’’ means a luminous- 
discharge tube. O. Reg. 324/51, s. 1031. 


WIRING 
1073.—(1) The conductors shall be installed, 
(a) as open work; 
(6) as concealed conductors on insulators; 
(c) in rigid or flexible conduit; or 


(d) with the permission of an inspector, in elec- 
trical metallic tubing. 


(2) The conductors may be run from the ends of 
tubing to the grounded mid-point of the transformers 
but the transformers shall have terminals at the mid- 
point. 


(3) Where the transformer is of the mid-point 
grounded type, the connections between the high- 
voltage terminals of the transformers and the line ends 
of the tubing shall be as short as possible. 
shall be inside 


(4) Bare conductors installed 


grounded metal enclosures. 
_ _(5) Where conductors are subject to mechanical 
injury or are located within reach of ground, roof or 
window, they shall be, 

(a) lead-covered and approved for the purpose; 


(b) installed in metal troughing; or 


(c) otherwise suitably guarded. O. Reg. 94/58, 
s. 228. 


1074.—(1) Insulated conductors shall be, 
(a) not smaller than No. 14 B. & S. gauge; and 
(6) of a type approved for the voltage of the cir- 


cuit and for the purpose. O. Reg. 324/51, 
s. 1033 (1). 


(2) Uninsulated conductors shall be solid and not 
smaller than No. 10 B. & S. gauge. O. Reg. 94/58, 
Sa229r 


1075. There shall be no sharp bends in a conductor. 
O. Reg. 324/51, s. 1034. 


1076.—(1) Where conductors are run as open work, 
they shall be mounted on non-combustible, non- 
absorptive insulators. 


(2) Where porcelain insulators are used, they shall 
be glazed on all exposed surfaces. 


(3) Subject to subsection 4, there shall be a separa- 
tion of at least two inches at all times between the con- 
ductors and between the conductors and other objects. 


(4) Where the conductors are guarded, there shall 
be a separation of at least 114 inches between the con- 
ductors and the guard unless the guard is non-con- 
ductive and non-combustible, in which case no separa- 
tion is specified. O. Reg. 94/58, s. 230. 


1077.—(1) Where concealed conductors on insula- 
tors are used for an indoor sign, they shall be separated 
by at least 114 inches from each other and from all 
objects other than the insulators on which they are 
mounted. O. Reg. 324/51, s. 1036 (1). 


(2) Concealed conductors shall be installed in 
channels lined with non-combustible material and used 
for no other purpose, except that primary circuit con- 
ductors may be run in the same channel. O. Reg. 
94/58, s. 231. 


(3) The insulators shall be of non-combustible, 
non-absorptive material. O. Reg. 324/51, s. 1036 (3). 


1078. Where conductors hang freely in air in show- 
windows and similar locations away from combustible 
material and are not subject to mechanical injury, the 
protection of the conductors may be dispensed with. 
O. Reg. 324/51, s. 1037. 


1079.—(1) Where conductors are in contact with 
the grounded metal of race-ways, the conductors shall 
be lead-covered unless their insulation is resistant to 
corona. O. Reg. 94/58, s. 232. 


(2) Where the conductors are covered with lead or 
other metallic sheathing, 


(a) the covering shall extend beyond the end of 
the conduit or tubing; and 


(b) the surface of the cable shall not be injured at 
the point at which the covering terminates. 


(3) The insulation on conductors, whether leaded 
or unleaded, other than conductors at grounded mid- 
point terminals, shall extend at least four inches 
beyond the end of the lead, conduit or tubing. O. Reg. 
324/51, s. 1038 (2, 3). 


1080. Not more than twenty feet of cable from a 
single transformer shall be run in rigid or flexible con- 
duit or in electrical metallic tubing. O. Reg. 94/58, 
Sa2o30 


EQUIPMENT 


1081. The voltage of the open-circuit secondary 
of transformers shall not exceed 15,000 volts with a 
plus or minus tolerance of 10 per cent. O. Reg. 324/51, 
s. 1039. 


1082.—(1) The transformers shall be of a type 
approved for the purpose. 


(2) Open core-and-coil transformers shall not be 
used for gas-tube signs other than small portable or 
indoor signs. O. Reg. 324/51, s. 1040. 
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1083.—(1) Where transformers are exposed to the 
weather, they shall be of the weatherproof type or 
otherwise protected against weather. 


(2) Where transformers and other electrical equip- 
ment operating at a high-potential are not of the 
weatherproof type, they shall be installed in approved 
cabinets or placed within the metal enclosure for the 
complete assembly of the sign. 


(3) Every transformer shall be accessible. O. Reg. 
324/51, s. 1041. 


1084. Except as permitted by section 655, the 
high-voltage windings of the transformers shall not be 
connected in series or in parallel. O. Reg. 324/51, 
s. 1042. 


1085.—(1) Every transformer shall be protected 
by an over-current device. 


(2) Where the combined load does not exceed 1,650 
volt-amperes, two or more transformers may be pro- 
tected by one over-current device. 


(3) Where additional devices are used for the 
individual protection and disconnection of trans- 
formers in signs, the devices may be placed either 
inside or outside the structure of the sign. 


(4) Where the devices are exposed to the weather, 
they shall be weatherproof. O. Reg. 324/51, s. 1043. 


1086.—(1) Circuits that supply mercury-vapour 
and gas-tube lamps and their transformers shall be 
controlled by an externally-operated switch suitable 
for the conditions of installation and capable of open- 
ing all ungrounded conductors. 


(2) The switches shall be located within sight of 
the installations that they control unless they can be 
locked in the open position. 


(3) Where snap switches are used they shall, 
(a) be of a type approved with the assembly; or 


(b) have a current rating of not less than twice 
the current requirement of the lamps or 
transformers. O. Reg. 98/54, s. 234. 


1087. Gas-tubes shall be of such length and so 
constructed that there is no continuous over-voltage 
on the transformer. O. Reg. 324/51, s. 1045. 


1088. Gas-tubes shall be adequately supported on 
non-combustible, non-absorptive insulating supports 
so placed as to maintain a separation of not less than 
one-quarter of an inch between the tube and the metal 
parts including barriers through which the tube passes. 
O. Reg. 324/51, s. 1046; O. Reg. 94/58, s. 235. 


1089. Gas-tubes shall not be located where they, 


(a) can come into contact with flammable 
material; or 
(b) are exposed to mechanical injury under 


normal conditions. O. Reg. 324/51, s. 1047. 


1090. The connections at electrodes shall be 


mechanically and electrically secure. O. Reg. 324/51, 
s. 1048. 


1091.—(1) The terminals of gas-tubes shall be, 
(a) isolated from combustible material; and 


(6) rendered inaccessible by being placed within, 


(i) the enclosure of the sign, or 


(ii) a separate approved enclosure consist- 
ing of incombustible absorption-resist- 
ing insulating material or of sheet 
metal of not less than No. 24 U.S. 
sheet-metal gauge. 


(2) Where a sheet-metal enclosure is subject to 
corrosion, it shall be, 


(a) galvanized; 


(b) treated with at least three coats of anti- 
corrosive paint; or 


(c) otherwise suitably protected. O. Reg. 324/51, 
s. 1049. : 


1092. Electrode receptacles for gas-tubes shall be 
of an approved type. O. Reg. 324/51, s. 1050. 


1093. Where gas-tubes do not terminate in ap- 
proved electrode receptacles, every live part of the 
tube terminals shall be so supported as to maintain a 
separation of at least 114 inches between the conductors 
and any grounded metal, even in the case of the 
breakage of the gas-tube. O. Reg. 324/51, s. 1051; 
O. Reg. 94/58, s. 236. 


1094. A flexible non-conducting seal may be used 
to close the opening between a gas-tube and its recep- 
tacle against entrance of dust or moisture, but the seal 
shall not be, 


(a) in contact with grounded conducting material; 
or 


(6) depended upon for the insulation of the gas- 
tube. O. Reg. 324/51, s. 1052. 


1095. Enclosures of insulating material shall be, 


(a) of a non-combustible non-absorptive material; 
and 


(b) approved for the voltage of the circuit. 


O. Reg. 324/51, s. 1053. 


1096. Enclosures for transformers and regulating 
coils shall be, 


(a) 


well ventilated; and 


(b) so designed as to prevent the emission of 
flames or sparks in case of burning. O. Reg. 
324/51, s. 1054. 


1097. Where doors or covers accessible to the 
general public give access to the uninsulated parts of 
indoor signs or outline lighting, they shall, 


(a) be provided with an interlock switch that 
disconnects the primary circuit on the open- 
ing of the doors or covers; or 


(b) be so fastened that the use of ordinary tools 
does not open them. O. Reg. 94/58, s. 237. 


1098. Where isolated tube-terminal boxes are 
bonded together on an outline system, the bonding 
conductor shall be copper wire not smaller than No. 10 
B. & S. gauge. O. Reg. 324/51, s. 1056. 


1099.—(1) Every sign, trough, transformer en- 
closure, metal frame and all exposed metal parts shall 
be grounded in the manner prescribed in Part VII. 


(2) The isolated non-current-carrying metal parts 
of outline lighting may be bonded by No. 10 B. & S. 
gauge copper conductors and grounded in conformance 
with Part VII. O. Reg. 324/51, s. 1057. 
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PART XXVII 
ELECTRICAL COMMUNICATIONS SYSTEMS 


_ 1100. This Part applies to electrical communica- 
tion systems and is supplementary to and not exclusive 
of any other Part. O. Reg. 324/51, s. 1058. 


1101. Remote-control circuits and signal circuits 
that use conductors in a cable assembly with con- 
ductors forming part of a communication circuit shall 
be deemed to be communication circuits for the pur- 
poses of this Part. O. Reg. 324/51, s. 1059. 


CLASSIFICATION OF COMMUNICATION CIRCUITS 


1102.—(1) ‘‘Class 1’’ when applied to an electrical 
communication circuit means that the circuit is other 
than a Class 2 circuit. 


(2) “Class 2”. when applied to an electrical com- 
munication circuit means that the circuit is, 


(a) operated as part of a central-station or 
central-exchange telephone, telegraph, district 
messenger or similar communication system; 
or 


(b) a local signalling circuit that may or may 
not extend beyond one building and in which 
the current in the circuit is limited in relation 
to the voltage between conductors, 


(i) to 5 amperes, where the circuit operates 
at not more than 15 volts, 


(ii) to 3 amperes, where the circuit operates 
at more than 15 volts but not more 
than 30 volts, 


(iii) to 2 amperes, where the circuit operates 
at more than 30 volts but not more 
than 60 volts, and 


(iv) to 1 ampere, where the circuit operates 
at more than 60 volts but not more 
than 150 volts. 


(3) The limitation of the current in the circuit 
under subclauses i and ii of clause 6 of subsection 2 
shall be made by, 


(a) a fuse; 


(b) the current being supplied from a transformer 
or other device having inherent current- 
limiting characteristics and approved for the 
purpose; or 

(c) the current being supplied from primary 

batteries. 


(4) The limitations of the current in the circuit 
under subclause iii of clause b of subsection 2 shall be 
made by, 


(a) a fuse; or 


(b) the current being supplied from a transformer 
or other device having inherent current- 
limiting characteristics and approved for the 
purpose. 


(5) The limitation of the current in the circuit 
under subclause iv of clause b of subsection 2 shall be 
made by a fuse and a transformer approved for the 
purpose and having inherent current-limiting charac- 
teristics or another current-limiting device so designed 
that the maximum power-input does not exceed 150 
watts when the output-terminals are short-circuited. 
O. Reg. 324/51, s. 1060. 


1103. Every Class 1 circuit shall be, 
(a) deemed to be a power circuit; 


(b) constructed in conformance with Parts I to 
XIII; and 


(€) subject to the approval of an inspector. 
O. Reg. 324/51, s. 1061. 


1104. Where communication circuits are used by an 
electrical or communication utility in the exercise of 
its functions as a utility, they shall not be subject to 
the approval of an inspector but, where the communica- 
tion circuit derives power for operation from a supply 
circuit, the transformer or other current- limiting device 
used at the junction of the communication circuit and 
the supply circuit shall be subject to the approval of 
an inspector. O. Reg. 94/58, s. 238. 


ELECTRICAL COMMUNICATION SYSTEMS IN BUILDINGS 


1105.—(1) Conductors on the customer’s or sub- 
scriber’s side of the protector and conductors inside 
buildings in which no protector is provided shall be 
neatly arranged and secured in place in a convenient 
and workmanlike manner. 


(2) The conductors of an electrical communication 
system shall not be brought within two inches of any 
conductor of an electric-light or power system unless, 


(a) one system is in conduit; or 


(b) both systems are permanently separated by a 
continuous, firmly-fixed non-conductor other 
than the insulation on the conductors. 
O. Reg. 324/51, s. 1063. 


1106. Where conductors are bunched in a vertical 
run, they shall, 


(a) have a flame- retarding covering sufficient to 
prevent the carrying of fire from floor to floor; 


(b) be encased in incombustible tubing; or 


(c) be located in a fire-proof shaft having fire- 
stops at each floor. O. Reg. 324/51, s. 1064. 


1107. Communication conductors shall not be 
placed in any outlet box, junction-box or similar fitting 
or compartment that contains electric light or power 
conductors unless, 


(a) the communication conductors are separated 
from the electric-light or power conductors by 
a suitable partition; or 


(b) the power conductors are placed in the box, 
fitting or compartment solely for the purpose 
of supplying power for signalling equipment 
or for connection to remote-control equip- 
ment. O. Reg. 324/51, s. 1065. 


1108.—(1) Where transformers or other devices 
supply current to a signal system from an electric-light 
or power circuit, the transformers or other devices 
shall be of a type approved for the service. 


(2) The secondary wiring shall conform to this Part. 


(3) The primary supply-circuit wiring shall conform 
to Parts 1 to XIII. O. Reg. 324/51, s. 10606. 


1109. Where communication circuits and equip- 


ment are installed in a hazardous location, they shall 
conform to Part XIII. O. Reg. 324/51, s. 1067. 


PROTECTION 


1110.—(1) An approved protector shall be installed 
on every circuit. 
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(2) The protector shall be placed, 


(a) within the building as near as practicable to 
the point of entrance of the circuit but not 
in the immediate vicinity of flammable or 
explosive materials; or 


(b) in a weatherproof box installed on the outside 
of the wall of the building and immediately 
adjacent to the point of entrance. 


(3) The protector shall be mounted on an incom- 
bustible, absorption-resisting, insulating base but, 
where a number of conductors are grouped to serve a 
building, the protector may be mounted on a grounded 
metallic frame. 


(4) Where the communication circuit enters a 
building underground, the protector may be located at 
the junction of the underground and aerial wires. 
O. Reg. 324/51, s. 1068. 


1111.—(1) The protector shall consist of, 


(a) a lightning-arrester inserted between each 
line-conductor and ground; and 


(b) a fuse inserted in each line-conductor. 


_ (2) The protector shall be so arranged that the 
fuses protect the lightning-arresters. 


(3) The protector terminals shall be plainly marked 
to indicate line, instrument and ground. O. Reg. 
324/51, s. 1069. 


1112. Where an entire street-circuit is run under- 
ground, the protector may be dispensed with unless the 
part of the circuit between the street and the building 
is exposed to accidental contact with electric-lighting 
or power conductors that operate at a potential of 
more than 300 volts between conductors. O. Reg. 
324/51, s. 1070. 


1113. The fuses that protect the lightning-arrester 
may be dispensed with on circuits that enter a building 
through metal-sheathed cable but, 


(a) the metal-sheath of 
grounded; and 


the cable shall be 


(6) the conductors in the cable shall be not larger 
Sark 24 B. & S. gauge. O. Reg. 324/51, 
s. 1071. 


GROUNDING 


1114.—(1) Class 2 systems shall be grounded as 
prescribed by Part VII but the grounding conductor 
shall be, 

(a) of copper; 
(b) not small than No. 18 B. & S. gauge; 


(c) insulated with rubber not less than one-thirty- 
second of an inch thick; and 


(d) covered with a substantial braid. 
(2) The grounding conductors shall be, 
(a) run in as straight a line as is possible; and 


(b) connected, where practicable, to a water-pipe 
ground. 


(3) Where a water-pipe ground is not available, the 
connection may be made to a grounded metallic 
structure or toa driven ground. O. Reg. 324/51, s. 1072. 


1115. No grounding conductor or artificial ground 
used for grounding any other type of electrical system 


shall be used to ground a Class 2 communication system |! 


unless the grounding conductors of both systems are 
connected with a neutral grounding system, a public 
metallic-water-piping system or other low-resistance 
ground. O. Reg. 324/51, s. 1073. 


1116.—(1) Every grounding conductor shall be 
attached to the water-pipe by an approved bolted 
clamp. 


(2) The conductor shall be soldered or otherwise 
suitably connected to the clamp. O. Reg. 324/51, 
s. 1074. 


OUTSIDE CONDUCTORS 


1117. Outside communication-system conductors 
shall not be attached to the upper surfaces of roofs 
or be run within six feet measured vertically of a roof 
unless the permission of an inspector is obtained or the 
building is a garage or other auxiliary building of one 
story. O. Reg. 94/58, s. 239. 


1118.—(1) Underground conductors shall not be 
placed in any duct or lateral that contains electric- 
lighting or power conductors. 


(2) Electric-lighting or power conductors shall not 
be placed in a communication duct or lateral. 


_ (3) Where man-holes are used jointly by electric- 
lighting or power cables and the cables of a communica- 
tion system, the different classes of cable shall, 


(a) be kept as far apart as possible; and 

(b) where practicable, enter and leave the man- 
holes at opposite sides thereof. O. Reg. 
324/51, s. 1076. 


1119. Overhead 
not, 


communication conductors shall 


(a) be attached to a cross-arm that carries 
electric-lighting or power conductors; or 


(b) be brought within four inches of electric- 
lighting or power conductors on the exterior 
wall of a building, 


unless one system is in conduit or is permanently 
separated from the other systems by a continuous, 
firmly-fixed non-conductor, other than the insulation 
on the conductors. O. Reg. 324/51, s. 1077. 


1120. Where the metal sheaths of aerial communi- 
cation-system cables are likely to come into contact with 
electric-lighting or power conductors, the sheaths shall 


be, 


(a) interrupted at a point near the entrance of the 
cables into the building by an insulating joint 
or an approved equivalent of an insulating 
joint; or 


(b) grounded. O. Reg. 324/51, s. 1078. 


1121 ial 1) Where a pole carries the conductors of a 
communication system and of an electric-lighting or 
power system, the distance between the two inside pins 
on any cross-arm shall be not less than thirty inches. 


(2) Subsection 1 does not apply to a pole that 
carries the conductors of one of the two systems for 
clearance purposes only at the intersection with the 
pole lines of the other system. 


(3) The conductors of the communication system 
shall, wherever practicable, be supported on the lower 
cross-arms. QO. Reg. 324/51, s. 1079. 


1122.—(1) Aerial cables of the metal-sheathed type 
shall have paper or other suitable insulation. 
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(2) Where the cables are not metal-sheathed and 
the conductors are bunched, every conductor shall be 
insulated with rubber not less than one-thirty-second 
of an inch thick and the entire assembly shall be 
covered with a substantial braid. O. Reg. 324/51, 
s. 1080. 


1123.—(1) The conductors between the last outdoor 
support and the protector and every conductor at- 
tached to a building shall have, 


(a) rubber insulation not less than one-thirty- 
second of an inch thick on every wire; and 


(6) a substantial covering of braid. 


(2) Where the conductors are attached to buildings 
and not run in conduit, they shall be separated from 
wood-work by supports of glass, porcelain or other 
insulating material suitable for the purpose. O. Reg. 
324/51, s. 1081. 


1124.—(1) Where the conductors enter a building, 
they shall enter through, 


(a) incombustible, absorption-resisting, insulating 
bushings; 


(b) rigid conduit; or 
(c) armoured-cable. 


(2) Where bushings are used, they shall, where 
practicable, slope upward from the outside. 


(3) Where it is impracticable to have the bushings 
slope upward, drip-loops shall be formed in the con- 
ductors immediately outside the point of entrance into 
the building. 


(4) Where conduit is used, it shall be equipped 
with weatherproof service-fittings. 


(5) A bushing or conduit may accommodate more 
than one conductor. O. Reg. 324/51, s. 1082. 


1125. Sections 1123 and 1124 do not apply where, 


(a) the conductors enter a building in the form of 
a cable that conforms to section 1122; or 


(b) the entire street-circuit is underground and 
the portion of the circuit between the street 
and the building is not likely to come into 
accidental contact with electric-lighting or 
power conductors of more than 300 volts be- 
tween conductors. O. Reg. 324/51, s. 1083. 


PART XXVIII 


PRIMARY AND SECONDARY LINES ON PRIVATE 


PROPERTY 
WIRING OF NON-URBAN BUILDINGS 
£1265 Un) this: Part, 
(a) “power conductor’? means a conductor that 
conveys electrical power or energy and is not 


part of a communication circuit; 


(b) ‘“‘primary line’’ means a set of conductors 
operating at a potential of more than 750 volts; 


(c) ‘“‘secondary line’? means a set of conductors 
operating at a potential of 750 volts or less. 
O. Reg. 324/51, s. 1084. 
1127. This Part applies to, 


(a) the installation of primary and secondary 
lines on private property; and 


(6) the wiring of, 
(i) farm buildings, and 


(ii) buildings in other than urban munici- 
palities, 


and is supplementary to and not exclusive of any other 
Part. O. Reg. 324/51, s. 1085. 


GENERAL 


1128. Every person before commencing work on an 
electrical installation, 


(a) shall comply with section 19; 


(6) where the work consists of the erection of a 
service line, shall consult with the local super- 
intendent of the supply authority as to the 
layout of the service line and the location of 
the transformer and meter; and 


(c) where the work consists of the erection of 
conductors over or across a railway, shall pro- 
duce to the Commission a plan of the crossing 
endorsed by the railway company with an 
approval of the work. O. Reg. 324/51, 
s. 1086. 


1129. Where power conductors are to be laid under- 
ground or under water, the contractor shall, before 
work is begun, submit to an inspector designated by 
the Commission for the purpose of this section, and 
obtain his written approval of, the plans of the circuits 
of which the power conductors form part and of the 
specifications for the material and equipment for the 
circuits. O. Reg. 94/58, s. 240. 


CLEARANCES 


1130. Electrical equipment and power conductors 
shall be so constructed and maintained as to create 
no undue hazard to previously installed communication 
circuits. O. Reg. 324/51, s. 1088. 


1131.—(1) Where communication equipment and 
circuits are installed near previously installed power 
conductors, they shall be so constructed and maintained 
as to create no undue hazard to the safe and proper 
operation of the power conductors. 


(2) The communication equipment and circuits 
shall be protected by approved fused lightning-arresters 
which shall be permanently and effectively grounded. 
O. Reg. 324/51, s. 1089. 


1132.—(1) Where power conductors and communi- 
cation circuits are carried on separate parallel pole- 
lines, the lines shall, 


(a) not be erected within ten feet of each other; 
and 


(b) where practicable, be placed at a distance from 
each other such that one line cannot fall upon 
the other line by reason of the breaking of a 
pole. 


(2) Where the pole lines are placed so that the 
conductors of one circuit may fall upon the conductors 
of the other circuit, by reason of the breaking of a pole, 
the power conductors shall-be at least, 


(a) five feet measured vertically above the con- 
ductors of the communication circuit, where 
the voltage does- not exceed 5,000 volts to 
ground; and 


(b) seven feet above the conductors of the com- 
munication circuit, where the voltage exceeds 
5,000 volts to ground. 
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(3) Clause a of subsection 2 does not apply to 
a service span from a pole to a building. O. Reg. 
324/51, s. 1090. 


1133.—(1) Where power conductors and com- 
munication circuits are carried on the same poles, the 
power conductors shall be at least, 


(a) four feet measured vertically above the con- 
ductors of the communication circuits both 
at the pole and in the span, where the voltage 
of the power conductors does not exceed 5,000 
volts to ground; and 


(b) six feet above the conductors of the com- 
munication circuits both at the pole and in the 
span, where the voltage exceeds 5,000 volts to 
ground but does not exceed 8,000 volts to 
ground. 


(2) Clause a of subsection 1 does not apply to a 
service span from a pole to a building. O. Reg. 324/51, 
s. 1091. 


1134.—(1) Power conductors shall not be carried on 
the poles that carry a communication circuit unless 
the operators of the communication circuit and the 
supply authority have consented in writing to the 
joint use of the poles. 


(2) The conductors of a communication circuit 
shall not be carried on the poles that carry power 
conductors unless the consent in writing of the supply 
authority has been obtained to the joint use of the 
poles. 


(3) The conductors of a communication circuit shall 
not be carried on poles carrying power conductors 
having a voltage of more than 8,000 volts to ground. 
O. Reg. 324/51, s. 1092. 


1135. Where power conductors that operate at a 
potential of more than 750 volts cross communication 
wires or other wires of lesser voltage, the conductors of 
the circuit having the higher voltage shall be above the 
other wires and the distances prescribed by section 
1132 shall be maintained. O. Reg. 324/51, s. 1093. 


1136. Where the voltage of power conductors does 
not exceed 750 volts, the distance between the power 
conductors and the communication drop-wire in the 
er span from a pole to a building shall be not less 
than, 


(a) one foot, where the conductors and the drop- 
wire are parallel; or 


(b) two feet, where the conductors and the drop- 
wire cross. O. Reg. 324/51, s. 1094. 


ERECTION AND INSTALLATION OF OVERHEAD POWER 
CONDUCTORS 
1137. The equipment and materials used for the 
erection or installation of overhead power conductors 
shall conform to the requirements of sections 1138 to 
1196. O. Reg. 324/51, s. 1095. 
1138.—(1) Poles shall be of, 
(a) cedar; 
(0) pressure-treated pine; or 
(c) other approved material. 
(2) Poles shall be of sound material and structure. 
_ (3) Every pole of western cedar or pressure-treated 
pine, having a length shown in column 1 of Table 38, 
shall have at least the circumference specified in 


column 2 of the Table and measured at a point distant 
six feet from the butt end of the pole. 


(4) Every pole of eastern cedar, or wood other than 
western cedar or pressure-treated pine, having a length 
shown in column 1 of Table 38 shall have at least the 
circumference specified in column 3 of the Table and 
measured at a point distant six feet from the butt end 
of the pole. O. Reg. 324/51, s. 1096. 


(5) Every pole shall have at the top a minimum 
circumference of fifteen inches. O. Reg. 94/58, s. 241. 


1139.—(1) Every pole in a primary service line 
shall be at least thirty feet long. 


(2) Every pole in a secondary service line shall be 
at least twenty-five feet long. O. Reg. 324/51, s. 1097. 


1140. Every pole-top shall be framed in the manner 
prescribed by item 1, 2 or 3 of Specification 1. O. Reg. 
324/51, s. 1098. 


1141.—(1) Where a pole having a length shown in 
column 1 of Table 39 is set in earth, the butt end of the 
pole shall be buried to a depth of at least the depth 
prescribed in column 2 of the Table. 


(2) Where a pole having a length shown in column 
1 of Table 39 is set in solid rock, the butt end of the 
pole shall be buried to a depth of at least the depth 
shown in column 2 of the Table, less one foot. 


(3) Where poles are erected on slopes or hillsides, 
the depth of the hole shall be measured from the lower 
side of the opening. O. Reg. 324/51, s. 1099. 


SPANS 


1142.—(1) Poles used in secondary service lines 
shall be placed not more than 135 feet apart. 


(2) Subject to subsection 3, poles used in a primary 
service line to support conductors of a size specified 
in column 1 of Table 40 and of components specified 
in column 2 of the Table shall be placed not farther 
apart than the distances specified in column 3 of the 
Table. 


(3) Where power conductors and communication 
circuits are carried on the same poles, the poles shall be 
placed not farther apart than 175 feet. O. Reg. 
324/51, s. 1100. 


1143.—(1) Where a span of electrical conductors 
crosses a public road, 


(a) the span shall not be longer than 135 feet; and 


(b) the poles that support the span shall be of 
sufficient height to provide and maintain, at 
a temperature of 60° F., a distance between 
the conductors and the surface of the road of, 


(i) eighteen feet, where the voltage be- 
tween conductors is not more than 750: 
volts to ground, or 


(ii) twenty feet, where the voltage between 
conductors is more than 750 volts to 
ground but not more than 8,000 volts 
to ground. O. Reg. 324/51, s. 1101. 


1144. The span from the point at which the 
secondary service line is attached to a building to the 
nearest pole shall be not more than 100 feet. O. Reg- 
624/9ts, | 1102) 


CLEARANCES ON PRIVATE PROPERTY 


1145.—(1) The poles that support the conductors 
of a primary service line of not more than 15,000 volts 
passing over private property accessible to vehicles 
shall be so located and of such height as to afford a 
clearance of at least twenty feet measured vertically 
between the conductors and the ground at a tem- 
perature of 60° F. 
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(2) The poles that support the conductors of a 
secondary service line passing over private property 
accessible to vehicles shall be so located and of such 
height as to afford a clearance of at least sixteen feet 
measured vertically between the conductors and the 
ground at a temperature of 60° F. 


(3) The poles that support the conductors of a 
primary or secondary service line of not more than 
15,000 volts passing over private property accessible 
only to pedestrians shall be so located and of such 
height as to afford a clearance of at least fifteen feet 
measured vertically between the conductors and the 
ground at a temperature of 60° F. O. Reg. 324/51, 


s. 1103 (1-3). 


(4) Where an overhead secondary line other than 
a service line enters a building and the height of the 
building is insufficient to permit the clearance required 
by subsections 2 and 3, the service fitting shall be 
installed at the highest practicable level unless an 
inspector considers it necessary to install the service 
fitting at a lower level, but in no case shall the service 
fitting be lower than nine feet above ground level. 
O. Reg. 94/58, s. 242. 


(5) Where the span exceeds 175 feet, the clearances 
required by subsections 1, 2 and 3 shall be increased 
by one-tenth of a foot for each ten feet by which the 
span exceeds 175 feet. O. Reg. 324/51, s. 1103 (5). 


1146.—(1) Where an overhead service line has a 
voltage of not more than 750 volts, the conductors 
shall be kept at least three feet measured horizontally or 
six feet measured vertically from all buildings except 
where necessary to effect a service entrance. 


(2) Where an overhead service line has a voltage of 
more than 750 volts but not more than 15,000 volts, 
the conductors shall be kept distant, 


(a) from a building, 


(i) at least twenty feet measured horizon- 
tally, or 


(11) at least ten feet above the highest point 
of the roof of the building; and 


(b) from the top level of a barn-door, barn- 
window or the entrance to a hay-mow, 


(i) at least ten feet measured vertically 
upwards, or 


(ii) at least twenty feet measured horizon- 
tally. O. Reg. 324/51, s. 1104. 


1147.—(1) Power conductors operating at a poten- 
tial of more than 150 volts to ground shall not be 
erected within twenty feet measured horizontally from 
windmills, flag-poles and other structures that increase 
the possibility of accidental contact by persons or things 
with the conductors. 


(2) Where power conductors operate at a potential 
of more than 150 volts to ground and are supported on 
poles of less than fifty-five feet in length, they shall 
be kept distant from a silo or well the horizontal 
distance prescribed by column 2 of Table 41 for the 
length of pole as shown in column 1 of the Table. 


(3) The poles that carry the conductors of a 
primary line shall be so located as to avoid, so far as is 
practicable, the possibility of damage from contact 
with vehicles. O. Reg. 324/51, s. 1105. 


ANCHORS AND GUYS 


1148.—(1) Poles at dead-ends or angles in a service 
line shall be guyed to, 


(a) a plate anchor in the manner prescribed by 
Specification 2; 


(6) a log anchor in the manner prescribed by 
Specification 3; or 


(¢) an expansion anchor in the manner prescribed 
by Specification 4. 


(2) Where the anchor is installed in solid rock with 
no over-burden of earth, a rock anchor shall be installed 
in the manner prescribed in item 1 of Specification 5. 


(3) Where the anchor is installed in solid rock 
having an over-burden of earth, it shall be installed in 
the manner prescribed in item 2 of Specification 5. 
O. Reg. 324/51, s. 1106. 


_ 1149. Where local conditions do not permit the use 
of a guy, a push brace shall be used in the manner 
prescribed in Specification 6. O. Reg. 324/51, s. 1107‘ 


1150. Where power conductors have a voltage of 
not more than 300 volts and the guyed pole is not at 
the end of the line and it is not practicable to use an 
anchor, the guy wire may be attached to the trunk 
of a sound tree at least twelve inches in diameter at 
the point of attachment by means of a five-eighths of an 
inch eye-bolt or screw-eye at least six inches in length. 
O. Reg. 324/51, s. 1108. 


1151. Guy wires shall, 
(a) be of seven-strand steel; 


(b) have a diameter of at least five-sixteenths of 
an inch; and 

(c) be galvanized. O. Reg. 324/51, s. 1109. 

_ 1152.—(1) Every guy shall have a strain insulator 

installed in the manner prescribed in Specification 7. 


(2) Where, 


(a) the guyed pole carries a transformer or a fused 
switch; and 


(6) the breaking of the guy wire could cause a 
part of the guy wire below the strain insulator 
to fall against a conductor carried by the pole, 


a second strain insulator shall be installed in the guy 
wire at a point below the point of possible contact of 
the conductor and guy wire. 


_ (3) Where persons or animals are likely to come 
into contact with the guy wire, it shall be protected by 
a suitable guard. O. Reg. 324/51, s. 1110. 


1153.—(1) Where a change in direction of a line 
does not exceed 45 degrees, a single anchor shall be 
used bisecting the larger angle formed by the lines. 


(2) Where a change in direction of a line is greater 
than 45 degrees, but does not exceed 60 degrees, two 
anchors shall be installed, one at right angles to each 
line. 


(3) Where a change of direction in a line exceeds 
60 degrees, each line shall be dead-ended with a head 
anchor. O. Reg. 324/51, s. 1111. 


1154.—(1) Where a guy wire passes over a roadway 
or other obstruction to a guy, it shall be constructed in 
the manner prescribed in itém 1 or item 2 of Specifica- 
tion 8. 


(2) Where the span between the guyed pole and the 
stub pole crosses over or under power conductors 
operating at a potential of more than 150 volts to 
ground, a second strain insulator shall be installed in 
the span at a point between the power conductors and 
the guyed pole and not less than eight feet from the 
stub pole. O. Reg. 324/51, s. 1112. 
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1155.—(1) The guy wire ona transformer pole shall 
be attached to the pole with an approved fitting shown 
in item 1 of Specification 38 in the manner prescribed 
in Specification 7 and in such manner that there is no 
contact with the ground-wire on the pole. 


(2) Where there is no transformer on a pole, the 
guys may be attached in the manner prescribed by 
subsection 1 or by wrapping two turns of the guy wire 
around the pole and using two guy hooks as shown in 
item 3 of Specification 38. O. Reg. 324/51, s. 1113. 

1156. The distance of an anchor from its pole shall 
be at least one-third of the height of the pole above 
ground. O. Reg. 324/51, s. 1114. 


CROSS-ARMS AND HARDWARE 


1157. All hardware shall be hot-dipped galvanized. 
O. Reg. 324/51, s. 1115. 


1158.—(1) Cross-arms shall be, 


of Douglas fir; 


WS 


(a 


(b) at least 41% inches wide and 31% inches thick; 


and 


(c) attached to the pole so that the longer dimen- 
sion is vertical. 


(2) Where Douglas fir is not available, cedar cross- 
arms of at least 434 inches in width and 334 inches in 
thickness and free of knots of more than one-half of 
an inch diameter may be used. O. Reg. 324/51, s. 1116. 


1159.—(1) On a two-pin arm, the pins shall be at 
least thirty inches apart. 


(2) On a four-pin arm, 


(a) the two pins nearest the pole shall be at least 
thirty inches apart; and 


(b) each of the two pins farthest from the pole 
shall be at least eighteen inches distant from 
the pin nearer the pole but, where the pole 
span is 200 feet or more, the distance shall be 
increased to at least thirty inches. 


(3) The end pins shall be at least four inches from 
the end of the cross-arms. O. Reg. 324/51, s. 1117. 


1160.—(1) The pins shall be, 


(a) wood cross-arm pins as prescribed in item 3 
of Specification 9; or 


(6) steel cross-arm pins as prescribed in item 2 of 
Specification 9. 


(2) Where steel cross-arm pins are used, a- lock 
washer as prescribed in item 1 of Specification 9 shall 
be used on each pin. O. Reg. 324/51, s. 1118. 


1161. Two-pin cross-arms shall have two twenty- 
inch braces and all other cross-arms shall have two 
thirty-inch braces. O. Reg. 324/51, s. 1119. 


1162. Cross-arms shall be erected in the manner 
shown in Specification 10 but, where there is a change in 
direction of the line of more than 30 degrees, and at 
dead-ends, the cross-arms shall be erected in the 
manner shown in Specification 11. O. Reg. 324/51, 
s. 1120; 


1163.—(1) Where there is a change in direction of 
less than 3 degrees in a service line, the cross-arms shall 
be erected as shown in Specification 10. 


(2) Where the change in direction is greater than 3 
degrees but not more than 30 degrees, single arms shall 
be used as shown in Specification 10 but the pins shall 
be angle-pins as shown in item 1 of Specification 39. 


(3) Where the change in direction is greater than 
30 degrees but not more than 60 degrees, double arms 
shall be used as shown in Specification 11 but the pins 
shall be angle-pins as shown in item 1 of Specification 
39. 


(4) Where the change in direction is greater than 60 
degrees, buck-arms shall be used as shown in Specifica- 
tion 12. O. Reg. 324/51, s. 1121. 


1164.—(1) At dead-ends in primary service lines, 
double arms shall be erected as shown in Specification 
ie 


(2) On a four-pin cross-arm, the two spacing bolts 
nearest the center of the cross-arm shown in Specifica- 
tion 11 shall be installed only when required for dead- 
end equipment. 


(3) Spacing blocks may be used in lieu of spacing 
bolts. O. Reg. 324/51, s. 1122. 


1165. Where power conductors supported on cross- 
arms cross an overhead open-wire communication line 
having more than two circuits, the power conductors 
shall be supported on double cross-arms on the two 
poles nearest the crossing.’ O. Reg. 324/51, s. 1123. 


1166.—(1) Where the voltage of power conductors 
is more than 750 volts, the conductors shall be dead- 
ended as shown in item 1 or 2 of Specification 13 but, 


(a) where one of the conductors is a grounded 
neutral, the insulator may be dispensed with 
on that conductor; and 


(6) where the voltage exceeds 3,000 volts to 
ground, two six-inch insulators shall be used 
in series. O. Reg. 94/58, s. 243 (1). 


(2) Where the voltage does not exceed 3,000 volts 
to ground, a clevis as shown in item 1 or item 2 of 
Specification 46 with an insulator as shown in item 1 
of Specification 41 may be used in lieu of the electrical 
equipment shown in Specification 13, if the written 
permission of the supply authority is first obtained. 
O. Reg. 324/51, s. 1124 (2); O. Reg. 94/58, s. 243 (2). 


1167.—(1) Pole-top pin construction may be used 
for single-phase grounded circuits. 


(2) Where pole-top pin construction is used, it shall 
be as shown in item 1 of Specification 14. 


(3) Where there is a change of direction of less than 
3 degrees in the line, the pole-top pin construction shall 
be as shown in item 1 of Specification 14. 


(4) Where the change of direction is greater than 3 
degrees but not more than 15 degrees, a pole-top pin 
and saddle-clamp shall be used as shown in item 1 of 
Specification 15. 


(5) Where the change of direction is greater than 
15 degrees but not more than 60 degrees, saddle- 
clamps shall be used for both conductors as shown in 
item 2 of Specification 15. 


(6) Where the change of direction is greater than 
60 degrees, the construction shall be as shown in 
Specification 16. 


(7) Where a power line on pole-tope pins crosses an 
overhead open-wire communication line having more 
than two circuits, the power conductors shall be sup- 
ported on double pins on the two poles nearest the 
crossing. 


(8) Ata dead-end, double arms shall be installed as 
shown in Specification 11, 


(9) Where one of the conductors is a grounded 
neutral, the insulator at the saddle-clamp or dead-end 
clamp on that conductor may be dispensed with. 
O. Reg. 324/51, s. 1125. 
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1168.—(1) Subject to section 1185, racks shall be 
used on secondary service lines. 


(2) Where there is no change of direction in a 
secondary service line, the rack shall be erected as 
shown in item 1 of Specification 17. 


(3) Where there is a change of direction in a secon- 
dary service line, the rack shall be erected as shown in 
item 2 of Specification 17. 


(4) At adead-end in a secondary service line, the 
rack shall be erected as shown in item 3 of Specification 
175 


(5) The secondary conductors shall be dead-ended 
as shown in Specification 18. O. Reg. 324/51, s. 1126. 


1169.—(1) Where primary and secondary service 
conductors are carried on the same poles and the 
primary conductors are carried on cross-arms, the top 
of the rack for the secondary conductors shall be at 
least two feet below the centre of the cross-arms for 
primary conductors. 


(2) Where the primary conductor is carried on a 
pole-top pin, the secondary rack shall be at least four 
feet below the primary conductor. 


(3) Where the conductors of primary and secondary 
lines are carried on the same poles on private property, 
the secondary line shall have a neutral conductor 
separate on the pole from the neutral conductor of the 
primary line. O. Reg. 324/51, s. 1127. 


INSULATORS 


1170.—(1) The insulator used on the phase wires 
of a primary circuit having a voltage of more than 750 
volts but not more than 5,000 volts to ground shall be 
of the brown glaze, top-tie, wet-process porcelain type 
as shown in item 1 of Specification 19. 


(2) A similar pin-type insulator of slate-coloured 
glaze shall be used for the grounded neutral wire of a 
primary circuit. 


(3) For, 


(a) grounded primary circuits having a voltage of 
more than 5,000 volts but less than 8,000 volts 
to ground; or 


(b) ungrounded circuits of more than 5,000 volts 
but not more than 15,000 volts between con- 
ductors, 


the phase insulators shall be of the brown glaze, top- 
tie, wet-process porcelain type as shown in item 2 of 
Specification 19. O. Reg. 324/51, s. 1128. 


1171. The insulator used on a secondary spool-type 
rack shall be of porcelain as shown in Specification 20. 
O. Reg. 324/51, s. 1129. 


1172. Where service knobs are used, they shall be 
of an approved type. O. Reg. 324/51, s. 1130. 


CONDUCTORS 


1173.—(1) Where a splice is required in steel re- 
inforced conductors, the splice shall be made in the 
manner prescribed by Specification 21 or a compression 
joint may be used. 


(2) Where a splice is required in hard-drawn copper 
conductors, the splice shall be made with a sleeve as 
prescribed in item 1 of Specification 22 or a compression 
joint may be used. 


(3) Where the conductor to be spliced is of medium- 
hard-drawn copper, the method shown in item 2 of 
Specification 22 may be used in lieu of a sleeve but the 
splice shall be soldered. 


(4) Where the conductor to be spliced is of medium- 
hard-drawn stranded copper, 


(a) the method shown in item 3 of Specification 
22 shall be used; and 


(b) the splice shall be soldered. 


(S) The methods of splicing shown in items 2 and 3 
of Specification 22 shall not be used, where the con- 
ductors are of hard-drawn copper. O. Reg. 324/51, 
ce Thee 


1174. Where a span of a power conductor crosses 
an overhead communication circuit, the use of splices 
in the span and in the two spans adjoining it shall be 
avoided, where practicable. O. Reg. 324/51, s. 1132. 


1175. Conductors used on primary service lines of 
more than 750 volts shall be of at least a size shown in 
column 1 of Table 40. O. Reg. 324/51, s. 1133. 


1176. Where, by reason of special circumstances, 
the use of a span longer than the span permitted by 
Table 40 is necessary, an inspector may permit the 
use of a longer span subject to such conditions as to 
materials and methods of construction and support as 
he considers necessary. O. Reg. 94/58, s. 244. 


1177.—(1) The conductors of a secondary service 
line shall have at least the conductivity and strength 
of No. 6 B. & S. gauge medium-hard-drawn copper 
wire. O. Reg. 324/51, s. 1135 (1). 


(2) The conductors of a secondary line, other than 
the neutral conductor, shall have a weatherproof 
covering. O. Reg. 324/51, s. 1135 (2); O. Reg. 94/58, 
s. 245, 


(3) The neutral conductor shall be, 
(a) bare; and 


(b) placed in the same position in the circuit in 
relation to the other conductors as the neutral 
conductor of the supply authority is in in 
relation to its other conductors. O. Reg. 
324/51, s. 1135 (3). 


1178.—(1) Where the conductors of a service line 
are of No. 6 B. & S. gauge hard-drawn bare copper 
wire, they shall be erected so that, at the temperatures 
shown in Column 1 of Table 42, the sag between poles 
is the number of inches prescribed in column 2, 3 or 4 
of the Table for a span of 100 feet, 125 feet or 150 feet, 
respectively. 


(2) Where the conductors of a service line are of 
No. 4 B. & S. gauge hard-drawn bare copper wire, 
they shall be erected so that, at the temperatures shown 
in column 1 of Table 43, the sag between poles is the 
number of inches prescribed in column 2, 3, 4, 5, 6, 7 or 
8 of the Table for a span of 100 feet, 125 feet, 150 feet, 
175 feet, 200 feet, 225 feet or 250 feet, respectively. 


(3) Where the conductors of a service line are of 
copper with a weatherproof covering and are not 
larger than No. 0 B. & S. gauge and not smaller than 
No. 6 B. & S. gauge, they shall be erected so that, at 
the temperatures shown in column 1 of Table 44, the 
sag between poles is the number of inches prescribed in 
column 2, 3 or 4 of the Table for a span of 100 feet, 
125 feet or 150 feet, respectively. 


(4) Where the conductors of a service line are of 
copper with a weatherproof covering and are not 
larger than 250 M.C.M. and not smaller than No. 2/0 
B. & S. gauge, they shall be erected so that, at the 
temperatures shown in column 1 of Table 44, the sag 
between poles is the number of inches prescribed 
in column 5, 6 or 7 of the Table for a span of 100 feet, 
125 feet or 150 feet, respectively. 
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(5) Where the conductors of a service line are of 
No. 4 B. & S. gauge steel-reinforced aluminum con- 
taining six aluminum conductors and one steel wire, 
they shall be erected so that, at the temperatures shown 
in column 1 of Table 45, the sag between poles is the 
number of inches prescribed in column 2, 3, 4, 5, 6, ees 
or 9 of the Table for a span of 100 feet, 125 feet, 150 
feet, 175 feet, 200 feet, 225 feet, 250 feet or 275 feet, 
respectively. 


(6) Where the conductors of a service line are of 
No. 2 B. & S. gauge steel-reinforced aluminum con- 
taining six aluminum conductors and one steel wire, 
they shall be erected so that, at the temperatures shown 
in column 1 of Table 46, the sag between poles is the 
number of inches prescribed in column 2, 3, 4, 5, 6, 7, 8, 
9, 10 or 11 of the Table for a span of 100 feet, 125 feet, 
150 feet, 175 feet, 200 feet, 225 feet, 250 feet, 275 feet, 
300 feet or 325 feet, respectively. 


(7) Where the conductors of a service line are of 
No. 6 B. & S. gauge annealed copperweld copper, 
they shall be erected so that, at the temperatures shown 
in column 1 of Table 47, the sag between poles is the 
number of inches prescribed in column 2, 3, 4, 5, 6, 7, 8, 
9 or 10 of the Table for a span of 200 feet, 225 feet, 
250 feet, 275 feet, 300 feet, 325 feet, 350 feet, 375 feet 
or 400 feet, respectively. O. Reg. 324/51, s. 1136. 


1179.—(1) Where insulators are required in a 
primary service line having aluminum conductors, 
the conductors shall be tied to pin-type insulators, 


(a) in the manner prescribed by Specification 23, 
where there is no change in direction of the 
line at the insulator; and 


(6) in the manner prescribed by Specification 24, 
where there is a change in direction of the line 
at the insulator. 


(2) Where insulators are required in a primary 
service line having conductors of copper with weather- 
proof covering, the conductors shall be tied to pin-type 
insulators, 


(a) in the manner prescribed by Specification 25, 
where there is no change in direction of the 
line at the insulator; and 


(b) in the manner prescribed by Specification 26, 
where there is a change in direction of the line 
at the insulator. O. Reg. 324/51, s. 1137 
(412); 


(3) Where insulators are required on a primary 
service line having a copper conductor with weather- 
proof covering and the voltage exceeds 3,000 volts to 
ground, the covering shall be removed from the con- 
ductor for a distance of twelve inches and the bare part 
of the conductor shall be centrally located on the 
insulator and tied in the manner prescribed by sub- 
section 5. O. Reg. 94/58, s. 246. : 


(4) Where insulators are required in a secondary 
service line having copper conductors with weather- 
proof covering, the conductors shall be tied to secon- 
dary-rack spool-type insulators in the manner pre- 
scribed by Specification 27. 


(5) Where insulators are required in a primary 
service line having conductors of bare copper or of 
copperweld copper, the conductors shall be tied to 
pin-type insulators, 


(a) in the manner prescribed by Specification 28, 
where there is no change in direction of the 
line at the insulator; and 


(b) in the manner prescribed by Specification 29, 


where there is a change in direction of the line | 


at the insulator. 


(6) Where insulators are required in a secondary 
service line having conductors of bare copper or of 
copperweld copper, the conductors shall be tied to 
secondary-rack spool-type insulators in the manner 
prescribed by Specification 30. O. Reg. 324/51, 
Ss. 1137 (3-5). 


1180. Taps to conductors shall be made with 
clamps as shown in Specification 36. O. Reg. 324/51, 
Spall 3oe 


1181. Where a power conductor crosses an over- 
head communication circuit, the making of taps to the 
power conductor in the crossing span shall be avoided. 
O. Reg. 324/51, s. 1139. 


1182. Where insulation has been removed from a 
conductor in the making of a splice, tap or dead-end, 
the bare part of the conductor and the clamp, if any, 
shall be taped and painted with insulating compound. 
O. Reg. 324/51, s. 1140. 


1183. Where a dead-end is made on an insulated 
conductor, the insulation shall be removed from the 
conductor only at the place at which the clamp is 
attached. O. Reg. 324/51, s. 1141. 


SERVICES 


1184. Where a secondary service line requires more 
than one pole, the line shall not be dead-ended on a 
building other than a house, barn or shed to which a 
dead-end rack of a type shown in Specification 31 or 32 
can be attached to the timber framing by two machine 
bolts of at least one-half of an inch diameter backed by 
washers. O. Reg. 94/58, s. 247. 


1185. Where, 


(a) a service line is dead-ended and guyed on the 
last pole; or 


(b) the length of the service drop between the pole 
line of the supply authority and the attach- 
ment on the consumer’s building does not 
exceed 100 feet, 


the service wires may be attached to the building as 
shown in Specification 33 with an approved type of 
service knob. O. Reg. 324/51, s. 1143. 


1186. Where the conductors of the service line are 
of weatherproof covered copper, they shall be erected 
so that the sag in the span between a pole and a building 
at the temperatures shown in column 1 of Table 48 
is the number of inches prescribed in column 2, 3 or 4 
of the Table for a span of 50 feet, 75 feet or 100 feet, 
respectively. O. Reg. 324/5i, s. 1144. 


1187.—(1) Where a service knob is attached to a 
solid-masonry wall, it shall, 


(a) have a No. 22 wood screw at least two inches 
long; and 


(b) be anchored in the solid part of the masonry 
as shown in item 4 of Specification 33. 


(2) Where a service knob is attached to solid wood 
at least two inches thick, it shall have a No. 22 wood 
screw at least two inches long. O. Reg. 324/51, s. 1145. 


1188.—(1) Where a service knob is attached to a 
sheathed frame building, the screw of the service knob 
shall be at least 34 inches long and shall be screwed 
into, 


(a) a stud or other solid member at least three 
inches thick; or 

(b) face boards or other wooden members that 
are sufficiently reinforced to prevent breaking 
of the face board or member, 


in the manner indicated in item 2 of Specification 33. 
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(2) A one-eighth of an inch hole shall be drilled into 
the wood before the screw is inserted. 


(3) Screws shall not be inserted in the end grain of 
wooden members. O. Reg. 324/51, s. 1146. 


1189. Where a service knob is attached to a brick 
veneer building, it shall be attached in the manner 
indicated in item 1 of Specification 33, and the screw 
of the service knob shall, 


(a) be at least 61% inches long; and 


(b) pass through the mortar course into the 
sheathing. O. Reg. 324/51, s. 1147. 


1190. Where a service knob is attached to a stucco 
or hollow-tile wall, the service knob shall have a one- 
quarter of an inch toggle bolt and shall be attached in 
the manner indicated in item 3 of Specification 33. 
O. Reg. 324/51, s. 1148. 


1191.—(1) Wherea service box is installed on a pole 
that supports the conductors of a secondary service 
only, the service box shall be erected as shown in 
Specification 34. 


(2) Where a service box is installed on a trans- 
former pole, no equipment other than the equipment 
shown in Specification 35 shall be placed on the pole. 
O. Reg. 324/51, s. 1149. 


1192. Service boxes shall not be installed on poles 
located on a public road. O. Reg. 324/51, s. 1150. 


1193.—(1) No electrical equipment of a consumer's 
service shall be attached to the poles of a supply 
authority without express permission of the supply 
authority. 


(2) The permission of the supply authority shall 
not be granted, where the attachment cannot be made 
below the attachments of the supply authority. O. Reg. 
324/51, s. 1151. 


1194.—(1) Where a service box is installed on a 
transformer pole, 


(a) two ground electrodes shall be installed by the 
supply authority; 


(6) the consumer shall provide a grounding con- 
ductor for the non-current-carrying metal 
parts of the service box; and 


(c) the supply authority shall connect the ground- 
ing conductor to the ground wire on the pole. 


(2) All non-current-carrying metal parts of the 
service box shall be grounded. O. Reg. 324/51, s. 1152. 


1195. Where a service box is installed inside a 
building, it shall be so located that the meter is readily 
accessible for reading and is not exposed to moisture, 
dust or corrosive vapour. O. Reg. 324/51, s. 1153. 


1196. No person other than an authorized person 
shall do any work on a pole carrying conductors having 
a voltage of more than 300 volts until the local superin- 
tendent of the supply authority has been notified and 
the power has been shut off. O. Reg. 324/51, s. 1154. 


TREE TRIMMING 


1197.—(1) At the time of the installation of a 
primary line on private property, all trees adjacent to 
the line shall be trimmed so as to afford a clearance of, 


(a) at least five feet between light limbs or 
branches and the conductors of a primary line 
of not more than 3,000 volts to ground; 


(b) at least seven feet between light limbs or 
branches and the conductors of a primary line 
of more than 3,000 volts to ground; and 


(c) at least three feet between heavy tree-trunks 
or limbs that do not sway appreciably and the 
conductors. 


(2) The trees shall be kept trimmed so as to main- 
tain at all times a distance between the conductors and 
the trees sufficient to prevent interference with the 
conductors. O. Reg. 324/51, s. 1155. 


1198. All trees adjacent to a secondary line on 
private property shall be kept trimmed at all times so 
that no branch is in contact with the conductors. 
O. Reg. 324/51, s. 1156. 


SERVICES IN CONDUIT 


1199. The conduit of a consumer’s service shall 
have an internal diameter of not less than three- 
quarters of an inch, electrical trade size. O. Reg. 
324/51 sa 1157: 


1200. Where the conductors of a consumer’s 
service are installed in conduit, they shall be, 


(a) of the rubber-covered R, RH or RW type or 
the thermoplastic-insulated T, TW or TWH 
type; and 


(b) not smaller than No. 8 B. & S. gauge copper 
conductors or No. 6 B. & S. gauge aluminum 
conductors. O. Reg. 324/51, s. 1158; O. Reg. 
94/58, s. 248. 


1201. Conductors connected to the load side of a 
service switch shall not be installed in a conduit with 
conductors connected to the line side of the service 
switch. O. Reg. 324/51, s. 1159. 


GROUNDING 


1202. All non-current-carrying metal parts of the 
consumer’s service equipment shall be bonded to the 
neutral conductor of the service. O. Reg. 324/51, 
s. 1160. 


1203.—(1) Except as provided in section 1217, the 
neutral conductor of the consumer’s service shall be 
run direct to the neutral bar in the service box. 


(2) The neutral conductor of the consumer’s service 
shall be attached to the equipment grounding-conductor 
on the line side of the neutral bar or its equivalent in 
the service box. O. Reg. 324/51, s. 1161. 


1204.—(1) The non-current-carrying metal parts of 
the service equipment shall be bonded to the neutral 
conductor and to the equipment grounding-conductor 
by means of a bonding jumper attached to the neutral 
bar or its equivalent in the service box and to the 
service conduit or cable sheath. O. Reg. 324/51, 
s. 1162 (1). 


(2) The bonding jumper shall be bonded to the 
service switch enclosure. ©. Reg. 94/58, s. 249. 


1205. The neutral conductor of the consumer’s 
service shall be grounded by a copper grounding- 
conductor making connectien to a ground electrode at, 

(a) the consumer’s service; 
(b) the residence; 
(c) the barn; and 


(d) any other location required by the inspector. 
O. Reg. 324/51, s. 1163. 
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1206. The grounding-conductor shall be, 


(a) an insulated single conductor of not less than 
No. 8 B. & S. gauge; or 


(b) a two-conductor non-metallic-sheathed cable 
with conductors of not less than No. 12 B. & 
S. gauge connected in parallel. O. Reg. 
324/51, s. 1164; O. Reg. 94/58, s. 250. 


1207. Armoured-cable shall not be used as a 
grounding-conductor. O. Reg. 324/51, s. 1165. 


1208.—(1) Where a rubber-insulated or thermo- 
plastic-insulated wire is used for the grounding-con- 
ductor, the parts of the grounding conductor run above 
ground shall be protected against mechanical injury by 


means of wood ground-wire moulding or similar means | 


approved by the inspector. O. Reg. 324/51, s. 1166 (1). 


(2) Metal guards or conduit shall not be used as 
protection for the grounding conductor in locations 
accessible to livestock. O. Reg. 94/58, s. 251. 


1209.—(1) Each ground electrode shall consist of 
one or more standard ground-rods. 


(2) There shall be not less than two ground-rods 
installed for each consumer’s installation. 


(3) Ground-rods, if of iron or steel, shall have a 
minimum diameter of five-eighths of an inch. 


(4) Ground-rods shall be provided with solderless 
clamps of an approved type. O. Reg. 324/51, s. 1167. 


1210. Where a ground-electrode consists of two or 
more ground-rods, the ground-rods shall be installed 
not less than ten feet apart. O. Reg. 324/51, s. 1168. 


1211.—(1) Where ground-rods are installed outside 
a building, they shall, 


(a) be at least ten feet long; and 


(b) be driven to such depth that the ground- 
clamps are twelve inches below ground-level. 


(2) Where ground-rods are installed in a basement, 


(a) they shall extend not less than five feet into 
the ground; and 


(b) ground-clamps that are protected against 
mechanical injury may be located above the 
surface of the floor through which the rods 
are driven. O. Reg. 324/51, s. 1169. 


1212. Where the grounding conductor is run under- 
ground to the ground electrode, it shall, 


(a) be buried in the earth to a depth of not less 
than twelve inches below the ground-level; 


(b) not be located within ten feet of a doorway; 
and 


(c) not be located in an area normally frequented 
by live stock. O. Reg. 324/51, s. 1170. 


1213. Where it is impracticable to obtain adequate 
resistance to ground, an inspector may require that 
ground connections be dispensed with at individual 
services. O. Reg. 324/51, s. 1171. 


1214.—(1) Where lightning-conductors are in- 
stalled on a building, electric wiring not in metal 
enclosures shall be kept at least six feet from the 
lightning-conductors and, where this is not practicable, 
the neutral conductors shall be bonded to the lightning- 
conductors at the maximum elevation of the wiring. 


_ (2) Where it is not practicable to keep the electric 
wiring at least six feet from the lightning-conductors 


or to bond the neutral conductors to the lightning- 
conductors as required by subsection 1, the service 
neutrals shall be bonded to the lightning-conductors. 


(3) Metal enclosures of circuit conductors shall 
where practicable be kept at least six feet from the 
lightning-conductors and, where this is not practicable, 
shall be bonded to the lightning-conductors. O. Reg. 
94/58, s. 252. 


1215. Lightning-rod conductors and driven pipes, 
rods or other electrodes used for grounding lightning- 
rods shall not be used for grounding wiring systems or 
electrical equipment. O. Reg. 324/51, s. 1173. 


SERVICE EQUIPMENT ON TRANSFORMER POLES 


1216. Where the service equipment is installed on 
a transformer pole, the neutral conductor of the con- 
sumer’s service shall not be grounded by any person 
other than an employee of the supply authority. 
O. Reg. 324/51, s. 1174. 


1217. Where three-wire service equipment is in- 
stalled on a transformer pole, the neutral conductor 
shall not be brought into the conduit or the service box 
unless the conductors that carry metered current are 


run underground from the transformer pole. O. Reg. 
S24 Ile Saludos 
1218.—(1) The contractor shall bond the non- 


current-carrying metal parts of the service equipment 
installed on a transformer pole to a grounding conductor 
not smaller than No. 8 B. & S. gauge. 


(2) At least two feet of the grounding-conductor 
shall extend outside the weatherproof enclosure. 
O. Reg. 324/51, s. 1176. 


1219.—(1) The supply authority shall attach the 
grounding-conductor to the supply authority's ground- 
wire by means of a solderless connector. 


(2) The supply authority shall supply, install and 
test at least two ground-electrodes. O. Reg. 324/51, 
Said 


SERVICE EQUIPMENT IN LOCATIONS OTHER THAN ON 
TRANSFORMER POLES 


1220. Service-equipment and  meter-equipment 
shall not be installed in a barn, stable or other building 
in which live stock is or may be kept or stabled. O. Reg. 
324/51 soldi 8s 


1221.—(1) Service boxes designed for inside use 
shall not be installed out-of-doors. O. Reg. 324/51, 
SH AA GDY 


(2) Where service boxes and meters are protected 
completely against rain and snow, they may be installed 
on verandas. O. Reg. 94/58, s. 253. 


1222. The non-current-carrying metal parts of the 
service and the neutral conductor of the consumer's 


service shall be grounded in accordance with sections 
1202 to 1215. O. Reg. 324/51, s. 1180. 


OVERHEAD SECONDARY CIRCUITS AND FEEDERS 

1223.—(1) Where the conductors are run overhead, 
they shall be of hard-drawn or medium-hard-drawn 
copper. O. Reg. 94/58, s. 254. 


(2) The conductors other than the neutral con- 
ductor shall have a covering of a weatherproof type. 


(3) The neutral conductor shall be, 


(a) bare; and 
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(6) placed in the same position in the circuit in 
relation to the other conductors as the neutral 
conductor of the supply authority is in in 
relation to its other conductors. O. Reg. 
324/51, s. 1181 (2, 3). 


1224. Where insulation has been removed from a 
conductor in making a dead-end, the bare part of the 
conductor that has been served around the insulator 
shall be taped and painted with an insulating compound. 
O. Reg. 324/51, s. 1182. 


1225.—(1) Where an overhead feeder or circuit is 
run between the consumer's service and the main point 
of load distribution, the conductors shall be not smaller 
than No. 6 B. & S. gauge. 


(2) Where an overhead feeder or circuit is run 
between the main point of load distribution and the 
barn, the conductors shall be not smaller than No. 8 
B. & S. gauge. 


(3) Where an overhead feeder or circuit is run from 
the main point of load distribution to supply a residence 
only, the conductors shall be not smaller than No. 8 
B. & S. gauge. 


(4) Where an overhead feeder or circuit is run to 
supply out-buildings, the conductors shall be not smaller 
than No. 10 B. & S. gauge. O. Reg. 324/51, s. 1183. 


1226.—(1) Where the conductors in an overhead 
circuit or feeder are of No. 6 B. & S. gauge, the span 
between supports shall be not more than 135 feet. 


(2) Where the conductors are of No. 8 B. & S. 
gauge, the span between supports shall be not more 
than 100 feet. 


(3) Where the conductors are of No. 10 B. & S. 
gauge, the span between supports shall be not more 
than fifty feet. 


(4) The span from the attachment on a building 
to the nearest pole shall not exceed 100 feet. 


(5) The span between buildings shall not exceed 
100 feet. O. Reg. 324/51, s. 1184. 


1227. Where overhead feeders are more than one 
pole-span in length, they shall not be dead-ended on a 
building other than a barn or shed to which the dead- 
end rack is attached to the timber framing of the build- 
ing by two machine bolts of at least one-half of an inch 
in diameter backed by washers. O. Reg. 324/51, 
s. 1185. 


1228. Where a consumer desires to run the con- 
ductors of a secondary service across a public road 
between a house and a barn, the crossing shall not be 
made unless, 


(a) written permission has been obtained from the 
supply authority and from the authority 
having control over the road; and 


(b) the conductors are kept at least twenty feet 
above the road level. O. Reg. 324/51, s. 1186. 


1229.—(1) Yard lights shall not be installed on a 
transformer pole. 


(2) Where yard-lights are installed on poles carrying 
the conductors of a primary line, the lighting fixtures 
shall be at least six feet below the conductors. O. Reg. 
324/51, s. 1187. 


1230. Where yard-lights are controlled from more 
than one point by switches, each switch shall be so 
wired and connected that the neutral conductor runs 
direct to the light or lights controlled by the switch. 
O. Reg. 324/51, s. 1188. 


1231. The neutral conductor of the circuit supply- 
ing the yard-light may be connected to the neutral con- 
ductor of a feeder or sub-feeder. O. Reg. 324/51, 
s. 1189. 


WIRING IN BUILDINGS 


1232.—(1) Where a feeder or sub-feeder enters a 
building in which live stock is or may be kept or 
stabled, a three-wire service box of the solid-neutral 
type shall be installed at the point of entrance. O. Reg. 
324/51, s. 1190 (1). 


(2) Where a service box supplies more than two 
branch-circuits, over-current devices shall be installed 
on the load side of the main switch or circuit-breaker. 


(3) The over-current devices shall be mounted in 
an approved enclosure separate from the enclosure of 
the main switch or circuit-breaker except that an 
approved panelboard may be used in which the main 
switch or circuit-breaker is in the same enclosure with 
the branch-circuit over-current devices. O. Reg. 
94/58, s. 255. 


1233.—(1) The non-current-carrying metal parts 
of all electrical equipment other than portable electrical 
equipment shall be grounded by means of a grounding- 
conductor notwithstanding that the equipment is in 
metallic contact with water-pipes or other installations 
that afford some measure of grounding. 


(2) Where the electrical equipment is in metallic 
contact with grounded cable-armour or metal race-way, 
it need not be further grounded. O. Reg. 324/51, 
Sy (Cl, 2). 


(3) The electrical equipment may be grounded, 


(a) by a grounding-conductor run with the circuit- 
conductors in an approved wire assembly; 


(b) by means of a separate insulated conductor 
run as knob-and-tube wiring; or 


(c) by any other means permitted by an in- 
spector. O. Reg. 324/51, s. 1191 (3); O. Reg. 
94/58, s. 256. 


(4) Where a grounding-conductor is run as knob- 
and-tube wiring, it shall be protected against mechani- 
calinjury. O. Reg. 324/51, s. 1191 (4). 


1234.—(1) The grounding-conductor shall be 
bonded to the neutral conductor of the supply circuit 
at a point in the service equipment. 


(2) The grounding-conductor shall not be used for 
any purpose except the grounding of the non-current- 
carrying metal parts of electrical equipment. O. Reg. 
SA ols 1921 (12)): 


(3) The neutral conductor of the branch-circuit 
shall not be used as a grounding conductor without the 
permission of an inspector designated by the Com- 
mission for the purpose of this subsection. O. Reg. 
94/58, s. 257. 


1235.—(1) Where a private metallic water-supply 
system is used in connection with premises supplied 
with electrical power or energy, the water-supply 
system shall be bonded to a neutral conductor of not 
less than No. 8 B. & S. gauge copper wire by means of a 
bonding-conductor of not less than No. 8 B. & S. gauge 
copper-wire. 


(2) The bonding-conductor shall be attached to the 
water-supply system, 


(a) at a point as near to the consumer’s service 
entrance as is practicable; and 


(b) at the point at which the sub-feeder enters a 
barn or other building. O. Reg. 324/51, 
s. 1193. 
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1236.—(1) All feeders shall enter barns and out- 
buildings in rigid metal conduit or in non-metallic 
sheathed cable. 


(2) Where non-metallic sheathed cable is used, it 
shall, 


(a) be run inside the building; and 


(b) not be exposed to moisture. 


(3) The conduit or non-metallic sheathed cable 
shall be fitted with an approved weatherproof service 
fitting. O. Reg. 324/51, s. 1194; O. Reg. 94/58, s. 258. 


1237. The wiring in barns, stables and out-buildings 
shall be run, 


(a) in knob-and-tube wiring; 
(b) in non-metallic sheathed cable; or 


(c) by any other method permitted by an inspec- 
tor. O. Reg. 324/51, s. 1195; O. Reg. 94/58, 
s. 259. 


1238. The wiring in a residence may be run, 
(a) in knob-and-tube wiring; 
(b) in non-metallic sheathed cable; or 


(c) by any other approved method. O. Reg. 
324/51, s. 1196. 
1239.—(1) Subject to section 1245, keyless weather- 
proof pigtail lamp-holders shall be irstalled at lamp 
outlets in barns, stables and out-buildings. 


(2) The lamp outlets shall be controlled by means 
of wall switches. 


(3) Subject to subsection 4, an outlet, switch, 
receptacle or other wiring device shall, 


(a) be contained in a box that is made of insulat- 
ing material and that has a cover of insulating 
material; or 


(b) be an approved self-contained outlet, switch, 
receptacle or other wiring device made of 
insulating material. O. Reg. 324/51, s. 1197 
(1-3), revised. 


(4) Where an inspector permits the installation of 
metal conduit or armoured-cable, a metal box and 
fittings shall be used. O. Reg. 94/58, s. 260 (3). 


1240. Where non-metallic sheathed cable is run, 


(a) on a wall or the framework of a barn, out- 
building or residence; or 


(b) in any other place in which it is likely to be 
damaged by cattle or by impact with moving 
objects, 


it shall be protected by wooden guard strips or boxing. 
O. Reg. 324/51, s. 1198. 


1241.—(1) Where non-metallic sheathed cable 
other than NMW type is used in barns or stables, it 
shall not be run directly over windows, doors or other 
openings in outside walls. 


(2) Where non-metallic sheathed cable other than 
NMW type is used in barns or stables in which con- 
densation may form on the cable through marked 
differences in temperature, it shall be protected as 
required by section 1244. O. Reg. 324/51, s. 1199 
(1, 2); O. Reg. 94/58, s. 261. 
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1242. Non-metallic sheathed cable other than 
NMW type shall not be installed in root-houses. 
O. Reg. 94/58, s. 262. 


1243. Non-metallic sheathed 
NMW type shall not be run, 


cable other than 


(a) in stair-wells; or 


(b) through ventilating ducts or similar openings 
between stables and lofts or other rooms 
above stables. O. Reg. 324/51, s. 1201; 
O. Reg. 94/58, s. 263. 


1244.—(1) Where non-metallic sheathed cable is 
run from a stable to a loft or room above or adjoining 
the stable, it shall be run through a length of rigid 
metal conduit. 


(2) The conduit shall be, 


(a) sealed at the upper end with an approved 
insulating compound; and 
(b) left unsealed at the lower end. O. Reg. 
O24 915 Sh 202: 
1245. Where combustible dust or chaff is likely to 
collect on lamps installed in fixed positions, the lamps 
shall be, 


(a) installed so that they hang vertically; and 


(6) enclosed in semi-dust-tight globes. O. Reg. 
324/51, s. 1203. 

1246. Receptacles installed in stables, barns and 

outbuildings shall be of the three-pole type specified 

by subsection 1 of section 200. O. Reg. 94/58, s. 264. 


PART XXIX 


ELECTRICAL WIRING AND EQUIPMENT 
IN STORAGE AND ANAESTHETIZING 
AREAS IN HOSPITALS 


1247. This Part applies to electrical installations 
and electrical equipment in storage and anaesthetizing 
areas in hospitals and is supplementary to and not 
exclusive of any other Part. O. Reg. 94/58, s. 265. 


1248. In this Part, 


(a) “anaesthetizing area’? means any area of a 
hospital in which combustible anaesthetics 
are administered to patients; 


(b) “combustible anaesthetic’? means a mixture 
of cyclopropane, diviny] ether, ethyl chloride, 
ethyl ether, ethylene, vinethene or vinyl 
ether with air, oxygen or nitrous oxide; 


(c) ‘storage area” means any room in which com- 
bustible anaesthetics or disinfectants are 
stored. O. Reg. 94/58, s. 265. 


1249.—(1) Electrical wiring and equipment in 
storage areas shall conform to the requirements for 
Class I Division 1 Hazardous Locations under Part 


XIII. 


(2) The air in every storage area shall be changed 
at least twice an hour by means of the force of gravity 
exhausting the air from the area to the exterior of the 
building. O. Reg. 94/58, s. 265. 


1250. Fixed electrical wiring and equipment in 
anaesthetizing areas, 
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(a) installed within five feet above the floor shall 
conform to the requirements for Class I 
Division 1 Hazardous Locations under Part 


XIII; 


(6) installed more than five feet above the floor 
shall conform to the requirements of Part III, 
but fixed devices, appliances, fixtures or equip- 
ment incorporating sliding contacts, arcing or 
sparking parts and over-current protective 
devices shall be, 


(i) totally enclosed, or 


(ii) so constructed as to prevent the falling 
of hot particles. O. Reg. 94/58, s. 265. 


1251.—(1) Surgical lighting fixtures suspended from 
the ceiling in anaesthetizing locations shall be so 
installed that, 


(a) in any position of use, sliding contacts and 
arcing or sparking parts do not extend to 
within five feet of the floor; 


(6) the light source is suitably protected against 
mechanical injury; 


(¢€) boxes, box assemblies or fittings used with the 
fixtures are supported so that the support 
does not become disengaged from its fastening 
when adjustments are made to the fixture; 


(d) the fixtures are suspended by suitable rigid 
stems or other approved means; and 


(e) where the rigid stems are longer than twelve 
inches, flexibility is provided by means of a 
fitting or flexible connector approved for the 
purpose and installed not more than twelve 
inches from the point of attachment to the 
supporting box or fitting. 


(2) Boxes, box assemblies or fittings used with 
the fixtures shall be approved for the purpose. 


(3) Where integral or appended switches are used, 
they shall be approved under Part XIII for Class I 
Group C locations. O. Reg. 94/58, s. 265. 


1252. Service equipment, switchboards or panel- 
boards shall not be installed in storage areas or anaes- 
thetizing areas. O. Reg. 94/58, s. 265. 


1253. The exposed non-current-carrying metal 
parts of all electrical equipment shall be grounded. 
O. Reg. 94/58, s. 265. 


1254. Wherever bonding is necessary, bonding 
jumpers with copper fittings or other approved means 
shall be used and the lock-nut bushing or double-lock- 
nut types of contact do not constitute proper bond- 
ing. O. Reg. 94/58, s. 265. 


1255. Control devices, motor controllers, thermal 
cutouts, switches, relays, auto-transformer switches 
and contactors, resistance and impedance devices and 
all other apparatus that tends to create arcs, sparks or 
high temperatures shall not be installed unless they 
are approved under Part XIII for Class I Group C 
locations. O. Reg. 94/58, s. 265. 


1256. Every receptacle and attachment plug in- 
stalled within five feet above the floor shall conform to 
section 740 and shall be a part of, 


(a) a unit device having an explosion-proof inter- 
locking switch arranged so that the plug 
cannot be withdrawn or inserted when the 
switch is in the ‘‘on’’ position, and the switch 
cannot be turned on until the plug is securely 
inserted; or 
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(b) an approved device in which the current is 
broken in an explosion-proof enclosure before 
the plug can be removed from the receptacle. 
O. Reg. 94/58, s. 265. 


1257. No switch installed within five feet above the 
floor shall be used unless it is approved as a complete 
assembly for a Class I Group C hazardous location 
under Part XIII. O. Reg. 94/58, s. 265. 


1258.—(1) Lamps installed in a fixed position 
within five feet above the floor shall be enclosed in a 
manner approved for use in explosive atmospheres. 


(2) Where the lamps are exposed so that breakage 
may occur, they shall be protected by substantial 
metal guards or other approved means. O. Reg. 94/58, 
Sy 265. 


1259. Lamps of the pendent type shall not be 
installed unless, 


(a) they are supported by and supplied through 
hangers of rigid conduit; or 


(b) their flexibility is ensured by the use of a 
fitting or flexible connector in conformance 
with subsection 2 of section 737. O. Reg. 
94/58, s. 265. 


1260. Film-viewing boxes installed within five feet 
above the floor, 


(a) shall be approved for a Class I Group C 
hazardous location under Part XIII; or 


(b) shall be of a type that excludes the atmos- 
phere of the room from the box. O. Reg. 
94/58, s. 265. 


1261. Where all or part of the apparatus and equip- 
ment of a signalling or communication system is in- 
stalled within five feet above the floor, it shall conform 
to section 742. O. Reg. 94/58, s. 265. 


1262. Every flexible cord used with portable lamps 
or portable electrical appliances shall, 


(a) conform to section 739; 


(b) be continuous and without switches from the 
appliance to the attachment plug; and 


(c) be of sufficient length to reach any position 
in which the portable lamp or appliance is to 
be used. O. Reg. 94/58, s. 265. 


1263. All portable electrical equipment shall be 
provided with a storage device wherein the shortest 
radius of bend to which the cord may be subjected is 
three inches. O. Reg. 94/58, s. 265. 


1264. Every piece of suction, pressure or insufflation 
equipment shall be of a type approved for use in ex- 
plosive atmospheres unless it is, 


(a) of the aspirator type; and 


(b) operated by compressed air or water jet. 
O. Reg. 94/58, s. 265. 


1265. Suction apparatus shall be provided with 
means for liberating exhaust gases so that the gases are 
dispersed without making contact with a possible 
source of ignition. O. Reg. 94/58, s. 265. 


1266.—(1) X-ray equipment shall be provided with 
an approved method of eliminating electrostatic 
accumulation. 


(2) Control devices and switches used for X-ray 
equipment shall conform to sections 734 and 735. 
O. Reg. 94/58, s. 265. 
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1267. Every receptacle and attachment plug on a 
low-voltage circuit shall be of a type that does not 
permit connection with circuits of higher voltage. 
O. Reg. 94/58, s. 265. 


PART XXX 
OUTDOOR FLOODLIGHTING INSTALLATIONS 


1268. This Part applies to the portion of a per- 
manent installation of outdoor floodlights that is 
connected on the load side of the service equipment, 
where the floodlights are mounted on poles and the 
wattage of the lamps is 300 watts or more, and is 
supplementary to and not exclusive of any other 
Part. O. Reg. 94/58, s. 266. 


1269. In this Part, ‘pole’ includes tower. O. Reg. 
94/58, s. 266. 


1270. Mogul-base lamp-holders shall be used on 
floodlighting installations. O. Reg. 94/58, s. 266. 


1271. Authorized persons may replace lamps but 
all other maintenance work shall be done by qualified 
persons. O. Reg. 94/58, s. 266. 


1272. Where electrical equipment intended for in- 
stallation indoors is used, it shall be installed in a 
weatherproof enclosure acceptable to an inspector. 
O. Reg. 94/58, s. 266. 

1273.—(1) Underground wiring shall be, 


(a) run as M.I. copper-clad cable or aluminum- 


sheathed cable with suitable  corrosion- 
resistant protection; or 
(6) of the TW, TWH, TWU, RW, RWU or 


USE types or lead-covered cable run, 


(i) in rigid steel conduit or in aluminum 
conduit, where there is suitable pro- 
tection against corrosion, or 


(ii) in non-metallic underground conduit. 


(2) Underground wiring buried direct in the earth 
shall be of the TWU, RWU or USE types, armoured- 
cable type ACL, lead-covered cable, M.I. copper-clad 
cable or aluminum-sheathed cable with suitable cor- 
rosion-resistant protection and shall be provided with, 


(a) mechanical protection above the conductors, 
consisting of creosoted planking, a layer of 
concrete or other acceptable material; and 


(b) where in rocky or stony ground, a layer of 
sand at least 3'4 inches deep both above and 
below the conductors. 


(3) Underground wiring shall be mechanically pro- 
tected at the places at which it enters and leaves 
underground runs to ensure that it is not injured by 
ground movements caused by frost. O. Reg. 94/58, 
s. 266. 


1274.—(1) All electrical equipment on the pole 
shall be controlled by one switch which can be locked 
in the “off” position. 


(2) Each pole shall be provided with a prominent 
sign warning persons against climbing the pole until 
the switch is in the “off” position, unless all con- 
ductors and live parts other than the conductors and 
live parts used for pole-top wiring are guarded against 
accidental contact, 


(a) by the conductors being run in rigid or 
flexible metal conduit; 


(b) by the conductors being run up inside steel 
poles; 


(c) by the conductors and live parts being at 
least three feet distant from the ladder or 
steps; 


(d) by the provision of barriers between the con- 
ductors and live parts and the ladder adequate 
to prevent contact by the climber; or 


(e) by the conductors being M.I. copper-clad 
cable or aluminum-sheathed cable. 


(3) Conductors run up inside steel poles shall be so 
supported as to prevent injury to the conductors and 
undue strain on the conductors in the places at which 
they leave the pole. 


(4) Where vertical conductors, cables and ground- 
ing conductors are within eight feet of locations ac- 
cessible to unauthorized persons, they shall be provided 
with a protective covering providing adequate mech- 
anical protection. 


(5) Where grounding conductors from lightning 
arresters are mounted on wooden poles, the protective 
covering referred to in subsection 4 shall consist of 
wood moulding or other insulating material providing 
equivalent protection. O. Reg. 94/58, s. 266. 


1275.—(1) Where there is more than one branch- 
circuit on a pole top, the feeders shall be run to a 
distribution panelboard that is weatherproof or in- 
stalled in a weatherproof enclosure. 


(2) The panelboard required by subsection 1 is not 
required where, 


(a) there are only two branch-circuits on a 
115/230 volt circuit with a common neutral 
conductor; and 


(b) there are only three branch-circuits on a 
120/208 volt three-phase four-wire circuit. 
O. Reg. 94/58, s. 266. 


1276. Pole-top branch-circuits shall be fused at not 
more than 100 amperes. O. Reg. 94/58, s. 266. 


1277. Pole-top branch-circuit wiring, other than 
leads, shall be approved with the floodlight to which 
it is connected and shall be run, 


(a) as lead-covered cable, or the rubber-insulated 
R, RH or RW type or the thermoplastic- 
insulated T, TW or TWH type cable installed 
in rigid conduit; 


(b) as insulated or uninsulated open wiring if, 


(i) the wiring is supported on suitable 
insulators, 


(ii) the wiring is controlled by a switch 
capable of being locked in the ‘‘off’’ 
position, and 


(iii) the pole is provided with a prominent 
sign warning persons against climbing 
the pole unless the switch is in the 
“off”’ position; or 


(c) as M.I. copper-clad cable or aluminum- 
sheathed cable. O. Reg. 94/58, s. 266. 


1278. Open taps and joints may be made in pole- 
top open wiring if the joint or tap is insulated with 
insulation equivalent to the insulation on the conduc- 
tors joined, but there shall be no joints or splices con- 
cealed within conduit. O. Reg. 94/58, s. 266. 


1279.—(1) Where 
floodlight poles, 


transformers are mounted on 


(a) all live parts shall be guarded in conformance 
with section 1274; and 
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(6) the bottoms of the transformers shall be at 
least sixteen feet above the grade level that is 
accessible to unauthorized persons. 


(2) Where transformers are located on platforms 
on the ground, they shall be surrounded by a suitable 
metallic or wooden fencing that meets the requirements 
of section 1048. O. Reg. 94/58, s. 266. 


1280. Every transformer shall have the over-current 
protection required by Part IX and Part XXIV. 
O. Reg. 94/58, s. 266. 


1281.—(1) Where switches controlling floodlights 
are installed on the primary side of a transformer, they 
shall be capable of making and interrupting the full 
load current of the transformer. 


(2) Where switches controlling floodlights are in- 
stalled on the secondary side of a transformer, they 
shall have an ampere rating of at least 125 per cent of 
the full load ampere rating of the floodlights. 


(3) Switches shall be adequately guarded or re- 
motely operated so that they are operated without 
exposing the operator to the risk of contact with live 
parts. 


(4) All switches shall be capable of being locked 
in the ‘‘off’”’ position. O. Reg. 94/58, s. 266. 


1282.—(1) Wiring systems operating at potentials 
of 300 volts or less between conductors shall be grounded 
in accordance with Part VII. 


(2) The supply authority or an inspector may re- 
quire the grounding of wiring systems operating at 
potentials of 300 volts or more. 


(3) Grounding conductors shall meet the require- 
ments of section 473. O. Reg. 94/58, s. 266. 


1283. The secondary grounded circuit conductor 
may be grounded by an interconnection to the primary 
grounded circuit conductor, if the primary grounded 
circuit conductor is grounded at the transformer and 
interconnection is made only at the transformer. 


O. Reg. 94/58, s. 266. 


1284.—(1) Non-current-carrying metal parts of in- 
stallations located within eight feet of areas accessible 
to unauthorized persons shall be grounded. 


(2) Non-current-carrying metal parts of electrical 
equipment at the pole top other than isolated metal 
parts shall be bonded together and, where they are 
within reaching distance of any grounded metal, shall 
be grounded. 


(3) Non-current-carrying metal parts of electrical 
equipment bonded together may be grounded to the 
grounded circuit conductor if there is not more than 
one point of interconnection on each pole. 


(4) The size of the grounding conductor and of the 
bonding conductor shall be ascertained in accordance 
with section 476. O. Reg. 94/58, s. 266. 


1285. Lightning arresters installed on a floodlight 
installation shall meet the requirements of section 493 
and 494 but a common grounding conductor and a 
common electrode system may be used for grounding 
primary and secondary neutrals and lightning arresters. 
O. Reg. 94/58, s. 266. 


1286. Floodlights, secondary wiring, conduit fittings 
and distribution panelboards shall be approved for the 
installation, and other pole top equipment shall be 
acceptable to an inspector. O. Reg. 94/58, s. 266. 


1287. Where it is necessary to climb the pole to 
replace lamps, permanent climbing steps shall be pro- 
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vided, the lowest permanent step of which shall be not 
less than twelve feet from the base of the pole and 
otherwise out of reach. O. Reg. 94/58, s. 266. 


1288. Where floodlights are mounted more than 
thirty inches from the centre line of the pole, suitable 
safety platforms equipped with a railing or similar 
device shall be provided for the protection of persons 
replacing the lamps. O. Reg. 94/58, s. 266. 


PART XXXI 
FIXED ELECTRIC SPACE-HEATING SYSTEM 


1289. This Part applies to the installations of fixed 
electrical radiant-heating equipment and is supple- 
mentary to and not exclusive of any other Part. 
O. Reg. 94/58, s. 266. 


1290. In this Part, 


(a) “‘cable’’ means a heating conductor intended 
to be buried in or concealed behind concrete, 
plaster or other finished surface and includes 
the non-heating leads connected thereto; 


(b) “fixture”? means any electrical radiant-heating 
unit, or group of units so assembled as to form 
a complete unit, that, when installed, is 
readily accessible without removing or damag- 
ing any part of the building structure; 


(c) “heating area’? means the heat-conducting 
medium adjacent to, 


(1) the cable, or 


(ii) the heating element of the fixture. 
O. Reg. 94/58, s. 266. 


1291. Radiant-heating equipment shall not be in- 
stalled in those locations classified as hazardous loca- 
tions under Part XIII or in locations in which it is 
subject to damp or corrosive atmosphere, unless the 
radiant-heating equipment is approved and marked 
for the particular location. O. Reg. 94/58, s. 266. 


1292. Connections to cables and fixtures shall be 
made in terminal fittings or boxes and the equipment 
shall be so installed that the connections between 
branch-circuit conductors and equipment conductors 
are accessible without disconnecting any part of the 
wiring. O. Reg. 94/58, s. 266. 


1293. Branch-circuit conductors supplying cables 
and fixtures shall have a current-carrying capacity not 
less than the current-carrying capacity of a No. 14 
B. & S. gauge copper conductor. O. Reg. 94/58, s. 266. 


1294.—(1) Branch-circuits supplying cables and 
fixtures shall be used for no other purpose. 


(2) Each branch-circuit shall be provided with 
manually-operable devices whereby all ungrounded 
conductors of the circuit may be disconnected simul- 
taneously at the point of supply. O. Reg. 94/58, s. 269. 


1295.—(1) Temperature-control devices shall have 
a current rating at least equal to the sum of the current 
ratings of the equipment they control. 


(2) Single-pole thermostatic devices may be used 
only on single-phase branch-circuits that are supplied 
from a grounded neutral system in which the voltage 
to ground does not exceed 150 volts. O. Reg. 94/58, 
s. 266. 


1296. Two or more fixtures or cables may be 
grouped on a single branch-circuit if the sum of the 
ratings of all the fixtures and cables so grouped does 
not exceed 1.5 kilowatts at a voltage of 110 volts and 
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the circuit is protected by over-current devices rated 
or set at not more than 15 amperes. O. Reg. 94/58, 
s. 266. 


1297. Each fixture having a rating of 1.5 kilowatts 
or more at a voltage of 110 volts shall be separately 
supplied from a branch-circuit of proper capacity. 
O. Reg. 94/58, s. 266. 


1298. In residential premises, including apartment 
buildings, 


(a) branch-circuits that supply energy to fixtures 
shall be protected by over-current devices 
rated or set at not more than 30 amperes; 


(b) the maximum load that may be connected to 
the branch-circuits referred to in clause a@ shall 
be 5 kilowatts; and 


(c) the voltage of any feeder supplying energy 
to fixtures or cables shall not exceed 150 volts 
to ground. O. Reg. 94/58, s. 266. 


1299. Recessed fixtures shall be installed in accor- 
dance with sections 608 and 620. O. Reg. 94/58, s. 266. 


1300.—(1) Cables shall be manufactured in con- 
tinuous lengths. 


(2) Each cable unit shall be approved as a con- 
tinuous assembly which shall have permanent markings 
not over three inches from each end of the heating 
portion of the cable, which markings indicate, 


(a) the manufacturer’s name; 
(b) the catalogue number; and 


(c) the cable rating in volts and watts or volts 
and amperes. 


(3) The non-heating leads shall have a distinctive 
colouring to indicate the voltage for which the cable is 
approved. 


(4) The colouring referred to in subsection 3 shall 


be, 
(a) yellow for 120 volts; 
(b) blue for 210 volts; and 


(c) red for 230 volts. O. Reg. 94/58, s. 266. 
1301.—(1) Cables shall be so installed that they are 
not in any way damaged during installation. 


_ (2) The entire length of the cable shall be installed 
within the heating area. 


(3) Shortened lengths of the heating portion of the 
cable shall not be installed. 


(4) Splices shall not be made in cables, other than 
the splices made by the manufacturer to secure the 
heating portion of the cable to the non-heating leads. 


(5) Any cable that does not retain the markings 
and colour prescribed by section 1300 shall be deemed 
to have been shortened unless it is demonstrated to the 
satisfaction of an inspector that the characteristics of 
the approved cable remain unchanged. O. Reg. 94/58, 
s. 266. 


1302. The insulation on the cable shall be approved 
for the voltage rating of the cable and the temperature 
at which it operates. O. Reg. 94/58, s. 266. 


1303. Branch-circuits that supply energy to cables 
shall be protected by over-current devices rated or set 
at not more than 15 amperes. O. Reg. 94/58, s. 266. 


1304. Cables shall be so designed and installed that, 


(a) the heating portion of the cable does not 
operate at a temperature exceeding 90° C. or 
194° F.; 


(b) the non-heating leads do not operate at a 
temperature exceeding 60° C. or 140° F.; 


(c) the total wattage of cables installed in any 
heating area shall not exceed 25 watts per 
square foot over any part of the area; and 


(d) they are kept separate from each other by a 
distance of at least 14% inches. O. Reg. 
94/58, s. 266. 


1305.—(1) Cables shall not, 


(a) be installed in or behind any wall or in any 
other location in which they are subject to 
mechanical injury either during or after 
installation; 


(b) be run closer than eight inches to, 
(i) any lighting fixture outlet, or 


(ii) any outlet to which heat-producing 
electrical equipment is connected and 
used in the immediate vicinity of the 
outlet; or 


(c) be installed in or concealed behind any surface 
having wood lath, wood panelling or similar 
combustible material. 


(2) The heating portion of cables shall not be run 
through walls, partitions or similar structures. O. Reg. 
94/58, s. 266. 


1306.—(1) Cables to be installed in cement or 
plaster shall be secured in place on the cement base or 
the undercoat at intervals not exceeding two feet. 


(2) Cables may be secured by, 


(a) adhesive tape, cotton tape or other similar 
means acceptable to an inspector; or 


(b) staples driven directly over the cable if the 
staples used, 


(i) are acceptable for the purpose, and 


(ii) are fastened by means of a driving 
device that does not damage the cable. 


_(3) Materials used in securing the cable shall be 
suitable for the temperatures at which the cable 
operates, 


_(4) Cables shall be installed so as to ensure a 
minimum clearance of one inch from any combustible 
or conductive material. O. Reg. 94/58, s. 266. 


_  1307.—(1) Cables installed in spaces between joists 
in ceilings or attics shall be attached to adequate 
supports at the level of the lower face of the joists. 


(2) The heating portion of the cable shall be run 
parallel to the joists with a separation of at least one 
inch from any combustible material. 


(3) Where it is necessary for the heating portion of 
the cable to cross from one space to another, the cables 
shall be run through the joists in sleeves of non- 
combustible non-absorptive material securely fastened 
in place not more than one inch above the lower face 
of the joist. 


(4) In no case shall the heating portion of the cable 
be installed more than one inch above the ceiling finish. 
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(5) The heating portion of the cable shall not be 
run in or through any thermal insulation. 


(6) The heating portion of the cable shall be covered 
with at least one-half of an inch of sand or equivalent 
heat-radiating material. O. Reg. 94/58, s. 266. 


1308. In any area in which cable is installed, only 
thermal insulation of the inert, incombustible, non- 
conducting type approved for the location may be used. 
O. Reg. 94/58, s. 266. 


1309.—(1) Non-heating conductors supplying 
cables shall, subject to subsection 2, be run in metal 
race-way or flexible tubing. 


(2) In underfloor installations, the conductors 
shall be run from the cable to the box or terminal 
fitting required by section 1292 in rigid conduit which, 


(a) shall have a bushing or equivalent fitting at 
its upper and lower end; and 


(b) shall terminate at its lower end in a 90-degree 
bend. O. Reg. 94/58, s. 266. 


1310.—(1) Where radiant-heating installations are 
controlled by automatic-thermostatic-control devices, 


(a) conductors used solely as feeders for the 
heating installation shall be of sufficient 
capacity to carry a load in amperes not less 
than the load computed by applying to the 
maximum heating load shown in column 1 of 
Table 24 the minimum demand factor pre- 
scribed in column 2 of the Table; and 


conductors used as feeders for the heating 
installation and other electrical equipment 
shall be of sufficient capacity to carry a load 
in amperes calculated in accordance with 
clause a plus the combined loads of the other 
electrical equipment calculated in accordance 
with Part IV. 


— 
iS 
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(2) Where automatic-thermostatic-control devices 
are not installed, the demand factor for heating loads 
shall be 100 per cent. O. Reg. 94/58, s. 266. 


PART XXXII 
INDUCTION AND DIELECTRIC HEATING EQUIPMENT 


1311. This Part applies to installations of induc- 
tion and dielectric heating equipment and is supple- 
mentary to and not exclusive of any other Part. 
O. Reg. 94/58, s. 266. 


1312: In this Part, 


(a) “‘generating equipment’? means the equip- 
ment used to change the voltage or the fre- 
quency, or both the voltage and the frequency, 
of power used to supply induction and di- 
electric heating equipment; 


(b) “motor-generator equipment’? means equip- 
ment wherein a motor drives the generating 
equipment; 


(c) “stand-by current’? means the current that 
the equipment consumes when it is connected 
to the supply but is not supplying power to 
the work applicator; 


(d) “therapeutic equipment’’ means equipment 
the out-put frequency of which is not less 
than 2 mega-cycles per second. O. Reg. 
94/58, s. 266. 


1313.—(1) Branch-circuits supplying the generating 
equipment and motor-generator equipment shall com- 
ply with Parts I, III, lV and V. 


(2) Branch-circuits, generating equipment and 
motor-generator equipment operating at more than 
750 volts shall comply with Part XXIV. O. Reg. 
94/58, s. 266. 


1314.—(1) The conductors that supply the gener- 
ating equipment of individual installations of induction 
or dielectric heating equipment shall have a current- 
carrying capacity of at least 100 per cent of the name- 
plate current-rating of the equipment. 


(2) The conductors that supply the generating 
equipment of two or more installations of induction or 
dielectric heating equipment shall have a current- 
carrying capacity of at least 100 per cent of the sum 
of the nameplate current ratings of the equipment, 
except that, where two or more installations are supplied 
from the same feeder and simultaneous operation of 
the installations is impossible, the feeder shall have a 
current-carrying capacity of at least 100 per cent of the 
sum of the nameplate current ratings of the units 
capable of simultaneous operation plus 100 per cent of 
the stand-by current of the remaining equipment. 
O. Reg. 94/58, s. 266. 


1315. Over-current devices rated or set at not more 
than 200 per cent of the nameplate current rating of 
induction or dielectric generating equipment shall be 
provided for the equipment. O. Reg. 94/58, s. 266. 


1316.—(1) A readily accessible disconnecting means 
shall be provided to isolate the generating equipment 
or motor-generator equipment from the supply circuit. 


(2) The current-carrying capacity of the dis- 
connecting means shall be at least 100 per cent of the 
nameplate current rating of the equipment. 


(3) Where a supply circuit supplies only one instal- 
lation of induction or dielectric heating equipment, the 
supply circuit switch may be used as the generating 
equipment or motor-generator equipment disconnecting 
means. O. Reg. 94/58, s. 266. 


1317. Every out-put circuit, including all high 
frequency component parts of the heating equipment, 
shall be guarded with the actual generating equipment 
as one complete assembly so that, 


(a) the work applicator is so guarded by protec- 
tive cages, adequate shielding or equivalent 
devices that safe operation of the heating 
equipment is ensured; and 


(b) when the connections between the generating 
equipment and the work applicator exceed 
two feet in length, the connections are en- 
closed or guarded with non-combustible 
material. O. Reg. 94/58, s. 266. 


1318. The generating equipment out-put circuit 
shall be directly connected to ground. O. Reg. 94/58, 
s. 260. 


1319. Induction and dielectric heating equipment 
shall not be installed in those locations classified as 
hazardous locations under Part XIII unless the equip- 
ment is designed and approved for use therein. O. Reg. 
94/58, s. 266. 


1320. Panels on which controls are mounted shall 
be of the dead-front type. O. Reg. 94/58, s. 266. 


1321. Enclosures shall be provided and so con- 
structed that, 


(a) parts operating at potentials of more than 
30 volts are not readily accessible; 


(b) parts operating at 31 to 750 volts are not 
accessible through doors, panels or covers 
unless, 
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(i) a key or tool is required to open doors, 
panels or covers and there is attached 
thereto a caution reading ‘Disconnect 
supply circuit before opening’’, or 


(ii) shields or barriers are provided so that 
all operating adjustments may be made 
and controls may be reached without 
access to live parts; and 


(c) parts operating at potentials of more than 
750 volts are not accessible through doors, 
panels or covers unless they are provided with 
interlocks that remove all potentials of over 
30 volts when the doors are open. O. Reg. 
94/58, s. 2606. 


1322. Where enclosures contain voltages in excess 
of 250 volts alternating-current or direct-current, 
warning labels indicating danger shall be attached to 
the doors, access panels or at another convenient place 
on the equipment in addition to the caution required 
by subclause i of clause } of section 1321. O. Reg. 
94/58, s. 2606. 


1323. Switches operated by foot pressure shall be 
adequately shielded to prevent inadvertent closing. 
O. Reg. 94/58, s. 266. 


1324. Where remote controls are used to apply 
power, a local-remote switch shall be provided and 
interlocked to prevent the application of power from 
other than the selected control point. O. Reg. 94/58, 
s. 266. 


1325.—(1) Where portability is not essential, the 
heating equipment shall be permanently installed. 


(2) Where portability is essential, the power supply 
cord shall be a three-conductor cord, of the SJ type or 
better, having a current-carrying capacity at least 
equal to the marked rating of the equipment and shall 
be provided with an approved three-prong attachment 
plug cap. 


(3) Where the equipment is rated at 115 volts, 
15 amperes or less and is intended for use in offices or 
houses, a two-conductor cord of the type permitted 
by subsection 2 and a two-prong parallel-blade cap 
may be used as an alternative to the cord and cap 
required by subsection 2. O. Reg. 94/58, s. 266. 


PART XXXIII 
SOUND-RECORDING AND REPRODUCTION 


1326. This Part applies to installations of electrical 
equipment and wiring used for sound recording and 
reproduction, centralized distribution of sound, public 
systems, voice recording systems and electronic organs 
and is supplementary to and not exclusive of any other 
Part. O. Reg. 94/58, s. 266. 


1327.—(1) Conductors of different wiring systems 
may be grouped in the same enclosure, or in the same 
flexible cord or cable, if, 


(a) supply conductors are properly identified and 
used solely for the supply of power to the 
equipment to which the conductors so grouped 
are connected; 


(b) input leads to a motor-generator or rotary- 
converter are run separately from the out-put 
leads; 


(c) the flexible cords and cables are of types S, 
SJ, K, P or other types approved for the 
purpose; 


(d) terminals for conductors are marked to show 
what their connections are; and 


(e) terminals for conductors other than power- 
supply conductors are separated from the 
terminals of the power-supply conductors by 
a spacing at least as great as the spacing 
between the power-supply terminals. 


(2) Where the conductors are grouped in accord- 
ance with subsection 1 and are not separated by a lead 
sheath or other continuous metallic covering, they shall 
be insulated individually or in groups by insulation at 
least equivalent to the insulation on the supply con- 
ductors. 


(3) The conductors grouped in flexible cords may 
be as small as No. 26 B. & S. gauge if they are not in 
direct electrical, connection with the power-supply 
conductors and if they are equipped with current 
limiting means so that the maximum power that they 
aan can never exceed 150 watts. O. Reg. 94/58, 
s. : 


1328. Storage batteries shall comply with sections 
554 to 558. O. Reg. 94/58, s. 266. 
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RECEIVED PERMIT NO. 
Form 1 


The Power Commission Act 


APPLICATION FOR PERMIT AND INSPECTION OF WORK 


To THe Hypro-ELEctric PowER COMMISSION OF ONTARIO, 
ELECTRICAL INSPECTION DEPARTMENT : 


OF Ca CetmOey CeCeCatr OO) fii ONINC CROSOEO (nc Cucmchig Oetker GINCMCRC Met acy PEO ae CSC) Ch Cau uct aC bar it int a Rt CR aCe Ee ne | 


(Address ) 


apply for (1) a Permit to install the electrical equipment to be installed in the premises of 


(Address of premises) 


as shown hereunder, and (2) for inspection of the electrical equipment and the installation. 


DISTRIBUTION OF EQUIPMENT 
FEES l oo 
OUTLETS FEES BROUGHT FORWARD 
VOLTS 
SWITCHES | TRANSFORMERS id Dalai 
FIXTURES OIL BURNERS 
NO. OF REFRIGERATORS 

PANELS | 
NO. OF CIR. COAL BLOWERS 
NO. OF & H.P. UNIT HEATERS 
MOTORS 

| || GASOLINE PUMPS, 
VOLTAGE ORDINARY 
ORDINARY WATT GASOLINE PUMBS, 

MOTOR 

SIGNS 
MOTOR OPER. WATT NO. OF OUTLETS 
SERVICE AMPERE 
EQUIPMENT RVOMno aaa | OUTLINE 4{No. OF CIRCUITS 

| || LIGHTING | | 
SERVICE AMPERE | 
EQUIPMENT “VOLTS | WATTAGE OF LAMPS 

{ 

RANGES AMPERE (POWER for Days 

| TEMPORARY; 2 
HEATERS AMPERE PERMIT {LIGHT for Days 
WATER-HEATERS AMPERE 

$ | 
FORWARD 
Herewith, in payment of Permit and Inspection Fees, is the sum of 0 Ne ero ele ercon ents O-ckcon 
Eremises, occipledtas a ames cremimneie ce aastees Willie Be web AD yh ORe INSPEC LION SONG criteria cures 


The above schedule of wiring and equipment to be inspected is, to the best of my knowledge and belief, correct. 
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IS FINAL CERTIFICATE REQUIRED? ... 


Notified f 
| For Office Use Only— Se iseneeHien on 
DATE | DATE 


ERE. Chav tat RNR TelephonesNon. sac< cern cae men aoe 


Nore 1: All cheques, money orders, etc., are to be made payable 
to The Hydro-Electric Power Commission of Ontario. 


Note 2: Section 4(2)of Regulation 489 of Revised Regulations of 
Ontario, 1960, provides that ‘‘where during the inspec- 
tion it appears that the fee paid is insufficient, the 
balance of the fee shall be paid to the Commission 
before the inspection is completed”’. 


Nore 3: Section 28 of Regulation 490 of Revised Regulations 
of Ontario, 1960, provides that ‘‘every contractor who 
has performed work on an electrical installation and has 
been notified by the Commission that the installation 
does not conform to this Regulation shall remedy all 
defects in workmanship and replace all electrical equip- 
ment that is not approved within such time and in 
such manner as the notice from the Commission 
directs’’. O. Reg. 324/51, Form 1. 


Form 2 


The Power Commission Act 


INSTALLATION PERMIT 


US REVEL ERSIN Omecenetst istoeasunrss unre aitolepstere 


Under The Power Commission Act and the regulations, and subject 


to the limitations thereof, this permit is issued to................ 


and authorize commencement of work on the electrical installation 


and equipment specified below, at..24.../ 00.4) 0e esl cance ene 
(precise description of premises where installation is permitted) 


—— ee ee AREA OFFICE 
OUTLETS | FIXTURES | MOTORS 
| 
| 
=a = 7 en (street address of area office) 
HEATING | TEMPORARY | OIL BURNERS 
APPARATUS | PERMIT 
| 
: oritusar In f) ) Rca ir knoe rcre ore 415.0. ONTARIO 
SERVICE AMPERES VOLTS (municipality ) 
EQUIPMENT 
| 


MISCELLANEOUS 


(date of issue) 


THEe Hypro-ELectric POWER COMMISSION OF ONTARIO: 


Chief Electrical Officer 


Note 1: Section 26 (4) provides that “no electrical installation shall be concealed or rendered inaccessible by 
lathing, boarding or other building construction until it has been inspected by the Commission and 
found to conform to this Regulation”. 
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Norte 2: Section 22 provides that ‘“‘every person to whom a permit has been issued shall cause the permit to 
be posted up in a conspicuous place on the site of the work and to be maintained there until final 
inspection of the work has been completed’’. 

Notice : This permit does not authorize any electrical worker to carry on business or to do any work in contra- 


vention of any municipal by-law, respecting the examination, licensing or regulation of electrical 
workers, in force in the municipality in which the work is to be done. O. Reg. 324/51, Form 2. 


Form 3 
The Power Commission Act 
ANNUAL PERMIT 
(Routine Work) 


Under The Power Commission Act and the regulations, and subject to the limitations thereof, this permit 


is issued to 


and authorizes commencement of electrical installation work of a routine nature in connection with the main- 


tenance or operation of the buildings of the above-named permittee that are situated at 


or the plant therein, by the electricians who are regular employees of the above-named permittee for that purpose. 
This permit is not valid after 


THE Hypro-ELEcrric POWER COMMISSION OF ONTARIO ; 


Chief Electrical Inspector Electrical Inspector 
Note : Section 20 (3) provides that ‘‘the owner or occupant shall, as the work is performed, record it on a form 


provided by the Commission, and the form shall be produced to an inspector at any time and from time 
to time upon request”’. O. Reg. 324/51, Form 3. 


Form 4 
The Power Commission Act 
CURRENT PERMIT 
THE Hypro-ELectric PowER CoMMISSION OF ONTARIO 
ELECTRICAL INSPECTION DEPARTMENT 
Under The Power Commission Act and the regulations, and subject to the limitations thereof, this permit 


authorizes the connection (or re-connection) of the electrical installation (or part of installation) specified herein 
to the service or source of supply of 


Electrical Inspector 
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ELECTRICAL INSTALLATION 


pss al a Me mpene ahe TRRAD a e  Rie I ee S Srcatc hk c V ua iM CRA Mics hen Chocks CiRCA Lm ME, kit 
MDE PE CIISES OL OF 4 becca gen a sale ee We ie Da Wins vin nlery oop enaagTs rode Boula a ne ea pRUME oti ar a REDO tn tale os lala Tat 
Ibo lens ayeld etame ene UN o Raw ac RONrnaeS a ois Sey aC 1D FY (c aay Seer ocr Meer Eady nach ey Oger enc ub en 


Electrical current required for: Light [J Power [] (Check applicable word or words) 


(name and address) 


Line on private property (if any), was constructed by the contractor [] __ the supply authority (] 
(check applicable word) 


O. Reg. 324/51, Form 4. 


Form 5 
The Power Commission Act 
TEMPORARY CURRENT PERMIT 
THe Hypro-ELrectric POWER COMMISSION OF ONTARIO 
ELECTRICAL INSPECTION DEPARTMENT 
PERM IMRINOS, ¢ 2 hes nce eee qemu Datei risterors ahs ininice CeN eee 


Under The Power Commission Act and the regulations, and subject to the limitations thereof, this permit 


authorizes 


(supply authority) 
to connect its lines to the electrical installation specified below. 


This permit expires on the.......... OUI Me) tac cotauintay WAC ena Gs cae GRAIL ee .c are e , 19 


Electrical Inspector 


ELECTRICAL INSTALLATION 


(name of occupant) 


Electrical current required for: Light [) Power [_] (Check applicable word or words.) 


Contractor 


Nore : A separate permit is required for each service. 
This permit is not transferable to any other service on the premises. 


It is unlawful to supply current to the premises after date of expiration unless a permanent permit is first 
obtained or this temporary current permit is renewed. 


O. Reg. 324/51, Form 5. 
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TABLE 1 
[sections 83 and 94] 
Column 1 Column 2 Column 3 Column 4 
Item Maximum Maximum 
No. Designation Type temperature | temperature 
in degrees in degrees 
| Centigrade | Fahrenheit 
1 ode tubbeg pete teeta Vee AE ee ernest hs 60 140 
2 Moisture-resisting rubber............ RWE ede ate ee 60 140 
3 Wel'benmoplastics a tksa oe ore cle ae ee Aa retvoenenretia.<, 5 eke. ae 60 140 
4 IMoisture-resistingathnetrimo plastics srr |i Vie arene aeieen- ltl acse 60 140 
5 Heat-and-moisture-resisting thermo- 
DidSticnarn scr cemgeeecmiee ee rena. SIRE nope ott are se es 75 167 
6 Heat-resistingirubbersnmn pam ees sera ROTC ie eee aks SS Sc 75 167 
7 Weatherproolin cent aeewaie eee ae ena ms Wiles oie Serer Peta es vere ee. 80 176 
8 Pa POIee ae coe hee en RE TL ee ateell| a pk See gna ferent oreuaye are alas 85 185 
9 Warnishedicloth=- so aacmcereeri a: a. A tte anne cect Serer he ey ae 85 | 185 
10 Asbestos and thermoplastic.......... ASL Sree Ole ve teen. ee one y 90 194 
11 Asbestos and varnished cambric...... A-3, ‘A- 4, A-5, A-6, A-8..... 90 194 
12 Sloweb uit caw epee ee rene kar eer |e Be Seen ome as 4 Onn cee 90 194 
13 Slow-burning weatherproof.......... SB Wie oa ace oe 90 194 
14 Asbestos-and-varnished cloth........ A-1, A-2, A-9, A-13, A-14, 
ise pepe Nes li he pices edin Sewer ae 110 230 
15 INSDESTOS ehh ees en ee ee A-10, A- ith, PNA oN S ge ree 125 257 
A-7, re il 'A-16 (Gab ees, cate 200 392 
O. Reg. 324/51, Table 1; O. Reg. 94/58, s. 267. 
TABLE 2 
[section 95 (2) ] 
Column 1 Column 2 Column 3 
Minimum distance 
Voltage of circuit Minimum distance between conductor and 
between conductors adjacent surface 
rome OF torsO0uv.oltSiay sete eee eee eee 21% inches 4% inch 
Brom 01sto 7/50 nvoltsinasn cee eee eee 4 inches 1 inch 


O. Reg. 324/51, Table 2. 
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TABLE 3 
{section 155] 


Column 1 Column 2 
f i | Maximum interval 
Size of conductor between supports 
Brom No. 14 B. & S. gauge to No. O BisGe Sean eer mes srccee eich a slesteres tees 100 feet 
PromeNoy 00 Be cos. gauce tor No. 0000 Bese Se canter wes ert tanta 80 feet 
reine 20,000. CAMeta: 350: 000UC iMac) Caton: coe eee ae wr ai enone nae 60 feet 
Brom .so0 001 <C.Mietto: 500,000) CoM savave sets sleds concede eteosicr suri corse g eee ee ae ee 50 feet 
Brome 500001 1G ieato: 1 SO}OO0- Coen 2. as tds tga eee ticles oleh arene eee eee 40 feet 
ree 7 DOC OOO CUVEE Fo Fs Sire. ev son torrets ate aga RS eRe ars 1a ene 35 feet 


Nore : C.M. means circular mils. A circular mil is the area of a circle 1 mil in diameter. A mil is 1/1000 


of 1 inch. 
O. Reg. 324/51, Table 3. 
TABLE 4 
[section 162 (1) ] 
Maximum number of conductors in electrical metallic tubing 
Column 1 
Column 2 Column 3 | Column 4 Column 5 Column 6 Column 7 
Conductor size cee Sy 
B. & S. gauge 44-inch 34-inch 1-inch 114-inch 14-inch 2-inch 
tubing tubing | tubing tubing tubing tubing 

18 a ee ee et a, eek 49 80 
16 6 10 17 30 41 68 
14 4 6 10 18 25 40 
12 | 3 | 5 8 15 21 35 
10 | 1 4 | 7 13 17 29 
8 || 1 3 4 7 10 17 
6 1 1 | 3 4 6 9 
4 1 1 1 3 5 8 
3 | 0 1 | 1 3 4 7 
: | 0 1 1 Ss 3 6 
0 1 1 1 3 4 
1/0 0 0 | 1 1 2 4 


O. Reg. 324/51, Table 4. 
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TABLE 6 


[section 227] 


Column 1 


Size of conductor 
B. & S. gauge No. 


Column 2 


Cubic inches of free space within box for 
each conductor 


14 2.0 

i PFs 

10 Deo 
8 3.0 


O. Reg. 324/51, Table 6. 


TABLE 7 


[section 228] 


Column 5 


8 B. & S. gauge 


Column 1 Column 2 Column 3 Column 4 


Box dimensions in inches | 14 B. & S. gauge | 12 B. & S. gauge | 10 B. & S. gauge 


| 1144 x 3144) Octagonal.... 
14%x4 | 

1%x4 

144x4 


24x4H 


or Round 


O. Reg. 324/51, Table 7. 


TABLE 8 


[section 282] 


Column 1 


Column 2 


Installation Insulation resistance in ohms 


For circuits wired with No. 14 or No. 12 B. & S. gauge wire.......... 1,000,000 
For circuits wired with No. 10 B. & S. gauge wire or larger : 
ZS tO. oO ATED eres MN CIUSIVE..ceraliaial er en eT ee | 250,000 
Sto 00 amperes, inclustvesinc. ssi. once ak ie eee 100,000 
L01%to.200 amperes, inclisiveg mesa a. oe ee ee ee 50,000 
20L-to A00 amperes incltsives. ca 0-21.- cay, oc eae 25,000 
4016 ‘800 ampéres, anclusive oscesaiawats,. seo ea er eee 12,000 
Overs00 amperes funnies ha en aihle un ela ee Ce 5,000 


O. Reg. 324/51, Table 8. 


Note: M.C.M. means thousands of circular mils. 
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TABLE 9 
[section 287] 
Column 1 Column 2 | Column 3 | Column4 | Column5 | Column6 | Column7 | Column 8 
Varnished 
Weather- cloth 
proof type V; 
Rubber Rubber type WP; Thermo- | Asbestos Asbestos 
types R type RH Slow- plastic and and V Asbestos types 
and RW; and burning asbestos types types A-7, A-11 
Size Thermo- Thermo- type SB; types A-1, A-2, | A-10, A-12 and 
plastic plastic Slow- A-18, A-19;| A-9, A-13, jand A-16(b) | A-16 (a); 
types type burning |Asbestosand] A-14, A-1 Bare wire 
T and TW TWH weather- VC types | and A-17 
proof A-3, A-4, 
type SBW | A-5, A-6 
and A-8 
B. & S. gauge amperes amperes amperes amperes amperes amperes amperes 
EES ee shee ome 20 20 30 30 40 40 45 
1 dane ee Oe 25 25 40 40 50 50 55 
RO) Aaah cee ate 40 40 SS) 55 65 70 75 
Sees daa canes 55 65 70 70 85 90 100 
GP ccts cme ise 80 95 100 100 120 125 135 
iets Kea ire 105 125 130 135 160 170 180 
Stusndehiesere re 120 145 150 155 180 195 210 
dale Be ote 140 170 175 180 210 225) 240 
ih ee Oe ee 165 195 205 210 245 265 280 
Digs Gomes 195 230 235 245 285 305 325 
UO) Sitat Secs eee 225 265 275 285 330 355 370 
OOO RE ee tocrsncasicre 260 310 320 330 385 410 430 
OOOOR AS eae 300 360 370 385 445 475 510 
M.C.M 
ENV Seeks Corrinne 340 405 410 425 495 530 
SOOM, Sacer ee 375 445 460 480 550 590 
SOON oer es 420 505 510 530 610 655 
AO eye deeci aise 455 545 555 575 665 710 
SOO i He Ar laine 515 620 630 660 765 815 
GOON ace Reenter seis 575 690 710 740 855 910 
MOOREA estan 630 755 780 815 940 1005 
(SOR See es Cs 655 785 810 845 980 1045 
OD) fas Seas 680 815 845 880 1020 1085 
DOR ee 730 870 905 940 rit ape 
NOOO Sata tetra: 780 935 965 1000 1165 1240 
12 50CRS. Semree 2 890 1065 we 1130 ae ean 
LS OO Bcc 980 1175 1215 1260 1450 ee 
IVSOR ae Sasaki 1070 1280 Jae 1370 ea AY, 
ZOOOM Se cencmeenses 1155 1385 1405 1470 17as 


O. Reg. 324/51, Table 9; O, Reg. 94/58, s. 268. 
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TABLE 10 


[section 287] 


Column 1 


Column 
| 2 


30°C 
86° F 
over 40°C 
over 104° F 


over 45°C 
over 113° F 


over 50°C 
over 122° F 


over 
over 


over 55°C 
over 131° F 


over 60°C 
over 140° F 


over 70°C 
over 158° F 


over 75°C 
over 167° F 


over 80°C 
over 176° F 


over 90°C 
over 194° F 


over 100° C 
over 212° F 


over 120°C 
over 248° F 


. but not over 40°C 
. but not over 104° F 


{ 
Column | 
3 


82 88 


. but not over 45°C 
. but not over 113° F 


. but not over 50°C 
. but not over 122° F 


. but not over 55°C 
. but not over 131° F 


. but not over 60°C 
. but not over 140° F 


Column 


-90 


85 


Column 


-80 


| 


Column | Column | Column 
8 


94 oo 


90 ay 


87 .89 


. but not over 70°C 
. but not over 158° F 


. but not over 75°C 
. but not over 167° F 


. but not over 80°C 
. but not over 176° F 


. but not over 90°C 
. but not over 194° F 


. but not over 100° C 
. but not over 212° F 


. but not over 120° C 
. but not over 248° F 


. but not over 140° C 
. but not over 284° F 


74 


83 -86 


.67 


SY 


43 


.30 


43 


30 


19 .83 


aol 


oti! .76 87 


.66 2 86 


61 69 84 


50 61 -80 


zi Sih 
.69 


SoF) 


O. Reg. 324/51, Table 10. 
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TABLE tt 


[section 288] 


Column 1 Column 2 | Column 3 | Column 4 | Column 5 | Column 6 | Column 7 
Paper; 
Varnished | 
cloth 
type V; 
Rubber Rubber Thermo- | Asbestos Asbestos 
types R type RH | plastic and and V Asbestos | _ types 
and RW; and asbestos types types A-7, A-11 
Thermo- Thermo- types A-1, A-2, | A-10, A-12 an 
plastic plastic A-18, A-19;| A-9, A-13, jand A-16(b)| A-16 (a) 
types type Asbestosand| A-14, A-15 | 
T and TW TWH VC types | and A-17 | 
A-3, A-4, 
| A-5, A-6 
. and A-8 
B. & S. gauge amperes amperes amperes amperes amperes amperes 
Be ES 5 CG 1, See 15 15 25 30 30 30 
fee eee eS SARA OF 20 20 30 35 40 40 
iA Db Aes Ee ee SR OE Re hero 30 30 40 45 50 55 
Sirs sstiate ite ceayeunbeeleyere eee 40 45 50 60 65 70 
eid cams 6 Sorc Enea ohn 55 65 70 80 85 95 
tS Set ERS ACS SMR Oa 70 85 90 105 115 120 
Sneha tides des ettoren Seve Sei ohare 80 100 105 120 130 145 
Pes Pies hata eereraee: Cee ots 100 115 120 135 145 165 
Dee vatevatite ars, casdaicedecct eters 110 130 140 160 170 190 
Oise oraregaaen cern ee Acar tenet 125 150 155 190 200 225 
QO statet GMM eal crecom tere 145 175 185 215 230 250 
LOO eises Stoo ccke OOS HOO 165 200 210 245 265 285 
OQ0O MS ame scies oo cae ee 195 230 235 | 275 310 340 
M.C.M 
DSO Sate eshreiaereriist ca ieee 215 255 270 315 335 
SOO ahs ci here Pn ockre tosh oe 240 285 300 345 380 
SOUPS cee eR eRIT 260 310 325 390 420 
AQ fe strae ta seid arcatsvateanetoee 280 335 360 420 450 
SOO) essuotctor oesssjesern omens arosne 320 380 405 470 500 
OOO shack eens sea oa 355 420 455 525 545 
LODE oak ns Satis eats 385 460 490 560 600 
(SR Gio, Gena emo oo 400 475 500 580 620 
34, U5 Arcieney derek cictetet okt ome ir 410 490 515 600 640 
QO ieeoerer eee ee 435 520 555 oy are 
OOO ars ae tetas scsens 455 545 585 680 730 
LZSOSMS .:ct etree RE otee ovale 495 590 645 as arn 
LS OO ert Mere a nee 520 625 700 785 
WA EGE Arent eaten cote Gi 545 650 735 ae 
ZOOO Ma aeceeceae oe tenis 560 665 775 840 


Note : M.C.M. means thousands of circular mils. 


O. Reg. 324/51, Table 11; O. Reg. 94/58, s. 269. 
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Column 1 


TABLE 12 


{section 288] 


Column 2 


over 30°C. 
over 86°F. 


but notover 40°C.... 
but not over 104° F.... 


over 40°C. 
over 104° F. 


but notover 45°C.... 
but not over 113° F... 


over 45°C. 
over 113° F. 


over 50°C. 
over 122° F. 


butnotover 50°C... 
but not over 122°F.... 


but notover 55°C....\| 
but not over 131° F.... 


82 


offal 


58 


41 


88 


82 


75 


67 


over 55°C. 
over 131° F. 


but notover 60°C.... 
but not over 140° F.... 


58 


Column 3 


over 60°C. 
over 140° F. 


butmotover, 10°C... 
but not over 158° F.... 


over 70°C. 
over 158° F. 


but notover 75°C.... 
but not over 167° F.... 


38) 


Column 4 


-90 


85 


80 


74 


67 


2 


94 


90 


87 


83 


af) 


ahil 


43 


over 75°C. 
over 167° F. 


but notover 80°C.... 
but not over 176° F.... 


over 80°C. 
over 176° F. 


over 90°C. 
over 194° F, 


over 100°C. 
over 212° F. 


but notover 90°C.... | 
but not over 194° F.... 


30 


66 


61 


-50 


but not over 100°C.... 
but not over 212° F.... 


but not over 120°C.... 
but not over 248° F... 


J 


over 120°C. 
over 248° F, 


but not over 140°C.... 
but not over 284° F.... 


Reg. 490 


Column 5 | Column 6 } Column 7 


95 


O. Reg. 324/51, Table 12. 
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TABLE 13 
[section 290 (1)] 
Column 1 | Column | Column | Column | Column | Column | Column | Column | Column | Column 
2 3 4 5 9 10 
il 2 3 4 5 6 7 8 9 
conductor con- con- con- con- con- con- con- con- con- 
size ductor ductors | ductors | ductors | ductors | ductors | ductors | ductors | ductors 
inches inches inches inches inches inches inches inches inches 
% % % 8 % % % 34 34 
% % % 1g % % 34 34 34 
% % % 4% 4% 3% 1 1 1 
% 4% 4% 34 34 1 1 1 14 
4% 34 34 34 1 1 1 14% 14 
% 34 34 1 114 14 A 14 14 
¥ 1 1 14% 1% 1% 2 2 2 
4% 144 14% 1% 1% 2 2 2 2% 
34 14 14 1% 2 i, 2, 24% 2% 
34 144 14% 2 2 2 2% 2% 2% 
34 1% 1% 2 2% 2% 24% 83 3 
1 1% 2 2 2% 2% 3 | 3 3 
1 2 2 24% 2% 3 3 3 3% 
1 2 7 2% 3 3 3 3% 3% 
14 2 2% 3 3 3 3% 3% 4 
14 24% 24% 3 3 31 4 4 5 
14% 2% 1 3 3% 4 4 5 5 
1% 3 3 3% 316 4 5 5 5 
1% 3 3 31% 4 4 5 5 5 
14% S 3 3% 4 5 5 5 6 
2 3% 3% 4 5 5 6 6 6 
Z 3% 3% 5 5 5 6 6 vas 
2 3% 3% 5 iS 6 6 6 
Z, 3% 4 5) 5 6 6 aes 
2 4 4 5 6 6 6 
2 4 4 5 6 6 ee 
21% 5 5 6 6 ie 
3 5 5 6 a4 : 
3 S 6 6 
3 6 6 nae 
O. Reg. 324/51, Table 13. 
TABLE 14 
[section 291] 
Maximum number of conductors in conduit or tubing 
Column 1 
Column 2 | Column 3 | Column 4 | Column 5 | Column 6 | Column 7 | Column 8 
Conductor 34-inch 1-inch 14-inch | 14-inch 2-inch 21-inch 3-inch 
size conduit conduit conduit conduit conduit conduit conduit 
B. & S. gauge 
18" = es 12 20 35 49 80 115 176 
i (OS oarcanr. oat 10 17 30 41 68 97 150 
1 ae Ae er ene 6 10 18 D5 40 59 90 
12 Peewee eer 5 8 15 21 35 50 Hil 
LO P\rexaetosieeeee ae 4 7 3 il7f 29 41 64 
Gen 9 “Watehdie er. 3 4 a 10 17 25 38 
OF Pe aertacas 1 3 4 6 9 15 23 


O. Reg. 324/51, Table 14. 


334 POWER COMMISSION 
TABLE 15 
[section 292] 
2-conductor cable 
Column 1 Single-conductor cable || (flat or round) 
Number of cables in Number of cables in 
conductor x one conduit one conduit 
size | 
Col. 2| Col. 3| Col. 4| Col. 5 || Col. 6 | Col. 7| Col. 8} Col. 9 
1 2 3 4 1 2 &} 4 
trade | trade | trade | trade |! trade | trade | trade | trade 
B. & S. gauge || size | size | size | size size | size | size | size 
14 % 34 Sah. ok U7) 1G) Tega ae 
12 iy 34 34 1 34 14% 1% 2 
10 % 1 1 1144 il 1% 2 2 
8 o| 1% 14 1% 1 2 2 2 
6 34 1% 144 1% 14% 246 2% 3 
4 ale 1a) Ale |) 2 457 When a8 3 
3 Pe dia | eee 1iZ)| 3 3 3% 
2 1 126) | tie | 2 Pe |) tak 3 314 
1 1 2 2 2 14% 3% 3% 4 
1/0 1 2 Bh Bee a2 34%| 3% | 5 
2/0 il 2 ze 2% 2 3% 4 5 
3/0 14% | 2 24%| 3 2 4 4 5 
4/0 14%} 2% 2% 3 2% 5 5 6 
M.C.M. 
250 14% 2% 3 3 24% See ess 6 
300 14 3 3 3% a 5 6 fans 
350 14% 3 3 3% 3 6 6 
400 1% % 3 3% || 3 6 6 
500 1% & 3% 4 aes 6 eats 
600 2 3% 4 5 | 3% i 
700 2 4 4 Sola 
750 | 2 4 4 ees) | 4 
800 | 2 4 5 5 4 
900 2% 4 5 5 4 
1000 ge 1.8 5) APG es 
1250 24%)| 5 SiO * 
1500 : Vaal eee cea 
1750 ar ns 6 | 
2000 (ie 18 6 | | 
{| 


3-conductor cable 


Number of cables in 
one conduit 


Col. 10 | Col. 11 | Col. 12 | Col. 13 
1 Pi & 4 
trade | trade | trade | trade |. 
size size size size 
4 14 14 14 
1 1% 1% 2 
1 Z y) 2% 
14 2% 2% 3 
14 2% 3 3 
1% 3 3 3% 
1% & 3 3% 
2 3% 3% 4 
i) 3% 4 5 
2 4 4 5 
2 4 5 5 
24% 5 5 6 
2% 5 5 6 


. CER ORI HSH O29 ts) > 
: ASE 


= ANDNN 
AND 


O. Reg. 324/51, Table 15. 
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Item 


Conductors other than lead-covered.... 
Lead-covered conductors 
Conductors used in re-wiring existing 
race-ways for increased load, where it 
is impracticable to increase the size of 
the race-way due to structural con- 


ditions 


Column 1 


Seer eee e mere eee reese reeeraee 


TABLE 16 


[section 293] 


Column 2 


60% 


TABLE 17 
{section 293] 


Number of conductors in a conduit 


Column 3 


Column 4 


Column 5 


Column 6 
more than 
4 


O. Reg. 324/51, Table 16. 


Column 1 
Conduit 
trade size 


inches 


ENS 


_ 


we 


X 


\e 
ON 


DUP WWNDNe ee 


Column 2 


square inches 


0.30 
0.53 
0.86 
1.50 
2.04 
3.36 
4.79 
7.38 
9.90 
U2e72 
20.00 
28.89 


Cross-sectional area 


O. Reg. 324/51, Table 17. 
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Column 1 


Conductor size 


B. & S. gauge 
18 


*Type RW wire. 


Size 


Column 1 


Column 2 


Rubber types 


TABLE 18 
[section 293 (3, 4)] 


Types RF-32, FF-32, 
R, RH, RW 


Approx. cross-sectional 


Column 2 


’ 
area 
square inches 


.0196 
.0230 
LOS 203 
.0278 
.0384* 
.0460 
.0760 
.1238 
.1605 
1817 
.2067 
MIS) 
3107 
ORS 
4151 
.4840 


Column 3 


Rubber types 


SOs S510 
SV, SVO, POS] 
Thermoplastic 
types 
Sie sl iasVvae 
POT, SPT-3 


5917 
6837 
.7620 
.8365 
9834 
1.1940 
1.3355 
1.4082 
1.4784 
1.6173 
1.7531 
2.2062 
2.5475 
2.8895 
3.2079 


Reg. 490 


Column 3 


Types TF, TFF, 


Tr, TW, TWH 


Approx. cross-sectional 


area 


square inches 


.0109 
.0135 


.0172 
.0224 
0408 
.0819 
1087 
.1263 
1473 
2027 
2367 
.2781 


3288 
3904 


4877 
5581 
.6291 
.6969 
.8316 
1.0261 
1.1575 
12252 
1.2908 
1.4208 
1.5482 
1.9532 
2.2748 
2.5930 
2.9013 


O. Reg. 324/51, Table 18; O. Reg. 94/58, s. 270. 


TABLE 19 


{section 295] 


Column 4 


: Rubber and 

; | asbestos types 
AFS, AFS]J, 

AFSJO, AFSO, 
HeahieP Ds 
HPN, HSJ 


Column 5 


Column 6 


Cotton types 
Asbestos types 


Cotton and 


CIEBPD 


amperes 


amperes 


amperes 
6 
8 
17 


CHG CHRO, CEPRD: 
APC ABP OTARRD: 


Thermoplastic types 
CLEECTETRREO 


, 


Christmas Tree 
x, CX, CXW, 
TX, CXWT 


amperes 


O. Reg. 324/51, Table 19; O. Reg. 94/58, s. 271. 
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TABLE 21 
{section 313] 


Column 1 Column 2 


Total number of branch circuits Minimum demand factor 


O. Reg. 324/51, Table 21. 


AB EE 22 
{section 314] 
No. of Maximum demand No. of Maximum demand No. of Maximum demand 
Ranges in kilowatts Ranges in kilowatts Ranges in kilowatts 
1 8 35 50 69 | 76.75 
2 11 36 Sl 70 77.50 
3 14 Si we 71 78.25 
4 17 38 53 d2 79 
5 20 39 54 73 79.75 
6 21 40 55 74 80.50 
a 22 41 55.75 75 81.25 
8 23 42 56.50 76 82 
9 24 43 | 57.25 77 82.75 
10 25 44 | 58 78 83.50 
11 26 45 58.75 79 84.25 
12 Ail 46 59.50 80 85 
13 28 47 60.25 81 85.75 
14 29 48 61 82 86.50 
15 30 49 61.75 83 87.25 
16 31 50 62.50 84 88 
17 32 Si 63.25 85 88.75 
18 33 SZ 64 86 89.50 
19 34 58) 64.75 87 90.25 
20 35 54 65.50 88 91 
PAI 36 55 66.25 89 91.75 
22 37 56 67 90 92.50 
23 38 0 67.75 91 | 93.25 
24 39 58 68.50 92 94 
25 40 59 69.25 93 94.75 
26 41 60 70 94 | 95.50 
27 42 61 70.75 95 96.25 
28 43 62 71.50 96 97 
29 44 63 (225 97 97.75 
30 45 64 73 98 98.50 
31 46 65 Ald 99 | 99.25 
32 47 66 74.50 100 | 100 
33 48 67 USPS ec OVEEs ou} 
34 49 68 76 100 | 100 plus .75 kw. per 
range in excess of 100 


O. Reg. 324/51, Table 22. 
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“ABBY e23 
[sections 313 and 316] 


Item | Column 1 Column 2 Column 3 
No. Type of building Watts per sq. ft. | Demand factor 
die Singlestamuly dwellings : le. sissies «cscs eve eteietemene eters rerace Ge ant ete 2.0 100% 
2 Multi-family dwelling or apartment house.................-- 2.0 (See Table 21) 
3 LO CERI A sive one igs schas er dlsys mise cca a ee RR Peeks ee eter 1.0 15% 
Amelie Store euestatra mt; OF SCHOO. nei ctte eict-nrr ue snr e Cate esc 3.0 100% 
5 | Office building : 
Upto 0.000 square kettin y scsi de deen meen ener eee 2.0 90% 
more.than 1 0;000/square feetacs,..20 a net me erooras ures 2.0 70% 
6 Industrial or commercial (Loft type*) building and general 
rdlibbeotuatedsvoyatrenl(el bbiqelr (oN BOn pine mtnoc 40 bomen uy cbc 2c 1.0 100% 
Lam W GOL AC OM. sacle 5 ca ocse Aas oe Fe HH a Se SE tee seo rman 0.5 100% 
OMA RTTOS DLC wou cine re atya.c tonite |; cA bess suet tee meee ACra SRA 0.75 75% 
OR SLOLATe) WArEMOUSEA o. ssyrcia tag shsis mia arene vont Tema ee Mereme erate 0.25 65% 


*This includes buildings of more than one floor, used for manufacturing or merchandising. 
O. Reg. 324/51, Table 23. 


TABLE 24 
[section 1310] 


Column 1 Column 2 


Maximum connected heating Minimum demand factor 
load in kilowatts 


Neat | 100% 


11 — 15 | 85% 
16 — Over 70% 


O. Reg. 94/58, s. 266 (Table 234A.) 


TABLE 25 


[section 329 (2)] 


| Percentage of name-plate 
| Colinas current-rating of motor 
a | Column 2 | Column 3 | Column 4 | Column 5 
0. | ————————————s 
Class of Duty-service Be 15- 30- or 60- Con- 
minute minute minute tinuous 
| rating rating rating rating 
1 | Short-time duty: operating valves, raising or lowering | 
(| oo eg Nee > Ne ee so Nr 110% 120% 0. 4 eee 
2 | Intermittent duty: freight and passenger elevators, || | 
tool heads, pumps, draw-bridges, turn-tables, etc.|| 85% 85% 90% 140% =| 
3 | Periodic duty: rolls, ore- and coal-handling ee | 85% 90% | 95% 140% | 
al Waasiond duter is Jio:sd adaikes cate eee ee | 110% 120% | 150% | 200% | 


O. Reg. 324/51, Table 24. 
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TABLE 26 
[section 331 (2)] 


Column 1 Column 2 


; Current-carrying capacity of 
Resistor Duty Classification conductor in percentage of 
full-load secondary current 


Starting dutyicccnaareonone ones rue sateen ree oro eee epee arene ms 55% 
Intermittentcdutyeati. cd cea os ecru eee ea Ne ae aoc eee eee 85% 
Continuous idigty ei acrrs cae setts acy reg cal mere ei ceos ct aera eee crete ate 110% 


O. Reg. 324/51, Table 25. 


WAI, 2) 


[sections 361 and 385} 


Electrical circuit protection | Motor overload protection 
Column 1 Column 2 Column 3 Column 4 
Item | Item _-—-A-HYAY 
No. No. Number and location 
Kind of Number and location of overload devices 
electrical system of over-current devices Kind of motor (trip-coils, relays or 


: : : ; thermal cut-outs) 
1 3-wire, 3-phase a.c. | 3 Trip coils, one in ||—— 


ungrounded or with, each conductor. 


grounded neutral. 10 3-phase a.c. 2, in any 2 conductors 
except a neutral or 

2 4-wire, 3-phase a.c. 3 Trip coils, one in grounded conductor. 

each phase. 
| | 

3 | 4-wire, 2-phase a.c. | 2 Trip coils, one in | 
ungrounded. each phase. * 

4 3-wire, 2 phase a.c. 2 Trip coils, one in 

each outside con- 
ductor. 11 2-phase a.c. two, 1 in each phase, 
not to be connected 

§ 4-wire, 2-phase a.c. | 4 Trip coils, one in || in any neutral or 
with grounded each ungrounded | grounded conductor. 
neutral. conductor. 

6 | 5-wire, 2-phase a.c. 4 Trip coils, one in 

each ungrounded 
conductor. 

7 | 3-wire, 1-phase a.c. 2 Trip coils, one in 
on dic each outside con- 

| ductor. 

8 2-wire a.c. or d.c. | 1 Trip coil in each 12 1-phase a.c. or d.c. 1, in any conductor 
ungrounded or ungrounded con- except a neutral or 
with one conductor ductor. grounded con- 
grounded. ductor. 

9 | 3-wire, 1-phasea.c.or| 2 Trip coils, one in 
d.c. with grounded each ungrounded 

| neutral. | conductor. 
. 


*For services see section 64 (2). O. Reg. 324/81, Table 26. 
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TABLE 28 
[sections 329, 362 and 363] 
Over-current protection 
<s Overload protection for Maximum allowable ratings of fuses for 
Stier running protection _. _ motor circuits 
euiate of motors (For circuit-breaker setting see Table 33) 
Full-load carrying Squirrel-cage or : 
current capacity : : : synchronous Direct 
rating of of copper Maximum Maximum Single- current or 
motor conductor rating of setting of phase: Full voltage wound 
supplying fuses overload || all types | resistor and Auto- rotor. 
a motor devices || reactor |transformer alternating 
| starting starting current 
Column 1 Column 2 Column 3 Column 4 Column 5 | Column 6 | Column 7 | Column 8 
amperes amperes amperes amperes amperes amperes amperes amperes 
ite 15 Ake 12553 15 15 15 15 
a 15 So 250% 15 15 15 5 
oct 15 4* SiS 15 15 15 15 
4** 15 Ge 5.00* lS 15 15 15 
ine 15 8* O255 15 15 15 15 
(Gs 15 8* eS OR 20 20 15 15 
7 15 10* Soloa eall 2 25 20 15 
8 15 10* 10.00* 25 25 20 15 
9 15 12% 125 30 30 25 15 
10 15 ile 12250 aa] 30 30 25 15 
| 
11 15 15% 13.75* || 35 35 30 20 
12 15 15 15.00 | 40 40 | 30 20 
13 16.25 20 16.25 | 40 40 35 20 
14 WES) 20 17.50 45 45 55 25 
15 18.75 20 18.75 45 45 40 25 
16 20 20 20.00 50 50 40 DS 
17 25 25 21.25 60 60 | 45 30 
18 DBI 25 22.50 60 60 45 30 
19 IR ET) 25) Doe 60 60 50 30 
20 25 25 25.00 60 60 50 30 
22 ies 30 21-5 70 70 60 35 
24 30 30 30.0 80 80 60 40 
26 32.5 35 32)5 80 80 70 40 
28 35 ai 35.0 90 90 70 45 
30 Sif) 40 SHS) 90 90 70 45 
32 40 40 40.0 100 100 70 50 
34 42.5 45 42.5 110 110 70 60 
36 45 45 45.0 110 110 80 60 
38 47.5 50 47.5 125 125 80 60 
40 50 50 50.0 125 125 80 60 
42 5255 50 SPAS) 125 125 90 70 
44 55 60 55.0 125 125 90 70 
46 SVs) 60 S15 150 150 100 70 
48 60 60 60.0 150 150 100 80 
50 62.5 60° 62.5 150 150 100 80 
a) 65 70 65.0 175 175 110 80 
54 67.5 70 67.5 175 175 110 90 
56 70 70 70.0 175 175 120 90 
58 V2e5 70 (25 175 175 120 90 
60 15 80 75.0 200 200 120 90 
62 Line 80 thes 200 200 125 100 
64 80 80 80.0 200 200 150 100 
66 82.5 80 82.5 200 200 150 100 
68 85 __ 90 85.0 225 225 150 110 
70 87.5 90 87.5 225 225 150 110 
72 90 90 90.0 225 225 150 110 
74 92.5 90 92.5 225 225 150 125 
76 95 100 95.0 250 250 175 125 
78 97.5 100 97.5 | 250 250 175 125 
80 100 100 100.0 250 250 175 125 
82 102.5 110 Ki eeL02-5 250 250 175 125 
84 105 110 | 105.0 250 250 175 150 
86 107.5 110 L075 300 300 175 150 
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Over-current protection 
Waniouin Overload protection for Maximum allowable ratings of fuses for 
eilowa bic running protection . _ _ motor circuits 
cureentt of motors (For circuit-breaker setting see Table 33) 
Full-load carrying Squirrel-cage or : 
current capacity synchronous | Direct 
rating of of copper Maximum | Maximum Sing le=@) j= eee ee | current or 
motor conductor rating of setting of phase: |Full voltage wound 
supplying fuses overload all types | resistor and Auto- rotor 
a motor devices reactor |transformer | alternating 
starting starting current 
Column 1 Column 2 Column 3 Column 4 Column $5 | Column 6 | Column 7 | Column 8 
amperes amperes amperes amperes amperes amperes amperes amperes 
88 110 110 110.0 300 300 200 150 
90 112.5 110 IES) 300 300 200 150 
92 115 125 115.0 300 300 200 150 
94 (iG: 125 117.5 300 300 | 200 150 
96 120 125 120.0 300 300 200 150 
98 12275 125 12275 300 300 200 | 150 
100 125 125 125.0 300 300 200 150 
105 131.25 150 ahsyitas 350 350 225 175 
110 So) 150 137.5 350 | 350 225 175 
115 143.75 150 143.75 350 350 | 250 175 
120 150 150 150.0 400 400 250 | 200 
125 156.25 175 156.25 400 400 250 | 200 
130 | eS) 175 162.5 400 400 300 200 
135 | 168.75 175 168.75 450 450 300 | 225 
140 175 175 175.0 450 450 300 225 
145 181.25 200 181.5 450 450 300 | 225 
150 187.5 200 187.5 450 450 300 225 
155 193.75 200 | 193375 500 500 350 250 
160 200 200 200 500 500 350 250 
165 lee 200220 225 206.25 500 500 350 250 
170 ) te2 1225 225 212.5 500 500 350 300 
175 218.75 225 218.75 600 600 350 300 
180 ire 225 225 225 600 600 400 300 
185 231-25 250 231.25 600 600 400 300 
190 237.5 250 237.5 600 600 400 300 
195 243.75 250 | 243.75 600 600 400 300 
200 250 250 250 600 600 400 300 
210 262.5 250 262.5 aie ar 450 350 
220 21 300 ZiS Pah sions 450 350 
230 287.5 300 287.5 oe ae 500 350 
240 300 300 300 a Ae 500 400 
250 31255 300 312.5 Mee oe 500 400 
260 B25 350 325 Bah mea 600 400 
270 337.5 350 337.5 Byers ean 600 450 
280 350 350 350 Bek ae 600 450 
290 365 350 365 Ser Saks 600 450 
300 | ds 400 375 ig ee 600 450 
320 400 400 400 500 
340 425 450 425 600 
360 450 450 450 600 
380 475 500 475 600 
400 500 500 500 600 
420 $25 600 525 
440 550 600 550 
460 515 600 575 
480 600 600 600 
500 625 625 


*For running protection of motors of 1 h.p. or less, see sections 379 and 380. : 
**For the grouping of small motors under the protection of a single set of fuses, see sections 377 and 378. 
Note : To select size of conductor having specified current-carrying capacity, see sections 287 and 288, and the 
columns of Tables 9 and 11 appropriate to the type of insulation used. ; 
Columns 2, 3 and 4 of this Table are based on 125% of the full-load current rating of the motor. 
O. Reg. 324/51, Table 27. 
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TABLE 29 
[section 364 (1, 2) ] 
Induction-type, | Synchronous type, 
Squirrel-cage or wound rotor Unity power factor ** 
Column 1 
Motor 
rating | Col. 2 Col. 3 Col. 4 Goll | Col. 6 Col. 7 Col. 8 Col. 9 | Col. 10 
110V. 220V. 440V. 550V. | 2200V. 220V. 440V. 550V. 2200V. 
| || a | | | 
Hers amperes | amperes | amperes | amperes | amperes || amperes | amperes | amperes | amperes 
14* 3 IS) 1 1 ree | Sar ao ee ae 
344 5.4 os 4 1.4 i ae ! 
6.6 33 eh 1.3 | 
1%. | 94 4.7 TA Ai 128 } 
2 ite eb: 6 3 2.4 
3 i @ ek 9 4.5 4 ! | 
| 
5 | 15 is 6 Fal | 
7% || 22 11 9 | | | 
10 27 14 11 1 
ite | | seal “Ge 15 | | 
20 I] 52 26 21 : 
25 | 64 32 26 7a 54 ZT. Pe 5.4 
30 77 39 31 8 65 35 26 6.5 
40 101 Syl 40 | 10 || 86 43 35 8.6 
50 125 63 50 | ls 108 | 54 44 10.8 
| 
60 | 149 75 1 ee Bs) | 128 | 64 51 13 
fs) || 180 90 2 19 161 81 65 16 
100 246 ies, 98 | 25 PRA 106 85 21 
\| | | 
125 Hh a 310 155 Te ala Mey Sl ee 132 106 (26 
150 | or 360 180 144 | 36 | a | 158 127 32 
200 Steud 480 240 195 | 49 | 210 168 42 


“For running protection of motors of 1 h.p. or less, see sections 379 and 380. 
**For power factors of 90 per cent or 80 per cent, multiply amperage in this Table by 1.1 or 1.25 respectively. 
Note : For full-load currents of 208-volt and 200-volt motors, increase the corresponding 220-volt motor full-load 
current by 6 per cent and 10 per cent respectively. 
O. Reg. 324/51, Table 28. 


TABLE 30 
[section 364 (3, 4)] 
| Induction-type, Synchronous type, 
Piet Squirrel-cage or wound rotor Unity power factor** 
Motor | | 
rating Col. 2 Col. 3 Col. 4 Coles Col. 6 Loi, 7 Col. 8 Col. 9 Col. 10 
110V. 220V. 440V. 550V. 2200V. 220V. 440V. 550V. 2200V. 
ae amperes | amperes | amperes | amperes | amperes || amperes | amperes | amperes | amperes 
14* 4.3 ID 1 0.9 ee nee ae: Bete ae 
3% 4.7 2.4 1.2 1.0 
i ag! Swi 2.9 1.4 2, 
1% 7.7 4.0 2 1.6 
2 10.4 5.0 3 2.0 
3 wet 8.0 4 3.0 
5 eS 7 6 
71% 19 9 7 | 
10 24 12 10 
| 
15 oo 16 13 Ae : 
20 45 23 19 } kaa - 
25 55 28 22 6 47 24 19 4.7 
30 67 34 27 7 56 29 23 547 
40 88 44 35 9 75 37 St Te 
50 108 54 43 11 94 47 38 9.4 
60 129 65 52 | 13 et 56 44 Te Ws} 
75 | 156 78 62 16 || 140 70 57 14 
100 212 106 85 22 182 93 74 18 
125 + 268 134 108 27 228 114 93 23 
150 PN ey Gl 155 124 aul sis 137 110 28 
200 Mine 415 208 166 | 43 Bis 182 145 37 


~ kor running protection of motors of 1 h.p. or less, see sections 379 and 380. 
For power factors of 90 per cent or 80 per cent, multiply amperages in this Table by 1.1 or 1.25 respectively. 


O. Reg. 324/51, Table 29. 


i a 
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TABLE 31 
[section 364 (5) ] 


Column 1 | Column 2 Column 3 Column 4 
Motor rating 110V. 220V. 440V. 


en eid oe ae amperes 


*For running protection of motors of 1 h.p. or less, see sections 379 and 380. 


Note : For full-load currents of 200-volt and 208-volt motors, increase the corresponding 220-volt motor full-load 
current by 10 per cent and 6 per cent respectively. 
O. Reg. 324/51, Table 30. 


TABLE 32 
[section 364 (6) ] 


Column 1 Column 3 Column 4 
Motor rating Z 230V. 550V. 
amperes amperes 
DiS Be 
353 1.4 
4.2 10 
6.3 2.6 
8.3 3.4 
WAS} 5.0 
19.8 8.2 
28.7 12 
38 16 
56 23 
74 30 
92 38 
110 45 
146 61 
180 aS 
PAS 90 
268 itil 
357 146 
443 184 
ote 220 
295 


*For running protection of motors of 1 h.p. or less, see sections 379 and 380. O. Reg. 324/51, Table 31. 


TABLE 34 


[section 476] 


Column 1 


Size of largest service conductor 
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TABLE 33 
[section 365] 
Percentage of full-load current 
Circuit-breaker setting 
Item Column 1 
No. Type of motor Column 2 Column 3 Column 4 
Fuse Instantaneous| Time-limit 
rating type type 
Alternating current : : 
1 Single-phase:alll types... <ca.e ote wlorstoeeocieestisjeus 30055 eee 250% 
Squirrel-cage and synchronous : 
2 Rull-voltage'startinga. cis: mario ee reoeie 300% 700% 250% 
3 Resistor and reactor stantine... . cries 30097, mel Meee 250% 
Auto-transformer starting: 
4 Not more than 30 amperes...3.0.-7..0045- 250750 Ne eases 200% 
5) More thamrs0' amperes. . = petcineisse ive ctsteray ers TRUDE a eae ie 200% 
High-reactance squirrel-cage: 
6 Not more than’ 30 amiperesan aan. emcee 250 amen tore ne 250% 
7 Morecthan $Oram.peres.,.cee)armrciee isc 200, 97 eter 200% 
8 AAUO ons by (0) Wo) rs en reaee ini c chainioc May: Ga SAA Ge 15095, Wo eter aet 150% 
Direct current: 
9 Notanore than 50ch.pesman som wecem ie eee 150% 250% 150% 
10 More'tham5 Osh pase see orataiteonree fs 2 cet 150% 175% 150% 


O. Reg. 324/51, Table 32. 


Column 2 


Size of copper-wire 
grounding-conductor 


B. & S. gauge 
No. 


NOW2 Bde Saeape or smalletsc-t7.1 ocr ooo ae Coa eietwn ean ee oe ote Ee 
INOGATOMINO LO Bis CeO SN PAUSE ann Sr)- crete mann ee eee nat cuca oe Le eae ic eee 
No. 00 or No. 000 B. & S. gauge ; 
Over No. 000 Ba cassgaure but not overGS0sMGGIM..... 0.2.0, 400. ose 
Overss0 butsnotiover 600 MEGAMI. sateen ac clececw ia Nace cere eee 


Over 600 but not over 1,100 M.C.M 


Over 1,100 M.C.M 


TABLE 35 


[sections 477 and 478 (3) ] 


Size of grounding conductor 
Column 1 Column 2 Column 3 Column 4 
Automatic over-current device rated or set Electrical 
at not more than: Copper wire | Conduit or metallic 
pipe tubing 
amperes: B. & S. gauge 
No. Inches Inches 
ILA CG RCRI OS SALSA eee RRS eas A her eee 16 4% % 
BOG timo Rotts Mee. «ick 24 AES ates cate 14 % % 
9 en Vee baie eis Slo Re ee 10 ve % 
NO So Ree Pei ena eRe Ant. Sietateds eo ean cee eee 8 144 4 
DOS lve tates ae ratsiaa rene ahaa ea rekcii eae cta rs hea Pee 6 % 1 
os Pes tcacai'sy ate inane lata GLa atta a tated pear eetett haces, can ae 4 34 14% 
reece Senet Ain oo eT Ont ieee te, oes A Pee EY aa) 2 3% 114 
Bese es ee ee 0 f 2 
LUO ORME Emer SAV IG rie martes ei, 00 1 2, 
L200 Seer ett ee eee ee eee 000 1 ps4 


ONY ACO 


O. Reg. 324/51, Table 33. 


O. Reg. 324/51, Table 34; O. Reg. 94/58, s. 273. 
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TABLE 36 


[section 1033 (2) (a)] 


Column 1 


Minimum air-gap distance from 
live parts to adjacent surfaces 


Voltage between phase conductors 


Column 2 


Indoors 


Column 3 


Outdoors 


46,001 


Column 1 


[section 1033 (2) (6)] 


Inches 


Inches 


O. Reg. 324/51, Table 35; O. Reg. 94/58, s. 274. 


Minimum air-gap distance 
between bare live parts 


Column 2 Column 3 
Voltage between phase conductors 
Indoors Outdoors 
From To Inches Inches 

751 2S OOM Mancua soieackeeere ete 6 9 
2,501 S55 00 Be tin can ee eer. eer: 8 12 
7,501 TSO0O Merrett ane Cee 12 18 
15,001 PAOLO 3 ei eruchdnmnoinaro cicero 18 26 
25,001 SASO0 Pre eee ee eee ae ol Sa 25 32 
34,501 AG1000 Rete tricic eientcae seein 30 36 
46,001 .O4010) OVE eitamceRinioie coco se cnerciomoner a aie 36 54 


O. Reg. 324/51, Table 36; O. Reg. 94/58, s. 275. 


TABLE 38 
[section 1138] 


Column 1 Column 2 Column 3 
Eastern cedar and poles other 
Length of pole Western cedar or pressure- | than western cedar or pressure- 
treated pine treated pine 
feet inches inches 
25 2416 28 
30 26% 301% 
35 28 32% 
40 Sy 37 


O. Reg. 324/51, Table 38. 
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TABLE 39 
[section 1141] 


Pole length Minimum depth of hole 


feet 
5 


53 
5h 
6 


6% 
7 


O. Reg. 324/51, Table 39. 


TABLE 40 
[section 1142] 


Column 1 Column 2 Column 3 


Size of conductor Components of conductor 


B. & S. gauge 


Maximum span 


feet 


=o Medium-hard-drawn copper with double-braided, weatherproof- | 

covering 135 

0 Hard-drawn or medium-hard-drawn copper 150 

4 Bare hard-drawn copper 250 

4 Bare steel-reinforced aluminum 250 
8 


O. Reg. 324/51, Table 40. 
TABLE 41 
[section 1147] 


Column 1 Column 2 
Horizontal distance from 
Length of pole | silo or well 
feet feet 
25 40 
30 40 
35 35 
40 30 
45 25 
50 15 


O. Reg. 324/51, Table 41. 


TABLE 42 
[section 1178 (1) ] 


Column 1 ! Column 2 Column 3 Column 4 
Temperature (Fahrenheit) || Span 100 feet | Span 125 feet Span 150 feet 
degrees inches inches inches 
—20 | 3 5 | 
Zero || 4 6 | 
ae | 5 8 
60 7 11 
90 1} 9 15 
120 | 12 } 18 


O. Reg. 324/51, Table 42. 
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TABLE 43 
{section 1178 (2)] 


Column 1 Column 2 | Column 3 | Column 4 |} Column 5 | Column 6 | Column7 | Column 8 


Temperature Span Span Span Span Span Span Span 
(Fahrenheit) 100 feet 125 feet 150 feet 175 feet 200 feet 225 feet 250 feet 


degrees inches inches inches inches inches inches inches 
—20 4 30 


O. Reg. 324/51, Table 43. 


TABLE 44 
{section 1178 (3, 4)] 


Column 1 Column 2 Column 3 Column 4 Column 5 Column 6 Column 7 


Temperature Span Span Span Span Span Span 
(Fahrenheit) 100 feet 125 feet 150 feet 100 feet 125 feet 150 feet 


degrees inches inches inches inches inches 
4 6 8 5 8 2 


O. Reg. 324/51, Table 44. 


TABLE 45 
{section 1178 (5)] 


Column 1 Column 2 | Column 3 | Column 4 | Column 5 | Column 6 | Column 7 | Column 8 | Column 9 


Temperature Span Span Span Span Span Span Span Span 
(Fahrenheit) || 100 feet 125 feet 150 feet 175 feet 200 feet 225 feet 250 feet 275 feet 

degrees inches inches inches inches inches inches inches inches 

—20 5 11 15 19 25 31 Sif 

0 5 9 12 16 D4 27 33 40 

32 6 10 14 19 24 31 38 46 

60 6 10 15 20 26 33 40 49 

90 ff 11 16 22 29 37 45 55 

120 8 11 18 24 31 39 49 59 


O. Reg. 324/51, Table 45. 
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TABLE 46 
[section 1178 (6)] 


Col. 1 Colw2) |? Col} 39i\ (Cola Se Colton Colton aColh AM Col acme Coleom Colm On G@ols a1 


Tempera- 


ture Span Span Span Span Span Span Span Span Span Span 
(Fahren- || 100 feet | 125 feet | 150 feet | 175 feet | 200 feet | 225 feet | 250 feet | 275 feet | 300 feet | 325 feet 
heit) 
degrees inches | inches | inches | inches | inches | inches | inches | inches | inches | inches 
—2 12 1 7 20 24 


O. Reg. 324/51, Table 46. 


TABLE 47 
[section 1178 (7)] 


Col. 4 Col. 2 Col. 3 Col. 4 Cols Col. 6 Cale 7 Cols si i\,€ol. 9 


Temperature Span Span Span Span Span Span Span Span Span 
(Fahrenheit) 200 feet | 225 feet | 250 feet | 275 feet | 300 feet | 325 feet | 350 feet | 375 feet | 400 feet 


degrees inches | inches | inches | i i i i inches | inches 
4 18 


O. Reg. 324/51, Table 47. 


TABLE 48 


[section 1186] 


Column 1 Column 2 Column 3 Column 4 


Temperature Span Span Span 
(Fahrenheit) 50 feet | 75 feet 100 feet 


degrees inches 


inches 
—20 5 
0 6 
Se 6 
60 7 
90 8 
120 8 


O. Reg. 324/51, Table 48. 
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TABLE 49 
[section 1 (12)] 


Column 1 Column 2 


Size Area of end section 


B. & S. gauge No. 
27 


Circular mils 
201 


1022 
1624 
2583 
4107 
6530 
10380 
16510 
26250 
41740 
52630 
66370 
83690 
105500 
133100 
167800 
211600 


O. Reg. 324/51, Table 49. 


TABLE 50 
[section 521 (3)] 


Column 1 


Rating 


Column 2 


Distance 
from 
Building 


Column 3 


Requirements 


0-75 KVA 


Not 
exceeding 
10 feet 


Exceeding 
10 feet 


75 KVA- 
333 KVA 


Over 
333 KVA 


Not 
exceeding 
10 feet 


Exceeding 
10 feet but not 
exceeding 
20 feet 


Exceeding 
20 feet 


Protection of all combustible surfaces with 
non-combustible material; windows shall have 
wired glass panes and metal sashes, and shall be 
non-opening. 


None 


All openings shall be bricked up; all com- 
bustible material shall be replaced by non- 
combustible material. 


Protection of all combustible surfaces with 
non-combustible material; windows shall have 
wired glass panes and metal sashes and shall be 
non-opening. 


Not 
exceeding 
20 feet 


Exceeding 
20 feet but not 
exceeding 
30 feet 


Exceeding 
30 feet 


All openings shall be bricked up; all com- 
bustible material shall be replaced by non- 
combustible material. 


All combustible material shall be replaced by 
non-combustible material; windows shall have 
wired glass panes and metal sashes, and shall 
be non-opening. 


O. Reg. 94/58, s. 129. 
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TABLE 51 
[section 1033 (7) (b)] 


Column 1 Column 2 


Voltage between phase conductors Minimum elevation above 
in indoor installations ground level 


feet 


O. Reg. 94/58, s. 225. 


TABLE 52 
[section 1033 (7) (c)] 


Minimum elevation above 
ground level 
Column 1 
Column 2 Column 3 
Voltage between phase conductors a sSS SS S] 
in outdoor installations Light snow area | Heavy snow area 
From To feet feet 
750 SoS CH ese rays tence tyre RSPR ore ee ie 10 | 12 
34,501 AG OOO nga theyre Cert PNhocegs ore eee 12 14 
46,001 DL SO0Ue cae 5 ac trode eet se ote ae 18 20 
115,001 PRION UT UME ace seis Harrie uci ears a CRO aE mee 20 22 


O. Reg. 94/58, s. 225. 


TABLE 53 
[section 1049 (2) (a)] 


Column 2 Column 3 
Column 1 


F Horizontal spacing between | Vertical spacing between 
Voltage between phase conductors phase conductors phase conductors 


Inches 


O. Reg. 94/58, s. 225. 
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TABLE 54 
[section 1049 (2) (bd, c)] 


Column 2 Column 3 
Column 1 
Clearance above property | Clearance above property 
Voltage between phase conductors accessible to vehicles accessible to pedestrians 
From To feet feet 
751 US OOO irre ote. exmeesceAe rst ciorstioters tna oosies 20 15 
15,001 AG OOO gaa et Tee CEA ay conse Ate 25 20 
AG OO iia CONUO0 abate fa ctr Rk a 25 | 21 
O. Reg. 94/58, s. 225. 
TABLE 55 
[section 1049 (2) (d) ] 
Column 1 Column 2 
Voltage between phase conductors Clearance from buildings 
From To feet 
Glee atS. 000, gare. | cect = ake | 10 
15,001 DOF OO OME tontrcnarg reapers tos ROE ee neers 10 
25,001 AGTOOO! Brecon etade GMM co SEE, & Seeicare end 10 
26 QOL EEOC aaa tet eRe, OMEN ache elas 12 


O. Reg. 94/58, s. 225. 


TABLE 56 
[section 1051] 


Phase to Phase Spacing 


Column 2 Column. 3 


Column 1 


Disconnect switches and 
Voltage between phases Horn-gap switches isolating switches 


Inches 
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SPECIFICATION -{ 
[s. 1140] 


{, * Dia. hole_f 
drilled  -——~ 


SPECIFICATION -2 
[s. 1148(1)(2)] 


ae eee oe secured 


o-4' nalts. 
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Backfit weil a ae {fa or b) 


fomnibed _ SPECIFICATION 37 
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SPECIFICATION-3 
[s. 1148 (1) (b)] 


Earth cof out af 
centre of bank to required 
slope to allow for 
embedding anchor rod. 


A'SQ. WASHER E.NUOT 


ANCHOR ROD 


AvproxmareLy 5'6° 


BackrinL WELL 
TAMPED 


ANCHOR Rop 
Item {(aarb) 
SPECIFICATION 37 


A’Sq. WASHER & Nut Sound Loa 
Item © Minimum Lexa 5:0* 
SPECIFICATION 37 Minimum DumMeTeR G6* 


SPECIFICATION - 4 
[s. 1148(1)(0] 


ANcHoR Rop 
Item {( or ) : 
SPECIFICATION 37 Vy : 


EXPANSION ANCHOR -% 


LOCATE. THE DESIRED SPOT FoR ANCHOR, 
Bore 8" AUGER HOLE AT THE ANGLE 
AND THE DEPTH REQUIRED. 


SECURE ANCHOR ON ROD AND PUSH 
ROD TO FULL DEPTH OF THE HOLE. 


TAMP WITH TAMPING BAR UNTIL ANCHOR 
13 FULLY EXPANDED. 


PULL UP GUY WIRE BEFORE REFILLING 
THE HOLE. 


BACKFILL WELL TAMPED. 
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SPECIFICATION - 5 
[s. 1148(2)(3)] 


solid tock 


SPECIFICATION 37 


SPECIFICATION 37 
trem _{ 


Rock ANCHOR ITEM 3 
SPECIFICATION 37 


=a LOGE ITEM oO 
SPECIFICATION 37 


SPECIFICATION- 6 
{s. 1149] 


Nore (a) :No gain cut in 
line pole 
tb) Straight pole 


INR SR IEE & Macuine. Bots 


358 POWER COMMISSION Reg. 490 


SPECIFICATION -7 SPECIFICATION -9 
[s. 1152 & 1155(1)] [s. 1160] 


{4° DUMETER MINIMUM 
(is ER MAXIMUM 


MATERIAL = Locust Woop 
Wood CROSSARM PIN 


Derair Or PIN 
STEEL CRossarm PIN 
This Golanca jo required 90 that a 
Z broken guy can not so fall that 
yy, the part above the insulator — DETAIL OF Lock WASHER 
f2 SPECIMCANION 37 pt be reached from the “16 GAM_D. STEEL 


ITEM { 


ANCHOR Loa 


SPECIFICATION -8' SPECIFICATION - 10 
[s. 1154] [s. 1162, 1163(1)(2)] 


There Ere Bat og THimorte Eye Nut 

TEM 2 ITEM 6 ' 
SPECIFICATION 37 = SPECIFICATION 38 
& Rs IO"MaAcH BOLT 


Biot_4 STRAIN INSULATOR 


/ ITEM 2@ 
yo SPECIFICATION 38 GUY ATTING 
\TEM { 

= SPECIFICATION 38 
CURVED VasHer ee 

ae S an Pa 

PECIFICATION Ah 

2’ Square Miser , | al oy biti 


S Ah Las / SPECIFICATION 38 


at 


LINE || 


! 5 Guy GuaRD 
= [}ER \ trem fore 
g= .. \SPECIFICATION 45 
Srus Pout ran 
— BS 
| Es 2 
Str SUPPORTING ' ae 
ud Por 


Pho 


can be reached from 


3 distance is 


broken 


the par 
the ground _ 
“ANCHOR ROD 


Guy Clamp yi 
ttm 3 
SpeciricaAnioN 45 
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SPECIFICATION -13 
{ss. 1166(1), 1166(2)] 


_ SPECIFICATION - {1 
(s. 1162, 1163(3), 1104 & 1167(8)] 
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SPECIFICATION - 12 
{[s. 1163(4)] 


SPECIFICATION - 14. 
{s. 1167(2)(3)] 


PoL_t Top PIN 

SPECIFICATION 42 

B MACHINE Bort & WASHER 
MACHINE Bott & WASHER OR 
$'x44° Lac Screw 

Spoo. DoLT ITEM 4 

SPECIFICATION 39 


SPOOL 
SPECIFICATION ZO 


INSULATOR STEM 2 
__ SPECIFICATION 4{ 
E WASHERS 


Kb ySpacer BOLT 


¢ 
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SPECIFICATION 40 


DEAD END CLAMP 


Trem 4 


INSULATOR ITEM 2 
SPECIFICATION 4 

Deap END CLAMP 

ITEM 4 SPECIFICATION 40/ 
2’ SQUARE WASHER 6) 
Evrt. Dot vA Be 


ITEM 3 
SPECIFICATION 39 
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37244" MACHINE 
BOLT EG WASHER 
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Note: For details of deadendi 
conductors s¢e specification {S 


PIN TYPE INSULATOR 46 
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SPECIFICATION-!5 
(4. 1167(4)(5)] 


tre Bat 
trem 3) SPECINCATION 39 


2’ SQUARE WASHERS 


INSULATOR 
ITEM 2 SPECIFICATION 4i 


SADDLE CLAMP 
SPECIFICATION 43 


Port Top Pin 
ones SPECIFICATION os 
>O MAcHINe Bort (anti- spilt 
i: Swpyg bar 
$ MACHINE Botts & WASHERS 
Eve Bout trem 3 
SPECINCATION 39 


Sapo.t CLAMP 
SPECIFKATION 43 


SPECIFICATION - 1G 
[s. 1167(6)} 


Doutie Eye CLevis 


DEAD END CLAMP 
ITEM 4 SPECIFICATION 40 


ao fete 


Guy Fittincs —_ 


=, 


26 


a 
| 


p26. 4 —_ee- 


Note: A spool clevis may be 
used for the neutral conductor 
instead of equipment shown above 
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SPECIFICATION-17 
{s. 1168(2)(3)(4)] 


CLAMP ITEM { OR2 
SPECIFICATION 40 


=F 


co 2° SQUARE WA; 


Yor details of secondary 
dead end see Specification § 


SPECIFICATION “18 
[s. 1168(S)] 
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SPECIFICATION-2 
[s. 1173] 
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[s. 1170(1) & (3)] 
Wet Process PoRCELAIN INSULATORS 
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SPECIFICATION -23 SPECIFICATION- 25 
{s. 1179(1)(a)] [s. 1179(2) (a) 
TABLE OF MATERIAL FoR TIES 


BAS. fRouro PLAT ALUMINUM 
GAUGE ARMOUR TAPE 


TURNS < 
2 TURNS 
2 TURNS 


| 44°0F °6 MHONP. 
48° OF 76 MHDVP. 


2 TURNS 
2 TURNS 
2 TURNS 


J 
< 


2% _[64°OF 44 MHDWP 
[66" oF “4 MHDWP 


Start Centre or L—] 
Tie Mire ar’X! : 


SPECIFICATION: 24 SPECIFICATION-26 
[s. 1179(1)(b)] [s, 1179(2)()] 


TABLE oF MATERIAL FOR Ties peacAvcr] compeaTe wae | 
rey ROUND 37°or “6 MHDWP 
40° OF “GMHDWP. 
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64° OF “4 MHD WP 


- 2 TURNS 
+ 2 TURNS 


> 2 Turns 


WEATHER Proor 
COVERING 


Tie Mire 


INSULATOR. 
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SPECIFICATION -2 7 SPECIFICATION- 29 
{s. 1179(4)] {s. 1179(5)(0)] 
TABLE OF MATERIAL FOR TIES 

foascauce] copper Tir wine | 
COPPER NE WIRE < 39 OF GSD. BARE 
37° oF “6 MHOWF. AY OF “66D BARE 
40 of '6 MHDWR 44° OF ‘6 BD. BARE 
44° OF "G MHDWP AT OF ’6 3D. BARE 
52° OF *4 MEDWP 
5G" OF “4 MEDWP. 52’ OF *GAD BARE 
GO' OF “4 MHOWP. 5G OF “6 SD BARE 
G4! OF “4 MHDWDP. { a a eT 


WEATHER PRoor 
COVERING 


SECONDARY RACK 


Piers 
(Tr Beate 


INSULATOR 


SPECIFICATION- 28 SPECIFICATION - 30 
[s. 1179(5)(a)] [s. 1179(6)] 


TABLE OF MATERIAL FoR TED 


Pre 
34° OF “GSD BARE [BxSGALGE] COPPER TIE WIRE 
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SPECIFICATION - 33 
SPECIFICATION 31 [s. 1185, 1187, 1188, 


{s. 1184] 1189 & 1190} 


ole drilled 
through mortar 


= DNS HOA EE = 


a x 


B SERVICE KNOB ON STUCCO 
Service KNo® ON i: OR OHEETED WALL 
BRICK VENEER WALL 


ERVICE KNOB 
3$-"22 \Yoop ScREW 


Woop STUD 


A hole to depth of screw 


7222 ooo Sertw \TEM © 
SERVICE KNOB ON 


FRAME BUILDING 


Brick @-e2 LEAD EXPANSION SHIELD 


Deevice Wire ATTACHMENT 
ON _Facr of MASONRY 


SPECIMCATION -32 SPECIFICATION - 34 
[s. 1184] (s. 1191(1)] 


2-TWee *F* Fitvines 
WITH 3 HOLE Covers 


ITEM 4 
Four-Wirer RACK 


Ont-Wiret RACK 
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SPECIFICATION- 35 
{s. 1191(2)] 


SPECIFICATION - 36 


ALUMINUM To ALUMINUM 


Moxiinum Aluminum ‘46 to74% ALUMINUM To CopPER 


Note: If second conductor Maximum Atominum _*4/o 
is °%/o to *4/o use clamp, = Maximum Copper ‘2 Strand 


C 
ConDUCTOR pone leer 


COPPER TAP “10 To “4 To Copper Line CONDUCTOR 
CONDUCTOR 


Copper TAP ‘SAND LARGER To Copper LINE CONDUCTOR } 


CONDUCTOR S 
==; 


SPECIFICATION - 37 
[specifications 2,3,4,5,7,&8] 
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THIMBLE Eye BoLT 
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ITEM 3 
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SPECIFICATION-38 
[specifications 6,7, 8} 
[(3, 16 & 35) 


STRAIN INSULATOR 


* SEE 
Sprc.{3 


Item 4 
THIMBLE 


CURVED WASHER THimece Eye Nut 
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SPECIFICATION -39 SPECIFICATION -Al 
[s. 1163(2)(3)] Ss. 


WET Process PORCELAIN INSULATORS 
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bet 3t ra "DIA, i 8 
odes Pas ele SOE AA fb 
SPooL BOLT j 


Item 4 SUSPENSION INSULATOR 
Brown Glaze. 


SPECIFICATION-40 
[ sbecifications {2,{3.] 
[14,16,17 & (8] 


SPECIFICATION-42 
[specifications 14% 15] 


DrAp END CLAMPS- Copper 
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SPECIFICATION-43, 


SPECIFICATION-45 
[sbecification {5 } 


[sbecifications7 & 8] 


‘Cc 
h 14-24" 
wood 


Assemble wit 
flat head steel 


d 


SPECIFICATION-44 


SPECIFICATION -46 
[sbecification 16] 


{s. 1166(2)] 


For Neutral conductor i ; 
Insulator is omiffed aD 
see Specification |S - 
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TEM 2 
SPECIFICATION 4{ 
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Regulation 491 


under The Power Commission Act 


PENSION PLAN 
Part I 
GENERAL PROVISIONS 


INTERPRETATION 


1. In this Regulation, 


ae =. ” 
(a) ‘“‘base annual earnings’’ means, 


(i) in respect of a monthly-paid employee, 
his base earnings multiplied by twelve, 
and 


(ii) in respect of a weekly-paid employee, 
his base earnings multiplied by 52.14; 


(b) “base earnings’’ means, 


(i) the weekly or monthly earnings of an 
employee at the standard base rate, as 
set out in the Commission’s Manage- 
ment Guide, at which he is being paid 
for the position he is occupying, and, 
in the case of an hourly-rated em- 
ployee, the earnings calculated for the 
normal scheduled hours of the job not 
exceeding a maximum of forty hours 
per week, or 


(ii) in respect of a member who is in 
receipt of compensation under The 
Workmen’s Compensation Act or who 
is on leave of absence without pay 
while on loan to another employer, an 
amount equivalent to the earnings 
referred to in subclause i; 


(c) “‘beneficiary’’ means the person or persons 


designated in writing from time to time by an 
employee to receive the benefits payable upon 
the death of the employee; 


(d) “C.L.A. plan” means the plan under which 


contracts have been entered into by or on 
behalf of certain employees of the Commission 
with Confederation Life Association for pen- 
sion and insurance benefits towards which the 
Commission has made or is making contribu- 
tions; ; 


(e) “continuing construction employee’ means 


any temporary employee of the Commission 
who, 


(i) in the case of a male employee, is 
under fifty-five years of age, or 


(ii) in the case of a female employee, is 
under fifty years of age, and 


(iii) has been employed by the Commission 
for five consecutive twelve-month 
periods in each of which he has worked 
at least 75 per cent of his normal 
working hours excepting any absence 
due to illness or accident; 


(f) “continuous employment” means, 


(i) subject to subclause ii, the period of 
employment in which there has been no 


(g) 


(1) 


(9) 


period of over one year between a date 
of termination of employment and the 
date of re-employment, and 


(ii) in respect of the former employees of 
Northern Ontario Power Company, 
Limited, whose employment on the Ist 
day of April, 1946 was continued with 
the Commission, 70 per cent of the 
period in subclause i of employment 
before that date; 


“credited interest’? means the interest on an 
employee’s contributions to the fund and the 
superseded funds from the 1st day of January 
following the date the contribution was made 
to the 1st day of the month in which the 
contributions are returnable; 


“early-retirement date’’ means the commence- 
ment date of retirement on pension of a 
member who is retired before and within ten 
years of his normal-retirement date; 


“effective date’ means the tst day of Novem- 
ber, 1948; 


“established service’ means the number of 
years and completed months thereof before 
the Ist day of January, 1957, 


(i) credited to the employee in the fund 
and in the superseded pension-fund, 
but excluding any service credited 
under subclause vi, 


(ii) from the date the employee was last 
placed on the superseded retirement- 
fund and for which no service is 
credited under subclause i, 


(iii) during which the employee made con- 
tributions under the C. L. A. plan, 


(iv) in respect of employment for which no 
service is credited under subclauses i, 
ii, 11 and vi and, subject to subclause v, 
equal to 50 per cent of the period of 
employment over six months after the 
ist day of January, 1930, the date of 
last being employed or the date of 
attaining age forty-five, whichever is 
the latest, 


(v) in respect of the former employees of 
Northern Ontario Power Company, 
Limited whose employment on the Ist 
day of April, 1946 was continued with 
the Commission, 70 per cent of the 
period in subclause iv of employment 
before that date and after the applic- 
able date referred to in subclause iv; 
and 


(vi) in respect of a continuing construction 
employee, equal to 100 per cent of the 
period of employment during which the 
employee contributed 5 per cent of his 
earnings to the Sand I Plan and 50 per 
cent of the period of employment 
during which the employee contributed 
21% per cent of his earnings thereto; 
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(k) “fund” means The Pension and Insurance 
Fund of The Hydro-Electric Power Commis- 
sion of Ontario established under subsection 1 
of section 21 of the Act; 


(1) “insurance”? means the amount for which an 
employee or pensioner is insured under the Act 
from time to time and that is payable upon 
his death; 


(m) “insurer”? means an insurer or insurers under 
subsection 5 of section 21 of the Act; 


(n) “leave of absence’? means absence from em- 
ployment with the consent of the Commission; 


(o) ‘‘member’’ means an employee who becomes a 
member of the plan; 


(p) “normal-retirement date’? means, 


(i) for a male, the 1st day of the month 
coincident with or next following his 
sixty-fifth birthday and, for a female, 
the 1st day of the month coincident 
with or next following her sixtieth 
birthday, or 


(ii) the effective date, 
whichever is the later; 


(q) “plan” means The Pension and Insurance 
Plan of The Hydro-Electric Power Commis- 
sion of Ontario; 


(rv) “postponed-retirement date’? means the com- 
mencement date of retirement on pension of 
a member who is retired after his normal- 
retirement date; 


(s) “regular employee’? means an employee who 
is approved by the Commission as a regular 
employee and includes an employee who was 
contributing as of the 31st day of October, 
1948 to the superseded funds or the C.L.A. 
plan; 


(t) “S and I Plan’ means the Plan under which 
temporary employees of the Commission may 
contribute towards retirement benefit; 


(u) “superseded funds’? means the superseded 
pension-fund or superseded retirement-fund 
referred to in subsection 2 of section 17 of 
The Power Commission Act, being Chapter 62 
of the Revised Statutes of Ontario, 1937 as 
re-enacted by subsection 1 of section 4 of 
The Power Commission Amendment Act, 1949; 


(v) “total disability retirement date’’ means the 
commencement date of retirement on pension 
of a member who has completed ten years of 
continuous employment and who is deter- 
mined by the Commission to be totally dis- 
abled for further service. C.R.O. 1950, Reg. 
C24Nce LO m Rez S0/SSncmen(l 2a Om Ress 
Me. DOI Nee SOE Gi (Glesyy 


ESTABLISHMENT OF PLAN 
2. The plan known as The Pension and Insurance 
Plan of The Hydro-Electric Power Commission of 
Ontario is continued. C.R.O. 1950, Reg. 324, s. 2. 


PROVISION FOR PENSIONS 


3. Pensions shall be paid in accordance with this 
Regulation. C.R.O. 1950, Reg. 324, s. 3. 


ELIGIBILITY FOR MEMBERSHIP 
4.—(1) A person who was a regular employee on 


the 31st day of October, 1948 is a member as of the 
effective date unless his written election not to become 


a member is received by the Commission within three 
months after the effective date. C.R.O. 1950, Reg. 324, 
Sean alh): 


(2) A male employee under sixty-five years of age, 
or a female employee under sixty years of age, who 
becomes a regular employee after the effective date, or 
a continuing construction employee, shall be a member 
on the 1st day of the month coincident with or next 
following the date of becoming a regular employee, or a 
continuing construction employee, as the case may be, 
if the employee is at work on that Ist day of the month, 
otherwise on the date of next being at work, but if the 
1st day of the month is a non-working-day for the em- 
ployee he shall be deemed to be at work on that day 
if he was at work for the Commission on his last pre- 
ceding working-day and is not absent because of sick- 
ness or bodily injury. C.R.O. 1950, Reg. 324, s. 4 (2); 
O. Reg. 9/60, s. 2. 


5. A regular employee who elects not to become a 
member under subsection 1 of section 4, 


(a) shall be refunded the contributions, if any, 
that the employee has made to the fund, with 
credited interest; and 


(b) may later become a member under sub- 
section 2 of section 4 upon furnishing evidence, 
satisfactory to the Commission, of the em- 
ployee’s good health, but he shall not be 
credited with any established service. C.R.O. 
1950, Reg. 324, s. 5; O. Reg. 218/55, s. 2. 


6. Subject to subsection 1 of section 4, a member 
shall not be entitled to withdraw from the plan while 
continuing as an employee. C.R.O. 1950, Reg. 324, s. 6. 


EARLY RETIREMENT 


7. The Commission may retire a member on pen- 
sion or, upon completion of fifteen years of continuous 
employment, a member, with the consent of the Com- 
mission, may retire on pension on an early-retirement 
date at a reduced pension that is the actuarial equiva- 
lent of the pension as of his normal-retirement date 
accrued to the early-retirement date O. Reg. 80/58, 
Soros 


TOTAL DISABILITY RETIREMENT 
8. The Commission may, 


(a) on and after the Ist day of September, 1958, 
retire a member on a total disability retire- 
ment date at a pension that is 100 per cent of 
his earned pension computed in accordance 
with subsection 1 of section 16; and 


(b) at any time before the normal retirement 
date of a member who has been retired on a 
total disability retirement date, require the 
pensioner to undergo a medical examination 
and, if he is found to be fit for service and the 
Commission desires to re-employ him, deter- 
mine a date for commencement of re-employ- 
ment, on which date payment of his pension 
shall terminate and he shall again become a 
member and the time during which he was in 
receipt of a pension under clause a shall be 
excluded in calculating his total service. 
O. Reg. 287/59, s. 3. 


POSTPONED RETIREMENT 


9. The Commission with the member’s consent 
may delay his retirement on pension to a postponed- 
retirement date but no contributions shall be made by 
him on and after his normal-retirement date and his 
pension shall commence on the postponed-retirement 
date. O. Reg. 80/58, s. 4. 
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RIGHTS TO EMPLOYMENT 


10. Membership in the plan shall not give the 
right to a member to be retained in the employ of the 
Commission. C.R.O. 1950, Reg. 324, s. 9. 


LEAVE OF ABSENCE 


11. Leave of absence shall not be deemed a ter- 
mination of employment. C.R.O, 1950, Reg. 324, s.10. 


RATE OF CREDITED INTEREST 


12. Credited interest on the amount of an em- 
ployee’s contributions in the fund, upon payment to 
him or his beneficiary, shall be calculated at 3 per cent 
a year, compounded annually but, in respect of con- 
tributions to the superseded funds, credited interest 
thereon to the effective date shall be calculated at, 


(a) 4 per cent a year, compounded semi-annually, 
on contributions to the superseded pension- 
fund; and 


(b) 3 per cent a year, compounded semi-annually, 
on contributions to the superseded retirement- 
fund. C.R.O. 1950, Reg. 324, s. 11. 


PAYMENT OF BENEFITS 


13. The amounts payable under Part If or Part III 
shall be paid to the person or persons entitled thereto. 
C.R.O. 1950, Reg. 324, s. 12. 


14. Where a pensioner for any reason is incapable 
of acknowledging receipt of the pension, the Commis- 
sion may pay the pension to another person for the 
benefit of and in trust for the pensioner. C.R.O. 1950, 
Reg. 324, s. 13. 


EXAMINATION OF FUND BY ACTUARY 


15. The Commission shall cause an actuarial valu- 
ation of the fund to be made at least every five years 
and a report in writing thereon to be submitted to the 
Commission. C.R.O. 1950, Reg. 324, s. 14. 


Part II 
PENSIONS 
AMOUNT OF PENSION 


16.—(1) The annual pension, as at his normal- 
retirement date, of a member who has not been retired 
on pension before the Ist day of January, 1957 shall 
be the sum of, 


(a) 1.5 per cent of the average of his base annual 
earnings at the 1st day of July, 1955 and the 
Ist day of July, 1956 multiplied by his 
established service to and including the 31st 
day of October, 1948; 


(b) 2 per cent of the average of his base annual 
earnings at the Ist day of July, 1955 and the 
Ist day of July, 1956 multiplied by his 
established service from the 1st day of Novem- 
ber, 1948 to the 31st day of December, 1956, 
both dates inclusive, or to his normal-retire- 
ment date, whichever is earlier; 


(c) 2 per cent of his premium earnings from the 
Ist day of November, 1948 to the 31st day of 
December, 1957, both dates inclusiv e, being 
the excess of earnings over his base earnings 
for the months of November and December, 
1948 and the excess of earnings over his base 
annual earnings at the 1st day of July in each 
year for the years of 1949 to 1956, inclusive, 


and the excess of earnings over his base earn- 


ings for 1957; and 


(d) 2 per cent of his base earnings in respect of 
which contributions have been made to the 
fund from and inclusive of the Ist day of 
January, 1957 to his normal-retirement date, 
to which shall be added in the case of a con- 
tinuing construction employee a_ pension 
credit at the same rate for any period of em- 
ployment from and inclusive of the 1st day of 
January, 1957 during which he contributed 
S per cent of his earnings to the S and I Plan 
or a pension credit of one-half of that amount 
for any period of employment during which 
he contributed 21% per cent of his earnings to 
the S and | Plan, 


but the pension computed in accordance with clauses 
a, band c shall not be less than the pension that would 
have been payable under subregulation 1 of regulation 
15 of Regulations 324 of Consolidated Regulations of 
Ontario, 1950 as it existed on the 27th day of March, 
1958. O. Reg. 80/58, s. 5, part, amended. 


(2) The annual pension of a member at an early- 
retirement date shall be the actuarial equivalent of the 
pension in subsection 1 accrued to the early-retirement 
date. 


(3) The annual pension of a member at a total 
disability retirement date shall be 100 per cent of the 
pension computed in accordance with subsection 1 
accrued to the total disability retirement date. 


(4) The pension of a person who was retired on 
pension from the superseded pension-fund before the 
ist day of November, 1947 shall be increased 50 per 
cent as at the Ist day of January, 1957. 


(5) A pension that is being paid from the fund and 
that commenced on or after the 1st day of November, 
1947 and before the 1st day of January, 1957 shall 
be increased 15 per cent as at the 1st day of jee 
1957. O. Reg. 80/58, s. 5, part; O. Reg. 287/59, s. 4; 
O. Reg. 9/60, s. 3. 


CONTRIBUTIONS OF MEMBERS 


17.—(1) From the date of becoming a member or 
the 1st day of January, 1958, whichever is later, and 
until, 


(a) his normal retirement date; 
(b) his early retirement date; 
(c) his total disability retirement date; or 


(d) the termination of his employment, 


the member shall contribute 5 per cent of his base 
earnings to the fund towards the cost of his pension. 
O. Reg. 80/58, s. 6; O. Reg. 287/59, s. 5. 


(2) The contributions of a member may be de- 
deducted by the Commission from his pay and paid 
into the fund. C.R.O. 1950, Reg. 324, s. 16 (2). 


(3) The contributions theretofore paid by a con- 
tinuing construction employee to the S and | Plan for 
retirement benefit shall be transferred to the fund. 
O. Reg. 9/60, s. 4. 


PAYMENT OF PENSION 


18.—(1) Subject to subsection 2, the annual pen- 
sion shall be paid at a monthly rate, the first payment 
to be made on the retirement date, the second and 
subsequent payments on the 1st day of each month 
thereafter and the final payment of a full month’s 
pension on the 1st day of the month in which the 
pensioner dies. C.R.O. 1950, Reg. 324, s. 17 (1). 


(2) Where a member who has attained his normal- 
retirement date or a pensioner dies before having 
received an aggregate amount equivalent to his pension 
for five years, the balance, excluding any increase 
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granted in accordance with subsection 1 of section 21, 
shall be paid in monthly instalments or in a single sum 
that is the actuarial equivalent thereof, as a death 
benefit, 


(a) to the beneficiary and the executors or ad- 
ministrators of the beneficiary; or 


(b) if there is no beneficiary, to the executors or 
administrators of the member or pensioner. 
CRIOM 19S ONE esol 4 smin (2) se Onn Reg: 
80/58, s. 7; O. Reg. 9/60, s. 5. 


(3) If a member is in receipt of a pension under the 
C. L. A. plan, his pension from the fund shall be re- 
‘duced by the actuarial value thereof as of his normal- 
retirement date. C.R.O. 1950, Reg. 324, s. 17. 


INCREASED PENSION OPTION 


19.—(1) A member may elect in writing before his 
retirement date that subsection 2 of section 18 does not 
apply, whereupon he is entitled to an increased pension 
that shall be the actuarial equivalent of the pension 
under section 16. 


(2) Where the member's retirement has been de- 
layed beyond his normal-retirement date and he dies 
before a postponed-retirement date, the election is not 
effective. C.R.O. 1950, Reg. 324, s. 18. 


CONTINGENT ANNUITANT OPTION 


20.—(1) A member, other than a total disability 
pensioner who is retired before he reaches the age of 
fifty-five years, may elect in writing before his retire- 
ment date to take a reduced pension, a specihed per- 
centage whereof upon his death on or after his normal- 
retirement date, total disability retirement date or 
early retirement date, as the case may be, shall be paid 
to and during the life of a surviving contingent annui- 
tant named in the election, and the reduced pension 
shall be the actuarial equivalent of the member’s 
pension and subsection 2 of section 18 does not apply. 
O. Reg. 287/59, s. 6. 


(2) A person in receipt of a pension that com- 
menced on or after the ist day of January, 1957 may, 
before the 1st day of September, 1958, 


(a) make an election as provided by subsection 1; 
or 


(b) revoke an election, 


and, in respect of an election that is not revoked before 
the ist day of September, 1958, the pension shall 
be computed as provided by subsection 1 and, where 
required, be re-adjusted as and from its commence- 
ment date. 


(3) A member may, before his normal-retirement 
date or the 1st day of September, 1958, whichever is 
later, revoke an election made under subsection 1. 


(4) Where the contingent annuitant dies before the 
member attains his retirement date, the election shall 
not be effective, and in respect of a member who is 
retired on pension on or after the Ist day of January, 
1957, where his contingent annuitant dies before him 
or the 1st day of September, 1958, whichever is earlier, 
the election shall not be effective and his pension shall 
be re-adjusted as and from its commencement date. 
O. Reg. 80/58, s. 8, part. 


PRE-PAYMENT OF OLD AGE PENSION 


21.—(1) A member may elect in writing before his 
retirement date to take an increased initial pension 
calculated by the Commission in accordance with the 
sex of the member and his age at the time of his retire- 
ment payable from the date of retirement up to and 
including the ist day of the month preceding his 
seventieth birthday and thereafter a pension that is 
$55 per month less than the initial pension. 


(2) The election provided for in subsection 1 is 
not available to members who are retired on a total 
disability retirement date until they reach normal- 
retirement date. O. Reg. 287/59, s. 7. 


PAYMENT OF SMALL PENSION 


22. If the monthly instalment of a pension is under 
$50, the Commission may pay the pension in a single 
sum or in any form of modified annuity, either of which 
is actuarially equivalent to the pension, and subsection 
2 of section 18 does not apply, but upon the death of 
the pensioner before the expiration of the period during 
which the modified annuity is to be paid the remainder 
thereof shall constitute a death benefit payable month- 
ly until the expiration of the period, or in a single sum 
that is the actuarial equivalent thereof, 


(a) to the beneficiary and the executors or ad- 
ministrators of the beneficiary; or 


(b) if there is no beneficiary, to the executors or 
administrators of the pensioner. C.R.O. 1950, 
Reg. 324, s. 20. 


DEATH OF MEMBER BEFORE NORMAL-RETIREMENT DATE 


23.—(1) Upon the death before his normal-retire- 
ment date of a member who has not been retired at an 
early-retirement date or at a total disability retirement 
date, there shall be paid to the beneficiary or, if there is 
no beneficiary or the beneficiary has predeceased the 
member, to the executors or administrators of the 
member, 


(a) a death benefit equal to the sum of the 
member’s contributions in the fund, with 
credited interest; and 


(b) on and after the ist day of January, 1957, 
where the member’s period of employment 
as calculated in accordance with the pro- 
cedure set out in the Commission’s Manage- 
ment Guide and entered in the employee- 
record of the member exceeds eighteen years, 
a monthly pension of 50 per cent of the accrued 
pension at the date of death for each com- 
pleted month by which the member’s period 
of employment exceeds eighteen years up to 
a maximum of sixty months. O. Reg. 80/58, 
s.9 (1); O. Reg. 287/59, s. 8. 


(2) Where the beneficiary is a dependant of the 
member and is the member’s, 


(a) spouse; 
(b) child under twenty-one years of age; or 


(c) child twenty-one years of age or over, parent, 
grandparent, brother or sister dependent on 
the member by reason of mental or physical 
infirmity, 


the death benefit referred to in clause a of subsection 1 
may be paid in instalments of not less than $50 a 
month, as the member or the beneficiary may elect, 
over a period of time not exceeding ten years and the 
unpaid balance from time to time shall bear interest 
at 3 per cent a year, compounded annually. C.R.O. 
1950, Reg. 324, s. 21 (2); O. Reg. 80/58, s. 9 (2). 


TERMINATION OF EMPLOYMENT 


24.—(1) Upon termination of employment other 
than by death or retirement on pension, a member, 


(a) shall be paid the sum of his contributions 
in the fund, with credited interest; or 


(b) having completed ten years of continuous em- 
ployment, may elect in lieu of the contribu- 
tions referred to in clause a to be paid at his 
normal retirement date a pension equal to, 


he 
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(i) 50 per cent of the pension ascertained 
in accordance with the regulations in 
effect upon termination of employ- 
ment, plus 


(ii) for each of the five years immediately 
following ten years of continuous em- 
ployment, 10 per cent of the pension 
ascertained in accordance with sub- 
clause i. 


(2) Where a member has elected to vest his pension 
in accordance with clause } of subsection 1, his rights 
and privileges under the regulations shall thenceforth 
be ascertained in accordance with the regulations in 
force at the time of such vesting. O. Reg. 287/59, s. 9. 


RE-EMPLOYMENT 


25. Subsection 2 of section 4 applies to a member 
whose employment has been terminated other than 
by retirement on pension and who again becomes an 
employee but, where the employee, 


(a) again becomes a member within one year after 
the date of termination; and 


(6) elects to repay to the fund, 


(i) in a single sum on the date of again 
becoming a member, or 


Gi) by deductions from pay during one 
year after the date of again becoming 
a member, 


the amount received from the fund by him 
and interest thereon at 3 per cent a year to 
the date of repayment, 


then during the period between the date of termination 
and the date of again becoming a member he shall be 
deemed to be on leave of absence. C.R.O. 1950, Reg. 
S24 eS. 23. 


Parr III 
LirE INSURANCE 
AMOUNT OF INSURANCE 
26.—(1) A member shall be insured, 


(a) before his normal-retirement date or an early- 
retirement date for the amount shown in 
column 3 applicable to his base annual earn- 
ings shown in column 2 of the Schedule, as of 
the 1st day of July, 1956 or the date of 
eligibility, whichever is later, and each 1st 
day of January thereafter; 


(b) after his total disability retirement date for 
the amount of insurance for which he was 
insured at the time of his retirement until he 
reaches his normal retirement date; and 


(c) subject to subsection 2, on and after his 
normal-retirement date or an early-retirement 
date for 334% per cent of the amount for which 
he was insured immediately prior thereto or 
the amount of the paid-up insurance provided 
by his contributions, whichever is greater. 
C.R.O. 1950, Reg. 324, s. 24 (1); O. Reg. 
170/57, .s. 2 (1,2) O: Res, 2877/59, s. 10: 
O. Reg. 74/60, s. 1. 


(2) Where a person becomes an employee after the 
effective date at or after age fifty-five if a male, or age 
fifty if a female, the insurance under clause c of sub- 
section 1 shall be the amount of the paid-up insurance 
provided by the member’s contributions but, in the 
event of his paid-up insurance being less than $250, the 
member shall receive the cash value of his paid-up 


insurance or ap amount equal to the sum of his con- 
tributions applied to purchase paid-up insurance, 
whichever is greater. C.R.O. 1950, Reg. 324, s. 24 (2); 
O. Reg. 170/57, s. 2 (3). 


CONTRIBUTIONS OF MEMBER 


27.—(1) From the date of becoming a member and 
until, 


(a) normal retirement date; 

(6) total disability retirement date; 
(c) early retirement date; or 

(d) termination of employment, 


except when on leave of absence without pay because 
of sickness or injury, the member shall contribute from 
his earnings monthly to the fund the amount in column 
4 applicable to his base annual earnings in column 2 
of the Schedule, as of the effective date or the date of 
eligibility, whichever is later, and each ist day of 
January thereafter. C.R.O. 1950, Reg. 324, s. 25 (1); 
O. Reg. 287/59, s. 11. 


(2) The contributions of the member may be de- 
ducted by the Commission from his pay and paid into 
the fund. C.R.O. 1950, Reg. 324, s. 25 (2). 


PAYMENT OF COST OF INSURANCE 


28. The cost of insuring employees and pensioners 
shall be paid out of the fund to the insurer. C.R.O. 
1950, Reg. 324, s. 26. 


PAYMENT OF INSURANCE 


29. Upon the death of an insured person, the insur- 
ance shall be paid to the beneficiary or, if there is no 
beneficiary or the beneficiary has predeceased the in- 
sured person, to the executors or administrators of the 
insured person. C.R.O. 1950, Reg. 324, s. 27. 


30. A member or beneficiary may elect in writing 
to have the insurance paid in a single sum or, with the 
consent of the insurer, in any other form or manner. 
C.R.O. 1950, Reg. 324, s. 28. 


TERMINATION OF EMPLOYMENT 


31. Upon termination of employment other than 
by death or retirement on pension, a member, in 
respect of his contributions to the fund toward the 
cost of insurance, shall elect, 


(a) to be paid the cash value of the insurance, 
which shall not be less than the sum of his 
contributions: or 


(b) if the paid-up insurance is not less than $250, 
to receive a paid-up insurance policy based 
on the total of his contributions, 


and in addition he may purchase from the insurer 
within thirty-one days following the month in which 
termination of employment occurs, without medical 
examination, an individual policy for the total amount 
of his insurance in force on the date of termination, 
less the amount of his paid-up insurance, in any form, 
except term insurance, then customarily issued by the 
insurer, for which the premium rate is the same as the 
rate that would apply to a similar policy issued at the 
then-attained age to any individual belonging to the 
same insurance risk. O. Reg. 170/57, s. 3. 


RE-EMPLOYMENT 


32. Subsection 2 of section 4 applies to a member 
whose employment has been terminated other than by 
retirement on pension and who again becomes an 
employee. C.R.O. 1950, Reg. 324, s. 30; O. Reg. 
170/57, s. 4 (1). 
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ABSENCE FROM EMPLOYMENT 
33.—(1) Subject to subsections 2 and 3, a member 
on leave of absence shall remain insured to the date 
when his pay ceases. 
(2) A member on leave of absence without pay, 
(a) because of sickness or injury; 


(b) while on loan to another employer; or 


(c) for three months or less, 


shall remain insured to the date of termination of the 
leave of absence. 


(3) A member on leave of absence because of full- 
time service in the armed forces of any country shall 
discontinue his contributions on the date of commence- 
ment of the leave of absence and shall remain insured 
thereafter only for the amount of his paid-up insurance. 


(4) On the date, as it may be, referred to in sub- 
section 1, 2 or 3, the employment of the member, for 
the purposes of this Part, shall be deemed to be ter- 
minated. C.R.O. 1950, Reg. 324, s. 31. 


Schedule 

CoLuMN 1 CoLUMN 2 CoLumMNn 3 CoLuMN 4 

Member’s 

monthly 

contribution 
Insurance Base annual Amount of before normal- 

Class earnings insurance or early- 

retirement 

date 

1 fhueealse | Mijadl oO OO acs y: sete ees, coir nG Gages cd 2 $ 2,250.00 $ 1.80 
2 pel SOOLOO Os | 1999. OO eps cracteyeiest ses athe ee 3,000.00 2.40 
3 P10 00L00: Om, $2749 900 Oy ar. eee a on Ge ene 3,750.00 3.00 
4 2 SOOOOKtOm 622999008 era nie ee ee 4,500.00 3.60 
5 S:000100 ton eo4999O8 tape) 2.0. Wiese ee ee 5,250.00 4.20 
6 3 SOO00! tos 3; 999 09r eieen seat at. -ada ee 6,000.00 4.80 
7 AKOQOOIOO MOR) 4 -AOOIOOR ieee eetort eke “eRe 6,750,00 5.40 
8 AS OOOO ON “A999 LOOM iris a Weta ea eee te 7,500.00 6.00 
9 5000:00! Compra 499 OO) Se irs ferent aot eS 8,250.00 6.60 
10 SPO OLO minor WSO OOO ee Se halo, g Bicenomin nel s.c can. 9,000.00 7.20 
11 HOO M wes OOM es Sama ce cameos Bache oo gels 9,750.00 7.80 
12 G S000 toe LO; 99ORS OT Ri Ate ain. sik oie ae 10,500.00 8.40 
13 TOOO00 tom 1, 49909) eens eae: a ce eee 11,250.00 9.00 
14 Fe SOOO; tome wi C9 GOO Ba. o ts Ae. b. aie ane Wein eee 12,000.00 9.60 
15 8'000:00: tom 9S;49910 OF er, ey errer: Gir ate ce 12,750.00 10.20 
16 EMAC OAC MUG) Ts MOCO) Aa > Tera Sa gine G5. aakocec 13,500.00 10.80 
17 GD OOOL0O Co 4949910 OF eee oes at aoe 14,250.00 11.40 
18 9250000) tog 9.999: 09 rae wae eis cde ieee eee 15,000.00 12.00 
19 LOLOOOLOO tom eUON OO OOF eer. oh irmatni canes eee oe 15,750.00 12.60 
20 OFS 000 0F ton 8110109900 irre sic cede tee eee 16,500.00 13.20 
21 LA QOOKOO) Com IR AOOLO ONT gaps: Giessen tae ee 17,250.00 13.80 
22 Al SOOLOOMton OOOO OF iim. ca cche sch aor kee 18,000.00 14.40 
23, 1200000 rtom IFAD OORT Te oe ote) cuca ees 18,750.00 15.00 
24 P25 OGL00i tom 1275999, 098 tee. OS eee ei, 5) le ae 19,500.00 15.60 
25 TS0O0:00 20m TS A900 ie cone css cn eee 20,250.00 16.20 
26 1325 C0200 tO; 313/999 99M ee a7. cueieee ne Soe eee 21,000.00 16,80 
Di 1A OOOO Or CONV 489900 Rites adeye cyceeconial nue eivecle 21,750.00 17.40 
28 HAPS OOL0OMtOy = 114 GOO OOF akira ne eae siete ae ete 22,500.00 18.00 
29 ALSROOLOM OO ay WIGAN) S OS Me cts eens A Go seo 23,250.00 18.60 
30 15250000: Top TS O99 OO ries Ae cate © <p ert ie 24,000.00 19.20 
31 11600000 tor 16749910 OR ame erat es cu aie werent 24,750.00 19.80 
Sy 16 SOOSOOFTOR UO; 99Ol OO Fee Jat cies ee eam 25,500.00 20.40 
33 TTOOOOONtO: ASO OOF See. ote a ccc meee 26,250.00 21.00 
34 H/ SOOMOOMIO: BIb/AOO DOOR eer: saver rnles ocuce operon 27,000.00 21.60 
35 AS OOOMOOS to 11S AOO 99 Re eae: ceca eee 27,750.00 22.20 
36 TS35OO/00' toe 185999098 ee oe teresa: se oo eer ee 28,500.00 22.80 
37 TOLOOOLOO tO TOA99 OO Sie wns eae es ores 29,250.00 23.40 
| 38 19500100 andl oversee aes ee hn noe nnn 30,000.00 24.00 
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under The Power Commission Act 


RURAL POWER DISTRICTS 


1. The unorganized townships in Schedule 1 and 
the territory without municipal organization in Schedule 
2 are defined as areas under subsection 2 of section 92 


of the Act. 


Schedule 1 


GiRLOW LOSUR Res 321, Saal. 


1. In the Territorial District of Algoma, the follow- 
ing geographic townships: 


1. Abbott 49. 
2. Alderson 50. 
3. Arnott Sil. 
4, Bourinot 52, 
5. Bridgland SBE 
6. Bright 54, 
7. Chelsea See 
8. Cholette 56. 
9. Cobden Sidhe 
10. Cross 58. 
11. Deagle 59. 
12. Doherty 60. 
13. Downer 61. 
14. Dowsley 62. 
15. Drew 63. 
16. Ebbs 64, 
17. Elgie 65. 
18. Esten 66. 
19. Farquhar 67. 
20, Flanders 68. 
21. Foch 69. 
22. Frances 70. 
23. Franz TA. 
24. Frost (WR 
25. Galbraith 1S. 
26. Gladstone 74 
27. Gould 75 
28. Grasett 76 
29. Haig 1 
30. Haughton 78 
31. Hiawatha 79 
32. Kirkwood 80 
33. Larkin 81 
34. Lascelles 82 
35. Lessard 83 
36. Lewis 84 
37. Long 85. 
38. Mack 86. 
39. McEwing 87. 
40. McFarlan 88. 
41. McGiverin 89. 
42. Mercer 90. 
43, Montgomery 91. 
44. Morin 92. 
45. Nagagami 93. 
46. Newlands 94. 
47. Opazatika 95 
48. Otter 96 
2. In the Territorial District 
following geographic townships: 
1. Alexandra 8. 
2. Aubin 9. 
3. Auden 10 
4. Aurora 11 
5. Bannerman 12 
6. Barker 13 
7. Barnet 14 


Parkinson 
Patton 
Pelletier 
Proctor 
Roche 
Rose 
Scarfe 
Scholfield 
Shanley 
Shedden 
Spragge 
Striker 
Talbott 
Templeton 
Tennyson 
Victoria 
Wells 
Wicksteed 
Woolrich 
Twp. 123 
Twp. 124 
Twp. 125 
Twp. 129 
Twp. 130 
Twp. 131 
. Twp. 132 
Seely govt 7) 
Pwr. 3S 
. Twp. 139 
. Twp. 143 
. Twp. 144 
. Twp. 145 
. Twp. 149 
. Twp. 150 
~ twp. 1S 
. Twp. 155 
Twp. 156 
Twp. 157 
Twp. 161 
Twp. 162 
Twp. 163 
Twp. 167 
Twp. 168 
Twp. 169 
Twp. 175 
Twp. 176 
. Twp. 182 
. Twp. 188 


of Cochrane, the 


Beck 
Beniah 


. Bicknell 
. Blount 

. Boyce 

. Boyle 

. Bradburn 


tS: 
16. 
iff 
18. 
19. 
20. 
Ail 
DD 
DS: 
24. 
PAB 
26. 
2h 
28. 
29, 
30. 
oil 
32. 
oo 
34. 
30. 
36. 
Bie 
38. 
39. 
40, 
41. 
42. 
43. 
44, 
45. 
46. 
47. 
48. 
49. 
50. 
oil, 
a2. 
Sih 
S4. 
20: 
56. 
Die 
58. 
59. 
60. 
61. 
62. 
63. 
64. 
65. 
66. 
67. 
68. 
69. 
70. 
(hile 
(G2 
(Sh 
74. 
(ee 
70. 
LE. 
78. 
79. 
80. 
81. 
82. 
83. 
84. 
85. 
86. 
87. 


Bristol 
Brower 
Burrell 
Burritt 
Byers 
Caithness 
Calder 
Cargill 
Carman 
Carmichael 
Carnegie 
Carscallen 
Casgrain 
Casselman 
Clavet 
Clergue 
Clute 
Cody 
Colquhoun 
Cook 
Cote 
Coulson 
Crawford 
Cumming 
Dargavel 
Deloro 
Dempsay 
Devitt 
Duff 
Dundonald 
Ecclestone 
Edwards 
Egan 
Eilber 
Evelyn 
Fergus 
Fintry 
Fleck — 
Ford 
Fournier 
Fox 
Fushimi 
Geary 
German 
Gill 
Godfrey 
Goldwin 
Gowan 
Guibord 
Guilfoyle 
Gurney 
Haggart 
Hanlan 
Hanna 
Heighington 
Hillmer 
Hopkins 
Hoyle 
Idington 
Trish 
Jamieson 
Jessop 
Kendall 
Kendrey 
Kennedy 
Kidd 
Kingsmill 
Kirkland 
Knox 
Kohler 
Laidlaw 
Lamarche 
Landry 


88. 

89. 

90. 

91. 

92. 

93: 

94. 

OD: 

96. 

97. 

98. 

99. 
100. 
OL: 
102. 
103. 
104. 
105. 
106. 
107. 
108. 
109. 
110. 
st 
112. 
HEGE 
114. 
11S. 
116. 
iff 
118. 
119. 
120. 
1pile 
122. 
173° 
124. 
2 
126. 
127 
128. 
129. 
130. 
Heil 
E32. 
133. 
134. 
135. 
136. 
Life 
138. 
139. 
140. 
141. 
142. 
143. 
144. 
145. 
146. 
147. 
148. 
149. 
150. 
151. 
LZ 
AlGYS 
154. 
BRE 
156. 
Li 
158. 
159. 
160. 
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Langemarck 
Laughton 
Leitch 
Lennox 
Little 
Loveland 
Lowther 
Lucas 
Mabee 
Macdiarmid 
Macklem 
Macvicar 
Magladery 
Mahaffy 
Mann 
Marven 
Massey 
Matheson 
McCann 
McCart 
McCoig 
McCool 
McCowan 
McCrea 
McKnight 
McMillan 
Michaud 
Moberly 
Mortimer 
Mowbray 
Mulloy 
Mulvey 
Munro 
Murphy 
Nansen 
Nassau 
Neely 
Nesbitt 
Nettleton 
Newmarket 
Nixon 
O'Brien 
Ogden 
Orkney 
Ottaway 
Owens 
Parnell 
Pearce 
Potter 
Prosser 
Pyne 
Raynar 
Reaume 
Reid 
Rickard 
Ritchie 
Robb 
Rogers 
Rowlandson 
Rykert 
St. John 
Sangster 
Sankey 
Shannon 
Shaw 
Shearer 
Sheraton 
Sherring 
Shetland 
Shuel 
Staples 
Staunton 
Stimson 
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161. 
162. 
163. 
164. 
165. 
160. 
167. 
168. 
169. 
170. 
171. 
12: 
ie 
174. 


Stoddart 
Storey 
Studholme 
Sulman 
Swanson 
Sweatman 
Sweet 
Sydere 
Teefy 
Teetzel 
Thomas 
Thorburn 
Thorning 
Torrance 
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175 
176 


slit 
178. 
179. 
180. 
181. 
182. 
183. 
184. 
185. 
186. 
187. 


. Tully 

. Turnbull 
Verdun 
Walker 
Wark 
Way 
Webster 
Weichel 
Wesley 
Whitesides 
Wilhelmina 
Wilkie 
Williamson 


3. In the Territorial District of Kenora, the follow- 
ing geographic townships: 


XO CO SION OH Go bo 


Aubrey 
Averey 
Benedickson 
Big Island 
Boys 
Breithaupt 
Bridges 
Britton 
Broderick 
Brownridge 


. Buller 

. Code 

. Colenson 
. Coyle 

. Daniel 

. Desmond 
. Devonshire 
. Docker 

. Drayton 
. Drope 

. Echo 

. Eton 

. Ewart 


24. Forgie 


. Gidley 

. Glass 

. Godson 

. Gundy 

. Hartman 
. Haycock 
. Jackman 

. Jordan 

. Kirkup 

. Ladysmith 
. Langton 

. Laval 

. le May 

. Lomond 

. MacFie 

. MacNicol 
. MacQuarrie 


42. 
43. 
44, 
45. 
46. 
47. 
48. 
49, 
50. 
Ole 
2: 
Sh 
54. 
SO: 
56. 
Sie 
58. 
59. 
60. 
61. 
62. 
63. 
64. 
65. 
66. 
67. 
68. 
69. 
70. 
file 
(Dh. 
73. 
74, 
75. 
76. 
ithe 
78. 
79. 
80. 
81. 


Mafeking 
Malachi 
Manross 
McAree 
McGeorge 
MclHlraith 
McMeekin 
Melgund 
Mutrie 
Noyon 
Pelican 
Pellatt 
Pettypiece 
Phillips 
Pickerel 
Redditt 
Redvers 
Revell 

Rice 

Rowell 
Rudd 
Rugby 
Sanford 
Satterly 
Smellie 
Southworth 
Stokes 
Temple 
Tustin 
Tweedsmuir 
Umbach 
Vermilion 
Vermilion Add’! 
Wabigoon 
Wainwright 
Wauchope 
Webb 
Willingdon 
Work 
Zealand 


4. In the Territorial District of Manitoulin, the 
following geographic townships: 


PONE 


5. In the Territorial 


Bidwell 
Campbell 
Dawson 
Killarney 


5 
6 


7 


District 


following geographic townships: 


6. In the Territorial 


I 


Baxter 


2. Gibson 
3. Sinclair 


District 


following geographic townships: 


1 
2 
3 
4 
5 


. Airy 


Anglin 
Angus 
Antoine 
Askin 


See 


. Mills 
. Robinson 
. Sheguiandah 


of Muskoka, the 


of Nipissing, the 


Aston 
Badgerow 
Ballantyne 
Banting 
Barron 


11. Bastedo 
12. Beaucage 
13. Belfast 
14. Bertram 
15. Best 

16. Biggar 
17. Bishop 
18. Blyth 
19. Boulter 
20. Bower 
21. Boyd 
22. Briggs 
23. Bronson 
24. Burnaby 
25. Butler 
26. Butt 

27. Cameron 
28. Canisbay 
29. Canton 
30. Cassels 
31. Chambers 
32. Charlton 
33. Clancy 
34. Clarkson 
35. Clement 
36. Commanda 
37. Crerar 
38. Cynthia 
39. Dana 
40. Deacon 
41. Devine 
42. Dickens 
43. Dickson 
44. Eddy 
45. Edgar 
46. Eldridge 
47. Falconer 
48. Fell 

49, Finlayson 
50. Fitzgerald 
51. Flett 

52. French 
53. Freswick 
54. Garrow 
55. Gibbons 
56. Gladman 
57. Gooderham 
58. Grant 
59. Guthrie 
60. Hammell 
61. Hartle 
62. Hebert 
63. Hobbs 
64. Hugel 
65. Hunter 
66. Joan 

67. Jocko 


7. In the Territorial District of 


following geographic townships: 


Bethune 
Blair 
Brown 
Burpee 
Burton 
Conger 
Cowper 
Croft 
Ferguson 
10. Ferrie 
11. Gurd 
12. Hardy 
13. Harrison 
14. Henvey 


1S) 
16. 
de 
18. 
19. 
20. 
Pale 
Dp 
23. 
24. 
Dis 
26. 
Pf 
28. 


8. In the Territorial District of 


following geographic townships: 


. Claxton 
. Croome 
. Curran 
. Dance 


Bodo 


COnnu 


. Kenny 

. Kirkpatrick 
. La Salle 

. Latchford 

. Lauder 

a Balwi 

. Le Roche 

. Lister 

. Lockhart 

. Loudon 

. Lyell 

. Lyman 

. Macpherson 
. Master 

. McAuslan 
. McCallum 
4. McCraney 
. McLaren 


McLaughlin 


. McWilliams 
. Merrick 

. Milne 

. Mulock 

. Murchison 
. Niven 

. Notman 

4. Olive 

. Olrig 

. Osborne 

. Osler 

. Pardo 

99. 
100. 
101. 
102. 
103. 
104. 
105. 
106. 
107. 
108. 
109. 
110. 
tet 
112. 
11S; 
114. 
alg ey, 
116. 
Tie 
118. 
119. 
120. 
{21- 
122. 
1238 


Parkman 
Paxton 
Peck 
Pedley 
Pentland 
Phelps 
Phyllis 
Poitras 
Preston 
Riddell 
Sabine 
Scholes 
Sisk 
Sproule 
Stewart 
Strathcona 
Strathy 
Stratton 
Thistle 
Torrington 
Vogt 
White 
Wilkes 
Wyse 
Yates 


Parry Sound, the 


Laurier 
Lount 
McConkey 
McKenzie 
Mills 
Monteith 
Mowat 
Patterson 
Pringle 
Proudfoot 
Shawanaga 
Spence 
Wallbridge 
Wilson 


Rainy River, the 


. Dewart 

. Farrington 
. Fleming 

. Griesinger 
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ei eb 69. Salsber: 
9. Halkirk 16. Nelles rs as 70. Sans 
10. Kingsford 17. Pratt ropa eee "1 Scoble 
11. Mathieu 1 oe 44. Lapierre 72. Sibley 
12. McLarty 19. Senn 45 ence 73. Soper 
13. Menary 20. Spohn Ag: ad er 74. Stirling 
14. Miscampbell ile Sutherland a ia 75. Strange 
15. Morley Addit’l 22. Watten ae (eeait Helo Sumwaers 
49. Lindsley ee ee 
9. In the Territorial District of Sudbury, the 50. oe oe on 
following geographic townships: a ia 80. Ware 
ee 48. Laura 53. Marks 81. Twp. 78 
4 ene 49. Leinster 54. McComber ee Sti on 
3. Armagh 50. Levack 55. McKelvie aa es rr 
: eile 51. Lorne : 56. McQuesten ae p- = 
5. Aylmer 52. Loughrir 57. Meader oe ayes 83 
a cas 53. Louise 58. Nakina eo ss oe 
7 Bigelow 54. Lumsden 59. Oakes oo ne as 
8. Bigwood 55. Macbeth 60. Oboshkegan os vate 86 
Oe Rowell 56. Mackelcan 61. Parent on ine A 
10. Broder 57. MacLennan 62. Paska ot a - 
Tl. eereasnseah 58. McKinnon 63. Pearson Two 89 
ea Caen 59. McNish 64. Pifher Ga a 
13. Capreol 60. Merritt | 65. Purdom A bn “ 
14. Cartier 61. Moncriefl 66. Rickaby a T ae 02 
15. Cascaden 62. Mongowin 67. Rupert Ss. lwp: 
16. Cherriman 63. Morgan 68. Sackville 
17. Cleland 64. Munster re 
18. Craig 65. heen 11. In the Territorial District of Timiskaming, the 
a cee a Pactce following geographic townships: 
20. Curtin C 
21. Davis Pen: 1. Adams 52. Henwood 
22. Delamere 69. Roosevelt > ai 53. Millare 
23. Delhi 70. Scadding ey x ee 54. Hincks 
24. Dieppe 71. Scollard . pe id 55. Holmes 
zB ill eae Ne 3. Auld 56. Ingram 
26. Dryden 73. Servos a B d 57. Katrine 
27. Dunlop 74. Shakespeare . “44 Aik Ben Roca 
28. Eden 75. Shelburne i Ban ees 50. Kimberley 
29. Ermatinger 76. Sladen : poe u oh Wren 
30. Fairbank 77. Snider - eae 6L. Wieck 
31. Falconbridge 78. Stalin i ee 62. Knight 
32. Foster 13. stale i Re a 63. Langmuir 
33. Foy oeu cee eS Ben N ae 64. Lawson 
34. Gough 81. Tilton 13. Ben Nevis ae 
35. Haddo 82. Totten eee : ae pe 
36. Halifax 83. Trill 15. tcl : ey Ten 
37. Hart 84. Truman 16. oe i 68. Taran 
38. Harty 85. Tyrone 17. on 7 Aoaicuts 
39. Hawley es Be ae 70, Maisonville 
40. Hendrie 87. Vernon 19. Blain pene 
41. Henry 88. Wisner 20. Bompas a Wharter 
42. Hess een see ae ae k 73. McArthur 
43. Hoskin 90. Twp. 108 22. Brigstocke 74. McElroy 
44. Hutton 91. Twp. 118 a Boe 15. Mokvas 
45. Hyman 92. ‘Twp. 119 95 a 76. McFadden 
oo, Janes es 26. Cue 77. McGarry 
47. Kitchener 07. Caine 78. McKeown 
28. Chown es Mee 
10. In the Territorial District of Thunder Bay, the 29. ees ve Mataa 
following geographic townships: ay Roe 82. Melba 
1. Abrey 21. Esnagami 32. Dane a ag 
2. Adrian eo lies 85. Midlothian 
SrA ding 23. Exton 34. Denton ga Meat 
4. Alpha 24. Fauteux 35. Doon BT UM tie ase 
5. Ashmore 25. Forbes 36. Douglas 88. Morel 
6. Bain 26. Fowler 37. a A ph 
7. Barbara Di. Fraleigh 38. MA 90. Mulligan 
8. Bickle 28. Fulford 39. Eldorado Bees 
9. Blackwell ee pe ee Be Neate 
. Booth . Gorham et i 
in Colter 31. Goulet — 42, Fasken on eae 
12. Coltham 32. Gzowski 43. Firstbrook 95. Pacts 
13. Croll 33. Hartington 44, Flavelle ag aan 
14. Daley 34, Hele a ORR 97. Pontiac 
ie es 47, Gillies Limit 98. Powell 
16. Devon . Horne : : 
i7 Dorion 37. Houck 48. Grenfell Bice —- 
18. Dorothea 38. Irwin 49. Gross _ dione 
19. Elmhirst 39. Jacques 50. Haultain ae ewth 
20. Errington 40. Kilkenny 51. Hearst y 
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103. Reynolds 116. Terry 
104. Roadhouse 117. Thorneloe 
105. Robertson 118. Timmins 
106. Robillard 119. Tolstoi 
107. Rorke 120. Truax 
108. Savard 121. Tudhope 
109. Sharpe 122. Tyrrell 
110. Sheba 123. Van Hise 
111. Shillington 124. van Nostrand 
112. Skead 125. Whitson 
113. Smyth 126. Willet 
114. South Lorrain 127. Willison 
115. Speight 128. Yarrow 


C.R.O. 1950, Reg. 321, Sched. 1; O. Reg. 19/51, s. 2; 
O. Reg. 33/53, ss. 2-6. 


Schedule 2 


1. In the Territorial District of Kenora, beginning 
at the intersection of the southerly boundary of the 
Territorial District of Kenora with the meridian of 
longitude 93° 45’ west; thence due west along the 
southerly boundary 10 miles, more or less, to the 
easterly shore of Sabaskong Bay of Lake of the Woods; 
thence westerly and southwesterly along the southerly 
shore of that bay and along the easterly shore of the 
Lake of the Woods being also the southern boundary 
of the district to where it is intersected by the 49th 
parallel of north latitude; thence due west still along the 
southerly boundary of the district 15 miles, more or less, 
to the International Boundary; thence northerly and 
westerly along the International Boundary to the 
boundary between Ontario and Manitoba; thence 
northerly along the last-mentioned boundary to the 
parallel of latitude north 50° 5’; thence easterly along 
that parallel of latitude to the meridian of longitude 
92° 30’ west; thence northerly along that meridian to 
the parallel of latitude north 50° 10’; thence easterly 
along that parallel of latitude to the meridian of longi- 
tude 91° 30’ west; thence southerly along that meridian 
to the parallel of latitude north 49° 45’; thence westerly 
along that parallel of latitude to the easterly limit of 
the geographic Township of MacFie; thence southerly 
along the easterly limits of the geographic townships 
of MacFie and Avery to the northerly limit of the 
geographic Township of Revell; thence easterly along 
that northerly limit to the northeast angle of the 
Township of Revell; thence southerly along the eastern 
boundary of that township to the southeast angle 
thereof; thence westerly along the southerly limits of 
the geographic townships of Revell, Melgund and 
Satterly to the meridian of longitude 92° 30’ west; 
thence southerly along that meridian to the parallel 
of latitude north 49° 30’; thence westerly along that 
parallel of latitude to the meridian of longitude 93° 45’ 
west; thence southerly along that meridian to the place 
of beginning; excepting thereout, 


(a) the towns of Dryden, Keewatin, Kenora and 
Sioux Lookout; 


(b) the Improvement District of Sioux Narrows; 


(c) the townships of Jaffray and Melick, Machin 
and Van Horne; and 


(d) the townships named in 
Schedule 1. 


paragraph 2 of 


2. In the Territorial District of Manitoulin, the 
following islands: 


1. Badgeley 7. McGregor 
2. Centre 8. Sampson 
3. Great Cloche 9. Strawberry 
4. Heywood 10. Wardrope 
5. Iroquois 11. Wells 

6. Little Cloche 


3. In the Territorial District of Parry Sound, 
beginning where the northerly boundary of the 
geographic Township of Henvey meets the high- 
water mark on the easterly shore of Georgian Bay 


in Lake Huron; thence easterly along that northerly 
boundary to the most westerly angle of Lot 4 in 
Concession VII of the township; thence easterly, 
northerly and easterly along the northerly limit of 
Concession VII to the westerly boundary of the 
geographic Township of Mowat; thence northerly 
along the westerly boundary of the last-mentioned 
township to the northerly limit thereof; thence 
easterly along that northerly boundary to the meridian 
of longitude 80°30’ west; thence north along the 
meridian 3 miles, more or less, to the boundary between 
the territorial districts of Parry Sound and Sudbury; 
thence in a general westerly direction along that 
boundary to its intersection with the easterly limit of 
the right of way of the Canadian National Railways; 
thence southerly along that limit to the southerly 
bank of the main branch of the French River; thence 
westerly along that bank to the easterly bank of the 
Pickerel River; thence in a general southerly direction 
along the easterly bank of the Pickerel River, following 
the windings of the river, to the high-water mark on 
the northeasterly shore of Georgian Bay; thence con- 
tinuing in a general southerly direction following the 
windings of that high-water mark to the place of 
beginning. 


4. In the Territorial District of Rainy River, 
beginning at a point in the northerly limit of the Terri- 
torial District of Rainy River where it is intersected 
by the meridian of longitude 92° 45’; thence westerly 
along the northerly limit 9 miles, more or less, to the 
18th mile post of the 6th meridian line; thence due 
north along the meridian line, being also the boundary 
between the territorial districts of Rainy River and 
Kenora, 6 miles to the 24th mile post on the 6th meri- 
dian line; thence westerly along the said northerly 
limit of the Territorial District of Rainy River to the 
westerly limit of the geographic Township of Mathieu; 
thence southerly along the westerly limit of that 
township to the southwest angle thereof; thence 
easterly along the southerly limits of the geographic 
townships of Mathieu and Croome to the northeast 
angle of the geographic Township of Rowe; thence 
southerly along the easterly limit of the Township of 
Rowe to the northerly limit of the geographic Township 
of Potts; thence easterly along the northerly limits of 
the geographic townships of Potts and Fleming to the 
northeast angle of the Township of Fleming; thence 
southerly along the easterly limit of the geographic 
Township of Fleming to the northerly limit of the Town- 
ship of Dance; thence easterly and southeasterly along 
the northerly limit of that township to the easterly 
limit thereof; thence in a general easterly, northeasterly 
and southerly direction along the southwesterly shore 
of Rainy Lake to the northerly limit of Indian Reserve 
No. 16D; thence westerly along the northerly limit of 
Indian Reserve No. 16D to the northwest angle thereof; 
thence southerly along the westerly limit of Indian 
Reserve No. 16D to the southwest angle thereof; thence 
easterly along the southerly limit of Indian Reserve 
No. 16D to the northwest angle of Indian Reserve 
No. 18B; thence southerly along the westerly limit of 
that Indian reserve to the southwest angle thereof; 
thence easterly along the southerly limit of Indian 
Reserve No. 18B to the northwest angle of Indian 
Reserve No. 16A; thence southerly along the westerly 
limit of that Indian reserve to the southwest angle 
thereof; thence easterly along the southerly limit of 
Indian Reserve No. 16A to the northeast angle of 
Indian Reserve No. 1; thence southerly along the 
easterly limit of that Indian reserve to its most souther- 
ly point; thence south astronomically to the Inter- 
national Boundary; thence northeasterly, easterly and 
southeasterly, along the International Boundary 
through Rainy Lake to the meridian of longitude 
92° 45’; thence northerly along that meridian of 
longitude to the place of beginning; excepting thereout 
the townships named in paragraph 8 of Schedule 1. 


5. In the Territorial District of Thunder Bay, 
beginning at the southeasterly angle of the Township 
of Vincent; thence easterly in a straight line 13 miles, 
more or less, to the southwesterly angle of the Town- 
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ship of Vivian; thence easterly along the southern 
boundaries of the townships of Vivian, Parent, Salsberg, 
McKelvie and Coltham to the southeasterly angle of 
the Township of Coltham; thence due east astrono- 
mically 19.5 miles, more or less, to the meridian of 
longitude 86 degrees and 15 minutes west; thence due 
north astronomically along that meridian 18 miles, 
more or less, to the southerly limit of the Township of 
O’Meara; thence westerly along that southerly limit 
to the southwesterly angle of the Township of O'Meara; 
thence northerly along the easterly limit of the Town- 
ship of Bain to the northeasterly angle thereof; thence 
westerly along the northerly limit of the Town- 
ship of Bain to the easterly limit of the Township of 
Goulet; thence northerly along the easterly limit of 
the townships of Goulet, Fauteux, Nakina and Alpha 
to the northeasterly angle of the Township of Alpha; 
thence westerly along the northerly limit of the town- 
ships of Alpha, Esnagami, Rupert, Kowkash and 
Gzowski to the northwesterly angle of the Township 
of Gzowski; thence southerly along the westerly limit 
of the townships of Gzowski and Oboshkegan to the 
southwesterly angle of the Township of Oboshkegan; 
thence southerly in a straight line 18 miles, more or 
less, to the northeasterly angle of the Township of 
Elmhirst; thence westerly along the northerly limit 
of the townships of Elmbhirst, Pifher, Meader and 
Barbara to the easterly shore of Lake Nipigon; thence 
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in a general southerly direction following the easterly 
shore of Lake Nipigon to its intersection with the 
southerly limit of the Township of Kitto; thence in a 
southwesterly direction along the westerly limit of the 
Township of Kilkenny and across Pyitawabik Bay to 
the east bank of the Nipigon River; thence southerly 
along the east bank of the Nipigon River to the north- 
erly limit of the Township of Purdom; thence easterly 
along the northerly limit of the townships of Purdom 
and Ledger to the northeasterly angle of the Township 
of Ledger; thence southerly along the easterly limit of 
the Township of Ledger to the southeasterly angle 
thereof; thence due east 22 miles, more or less, to a 
point intersected by a line drawn due south astrono- 
mically from the place of beginning; thence due 
north astronomically 30 miles, more or less, to the 
place of beginning, excepting thereout, 


(a) the Town of Geraldton; 


(6) the improvement districts of Beardmore and 
Terrace Bay; and 


(c) any geographic township therein, named in 
paragraph 10 of Schedule 1. C.R.O. 1950, 
Reg. vo2ty sched 2s" Om Reg 19/5 he shay 
©: Reeo3s/53! sei, 
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Regulation 493 


under The Power Commission Act 


WATER HEATERS 
1.—(1) Unless water heaters operated by electrical power are, 
(a) equipped with thermostatic control; and 


(b) installed in or on tanks that are thermally insulated with a minimum of one inch in thickness of 
glass-wool or rock-wool insulation or other material having at least the same heat-insulating capacity, 


no municipality or municipal commission receiving electrical power from the Commission shall supply or use 
or permit to be supplied or used by any person the electrical power or any part thereof for the operation of water 
heaters installed or replaced after the 8th day of October, 1949. 


(2) No person shall take from any municipality or municipal commission any electrical power received 
from the Commission and use it in a manner contrary to subsection 1. 


(3) No person shall take any electrical power procured from the Commission and use it for the operation 
of water heaters in a manner contrary to subsection 1. C.R.O. 1950, Reg. 326, s. 1. 
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Regulation 494 


under The Private Hospitals Act 


GENERAL 
MANAGEMENT 


1. No private hospital shall conduct a training 
school for nurses or issue any diploma for nursing or 
practical nursing. C.R.O. 1950, Reg. 479, s. 1. 


2. No private hospital shall engage in, or permit its 
name to be used in or in connection with, any under- 
taking, occupation, scheme or business other than that 
for which it is licensed. C.R.O. 1950, Reg. 479, s. 2. 


3. Unless under the active care of a legally qualified 
medical practitioner, no patient shall be admitted to 
or treated in any private hospital. C.R.O. 1950, 
Reg. 479, s. 3. 


4. Every private hospital shall submit to the Com- 
mission for its approval any publication, writing, 
advertising or other material, including any letter- 
heads or cards, that is intended or likely to attract the 
attention of the public, and the Commission may refuse 
to approve any material that, in its opinion, is not in 
the interest of the public. C.R.O. 1950, Reg. 479, s. 4. 


5. No private hospital shall admit any person as a 
patient who may constitute a danger to other patients. 
C.R.O. 1950, Reg. 479, s. 7. 


6. The superintendent of a private hospital shall 
not physically restrain any patient or cause or permit 
any patient to be physically restrained. C.R.O. 1950, 
Reg. 479, s. 8. 


7. Every order for treatment shall be in writing, 
either on the treatment sheet or in the order book 
provided for the purpose, and shall be signed by a 
legally qualified medical practitioner. C.R.O. 1950, 
Reg. 479, s. 9. 


8. Within thirty-six hours of every patient’s ad- 
mission to hospital, a complete history, including a 
report of physical examination and provisional diag- 
nosis, of the patient shall be written. C.R.O. 1950, 
Reg. 479, s. 10, revised. 


9. The attending physician is responsible for the 
preparation of a complete medical record, including 
identification, complaint, present history, family his- 
tory, physical examination, special reports including 
reports of consultations, laboratory examinations, X- 
ray, provisional diagnosis, medical or surgical treat- 
ment, pathological findings, progress notes, reports of 
operations and anaesthesia, final diagnosis, condition 
on discharge and follow-up records. C.R.O. 1950, 
Reg. 479, s. 11. 


10. The superintendent of every private hospital 
shall retain and preserve in a place of safe keeping all 
records relating to every patient of the hospital. 
C.R.O. 1950, Reg. 479, s. 12. 


OPERATIONS 


11.—(1) Any tissues or sections of tissues removed 
during an operation or curettage shall be immediately 
set aside by the surgeon operating and, together with a 
short history of the case and a statement of the findings 
during the operation, shall be forwarded by the super- 
intendent to a laboratory approved by the Commission 
for examination, but any tonsil, appendix, tooth, 
frenum, hemorrhoid, finger, toe, hand, foot, arm or leg 


removed or amputated shall not be so forwarded unless 
the surgeon desires a special examination. 


(2) The pathological report received from the 
laboratory shall become part of the patient’s case 
record. C.R.O. 1950, Reg. 479, s. 13. 


12. No surgical operation shall be performed on any 
patient in a private hospital unless a consent in writing 
has been signed by the patient or his legally qualified 
representative but, where the patient is unable to give 
consent and where, in the opinion of the surgeon, delay 
would endanger the patient’s life, the consent is not 
required. C.R.O. 1950, Reg. 479, s. 14. 


13.—(1) Before any anaesthetic is administered to 
a patient and before any surgical operation is performed 
on a patient, a complete history, physical examination 
and a written pre-operative diagnosis shall be furnished 
by the operating surgeon or any legally qualified medi- 
cal practitioner authorized by him. 


(2) Where the surgeon is of the opinion that the 
delay that would be caused in obtaining the information 
required by subsection 1 would be detrimental to the 
patient, he shall so state in writing but, in such event, 
the pre-operative diagnosis shall be furnished in 
writing signed by the operating surgeon. C.R.O. 1950, 
Reg. 479, s. 15, revised. 


14. Every operation performed in a private hospital 
shall be fully described in writing by the surgeon, and 
the written description shall form part of the patient’s 
record. C.R.O. 1950, Reg. 479, s. 16. 


15. The anaesthetist shall be a legally qualified 
medical practitioner and shall furnish a record showing 
the type of anaesthetic given, amount used, length of 
anaesthesia and the condition of the patient after the 
operation. C.R.O. 1950, Reg. 479, s. 17. 


16. Where a patient is admitted in a condition, 
(a) of abortion; 
(b) of threatened abortion; 
(c) where therapeutic abortion is indicated; or 


(d) where, for any reason, emptying of the uterus 
is indicated, 


two legally qualified medical practitioners shall examine 
the patient and shall make and sign records of their 
findings and recommendations before any operation is 
begun. C.R.O. 1950, Reg. 479, s. 18, revised. 


17. Where the death of a patient in a private 
hospital results either directly or indirectly from preg- 
nancy, the superintendent shall, within twenty-four 
hours, report the death upon the prescribed form to the 
Commission. C.R.O. 1950, Reg. 479, s. 19, revised. 


18. Within twenty-four hours of any curettage or 
emptying of the uterus of a patient, the superintendent 
shall report the curettage or emptying of the uterus 
in writing to the Commission, giving the reason therefor 
and the names of the operating surgeon and consultants. 
C.R.O. 1950, Reg. 479, s. 20, revised. 


19. No major surgical procedure shall be performed 
in any private hospital that does not provide steriliza- 
tion, operating and other equipment to the satisfaction 
of the inspector. C.R.O. 1950, Reg. 479, s. 21. 
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20. No surgical procedure shall be attempted within 
a private hospital without sufficient qualified assistants. 
C.R.O. 1950, Reg. 479, s. 22. 


HOSPITALS FOR ALCOHOLIC PATIENTS 


21. The licence issued to a private hospital may 
provide that the hospital is a hospital for alcoholic 
patients. C.R.O. 1950, Reg. 479, s. 29, amended. 


22.—(1) Any hospital licensed as a hospital for 
alcoholic patients shall admit only patients who 
require treatment for alcoholism. 


(2) No person shall be admitted as a patient in the 
hospital unless a legally qualified medical practitioner 
certifies that the person requires treatment for alco- 
holism and is a suitable subject for treatment in the 
hospital and that the treatment is advisable. 


(3) The register kept by the hospital shall show the 
name and address of a legally qualified medical prac- 
titioner who has charge of the treatment of every 
patient. 


(4) The medical practitioner in charge of any 
patient shall see the patient at least twice in each week 
during the time that the patient is in the hospital, and 
the medical practitioner shall make in the records of the 
hospital an entry showing the condition of the patient 
at the time of each visit. C.R.O. 1950, Reg. 479, 
ss. 30-33, revised. 


HOSPITALS FOR NERVOUS AILMENTS 


23.—(1) In 


nervous ailments’ 


this section, “private hospital for 
* means a private hospital, 


(a) used for the purpose of diagnosing and treating 
persons suffering from, 


(1) neuroses, or 


(ii) psycho-somatic disorders and alco- 
holism; and 
(b) provided with, 
(i) equipment and facilities, and 
(ii) the services of a legally qualified 
medical practitioner who holds a 
specialist’s certificate in psychiatry 


issued by the Royal College of Physi- 
cians and Surgeons of Canada, 


to render the services referred to in clause a. 
(2) The Commission may issue a licence for a 
private hospital for nervous ailments. 


(3) The licence shall be in Form 1. 


(4) A private hospital for nervous ailments may be 
used for the purpose of diagnosing the ailments of and 
treating the persons referred to in clause a of subsection 
De OO MRS L852 wae). 


LICENCES 


24. Every licence issued or renewed under the Act 
shall, unless sooner suspended or revoked, expire on the 
31st day of December in the year for which such 
lence was issued or renewed. C.R.O. 1950, Reg. 479, 
s. 34. 


HOSPITAL EMPLOYEES 


25. The hospital staff shall consist of such graduate 
nurses, servants and employees as are necessary to give 
adequate nursing care to the number and type of 
patients for which the licence is granted. C.R.O. 1950, 
Reg. 479, s. 6. 


26.—(1) For the purpose of this Regulation, hos- 
pital employees are divided into Group 1 and Group 2. 
C.R.O. 1950, Reg. 479, s. 35 (1). 


(2) Group 1 is composed of, 
(a) graduate nurses; 
(b) internes; 
(c) graduate physiotherapists; 
(d) graduate occupational therapists; 


(e) nursing assistants, nurses’ assistants, ward 
maids and ward orderlies; 


(f) laboratory technicians; and 


(g) X-ray technicians. O. Reg. 163/52, s. 1. 

(3) Group 2 is composed of all hospital employees 
not listed in subsection 2. C.R.O. 1950, Reg. 479, 
SaOoS) 


27.—(1) Every Group 1 employee shall receive a 
tuberculin test and an X-ray film of the lungs within 
thirty days of employment. 


(2) Every Group 1 employee who has a negative 
tuberculin reaction shall receive an additional tuber- 
culin test within six months of the date of the first 
test and shall receive an additional test within six 
months of the date of each test, where the result of the 
test is negative. 


(3) Employees referred to in subsection 2 shall 
receive an X-ray film of the lungs annually. 


(4) Every Group 1 employee who is found to 
have a positive tuberculin reaction shall not be required 
to take another tuberculin test but shall receive an 
X-ray film of the lungs forthwith and every six months 
thereafter. 


(5) Every Group 1 employee whose X-ray film 
shows evidence of abnormal shadowing shall forthwith 
receive further examination to determine the nature of 
the disease. 


(6) No tests other than the intradermal (Man- 
toux) test, using one-twentieth of a milligram of Old 
Tuberculin, or the patch test shall be used in the test 
given under this section. 


(7) Where an employee has received a tuberculin 
test and an X-ray film of the lungs within four months 
before the date of employment, the record of the result 
of the test and film may be accepted in lieu of the test 
and film required by subsection 1, C.R.O. 1950, 
Reg. 479, s. 36, revised. 


28.—(1) Every Group 2 employee shall receive an 
X-ray film of the lungs within thirty days of employ- 
ment and annually thereafter. 


(2) Where an employee has received a tuberculin 
test and an X-ray film of the lungs within four months 
before the date of employment, the record of the result 
of the test and film may be accepted in lieu of the X-ray 
film required by subsection 1. 


(3) Every Group 2 employee whose X-ray film 
shows evidence of abnormal shadowing shall receive 
forthwith further examination to determine the nature 
of the disease. C.R.O. 1950, Reg. 479, s. 37, revised. 


29. No employee found to be suffering from active 
tuberculosis shall be permitted to work in the hospital, 
and the superintendent shall report the case within 
twenty-four hours to the medical officer of health of the 
municipality in which the employee resides. C.R.O. 
1950, Reg. 479, s. 38. 


Reg. 494 


PRIVATE HOSPITALS 


30. Where any legally qualified medical practitioner 
believes or suspects that any person admitted to the 
hospital is suffering from tuberculosis, he shall notify 
the superintendent forthwith. C.R.O. 1950, Reg. 479, 
s. 39. 


31. No employee shall be detailed to care for a 
patient believed or suspected to be suffering from 
tuberculosis until the employee has received instruction 
as to the necessary technique to protect himself and 
others against infection and, where possible, the 
employee so detailed shall be a reactor to tuberculin. 
C.R.O. 1950, Reg. 479, s. 40. 


32. Upon ceasing to be employed, every employee 
who has been employed for four months or more shall 
receive an X-ray film of the lungs. C.R.O. 1950, Reg. 
479, s. 41. 


33.—(1) The superintendent shall keep a perman- 
ent record of all examinations and tests of every 
employee of the hospital and if requested shall send a 
copy of every record, including the X-ray films, to the 
Workmen’s Compensation Board or to the Commission. 
C.R.O. 1950, Reg. 479, s. 42 (1). 


(2) Any officer authorized by the Commission or 
by the Chairman of the Workmen’s Compensation 
Board may inspect the medical records of employees 
at any time. O. Reg. 163/52, s. 3. 


34. The hospital is responsible for the examination 
of the employees and any expenses thereby incurred. 
C.R.O. 1950, Reg. 479, s. 43. 


35. Where an employee shows evidence of tuber- 
culosis, the superintendent shall give written notice 
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thereof and a complete report of the medical findings 
within seven days of the time of diagnosis to the Work- 
men’s Compensation Board. C.R.O. 1950, Reg. 479, 
s. 44, 

36. Nothing contained in sections 26 and 35 pre- 
vents an employee from being employed in a hospital 
when his disease is inactive. C.R.O. 1950, Reg. 479, 
s. 45. 


Form 1 


The Private Hospitals Act 


Under The Private Hospitals Act and the regulations, 
and subject to the limitations thereof, this licence 


1S HECTIC! G0) 2p bod aswel Abe we peBanes aoe to operate 
a private hospital for nervous ailments for the treat- 


ment Ofmot more, Gane. mks fee oe patients at any 
OTIC LELIN Calvanese Nees aeesces eer enercec cicae eal ai ace Ree venasauh 

This licence expires with the 31st day of December, 
19% 


Datetotasse araariech teeta BLO ee 


Chairman, Ontario Hospital 
Services Commission 


O. Reg. 8/52, Form 1. 
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Regulation 495 


under The Private Investigators Act 


GENERAL 
LICENCES 


1.—(1) An application for a licence to engage in the 
business of a private investigator and for the licences 
of his employees and agents, if any, shall be in Form 1. 


(2) An application in Form 1 shall be accompanied 
by a full set of finger prints and a photograph 15 inches 
by 15% inches of each person engaged in the business. 


(3) A licence to engage in the business of a private 
investigator shall be in Form 2 and the fee therefor is 
$300. O. Reg. 317/58, s. 1. 


2.—(1) An application for a licence to act as a 
private investigator as an employee or agent of a per- 
son who is engaged in the business of a private inves- 
tigator, other than an application for a renewal, shall 
be accompanied by a full set of fingerprints, a photo- 
graph 15@ inches by 1% inches and an affidavit in 
Form 3 of the employee or agent. 


(2) A licence to act as a private investigator or asan 
employee or agent of a person who is engaged in the 
business of a private investigator shall be in Form 4 and 
the fee therefor is $5. O. Reg. 317/58, s. 2. 


3. An application by a person licensed to engage in 
the business of a private investigator for a renewal of his 
licence and the licences of his employees and agents, 
if any, shall be in Form 5. O. Reg. 317/58, s. 3. 


4.—(1) A temporary licence shall be in Form 6. 


(2) A temporary licence terminates six months after 
it is issued. 


(3) A temporary licence authorizes the holder to 
complete the business undertaken before the death of 
the person in respect of whose estate the licence is 
issued. O. Reg. 317/58, s. 4. 


BONDS AND FORFEITURE 


5.—(1) A bond shall be in Form 7, 8 or 9, as the 
case may be, and shall be in the amount of $3,000. 


(2) Collateral security accompanying a bond shall 
be direct or guaranteed securities of the Government 
of Canada or of the Government of Ontario. O. Reg. 
317/58 seor 


6. A bond is forfeit and the amount thereof be- 
comes due and owing by the person bound thereby 
as a debt due the Crown in right of Ontario, 


(a) where the person giving the bond or any of his 
employees or agents has been convicted of, 


(1) an offence under the Act, or 


(Gi) an offence involving fraud, theft, 
assault, libel or breaking and entering 
under the Criminal Code (Canada), 
committed while acting as a private 
investigator, or conspiracy to commit 
such offence; or 


(b) where a judgment for the recovery of money 
paid for services that are not performed or a 
judgment based on a finding of fraud, con- 
version, assault, libel or trespass committed 


while acting as a private investigator has 
been given against the person giving the bond 
or any of his employees or agents, 


and the conviction or judgment has become final. 
O. Reg. 317/58, s. 6. 


7. For the purpose of every act and omission 
occurring during the term of a licence to engage in 
the business of a private investigator or any renewal 
thereof, every bond shall continue in force and the 
collateral security, if any, shall remain on deposit for a 
period of two years after the termination of the licence 
to which it relates. O. Reg. 317/58, s. 7. 


8. Where a bond secured by the deposit of collateral 
security is forfeited, the Treasurer may sell the col- 
lateral security at the current market price. O. Reg. 
Sli SS nSaS: 


9. The Treasurer may, 


(a) assign any bond forfeited under section 6 and 
transfer the collateral security, if any; 


(b) pay over any moneys recovered under the 
bond; or 


(c) pay over any moneys realized from the sale of 
collateral security under section 8, 


to any judgment creditor of the person bonded in 
respect of claims arising out of the circumstances under 
which the bond was forfeited, or to the Accountant of 
the Supreme Court in trust for any person who be- 
comes a judgment creditor. O. Reg. 317/58, s. 9. 


10. Where a bond has been forfeited under section 6 
and the Commissioner has not within two years of the 
conviction or judgment becoming final, or of the ter- 
mination of the licence in respect of which it was 
given, whichever occurs first, received notice in writing 
of any claim against the proceeds of the bond or of 
such part thereof as remains in the hands of the 
Treasurer, the Treasurer may pay the proceeds or 
portion thereof to the person who forfeited the bond. 
O. Reg. 317/58, s. 10. 


IDENTIFICATION CARDS 


11. An identification card shall be in Form 10 and 
shall be issued to each licensee with his licence. O. Reg. 
Sil Sieh, Bo ale 


EXEMPTIONS 
12. Private investigators whose work is confined, 
(a) to the premises of one owner; or 
(b) to stores of retail merchants for the purpose 
of reporting to a merchant upon the conduct 


of personnel in his store, 


are exempt from the Act. O. Reg. 317/58, s. 12. 
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Form 1 


The Private Investigators Act 


PART I 


APPLICATION FOR PRIVATE INVESTIGATOR’S BUSINESS 
LICENCE 


Application is made by 


(ATE LOM AD DIIGAMT Mes ads ah noe nase orsiers atete sctee i eke 
including each 
partner of a 
partnership) 


(address) ; 
for a licence to engage in the business of a private 
investigator. 


1. The business is carried on from the following 
branch offices in Ontario: 


2. Has the applicant been convicted of an offence 
under any law of Ontario, Canada, or any other 
province, state or country for which the maximum 
penalty prescribed is a fine in excess of $25 or 
imprisonment or are there any proceedings now 
pending that may lead to such conviction?...... 


If affirmative, give particulars: 


3. The applicant does not act as a collector of 
accounts or as a bailiff. 


4. Has the applicant been refused a licence as a 
private investigator in Ontario or any other 


5. Has the applicant ever used, operated under or 
carried on business under any name other than 
the name given in this application?............ 


If affirmative, give particulars: 


6. The business reputation of the applicant is well 
known to the following persons: 

Business or 

Occupation 


Name Address 


SR Ce wee igia fib Niele @0 lays a SRW TS Wetec we 6 ae eRe pee 


(Severally) Sworn before 


MeO at tMer. vos ce vaiemers 
(0) Fs Cea ORC RN Wie is eh AN 
naielegen Me ey eet Ron eae 
poem ae daiiatiypeSiudtures of Applicants 


A Commissioner, etc. 


PART II 


APPLICATION FOR LICENCE OF EMPLOYEES AND AGENTS 


io ASP PIICAtION 1S IMAGEN D Via. e 6 far ce eeete eee Pee 
(name of business) 


for licences for the following employees and 
agents of the business who act as private investi- 
gators: 


Office or Branch 


Name at which employed Residence 


Signature of Applicant 


O. Reg. 317/58, Form 1. 


Form 2 


The Private Investigators Act 


PRIVATE INVESTIGATOR’S BUSINESS LICENCE 


Under The Private Investigators Act and the regu- 
lations, and subject to the limitations thereof, 


(name of licensee, including each partner if a 


partnership) 
carrying on business under the trade name of........ 
wil alfa ohG a! wirat al waa erbs AOE Sialetatetclclern pay Gaels Ou GA aw ale 
(address) 


is licensed to engage in the business of private investi- 
gator. 


This licence expires on the 31st day of March, 19...... 


Dated this...... ant Ohendcoy res canara nes OG LOE rene 


Commissioner of Police for Ontario 


O. Reg. 317/58, Form 2. 
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Form 3 Form 5 
The Private Investigators Act The Private Investigators Act 
AFFIDAVIT APPLICATION FOR RENEWAL OF LICENCE FOR 
BUSINESS OF PRIVATE INVESTIGATOR 

1G fentet ee es er e  ) eahtat ee thay le A dae ue ne oa F 

1. Application is made for the renewal of licence 
ofthes: war aee Ol, PRR ae in the County of....... . 


make oath and say: 


idvam employed byzian cei aie ne cree ce eee aes 
to act as a private investigator. 


2. I have not been convicted of any offence under the 
law of Ontario, Canada, or any other province, state 
or country for which the maximum penalty pre- 
scribed is a fine in excess of $25 or imprisonment nor 
are there any proceedings pending that might lead to 
such conviction (other than the following): 


3. I have not been refused a licence to act as a private 
investigator in Ontario or any other province, state or 
country, nor has my licence been suspended or can- 
celled (other than on the following occasions): 


4. I have never used a name other than the name given 
in this affidavit (other than on the following occa- 
sions): 


Sworn before me at the 


A Commissioner, etc. 


O. Reg. 317/58, Form 3. 


Form 4 


The Private Investigators Act 


LICENCE AS A PRIVATE INVESTIGATOR 


Under The Private Investigators Act and the regu- 
lations, and subject to the limitations thereof, 


is licensed to act as a private investigator while in the 


PMP lOV Obs Ses c/ckers Maes tales eres eb ete eaten cepa a yah 


This licence expires on the 31st day of March, 19..... 
Dated this...... CAV AOL seen Aenea ae teeae Aik eee 5 


Commissioner of Police for Ontario 


O. Reg. 317/58, Form 4. 


ING: es. ey aestiess for the year ending March 3lst, 19.... 


2. Application is made for the renewal of the 
licences of the following employees and agents: 


Office or branch 
at whichemployed Residence 


Licence 
No. 


Name 


3. The changes in the facts set forth in the original 
application for a licence, as amended by the applica- 
tions for renewal of the licence, are as follows: 


1. Branch offices: 


agents: 


3. Refusal, suspension or cancellation of licence 
in another jurisdiction: 


Signature of Applicant 
O. Reg. 317/58, Form 5. 


Form 6 
The Private Investigators Act 


TEMPORARY LICENCE FOR BUSINESS OF PRIVATE 
INVESTIGATOR 


Under The Privaie Investigators Act and the regu- 
lations, and subject to the limitations thereof, 


BSR E a aren eeu cunstetricts ou ACM REE Rr reese ei of the estate of 
(executors or administrators) 

ert Oren Tr plate: of ther ncasn cles a enters 

im theuGounty Ole acme , deceased, are licensed to 


engage in the business of private investigator for the 
purpose of completing the business undertaken by the 
deceased before his death. 
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This licence expires on the........ day Olasasiseae ‘ 
1D err 


Wated this, ....- aERIAG Wace SAR ene Arne cee jean 


Commissioner of Police for Ontario 


O. Reg. 317/58, Form 6. 


Form 7 


The Private Investigators Act 


PERSONAL BOND 


Know ALL MEN By THESE PRESENTS, that I,.... 


(hereinafter called the Obligor), am held and firmly 
bound unto Her Majesty in right of Ontario (herein- 
after called the Obligee) in the sum of Three Thousand 
Dollars ($3,000) of lawful money of Canada, to be paid 
unto the Obligee, her successors and assigns, for which 


payment well and truly to be made, I........... noes 
(Name of Obligor) 
bind myself, my heirs, executors, administrators and 


ASSIS ANIC ce me caticin sev Re ntc Tome here eee a mI eats once e eae 


(Name of Obligor) 
Gepost with the Obliscen sean erence cies see cee ae 


as collateral security to this Bond. 


The total liability imposed upon the Obligor by this 
Bond and any and all renewals thereof shall be con- 
current and not cumulative and shall in no event 
exceed the penal sum written above. 


THE ConpiTIon of the above obligation is such that, 
if the said obligation does not by reason of any act, 
matter or thing at any time hereafter become or be 
forfeit under The Private Investigators Act and the regu- 
lations, then the said obligation is void but otherwise 
is and remains in full force and effect and is subject to 
forfeiture as provided by the said Act and regulations. 


SIGNED, SEALED AND 
DELIVERED 


in the presence of Obligor.§ SPOS Sh pacts 


O. Reg. 317/58, Form 7. 


Form 8 
The Private Investigators Act 


BonD OF A GUARANTEE COMPANY 
APPROVED UNDER 
THE GUARANTEE COMPANIES SECURITIES ACT 


Bonde NO ve. cs eres Amount $3,000 


Know Att Men By THESE PRESENTs, that we 


a Sys Dore aha ees ee ats PORE Co RCN NT HR (hereinafter called the 


Principal) rast Prinerpalsandecscee steer eee eee 


ER ah ory OT NET (hereinafter called the Surety) 
as Surety are held and firmly bound unto Her Majesty 
in right of Ontario (hereinafter called the Obligee) in 
the sum of Three Thousand Dollars ($3,000) of lawful 
money of Canada, to be paid unto the Obligee, her 
successors and assigns, for which payment well and 


truly tovbesmades eae. ane ses arora St eye Ree 


Cm Caen mt ice Ce are Or PCUursry 


bind myself, my heirs, executors, administrators and 


ASSIENS can ciWGy.. ci unter ba ua uare coe eran eee roe 


(Name of Surety) 


bind ourselves, our successors and assigns jointly and 
firmly by these presents. 


The total liability imposed upon the Principal or 
Surety by this Bond and any and all renewals thereof 
shall be concurrent and not cumulative and shall in no 
event exceed the penal sum written above. 


SEALED with our seals and dated this............ 


THE ConpiTIon of the above obligation is such that, 
if the said obligation does not by reason of any act, 
matter or thing at any time hereafter become or be 
forfeit under The Private Investigators Act and the regu- 
lations, then the obligation is void but otherwise is 
and remains in full force and effect and is subject to 
forfeiture as provided by the said Act and regulations. 


SIGNED, SEALED AND 
DELIVERED 


in the presence of 


O. Reg. 317/58, Form 8. 
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Form 9 
The Private Investigators Act 


BoND OF GUARANTOR 
OTHER THAN GUARANTEE COMPANY 


Amount $3,000 


Know Att MEN By THESE PRESENTS, that we 
AEG heh aL ne poet (hereinafter called the 


Prncipaljrassenincipal andes tae sear eeee: eea. - 


“Colles. an Eat AR teens (hereinafter called the Guarantor) 
as Guarantor are held and firmly bound unto Her 
Majesty in right of Ontario (hereinafter called the 
Obligee) in the sum of Three Thousand Dollars ($3,000) 
of lawful money of Canada, to be paid unto the Obligee, 
her successors and assigns, for which payment well and 


ADU Ar aonloyes ante We oh aa een dele mlottog 6 a Oa cay ibe oe Glos 


(Name of Principal) 
bind myself, my heirs, executors, administrators, and I, 


LAateRCE NG ache Eos cute Soe oe tate Meroe. ay eo Enis One eae ; 
(Name of Guarantor) 


guarantee the payment of the sum of Three Thousand 


Dollars ($3,000) to the Obligee and I, 


(Name of Guarantor) 


bind myself, my heirs, executors, administrators and 
assigns jointly and firmly by these presents and by 


depositing with the Obligeen sas.) ieee oa eens 
as collateral security to this Bond. 


The total liability imposed upon the Principal or 
Guarantor by this Bond and any and all renewals 
thereof shall be concurrent and not cumulative and 
shall in no event exceed the penal sum written above. 


SEALED with our seal and dated this............. 


Tue Connprtion of the above obligation is such that, 
if the said obligation does not by reason of any act, 


matter or thing at any time hereafter become or be 
forfeit under The Private Investigators Act and the regu- 
lations, then the said obligation is void but otherwise 
is and remains in full force and effect and is subject to 
forfeiture as provided by the said Act and regulations. 


SIGNED, SEALED AND 
DELIVERED 


in the presence of 


O. Reg. 317/58, Form 9, 


Form 10 


The Private Investigators Act 


(Ontario) 
IDENTIFICATION 
(photograph) 
This is to certify that.......... ’ 
shown in the accompanying pic- 
ture and further identified by 
the accompanying signature and 
thumb print, is licensed as a 
private investigator under The 
Private Investigators Act. 
signature 
Issuer 
right 
thumb 
print 


O. Reg. 317/58, Form 10. 
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Regulation 496 


under The Professional Engineers Act 


GENERAL 
ELECTION OF COUNCIL 


1.—(1) A candidate for election to the council shall 
be nominated in the manner prescribed in this By-law. 
GIRLOF 1950) Ress 327, ss Jat): 


(2) At its July meeting in each year, the council 
shall appoint a nominating committee consisting of 
two members from each branch of the Association who 
are not members of the council. C.R.O. 1950, Reg. 
327, s. 1 (2); O. Reg. 60/59; s. 1 (1). 


(3) The committee shall make nominations for 
president, first vice-president, second vice-president 
and councillors. 


(4) Any ten members may nominate candidates for 
president, first vice-president or second vice-president 
and five members in any branch may nominate coun- 
cay for that branch. C.R.O. 1950, Reg. 327, s. 1 
(3, 4). 


(5) Only nominations received by the secretary on 
or before the 10th day of October immediately following 
the July meeting of the council shall be deemed to be 
nominations. C.R.O. 1950, Reg. 327, s. 1 (5); O. Reg. 
CO/SO™ sa la): 


(6) No person other than a member of the council 
or a former member of the council shall be nominated 
for president, first vice-president, or second vice- 
president. O. Reg. 171/54, s. 1. 


2.—(1) Unless the election is by acclamation, the 
secretary shall prepare the ballot from the nominations 
and shall on or before the 1st day of December im- 
mediately following the October meeting of the council 
mail a printed ballot, in Form 1, to each member 
entitled to vote. 


(2) Only those ballots received by the secretary on 
or before the 20th day of December immediately 
following the October meeting of the council are valid. 
GROM19SO Remar s 27h acy 2s 


3. The candidates receiving the highest number of 
votes shall be declared elected. C.R.O. 1950, Reg. 
S2ipksars: 


4.—(1) When an election is necessary, three 
scrutineers shall be appointed by the president before 
the 20th day of December. 


(2) The scrutineers shall count the votes received 
by the secretary and shall report the result of the vot- 
ing to him on or before the 28th day of December. 


(3) The secretary shall notify the members of the 
council of their election and they shall take office on 
the 1st day of January. C.R.O. 1950, Reg. 327, s. 4. 


MEETINGS OF COUNCIL 


5.—(1) Regular meetings of the council shall be 
held in January, April, July and October in each year. 


(2) The time and place of meeting shall be named 
by the president, and notice shall be given by the secre- 
tary to each member of the council not less than seven 
days before the meeting. C.R.O. 1950, Reg. 327, s. 5S. 


Vol. 3—Sig. 14 


6. Special meetings of the council may be called 
by the president or executive committee, and the secre- 
tary shall give such reasonable notice to all members 


of the council as circumstances permit. C.R.O. 1950, 
Resa Ol iisuOr 
7. Seven members of the council constitute a 


quorum. C.R.O. 1950, Reg. 327, s. 7. 

8. Where a vacancy occurs among the elected re- 
presentatives of the council, or in the case of the death, 
resignation or incapacity of any officer, the council 
shall fill the vacancy for the balance of the term. 
GRO 1950" Ree 3275s: Se 


9. The transactions of the council or of any com- 
mittee are valid notwithstanding the disqualification 
of any member thereof through any defect or irregu- 


larity in his election or appointment. C.R.O. 1950, 
Reve s2insao: 


OFFICERS 
10. The appointment of, 
(a) aregistrar and a secretary and a treasurer; and 
(b) such officials as the council deems necessary, 
to hold office during the pleasure of the 


council, 


shall be made by the council at its January meeting. 
C.R.O. 1950, Reg. 327, s. 14. 


11. The secretary shall, 

(a) keep the minutes of all meetings of the Associ- 
ation, of the council and of the executive 
committee; 

(b) conduct the correspondence; 


(c) receive all payments due the Association; 


(d) certify to the correctness of all accounts to be 
paid; 


(e) collect fees; 
(f) give notices of meetings; 
(g) keep correct accounts; 
(h) prepare financial statements; and 
(i) perform such other secretarial duties as the 
council prescribes. C.R.O. 1950, Reg. 327, 
So Sy 
12.—(1) Where any officer or official is unable to 
perform his duties for any reason, the council may 
make such arrangements as are necessary for the per- 
formance of his duties. C.R.O. 1950, Reg. 327, s. 16. 
(2) Any vacancy in the board of examiners may be 
filled by the council. C.R.O. 1950, Reg. 327, s. 30. 
REMUNERATION 
13.—(1) The council may remunerate from the 


funds of the Association, the registrar, secretary, 
treasurer, auditor and other officers or officials appointed 
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by the council and the necessary clerical assistants, and 
defray any other expenses inc ‘idental to the work of 
the Association. 


(2) The Council may provide for and equip an 
office for carrying on the business of the Association. 
GIRO, L950 Rem G27, 0ss 21 


14. When authorized by the council, members of 
the council shall be reimbursed for any out-of-pocket 
expenses incurred in carrying out the work of the 
Association. C.R.O. 1950, Reg. 327, s. 28. 


15. The council may, 


(a) fix the remuneration to be paid to the board 
of examiners; 


(b) provide rooms in which to hold the examina- 
tions; and 


(c) pay necessary expenses incurred in connection 
with the examinations. C.R.O. 1950, Reg. 
327, s. 29. 


MEMBERSHIP AND LICENCES 


16.—(1) An application for membership shall be in 
Form 2. 


(2) An application by a recorded graduate for 
membership shall be in Form 3. 


(3) A certificate of membership shall be in Form 4. 
GIRO 19508 Regs g27, S10: 


17.—(1) An application for a licence under sub- 
section 1 of section 14 of the Act shall be in Form 5. 


(2) An application for a licence under subsection 2 
of section 14 of the Act shall be in Form 6. 


(3) A licence under subsection 1 or 2 of section 14 
of the Act shall be in Form 7. C.R.O. 1950, Reg. 327, 
Seehiie 


FEES AND FINANCES 


18.—(1) The membership fee for the first calendar 
year of membership, or for the balance thereof, is $16 
and shall be paid by the applicant with his application 
for registration as a member of the Association. O. Reg. 
BLO aeSe lO. eg 22b OOS. ala 


(2) Where membership has not been granted to an 
applicant, his membership fee shall be returned to him. 
C.R.O, 1950, Reg. 327, s. 18 (2). 


19. Each member shall pay to the Association on 
the 1st day of January in each year following the han 
of his admission a fee of $16. O. Reg. 325/52, s 
OD Ree. 221/60, s. 2: 


20.—(1) The fee for a licence to practise in Ontario 
under subsection 1 of section 14 of the Act is $5. 
CO ADL ISO Nee Oe Te Sy 2k 


(2) The fee for a licence to practise in Ontario 
under subsection 2 or 3 of section 14 of the Act is $15. 
Oy Res. 325/52. s. 3. 


_ 21. Each applicant who is required by council to 
sit for an examination shall transmit to the Association, 


(a) with his application to sit for the examination 
a non-returnable application fee of $10; and 


(b) an examination fee of $90 payable one month 


in advance of writing the examination. 
GRO: 1950N Rept eosin s, 2A: 


22.—(1) All money received on behalf of the Asso- 
ciation shall be deposited in the name of the Associa- 
tion in a chartered bank designated by the council. 
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(2) Funds of the Association not immediately re- 
quired for its lawful purposes may be invested in 
securities authorized by law for the investment of trust 
funds, if considered advisable by the council. 


(3) The securities shall be registered in the name 
of the Association and shall be kept in a safety deposit 
vault subject to access only by the president or a vice- 
president accompanied by the secretary. 


(4) The securities shall not be sold or exchanged 
except by direction of the council at a meeting at 
which not fewer than twelve members are present. 


(5) All payments shall be made by cheque signed 
by the president or a vice-president and by the secre- 
tary. (C:R.O7 1950, Reon s2imse 22: 


23.—(1) The secretary shall be bonded by a guar- 
antee company approved by the council in the amount 
of not less than $5,000 and other employees may be 
bonded in such amounts as are determined by the 
council. 


(2) The cost of the bonds shall be paid by the 
Association. C.R.O. 1950, Reg. 327, s. 23. 


24. The fiscal year of the Association is the calendar 
year. C.R.O. 1950, Reg. 327, s. 24. 


25. At the January meeting of the council, one or 
more chartered accountants shall be appointed as audi- 
tors, and shall examine the financial or other records 
of the Association for the current year and prepare a 
statement of account and report to the secretary on or 
before the 20th day of January of the following year. 
CR OF LOS 0 Reg a2 igsa2 op 


26. The balance sheet, with summary of the audi- 
tor’s report, shall be printed and mailed to all members 
of the Association by the secretary after its presenta- 
tion to the council. C.R.O. 1950, Reg. 327, s. 26. 


SEAL 


27. The seal of the Association shall contain the 
words ‘‘Association of Professional Engineers of the 
Province of Ontario, Incorporated 1922”, and shall be 
of such design as the council selects, and when used 
shall be authenticated by the signature of the president 
or a vice-president and the secretary or registrar. 
C:R.O, 1950) (Rep. Sei ss ol. 


MEETINGS OF ASSOCIATION 


28. General meetings of the Association may be 
called by the president, with the consent of the council, 
or by the secretary upon the petition of 100 members. 
GiRION 1950s Rep. o27ansa alse 


29. One hundred members constitute a quorum for 
all general meetings. C.R.O. 1950, Reg. 327, s. 12. 


to all members at least ten days before the date of the 
meeting, and the notice shall set forth the purpose of 
the meeting. 


(2) All notices required to be given to members 
shall be deemed to have been regularly given if mailed, 
postage prepaid, in the Toronto Post Office, addressed 
to the member at his last known address recorded in 
the office of the Association. 


(3) A statutory declaration by the secretary or his 
nominee is conclusive proof of oa poets of the 


notices. C.R.O. 1950, Reg. 327, s. 
PROCEDURE 
31.—(1) The order of business at meetings of the 


Association shall be, 
(a) reading of minutes; 


(b) business arising out of minutes; 
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(c) reading and considering correspondence; 


(d) reading and considering reports from the 
council and of committees; and 


(e) general business. 


(2) The order of business at meetings of the council 
shall be, 


(a) reading of minutes; 
(6) business arising out of minutes; 
(c) reading and considering correspondence; 


(d) reading and considering reports from com- 
mittees, boards of examiners, auditors and 
others; 


(e) considering and passing accounts; 
(f) general business; and 


(g) receiving and considering applications for 
membership. 


(3) In the absence of proof to the contrary, the 
minutes of any meeting of the Association or the 
council, or of a committee, purporting to be signed by 
the president or a vice-president and by the secretary 
shall be deemed to be a correct record of the proceedings 
at the meeting. C.R.O. 1950, Reg. 327, s. 32. 


32. Except as otherwise provided in these By-laws, 
the procedure at all meetings of the Association and of 
the council is governed by the rules laid down in 
“Bourinot’s Rules of Order’ (6th Edition). C.R.O. 
1950, Reg. 327, s. 33. 


33.—(1) All proposed amendments or additions to 
these By-laws may, 


(a) originate in the council; or 


(b) be submitted to the council by a petition 
signed by not fewer than twenty members. 


(2) If the proposed amendments or additions are 
approved by the council, they shall be printed and 
submitted within two months to the members of the 
Association for approval. 


(3) If the proposed amendments or additions are 
not approved by the council, they shall be returned to 
the petitioners with the council’s reason for rejection. 

(4) If a majority of those voting approve, the 
amendments or additions shall be submitted to the 
Lieutenant Governor in Council for approval. C.R.O. 
1950, Reg. 327, s. 34. 

34. In addition to any other committees that the 
council appoints, the council shall appoint each year 


at the January meeting of the council the following 
standing committees: 


1. Executive. 

2. Employee members. 
3. Legislation. 

4. Finance. 

5. Professional status. 
6. Publicity. 


7. Practice and ethics. C.R.O. 1950, Reg. 327, 
Soo Om Reg lll 5356s OM Reg. 1517/50, 
Ss. 
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35.—(1) The president of the Association is ex officio 
a member of all committees. 


(2) The vice-presidents and immediate past presi- 
dent are ex officio members of the standing committees. 
GR OMS OM Resa s2mucus Or 


36. Subject to section 35, the standing committees 
shall be constituted as follows: 


1. The executive committee, of one member of 
the council from each branch. 


to 


Employee-members committee, of two mem- 
bers of the council, and one member of each 
group of employee members established under 
section 40. 


3. The legislation committee, of two members of 
the council and any other members of the 
Association who are appointed by the council. 


4. The finance committee, of two members of the 
council. 


On 


The professional-status committee, of two 
members of the council and at least three other 
members of the Association, other than 
members of the council, appointed by the 
council. 


6. The publicity committee, of two members 
of the council and any other members of the 
Association appointed by the council. 


7. The practice and ethics committee, of one 
member from each branch of the Association 
of whom at least two are on the council. 
C.R.O. 1950, Reg. 327, s. 37; O. Reg. 111/53, 
s. 2; O. Reg. 151/56, s. 2. 


37. The executive committee shall, 


(a) deal with urgent matters arising between 
regular meetings of the council; 


(b) consult with other committees of the council; 


(c) report to the council matters involving the 
ethical behaviour of members; 


(d) advise the secretary or any other officers or 
officials on matters of policy; 


(e) act upon or report upon any matter that may 
be referred to it by the council; and 


(f) prepare a resume of the year’s activities with 
particular reference to matters of policy as to 
the outgoing and incoming council. C.R.O. 
1950, Reg. 327, s. 38: 


38. The legislation committee shall, 


(a) recommend to the council changes in the Act 
that may be necessary or advisable; 


(b) inform the council of any proposed legislation 
that directly or indirectly affects the interests 
of the Association; and 


(c) when necessary, consult the solicitor of the 
Association on matters pertaining to legisla- 
tions (CRO 1950) sRess 327, s939: 


39. The finance committee shall, 


(a) advise the council on the purchase or sale of 
securities; 


(b) check and report to the council on all expendi- 
tures; 


(c) report from time to time the current position 
in relation to the budget; 
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(d) advise on expenditures not included in the 
budget; and 


(e) prepare a budget for the consideration, amend- 
ment or adoption of the incoming council at 
its January meeting. C.R.O. 1950, Reg. 
27, s. 40: 


40. The professional-status committee shall, 


(a) recommend to the council policies and pro- 
grams for advancing the status and well- 
being of members; 


(b)"prepare, for consideration by the council, 
plans for obtaining data on, 


(i) engineering fees and salaries, and 


(ii) comparative earnings of other pro- 
fessions; 


(c) submit to the council reports on and studies 
of professional engineering salaries and fees; 


(d) prepare for consideration by the council re- 
ports on and studies of surveys or question- 
naires approved by the council; 


(e) annually prepare and present for consideration 
by the council, schedules of recommended 
minimum salaries and minimum fees; 


(f) make studies, and prepare plans for con- 
sideration by the council, of suitable pro- 
grams to be carried out by the Association 
and designed for providing means for in- 
creasing the knowledge and skill of members 
of the Association. O. Reg. 111/53, s. 3. 


41.—(1) Subject to the approval of the council, 
the employee-members committee may establish groups 
of employee members each of which shall be composed 
of members who are employees of the same employer. 


(2) The employee-members committee shall, 


(a) endeavour to achieve and maintain adequate 
and satisfactory communication between 
members of an established group and their 
employers; 


(b) propose and execute plans for gathering, 
analyzing and assembling information per- 
taining to conditions and remuneration of 
employee members and for communicating 
that information to all established groups; 


(c) provide a forum for interchange of information 
and for advising established groups with re- 
spect to their negotiations with their em- 
ployers; 


(d) report to the council on the progress and con- 
ditions of the established groups and recom- 
mend such action by the council as appears 
to the committee to be necessary; 


(e) ensure that a register of members of each 
established group is established and main- 
tained; 


(f) ensure that assistance is given to established 
groups to obtain representation on the com- 
mittee; and 


(g) formulate and follow such rules of procedure 
as are approved by the council. O. Reg. 
151/56, 8. 4. 


42. The publicity committee shall, under the direc- 
tion of the council, 
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(a) prepare and issue any publications of the 
Association; and 


(b) inform the public on the Association's activi- 
ties. ‘C:R.O) 1950, Reg.327;, s, 41: 


43. The practice and ethics committee shall advise 
the council on all matters referred to it in connection 
with the practice and ethics of the profession. C.R.O. 
1950, Reg. 327, s. 42. 


44. The council may impose such other duties on 
any standing or other committees as it deems fit. 
GLRO; A950) (Rees 327, 0sn 45. 


CODE OF ETHICS 


45. The code of professional ethics in the Schedule 
is prescribed for members of the Association. C.R.O. 
1950, Reg. 327, s. 44. 


INTERPRETATION 


46. For the purposes of subsection 1 of section 28 
of the Act, 


(a) “gross negligence’ means any act or omission 
in the carrying out of work of a professional 
engineer that shows a reckless or deliberate 
disregard of or indifference to the rights or 
safety of others; 


(b) “unprofessional conduct” means infamous, dis- 
graceful or improper conduct in a professional 
respect and includes any violation of the code 
of professional ethics set forth in the Schedule; 


(c) “incompetence”? means lack of adequate 
knowledge of, or continued neglect or failure 
to exercise, the ordinary skills of a professional 
engineer ; 


(d) “serious criminal offence’? means, 


(i) any act committed in Canada that is 
punishable on indictment under the 
Criminal Code (Canada), and 


(ii) any act that if committed in Canada 
- would be punishable on indictment 
under the Criminal Code (Canada), 


but does not include any political offence 
committed outside Canada or any offence 
that does not affect the fitness of a profes- 
sional engineer to practise his profession. 
C.R.O; 1950, Reg. 327, s. 45. 


Schedule 
CODE OF PROFESSIONAL ETHICS 
GENERAL 


1. A professional engineer owes certain duties to 
the public, his employers, other members of his pro- 
fession and to himself and shall act at all times with, 


(a) fairness and loyalty to his associates, em- 
yalty 
ployers, subordinates and employees; 


(b) fidelity to public needs; and 


(c) devotion to high ideals of personal honour and 
professional integrity. 


DUTY OF PROFESSIONAL ENGINEER TO THE PUBLIC 


2. A professional engineer shall, 


(a) endeavour at all times to enhance the public 
regard for his profession by extending the 
public knowledge thereof and discouraging 
untrue, unfair or exaggerated statements with 
respect to professional engineering; 
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(b) 


(c) 


(d) 


(e) 


DUTY 
Sos Jak 


(a) 


(b) 


(e) 


Ci 


— 


not give opinions: or make statements on pro- 
fessional engineering projects of public interest 
that are inspired or paid for by private interests 
unless he clearly discloses on whose behalf he 
is giving the opinions or making the state- 
ments; 


not express publicly or while he is serving as 
a witness before a court, commission or other 
tribunal opinions on professional engineering 
matters that are not founded on adequate 
knowledge and honest conviction; 


make effective provisions for the safety of life 
and health of a person who may be affected 
by the work for which he is responsible; and 


sign or seal only those plans, specifications and 
reports actually made by him or under his 
personal supervision and direction. 


OF PROFESSIONAL ENGINEER TO EMPLOYER 


professional engineer shall, 


act in professional engineering matters for each 
employer as a faithful agent or trustee and 
shall regard as confidential any information 
obtained by him as to the business affairs, 
technical methods or processes of an employer; 


present clearly to his employers the conse- 
quences to be expected from any deviations 
proposed in the work if his professional engin- 
eering judgment is overruled by non-technical 
authority in cases where he is responsible for 
the technical adequacy of professional engin- 
eering work; 


have no interest, direct or indirect, in any 
materials, supplies or equipment used by his 
employer or in any persons or firms receiving 
contracts from his employer unless he informs 
his employer in advance of the nature of the 
interest; 


not tender on competitive work upon which 
he may be acting as a professional engineer 
unless he first advises his employer; 


not act as consulting engineer in respect of 
any work upon which he may be the con- 
tractor unless he first advises his employer; 
and 


not accept compensation, financial or other- 
wise, for a particular service, from more than 
one person except with the full know ledge of 
all interested parties. 


DUTY OF PROFESSIONAL ENGINEER TO OTHER 


4, A 
(a) 


(0) 


(c) 


(d) 


(e) 


PROFESSIONAL ENGINEERS 
professional engineer shall, 


conduct himself towards other professional 
engineers with courtesy and good faith; 


not accept any engagement to review the 
work of another professional engineer for the 
same employer except with the knowledge of 
that engineer, or except where the connection 
of that engineer with the work has been 
terminated; 


not maliciously injure the reputation or busi- 
ness of another professional engineer; 


not attempt to gain an advantage over other 
members of his profession by paying or accept- 
ing a commission in securing professional en- 
gineering work; and 


not advertise in a misleading manner or in a 
manner injurious to the dignity of his pro- 
fession, but shall seek to advertise by establish- 
ing a well-merited reputation for personal 
capacity. 


DUTY OF PROFESSIONAL ENGINEER TO HIMSELF 
5. A professional engineer shall, 


(a) maintain the honour and integrity of his pro- 
fession and without fear or favour expose 
before the proper tribunals unprofessional or 
dishonest conduct by any other member of 
the profession; and 


(6) undertake only such work as he is competent 
to perform by virtue of his training and ex- 
perience, and shall, where advisable, retain and 
co-operate with other professional engineers 
or specialists. C.R.O. 1950, Reg. 327, 


Sched. 1. 


Form 1 
The Professional Engineers Act 
BALLOT FOR COUNCIL 


Each member is entitled to vote for president, first 
vice-president and second vice-president but he may 
vote only for the councillors nominated to repre- 
sent the branch in which he is registered to vote. 
Two councillors to be elected in each branch. 


Place an X at the left side of the names of those for 
whom you wish to vote who have been nominated in 
accordance with the by-laws of the Association. 


PRESIDENT 
Note:—Vote for not more than one of the following: 
fe eATB: 
ED 

FIRST VICE-PRESIDENT 

Note:—Vote for not more than one of the following: 
7 ai Ewe e- ; 
Ci 
SECOND VICE-PRESIDENT 


Note:—Vote for not more than one of the following: 


ABs Ss 
Seer. 
COUNCILLORS 


Civil Branch 
Note:—Vote for not more than two of the following: 
fai Bs = 


Chemical and Metallurgical Branch 
Note:—Vote for not more than two of the following: 
’ Ae 
CADE 
E.F. 

Electrical Branch 
Note:—Vote for not more than two of the following: 
ey ANGIE 
flee LORD) 
E.F. 


Mechanical Branch 
Note:—Vote for not more than two of the following: 


O AB. 
Ly Cuno. 
Cl EF. 


Mining Branch 
Note:—Vote for not more than two of the following: 
A.B. 
(GAD. 
- E.F. 


JOO 


Affix no signature or writing of any kind to this 
ballot paper. Place it in the small env elope provided, 
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to which affix no writing or other mark of identification. 
Then enclose in outer envelope provided, on which 
place the name and signature of elector, and forward 
so as to be received by the Secretary on or before the 
20th day of December. 


C.R.O. 1950, Reg. 327, Form 1. 


Form 2 
The Professional Engineers Act 
Registration INO... ...--.6 
Application for Membership 
the ee a of 


PROFESSIONAL ENGINEERS 


of the Province of Ontario 


NAPE acer etc ric, atret cs Naa Make Cicke de uta ee eee oe 
(print or type full given names and surname) 
THEN (aN Ghee CCRT ee 9s TES CeO RTE oN REOMER ere car ee 


(city or town) (county ) 
in the Province of Ontario, make application to be 
registered as a professional engineer under The Profes- 
sional Engineers Act. 


MavasibOriate .f “ieutle etude sor (0 re cnr ORS oT Fen 
t Mh 

bad ‘4 oe 

Li Zia, EN Teh UES ah (Cy tebe CERN SS Sy sco cP cee ORRERE RET DUE OS ota CFE 
My qualifications are as follows: 


QUALIFICATIONS 


1. Educationa! qualifications 
(1) Preliminary education 


Years in | 
Attend- | 
ance | 

| 


(2) Technical education 


Loca- oe 


Univer- Date of | Yearsin 
sity tion Re- |Course, Gradu- | Attend- 
ceived) ation ance 


—————— 


2. Membership in other associations of professional 
engineers or engineering, scientific or technical 
societies or organizations: 


| é b | Was Ad- 
| Year of |Grade of} mittance 
| Admis- |Member-) Obtained 
| sion | ship by Ex- 

| amination 


Name of Society 


3. Engineering experience: 


State full particulars of engineering experience and 
engagements with outline of positions held, nature of 


PROFESSIONAL ENGINEERS 


Reg. 496 


employment, name of employer and dates of employ- 
ment. (If insufficient space, attach separate signed 
sheets. ) 


I enclose cheque for $13 payable to the Association 
for fee in calendar year in which application is accepted. 
[ understand that this fee is non-returnable. 


I am aware that, for purposes of representation upon 
the council and for registration, the Association is di- 
vided into civil, chemical and metallurgical, electrical, 
mechanical and mining branches and if accepted I desire 


Fepistration iimMthe:... .ceereae cc met ee: branch: 


I submit the names of the following three persons as 
references as to character and engineering experience: 


Name 


Present address 


Title or position 


Employer 


Period covered 


Present position) tLe eee etn See eae ene 
Employer. jndcvode st Aes acs aera ite ae, een pee 
Business address 


FOR OFFICE USE ONLY 


Date Remarks 


Application received........|......... 
Registration fee received....|........- 
Application acknowledged... . | 


Published 


Report of councillors....... 
Decisionior cOUNCI <n onsen. |hiseirs see 
Is examination required?.... 
if so, sent to Bd. of examiners 
Report of examiners........ 
Decision of council 
Applicant motnedo. 1. <0... eeaebs- sek 
Gertificateissued: 3.4 -.25.. eee 
Registration fee deposited...|......... 
Registration fee returned....)......... 


C.R.O. 1950, Reg. 327, Form 2; O. Reg. 325/52, s. 4. 
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Form 3 
The Professional Engineers Act 
| Nepealsielgeyakoyen WINGY Seanad acon « 


Application for Membership 
by a recorded graduate 
in 
the Association of 
PROFESSIONAL ENGINEERS 
of the Province of Ontario 


(print or type full given names and surname) 


TRESSTG NGTER Le heres SodlaPndre. eerinte eb tnk SNe ale ae aaicienee le eae aie 
(city or town) (county) 

in the Province of Ontario, recorded as a graduate en- 

gineer with the Association, make application to be 

registered as a professional engineer under The Profes- 

sional Engineers Act. 


UncesinetteristratiolainyEn Chime aie eee se ee ere ie 
(civil, chemical and metallurgical, 
electrical, mechanica! or mining) 


branch, and in support of my application submit the 
following information concerning myself: 


1. My education qualifications are: 


(degree ) (course) 


Number of years in attendance in engineering course 


i) 


The following is an outline of my experience since 
FoZing2 6 IITEET eee ern ar as VRP Bese ie at oe 


I submit the names of the following three persons as 
references as to character and engineering experience: 


Name 


Present address 


Title or position 


Employer 


Period covered 


I enclose cheque for $10 payable to the Association for 
fee for this calendar year. 


IPECSENGsp OSI UIOMIn eax eres Aa ee a ate emt ee esas 
Ein ployiente ea wae oi. twee aan es See Meee Season kien 
Businessva dd keSSi- raves Noo Sole mes deere es em 


Resta en cena dd resSenaiey wit cag ncsueeroicy a Ee temo 


FOR OFFICE USE ONLY 


Application received........ 
Registration fee received....|......... 
Application acknowledged...]......... 
miblished See oreer we cilia. hives 


C.R.O. 1950, Reg. 327, Form 3. 


Form 4 
The Professional Engineers Act 


Certificate of Membership 
in 
ASSOCIATION OF PROFESSIONAL ENGINEERS 
OF THE PROVINCE OF ONTARIO 


This is to certify that 
A.B. 

is registered as a member of the 

Association of Professional Engineers 
of the Province of Ontario 

under The Professional Engineers Act 

and is entitled to practise as a 

PROFESSIONAL ENGINEER 


in the Province of Ontario 
Given under the seal of the Association at Toronto, 


Lis eaveyenemcon eee: Gavumo Lenser te annette Ree. B 


Registrar 


C.R.O. 1950, Reg. 327, Form 4. 


Form 5 
The Professional Engineers Act 
WicencepINor as senc- cys 


Application for Licence 
(Resident in Canada) 


to 


the Association of 
PROFESSIONAL ENGINEERS 
of the Province of Ontario 


(print or type full given names and surname) 


residing at....... Peace onsnAGtonen asnenoe hee ooC 
(city or town) 


in the Province of...... oe combo Abdo e pe Sood aooc 
make application to be licensed as a professional en- 
gineer under The Professional Engineers Act. 


Iecesinevlicencesiniye etre te ry a ee rea Gon 
(civil, chemical and metallurgical, 
electrical, mechanical or mining) 

branch. 

was: borates. metre ar Olin laactise ctor sy cena eee 


IeaeAnGitizenvOMmen et ete mint rae eee mere ar eer eee 
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My qualifications are: 
Technical education: 


Univer- Loca- Degree | Date of | Years in 
sity tion Re- Course) Gradu- Attend- 

ceived ation ance 

i er Ca eee 
Scrio\s CN NSSRENae e (Gea Goons eeeeee Robo once 
ce Dit weewrer sa. Pt eye ee Serene, Wet ee ee cena an 
etre hern DOL Ole: on ele ieury sites 2 o's cess venavedopse sea aeons 


(give name of association of engineers ) 
The work for which I desire the licence is as follows: 


I enclose cheque for $5 to cover licence fee, to be re- 
turned if this application is not accepted. 


[Dyed eh Somme ao ae Anas aio a enn Ee rT arate AG OA ol 
PerIpANrent DUSINESSE ACGKESS. o.. «4.0 ssuieun eset elena etvacko Rin 
Permanent residence address.........-.0..0200n-00- 
ONtanOrad Gress, wamveeh Meee poke sais) \oes Seal Sune ire S Grter 


(signature of applicant) 


AGE, gees ite oh ees FLOR as 


C.R.O. 1950, Reg. 327, Form 5. 


Form 6 
The Professional Engineers Act 
[EIGONGeENG! cea avacence = - 


Application for Licence 
(Not resident in Canada) 
to 
the Association of 
PROFESSIONAL ENGINEERS 
of the Province of Ontério 


(print or type full given names and surname) 


residing at 


(city or town) (state or country ) 


make application to be licensed as a professional en- 
gineer under The Professional Engineers Act. 


i was-bontate.. i.e se eo on 


My qualifications are as follows: 


1. Educational qualifications: 
(1) Preliminary education 


| | 
| ae") 
| Years in 
Location Attend- 

| ance 


School Diploma 


PROFESSIONAL ENGINEERS 
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(2) Technical education 


j 


| 


Univer- Loca- |Degree Date of | Years in 
sity tion | Re- |Course; Gradu- | Attend- 
ation ance 


2. Membership in other associations of professional 


engineers or engineering, scientific or technica] 
societies or organizations: 
Was Ad- 
Year of |Grade of | mittance 
Name of Society Admis- |Member-| Obtained 
sion ship by Ex- 
amination 


3. Engineering experience: 

State full particulars of engineering experience and 
engagements with outline of positions held, nature of 
employment, name of employer and dates of employ- 


ment. (If insufficient space, attach separate signed 
sheet. ) 


1. Are you temporarily resident in Canada?.... 


2. If so, on what date and at what port of entry 


dideyoucenter (Ganadae yaetsetsueicas iscee abst 
3. Under what arrangements with the Immigra- 
tion Department (Canada) were you ad- 
ITU LEC tae sieeve ie oetians ek archon is Se uaet cha eee 


4. Are you now practising professional engineer- 


IN Ue OMANI ea ct gee eins, walt e oeas eae 


on 


If ‘‘no’’, when do you propose to commence? 


6. If “yes”, at what date did you commence? 


~ 


For whom do you, or do you intend to, per- 
form eoreera! engineering services in 


Reg. 496 


9. Describe explicitly the nature of the work to 


berdonenmOntarionie.. ante tees aes 


Hedestreslicence anstoewe esses aati oe Branch. 
(Note: The five branches are: civil, chemical and 
metallurgical, electrical, mechanical and mining.) 


I enclose cheque for $15 to cover licence fee to be re- 
turned if this application is not accepted. 


I submit the names of the following three persons as 
references as to character and engineering experience: 


Name 


Present address 


Title or position 


Employer 


Period covered 


Rennanent business: addresses anes tamcen ere ee 
Ontario business addressaccereacs attache nearest 
Permanent-residenceraddressjsien wee nee eer neers 


Outariomesidencetaddress:. scene tare te iste 


PROFESSIONAL ENGINEERS 
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FOR OFFICE USE ONLY 


Applicationmeceiyedaawsaeeia|( ase u cers 
PACENCE EG HEC CVE Cement celllauieaecnne ne 
Licence fee deposited.......]........- 
Application acknowledged...|......... 
Presented to councillors.....)......... 
Decision,of counctllorsaaaeeiieeie ni oie 
Applicamtenotitiedteyanetr cinerea ne 
Ihicencekissucdeere rere oreo ete. 


C.R.O. 1950, Reg. 327, Form 6; O. Reg. 325/52, s. 5. 


Form 7 
The Professional Engineers Act 


Licence 
from 
THE ASSOCIATION OF 
PROFESSIONAL ENGINEERS 
OF THE PROVINCE OF ONTARIO 
This is to certify that 


is hereby granted a licence to practise as a professional 
engineer until the 3ist day of December, 19... 
in the Province of Ontario 
under The Professional Engineers Act. 
This licence is not valid after the 31st day of 
December, 19... 


Given under the seal of the Association at Toronto, 


Registrar 
C.R.O. 1950, Reg. 327, Form 7. 
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Regulation 497 


under The Provincial Land Tax Act 


RATE OF TAX AND EXEMPTIONS 


1. The rate of annual tax is fixed at 11% per cent. 
O. Reg. 95/53, s. 1, amended. 


2. A person who is the owner of, 
(a) land, 
(i) on which he resides, and 


(ii) from which he derives his chief source 
of income by farming; or 


(6) land in the geographic townships of Campbell, 
Dawson, Mills and Robinson, in the Territorial 
District of Manitoulin, 


is exempt from tax under section 3 of the Act in respect 
of the land. C.R.O. 1950, Reg. 328; O. Reg. 126/54, s. 1. 


3. For the purpose of the annual tax under section 
3”of the Act, the valuation per foot of length of pipe- 
line of the diameter shown in column 1 of the Schedule 
is fixed at the valuation shown opposite thereto in 
column 2. O. Reg. 302/58, s. 1. 


ITEM 


1 ll el ee 
SOONAUMEWNHRPOOONIAUMEPWNHHE 


NNWNdtv 
Ronn 


Schedule 
CoLuMN 1 CoLuUMN 2 

34” Nominal inside diameter ei 
{2 4c a“ a“ .09 
114" “ce “cc “ic Ea 
114” “ce “ce “a 3 
Did and 214" “ce “ “ce ya ivf 
ait iad “cc ae 46 
4” and 4” 4c“ “ce “ec 55 
Be and 554" ““ “c ae 83 
6” and 634" 4é “e “ce 98 
RF ae ac ae 1.24 
10” 4c “ce “cc 55 
iW “ec 4c “cs Dest 
14” Outside diameter 2.34 
16” 4c “i 2.35 
18” a se 2.67 
20” of < 2.96 
20" “sb ae 3.25 
24” i a 3.56 
ZO a 3.69 
28” ae os 3.85 
30” ys a 4.03 
82” ss st 4,24 
34” ns " 4.46 
36" ae “se 4°72 


O. Reg. 302/58, Sched. 1. 
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PROVINCIAL PARKS 403 


Regulation 498 


under The Provincial Parks Act 


DESIGNATION OF PARKS 


1. ‘The provincial park named in the heading of a 
Schedule in Appendix A is delimited as described in 
that Schedule. O. Reg. 144/57, s. 1. 


2. The area described in a Schedule in Appendix B 
is set apart as the provincial park named in the heading 
of that Schedule. O. Reg. 144/57, s. 2. 


3. The provincial parks named in the Schedules in 
appendixes A and B are designated as being under 
Part I of the Act. O. Reg. 144/57, s. 3. 


APPENDIX A 
Schedule 1 
ALGONQUIN PROVINCIAL PARK 


In the Provisional County of Haliburton and the 
Territorial District of Nipissing and described as 
follows: 


Beginning at the northeasterly angle of the geo- 
graphic Township of FitzGerald in the Territorial 
District of Nipissing; thence southerly along the east- 
erly boundary of that geographic township to the north- 
westerly angle of the geographic Township of Edgar; 
thence easterly along the northerly boundary of that 
geographic township to the northeasterly angle thereof; 
thence southerly along the easterly boundary of that 
geographic township to the northwesterly angle of the 
geographic Township of Bronson; thence easterly along 
the northerly boundary of that geographic township 
to the northeasterly angle thereof; thence southerly 
along the easterly boundaries of the geographic town- 
ships of Bronson, Stratton and Master to the south- 
easterly angle of the last-mentioned geographic town- 
ship; thence westerly along the southerly boundaries 
of the geographic townships of Master, Guthrie and 
Clancy to the intersection of the southerly production 
of the westerly limit of Lot 23 in Concession I in the 
geographic Township of Clancy; thence northerly 
along that production and the westerly limit of that 
lot to the northwesterly angle thereof; thence easterly 
along the northerly limit of that lot to the south- 
westerly angle of Lot 22 in Concession II in that 
geographic township; thence northerly along the 
westerly limit of that lot and Lot 22 in Concession III 
in that geographic township to the northwesterly 
angle of the last-mentioned lot; thence westerly along 
the northerly limits of lots 23 to 34, both inclusive, in 
Concession III in that geographic township to the 
northwesterly angle of the last-mentioned lot; thence 
southerly along the westerly limit of that lot and its 
southerly production to the centre line of the allow- 
ance for road between concessions II and III in that 
geographic township; thence westerly along that centre 
line to its intersection with the northerly production 
of the westerly limit of Lot 35 in Concession II in that 
geographic township; thence southerly along that 
production and along the westerly limit of that lot 
40 chains and 50 links; thence westerly parallel to the 
centre line of the allowance for road between con- 
cessions I] and III in front of lots 36 and 37 in that 
geographic township to the westerly limit of that 
geographic township; thence northerly along that limit 
to the southeasterly angle of the geographic Town- 
ship of Preston; thence westerly along the southerly 
boundary of that geographic township to a point 
10 chains and 95 links measured easterly and along 


that southerly boundary from its intersection with 
the northerly production of the centre line of the 
allowance for road between lots 15 and 16 in Con- 
cession NIV in the geographic Township of Airy; 
thence south 14° 35’ west 531 chains and 16 links, more 
or less, to the westerly boundary of that geographic 
township; thence southerly along that boundary to the 
southwesterly angle of that geographic township; 
thence south 69° 8’ west 1041 chains and 85 links 
through the Provisional County of Haliburton; thence 
south 68° 26’ west 302 chains and 95 links to the south- 
westerly angle of that part of the townships of Sher- 
borne, McClintock, Livingstone, Lawrence and Night- 
ingale in that provisional county which was formerly 
the Township of Lawrence; thence north 20° 52’ west 
707 chains, more or less, to the southerly boundary of 
the geographic Township of Peck in the Territorial 
District of Nipissing; thence westerly along the south- 
erly boundaries of the geographic townships of Peck 
and Finlayson to the intersection with the southerly 
production of the centre line of the allowance for road 
between lots 20 and 21 in the last-mentioned geo- 
graphic township; thence northerly along that centre 
line to the northerly boundary of the geographic 
Township of Finlayson; thence westerly along that 
boundary to its intersection with the southerly pro- 
duction of the centre line of the allowance for road 
between lots 15 and 16 in the geographic Township of 
McCraney; thence northerly along the centre line of 
the allowance for road between lots 15 and 16 in the 
geographic townships of McCraney, Butt and Paxton 
to the northerly boundary of the last-mentioned 
geographic township; thence easterly along the north- 
erly boundary of that geographic township to its inter- 
section with the southerly production of the centre 
line of the allowance for road between lots 20 and 21 
in the geographic Township of Ballantyne; thence 
northerly along that centre line to the northerly 
boundary of that geographic township; thence easterly 
along the northerly boundaries of the geographic 
townships of Ballantyne and Wilkes to the north- 
easterly angle of the last-mentioned geographic town- 
ship; thence easterly along the production of the 
northerly boundary of that geographic township to the 
westerly boundary of the geographic Township of 
Pentland; thence northerly along that boundary of 
that geographic township to the northwesterly angle 
thereof; thence easterly along the northerly boundary 
of that geographic township to the northeasterly 
angle thereof; thence southerly along the easterly 
boundary of that geographic township to its inter- 
section with the westerly production of the centre line 
of the allowance for road between concessions X 
and XI in the geographic Township of Boyd; thence 
easterly along that centre line to the easterly boundary 
of that geographic township; thence southerly along 
that boundary to the northwesterly angle of the 
geographic Township of Deacon; thence easterly along 
the northerly boundary of that geographic township 
to the northeasterly angle thereof; thence southerly 
along the easterly boundary of that geographc town- 
ship to the northwesterly angle of the geographic 
Township of FitzGerald; thence easterly along the 
northerly boundary of that geogeographic township to 
the place of beginning; 


Excepting therefrom in the Territorial District of 
Nipissing: 


(a) Lot 21 in Concession V in the geographic 
Township of Ballantyne; and 


(b) in the geographic Township of Pentland, 
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(i) Broken Lot 8 in Concession XIV, 
(ii) Broken Lot 8 in Concession XV, and 


(iii) the right of way and station grounds 
of the Canadian National Railways. 
O. Reg. 144/57, App. A, Sched. 1. 


Schedule 2 
IPPERWASH PROVINCIAL PARK 


Lot 8 in Concession A in the Township of Bosanquet 
in the County of Lambton, according to Plan No. 23 
registered in the Registry Office for the County of 
Lambton. O. Reg. 144/57, App. A, Sched. 2. 


Schedule 3 
LAKE SUPERIOR PROVINCIAL PARK 


In the Territorial District of Algoma and described 
as follows: 


Beginning at a point in the high-water mark of 
Agawa Bay of Lake Superior where it is intersected by 
the southerly boundary of the geographic Township of 
Tp. 28, Range 16; thence easterly along the southerly 
boundary of that geographic township to the inter- 
section with a line drawn parallel to and distant 500 
feet in perpendicular distance measured westerly from 
the westerly limit of that part of the King’s Highway 
known as No. 17; thence southerly along that parallel 
line to the intersection with a line drawn west astro- 
nomically from the intersection of the high-water mark 
on the northerly shore of the Montreal River with the 
westerly boundary of the geographic Township of 
Home; thence northerly along that boundary to the 
northwesterly angle of that geographic township; 
thence westerly along the southerly boundary of the 
geographic Township of Tp. 27, Range 16 to the south- 
westerly angle thereof; thence northerly along the 
westerly boundary of that geographic township to its 
intersection with the southerly limit of the right of way 
of the Algoma Central and Hudson Bay Railway 
Company; thence in a general westerly, northwesterly 
and easterly direction along the southerly, westerly 
and northerly limits of that right of way to the inter- 
section of the northerly limit of that right of way with 
the easterly boundary of the geographic Township of 
Tp. 28, Range 16; thence northerly along that boundary 
to the northeasterly angle of that geographic township; 
thence westerly along the northerly boundary of that 
geographic township to the southeasterly angle of the 
geographic Township of Tp. 29, Range 17; thence 
northerly along the easterly boundaries of the geo- 
graphic townships of Tp. 29, Range 17 and Tp. 29, 
Range 18 to the southwesterly angle of the geographic 
Township of Tp. 28, Range 19; thence easterly along 
the southerly boundary of that geographic township 
to its intersection with the westerly limit of the right 
of way of the Algoma Central and Hudson Bay Railway 
Company; thence in a general northerly direction 
along the westerly limit of that right of way to its 
intersection with the southerly boundary of the geo- 
graphic Township of Tp. 28, Range 21; thence westerly 
along the southerly boundaries of the geographic 
townships of Tp. 28, Range 21 and Tp. 29, Range 21 
to the southwesterly angle of the last-mentioned 
geographic township; thence northerly along the 
westerly boundary of that geographic township to the 
northwesterly angle thereof; thence westerly along the 
southerly boundary of the geographic Township of 
Tp. 29, Range 22 to the southwesterly angle thereof; 
thence northerly along the westerly boundary of that 
geographic township 3 miles and 40 chains; thence 
west astronomically to the high-water mark on the 
easterly shore of Lake Superior; thence in a general 
southerly direction along that high-water mark to the 
place of beginning; 
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Excepting therefrom lands patented before the 
15th day of November, 1949. O. Reg. 291/59, s. 1. 


Schedule 4 
LONG POINT PROVINCIAL PARK 


In the Township of South Walsingham, in the 
County of Norfolk, and being composed of Block B as 
shown outlined in red on a plan of subdivision of part 
of the peninsula known as Long Point, signed by 
Speight and Van Nostrand, Ontario Land Surveyors, 
dated February 14, 1923, and filed in the office of the 
Registrar of Regulations at Toronto as No. 211. 
O. Reg. 144/57, App. A, Sched. 4. 


Schedule 5 
PRESQU’ILE PROVINCIAL PARK 


In the Township of Brighton, in the County of 
Northumberland, and being composed of High Blufi 
Island and part of Presqu’ile Peninsula, together with 
the small islands, marshlands and land under water, 
as shown outlined in red on a plan filed in the office of 
the Registrar of Regulations at Toronto as No. 219. 
O. Reg. 280/57, s. 1. 


Schedule 6 
QUETICO PROVINCIAL PARK 


In the Territorial District of Rainy River and 
described as follows: 


Beginning where the boundary line between the 
territorial districts of Rainy River and Thunder Bay 
is intersected by the southerly limit of the highway 
known as the King’s Highway No. 120; thence in 
a general westerly direction along that limit to the 
centre line of the portage situated between Eva Lake 
and the most northerly extremity of French Lake; 
thence in a general southerly direction along that centre 
line to the high-water mark on the northerly shore of 
the last-mentioned lake; thence in a general south- 
westerly direction along that high-water mark to the 
northerly bank of the river connecting French Lake 
and Pickerel Lake; thence in a general westerly direc- 
tion along the northerly or right bank downstream of 
that river to the high-water mark on the northerly 
shore of the last-mentioned lake; thence in a general 
westerly direction along the high-water mark on the 
northerly or right shore of Pickerel Lake and Pickerel 
Narrows to the high-water mark on the easterly shore 
of the body of water comprising the most southerly 
part of Batchewaung Lake; thence in a general north- 
erly, northeasterly and northwesterly direction along 
that high-water mark on the easterly or right shore of 
that lake to the westerly extremity of a peninsula 
forming a narrows, distant 80 chains, more or less, 
north astronomically from the most southerly shore 
of that lake; thence west astronomically across the 
narrows 20 chains, more or less, to the high-water 
mark on the westerly shore of that lake; thence in a 
general southwesterly, northwesterly and westerly 
direction along the high-water mark on the northerly 
or right shore of that lake to a point in that high-water 
mark at the most westerly extremity thereof; thence 
west astronomically 20 chains, more or less, to the 
high-water mark on the easterly shore of a small lake; 
thence in a general northerly, westerly and southerly 
direction along that high-water mark to a point in that 
high-water mark at the most westerly extremity of the 
shore of that small lake; thence west astronomically 
40 chains, more or less, to the northwesterly bank of a 
stream flowing southwesterly into a small lake lying 
easterly of Smudge Lake; thence in a general south- 
westerly direction along that bank to the high-water 
mark on the easterly shore of that small lake; thence in 
a general northerly, westerly and southerly direction 
along that high-water mark to the northerly bank of a 
stream flowing into Smudge Lake; thence westerly along 
that bank to the high-water mark on the southeasterly 
shore of that lake; thence in a general northeasterly, 
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northwesterly and southerly direction along that high- 
water mark to the northerly bank of a stream flowing 
into Sohoe Lake; thence westerly along that bank to 
the high-water mark on the easterly shore of that 
lake; thence in a general westerly direction along the 
high-water mark on the northerly or right shore of 
that lake to the northerly bank of a strait connecting 
Sohoe Lake and Cirrus Lake; thence westerly along 
that bank to the high-water mark on the easterly shore 
of Cirrus Lake; thence in a general westerly and south- 
westerly direction along the high-water mark on the 
northwesterly or right shore of that lake to the north- 
erly bank of a small stream flowing into Beaverhouse 
Lake; thence southwesterly along that bank to the 
high-water mark on the northeasterly shore of that 
lake; thence in a general southwesterly direction 
along the high-water mark on the northwesterly or 
right shore of that lake to the northwesterly bank 
of Quetico River; thence in a general southwesterly 
direction along the northwesterly or right bank down- 
stream of that river to its junction with the Namakan 
River; thence in a general southeasterly direction 
along the northeasterly or left bank upstream of that 
river to the high-water mark on the northerly shore of 
Lac la Croix; thence south astronomically to the 
boundary between Canada and the United States of 
America; thence in a general southeasterly, easterly 
and northeasterly direction along that boundary to its 
intersection with the boundary between the territorial 
districts of Rainy River and Thunder Bay; thence 
north astronomically along that boundary 33.3 miles, 
more or less, to the place of beginning; 


Excepting therefrom, 


(a) the Neguagon Lake Indian Reserve No. 25D 
on Lac la Croix; 


(6) lands lying northerly and westerly of French 
Lake, French Portage and Windigoostigwan 
Lake, patented before November 24, 1941, 
and lands held under a lease before November 
24, 1941, from the Crown, but only during the 
term of lease; and 


(c) lands lying within the limits of the rest of the 
area patented before April 1, 1909, and lands 
held under a lease from the Crown before 
April 1, 1909, but only during the term of 
lease. O. Reg. 144/57, App. A, Sched. 6. 


Schedule 7 
RONDEAU PROVINCIAL PARK 


In the Township of Harwich in the County of Kent 
and described as follows: 


Beginning at the northwesterly angle of Lot 2 
according to plan of survey of the tract of land known 
as the Rondeau Peninsula or Point aux Pins dated 
September 8, 1864, prepared by Henry Lowe, O.L.S., 
and of record in the office of the Surveyor General at 
Toronto; thence easterly along the line between lots 1 
and 2 according to the above-mentioned plan of survey 
and its production to the water’s edge of Lake Erie; 
thence in a general southerly, southwesterly and west- 
erly direction following that water’s edge to a point 
distant 800 feet measured easterly and perpendicularly 
from the east face ot the west pier of the channel 
leading from that lake to Rondeau Harbour; thence 
north 12° 45’ 35” east parallel to the east face of the 
west pier of that channel to the water’s edge of that 
harbour; thence northeasterly in a straight line to the 
intersection of the water’s edge of that harbour with 
the westerly production of the line between lots 1 and 
2 according to the above-mentioned plan of survey; 
thence easterly along that production to the place of 
beginning. O. Reg. 144/57, App. A, Sched. 7. 
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Schedule 8 
SIBLEY PROVINCIAL PARK 


In the geographic Township of Sibley in the Terri- 
torial District of Thunder Bay and described as follows: 


Beginning at a point in the high-water mark of 
Thunder Bay where it is intersected by the northerly 
boundary of the geographic Township of Sibley; 
thence easterly along the northerly boundary of that 
geographic township to the northeasterly angle of 
Mining Location V. 13; thence southerly along the 
easterly limit of that mining location to a point thereon 
equidistant from the northerly and southerly limits of 
Lot 1 in Concession VI; thence easterly in a straight 
line to the line between Concessions V and VI: thence 
southerly along that line to the northwesterly angle 
of Lot 9 in Concession V; thence easterly along the 
northerly limit of that lot to the northeasterly angle 
thereof; thence southerly along the easterly limits of 
lots 9 and 10 in Concession V to the northeasterly 
angle of Lot 11 in that concession; thence easterly 
along the northerly limit of Lot 11 in Concession IV to 
the high-water mark of Black Bay; thence in a general 
southerly direction along that high-water mark to the 
line between Mining Locations A and B lying southerly 
of Concession VII; thence northerly along that line to 
the southerly limit of Lot 27 in Concession VII; thence 
westerly along the southerly limit of Lot 27, across 
concessions VII and VIII to the easterly limit of 
Mining Location T, lying at the easterly limit of 
Wood’s Location; thence northerly along the easterly 
limit of Mining Location T to the northeasterly angle 
thereof; thence southwesterly along the northerly 
limits of Mining Location T and Wood’s Location to 
the westerly limit of Mining Location D; thence 
northerly along the westerly limit of that mining 
location to the high-water mark of Thunder Bay; 
thence in a general northeasterly direction along that 
high-water mark to the place of beginning; 


Excepting therefrom lands patented before the 
15th day of November, 1949, and lands held under a 
lease from the Crown made before the 15th day of 
November, 1949, but only during the term of the lease. 
O. Reg. 70/59, s. 1. 


APPENDIX B 
Schedule 1 
ARROW LAKE PROVINCIAL PARK 


In the unsurveyed part of the Territorial District 
of Thunder Bay westerly of the geographic Township 
of Hardwick and described as follows: 


Beginning at the most northerly point of the 
shore of the bay of Arrow Lake lying immediately east 
of The Narrows of Arrow Lake, that point being also 
distant approximately 3 miles and 55 chains measured 
on an astronomic bearing of north 72° 52’ west from 
the southwesterly angle of the geographic Township 
of Hardwick; thence north astronomically 32 chains; 
thence west astronomically 28 chains; thence south 
astronomically 7 chains, more or less, to the shore of 
that lake; thence in a general southerly, northeasterly, 
southwesterly and northeasterly direction along that 
shore to the place of beginning, together with the 
islands in the bay of Arrow Lake lying north of the 
peninsula on the northerly shore of The Narrows of 
Arrow Lake. O. Reg. 144/57, App. B, Sched. 1. 


Schedule 2 
BASS LAKE PROVINCIAL PARK 
The east half of Broken Lot 5 in Concession I, 


Southern Division, in the Township of Orillia in the 
County of Simcoe. O. Reg. 144/57, App. B, Sched. 2. 
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Schedule 3 
EMILY PROVINCIAL PARK 


That part of the north half of Lot 12 in Concession 
V1 in the Township of Emily in the County of Victoria 
lying southerly of the highway known as the Victoria 
County Highway No. 16. O. Reg. 144/57, App. B, 
Sched. 3. 


Schedule 4 
ESKER LAKES PROVINCIAL PARK 


In the geographic townships of Bisley and Clifford 
in the Territorial District of Timiskaming and described 
as follows: 


Beginning at the northwesterly angle of the geo- 
graphic Township of Clifford; thence east astronomical- 
ly along the northerly boundary of that geographic 
township 1.50 miles; thence south astronomically 
6 miles, more or less, to the southerly boundary of that 
geographic township; thence west astronomically along 
that boundary and along the southerly boundary of the 
geographic Township of Bisley 2 miles; thence north 
astronomically 6 miles, more or less, to the northerly 
boundary of that geographic township; thence east 
astronomically along that boundary 0.50 mile, more 
or less, to the place of beginning. O. Reg. 144/57, 
App. B, Sched. 4. 


Schedule 5 
FAIRBANK PROVINCIAL PARK 


_ In the geographic townships of Fairbank and ‘Trill 
in the Territorial District of Sudbury and described 
as follows: 


1. In the geographic Township of Fairbank, 


(a) that part of Lot 12 lying westerly of Fairbank 
Lake in Concession 1; and 


(b) that part of Lot 12 lying westerly of Fairbank 
Lake in Concession I]. 


_ 2. Part of Lot 1 in Concession II in the geographic 
Yownship of Trill and described as follows: 


Beginning at the intersection of the easterly 
boundary of the lot with the high-water mark 
on the southerly shore of the northerly part of 
Fairbank Lake; thence in a géneral north- 
westerly direction along that high-water mark 
30 chains, more or less, to its intersection with 
the southerly boundary of Summer Resort 
Location AE 626; thence westerly along that 
boundary and its production westerly to a 
point therein distant 400 feet in perpendicular 
width from that high-water mark; thence in 
a general southeasterly and easterly direction 
parallel to that high-water mark and distant 
400 feet in perpendicular width therefrom 
40 chains, more or less, to a point in the 
easterly boundary of the lot; thence northerly 
along that boundary 400 feet, more or less, to 
the place of beginning. O. Reg. 144/57, 
App. B, Sched. 5. 


Schedule 6 
GREENWATER PROVINCIAL PARK 


In the geographic townships of Calder, Clute, 


Colquhoun and Leitch in the Territorial District of 
Cochrane and described as follows: 
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Beginning at the southwesterly corner of Lot 8 
in Concession XII in the geographic Township of 
Calder; thence northerly along the westerly boundary 
of that lot, and along the westerly boundary of Lot 8 
in concessions I to VI, both inclusive, in the geographic 
Township of Colquhoun approximately 514 miles to 
the northwesterly corner of the last-mentioned lot; 
thence easterly along the northerly boundary of lots 8 
to 1, both inclusive, in Concession VI in that geographic 
township, and along the northerly boundary of lots 28 
and 27 in Concession VI in the geographic Township of 
Leitch approximately 314 miles to the northeasterly 
corner of the last-mentioned lot; thence southerly along 
the easterly boundary of Lot 27 in concession VI to I, 
both inclusive, in that geographic township, and along 
the easterly boundary of Lot 27 in Concession XII in 
the geographic Township of Clute approximately 
514 miles to the southeasterly corner of that lot; 
thence westerly along the southerly boundary of lots 
27 and 28 in Concession XII in that geographic town- 
ship, and along the southerly boundary of lots 1 to 8, 
both inclusive, in Concession XII in the geographic 
Township of Calder approximately 314 miles to the 
southwesterly corner of the last-mentioned lot, being 
the place of beginning. O. Reg. 144/57, App. B, 
Sched. 6. 


Schedule 7 
IVANHOE LAKE PROVINCIAL PARK 


In the geographic Township of Ivanhoe in the 
Territorial District of Sudbury and described as 
follows: 


Beginning at the northeasterly corner of Location 
L. N. 41; thence east astronomically 44 chains; thence 
south astronomically 226 chains; thence west astro- 
nomically 86 chains; thence north astronomically 
45 chains, more or less, to the southerly shore of Ivan- 
hoe Lake; thence in a general northeasterly, northerly 
and southwesterly direction along the southerly, 
easterly and northerly shore of that lake to the inter- 
section of the last-mentioned shore with the easterly 
boundary of Location L. N. 41; thence northerly along 
that boundary to the northeasterly corner of that 
location, being the place of beginning. O. Reg. 144/57, 
App. B, Sched. 7. 


Schedule 8 
JOHN E. PEARCE PROVINCIAL PARK 


In the Township of Dunwich in the County of Elgin 
and described as follows: 


Premising that the existing limit between lots 11 
and 12 in Concession X in the Township of Dunwich 
has an astronomical bearing of north 43° 19’ 30” west, 
derived from observation, and relating all bearings 
hereinafter mentioned thereto: 


Beginning at a survey post planted within Lot 11 
in Concession X 212.54 feet measured on a course of 
south 5° 37’ east from a point in the existing limit 
between lots 11 and 12 in that concession 3552.78 
feet from the most northerly angle of the first-mentioned 
lot; thence north 89° 47’ 30” west 44.9 feet to a survey 
post; thence north 27° 42’ 20” west 144.75 feet to a sur- 
vey post; thence north 79° 23’ west 540.53 feet; thence 
north 43° 19’ 30” west 288.94 feet; thence north 82° 18’ 
west 270 feet; thence north 85° 05’ west 124.12 feet to 
a survey post; thence south 4° 39’ east 727.44 feet toa 
survey post; thence south 11° 10’ 30” east 664.55 feet 
to a survey post; thence continuing south 11° 10’ 30” 
east 109.45 feet, more or less, to the water's edge of 
Lake Erie; thence in a general northeasterly direction 
along that water’s edge to its intersection with a line 
drawn on a course of south 5° 37’ east from the place of 
beginning; thence north 5° 37’ west 585 feet, more or 
less, to the place of beginning. O. Reg. 144/57, App. B, 
Sched. 8. 
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Schedule 9 
KAP-KIG-IWAN PROVINCIAL PARK 


In the geographic townships of Dack and Evan- 
turel in the Territorial District of Timiskaming and 
described as follows: 


1. Those parts of lots 11 and 12 in Concession III 
in the geographic Township of Evanturel lying northerly 
of a line drawn west astronomically through a point in 
the easterly boundary of the first-mentioned lot distant 
aye chains northerly of the southeasterly corner of 
that lot. 


2. In the geographic Township of Dack, 


(a) that part of Lot 1 in Concession III lying 
northerly of a line drawn parallel to and 
distant 38.88 chains from the southerly 
boundary of that lot; and 


(b) that part of Lot 2 in Concession III lying 
northerly of a line drawn west astronomically 
through a point in the easterly boundary of 
that lot distant 40 chains southerly of the 
northeasterly corner of that lot. O. Reg. 
144/57, App. B, Sched. 9. 


Schedule 10 
KETTLE LAKES PROVINCIAL PARK 


In the geographic Township of German in the 
Territorial District of Cochrane and described as 
follows: 


1. In Concession II, 
(a) lots 4, 5 and 6; and 


(b) that part of Lot 7 lying northerly of a line 
drawn west astronomically through a point 
in the easterly boundary of that lot distant 
40 chains northerly of the southeasterly angle 
oi that lot. 


2. In Concession ITI, 
(a) lots 4 and 5; 


(b) that part of Lot 6 lying northerly of a line 
drawn parallel to and 40 chains distant from 
the southerly boundary of that lot; 


(c) that part of Lot 7 lying southerly of the 
southerly boundary of a private bush road 
diagonally crossing the northerly part of that 
lot; and 


(d) that part of Lot 8 lying easterly of the highway 
known as the King’s Highway No. 67. O. Reg. 
144/57, App. B, Sched. 10. 


Schedule 11 


LAKE ON THE MOUNTAIN 
PROVINCIAL PICNIC GROUNDS 


In the Township of North Marysburgh in the 
County of Prince Edward and described as follows: 


Premising that the most westerly limit of the herein- 
described lands has an astronomical bearing of north 
15° 44’ 30” east, according to survey plan P-2089-3 
of the Department of Highways filed as No. 36— 
Highway Plans in the Registry Office for the Registry 
Division of the County of Prince Edward and relating 
all bearings herein thereto; 


Beginning at the intersection of the high-water 
mark on the southerly shore of the Bay of Quinte and 
the easterly limit of the lands shown on the above- 
mentioned plan; thence south 15° 44’ 30” west 184.2 
feet, more or less, to a stone revetment wall constructed 
on the northerly limit of the road known as the Old 
Mountain Road; thence in a general southeasterly 
direction along that wall 666.2 feet, more or less, to the 
northeasterly angle of Lot 9 as shown on Plan No. 4 
registered in the aforementioned registry office; thence 
12° 33’ west along the easterly limit of lots 9 and 
11 according to that plan 289.5 feet, more or less, 
to the southeasterly angle of the last-mentioned lot, 
the said angle being distant 10 feet measured north- 
westerly and perpendicularly from the concrete retain- 
ing wall constructed around the northerly shore of 
Lake on the Mountain; thence in a general south- 
westerly direction parallel to and distant 10 feet 
measured westerly and perpendicularly from that wall 
to the southerly extremity thereof; thence in a general 
southerly, easterly and northerly direction following a 
line parallel to and distant 10 feet measured perpen- 
dicularly from that high-water mark on the westerly, 
southerly and easterly shores of that lake and the 
easterly bank of the creek connecting that lake with the 
Bay of Quinte to the intersection of that line with the 
brow of a hill approximately 100 feet high; thence in a 
general northwesterly direction along the brow of that 
hill 635 feet, more or less, to a point therein distant 
10 feet measured northeasterly and perpendicularly 
from a water pipe 3 feet in diameter extending in a 
northerly direction down that hill; thence north 13° 44’ 
west parallel to and distant 10 feet measured easterly 
and perpendicularly from that pipe 213.5 feet; thence 
north 77° 11’ 30” west 78.8 feet; thence north 14° 48’ 30” 
east 85 feet, more or less, to the high-water mark on the 
southerly shore of that bay; thence in a general west- 
erly direction along that high-water mark 413 feet, 
more or less, to the place of beginning; 


Excepting therefrom any public roads or highways 
crossing the above-described lands. O. Reg. 144/57, 
App. B, Sched. 11. 


Schedule 12 


MARK S. BURNHAM PROVINCIAL PARK 
In the Township of Otonabee in the County of 
Peterborough and described as follows: 


1. That part of the east half of Lot 27, Concession 
XI, described as follows: 


Beginning at a point in the line between 
the east and west halves of that lot distant 
121.07 feet measured northerly thereon from 
the southerly limit of that lot; thence north 
75° 29’ 20” east along the northerly limit of 
that part of the King’s Highway known as 
No. 7 according to a Department of Highways, 
Ontario, plan of survey P-1789-44 a distance 
of 14.81 feet; thence north 76° 24’ 30” east 
along that limit 876.13 feet; thence north 
70° 41’ 30” east along the northerly limit of 
that highway according to a Department of 
Highways, Ontario, plan of survey P-1789-70 
a distance of 100.55 feet; thence north 76° 26’ 
30” east along that limit 21.69 feet; thence 
easterly along that limit on a curve to the 
left of radius 2804.93 feet an arc distance of 
285.57 feet, the chord equivalent being 285.45 
feet measured north 73° 31’ 30” east; thence 
north 70° 36’ 30” east 79.20 feet; thence 
north 72° 34’ east along that limit 316.72 
feet; thence north 19° 23’ 30” west along that 
limit 10.0 feet; thence north 66° 14’ 40” east 
along that limit 130.14 feet; thence north 
70° 36’ 30” east along that limit 314.34 feet; 
thence north 25° 19’ east 70.34 feet, more or 
less, to a point in the easterly limit of said 
Lot 27 distant 119.07 feet measured northerly 
thereon from the southeasterly corner of that 
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lot; thence northerly along the easterly limit 
of that lot to the northeasterly angle of that 
lot; thence westerly along the northerly limit 
of that lot to the line between the east and 
west halves of that lot; thence southerly 
along the line between the east and west 
halves of that lot to the place of beginning. 


2. That part of Lot 28, Concession XI, described 
as follows: 


Beginning at the southeasterly angle of that 
lot; thence westerly along the southerly 
limit of that lot 223.7 feet; thence north- 
easterly in a straight line 404.2 feet, more or 
less, to a point in the easterly limit of that lot 
distant 342.8 feet measured northerly along 
that limit from the southeasterly angle of 
that lot; thence southerly along the easterly 
limit of that lot 342.8 feet to the place of 
beginning. O. Reg. 48/60, s. 1. 


Schedule 13 
NAGAGAMISIS PROVINCIAL PARK 


In the geographic townships of Frost and McEwing 
in the Territorial District of Algoma and described 
as follows: 


Beginning at a point in the south boundary of 
the geographic Township of McEwing distant 9 miles 
and 55 chains measured east astronomically from the 
northeasterly angle of the geographic Township of 
Nagagami; thence west astronomically along the 
southerly boundaries of the geographic townships of 
McEwing and Frost, 2 miles and 75 chains; thence 
north astronomically, 2 miles; thence east astronomical- 
ly 50 chains, more or less, to the westerly shore of 
Nagagamisis Lake; thence in a general southerly, 
easterly, southwesterly and southeasterly direction 
along the westerly and southerly shores of that lake to 
the intersection of the last-mentioned shore with a line 
drawn north astronomically from the place of be- 
ginning; thence south astronomically along that line 
35 chains, more or less, to the place of beginning. 
O. Reg. 42/58, s. 1. 


Schedule 14 


REMI LAKE PROVINCIAL CAMP 
AND PICNIC GROUNDS 


In the geographic Township of Fauquier in the 
Territorial District of Cochrane and described as 
follows: 


1. Lot 8 in Concession IX. 


2. That part of Lot 9 in Concession IX lying 
southerly of the southeasterly boundary of Lot 1 
according to Plan M-150 registered in the office of 
Land Titles at Cochrane. O. Reg. 144/57, App. B 
Sched. 14. 


Schedule 15 
ROCK POINT PROVINCIAL PARK 


In the Township of Sherbrooke in the County of 
Haldimand and described as follows: 


Beginning at the southeast angle of Lot 4 in the 
Broken Front Concession, that angle being also the 
intersection of the north boundary of Barbet Point 
Naval Reserve and the east boundary of that lot; 
thence along the southerly production of that boundary 
through that reserve, being also the west boundary of 
Barb Crescent as laid out on a plan of subdivision of 
part of that reserve dated July 12, 1948, prepared by 
‘T. Holmes Bartley, O.L.S., 456.3 feet, more or less, to a 
point in that boundary distant 240 feet north of a two- 


inch gas pipe set in concrete 96.3 feet south of the most 
westerly angle of Barb Crescent as shown on that plan; 
thence south 86° 05’ west astronomically 300 feet; 
thence southerly parallel to the west boundary of Barb 
Crescent to the water’s edge of Lake Erie; thence in a 
general southeasterly and northerly direction along 
that water's edge to its intersection with the northerly 
boundary of that reserve; thence westerly along that 
boundary to the place of beginning. O. Reg. 144/57, 
App. B, Sched. 15. 


Schedule 16 
SERPENT MOUNDS PROVINCIAL PARK 


Lot 7 in Concession VII in the Township of Otona- 
bee in the County of Peterborough. O. Reg. 144/57, 
App. B, Sched. 16. 


Schedule 17 


SIOUX NARROWS PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic Township of Willingdon in the 
Territorial District of Kenora and described as follows: 


Starting at the northeasterly angle of the Mission 
Site, according to a plan dated October 27, 1938, pre- 
pared by Campbell Griffin O.L.S., and of record in 
the office of the Surveyor General at Toronto; thence 
southerly along the easterly boundary of that site 
50 feet, more or less, to its intersection with the south- 
erly boundary of the highway known as the King’s 
Highway No. 70, according to Plan No. P-2535-4 
dated March 15, 1941, prepared by John E. Jackson, 
O.L.S., and of record in the above-mentioned office 
of the Surveyor General, the said point of intersection 
being the place of beginning of the herein-described 
lands; thence in a general easterly direction along the 
southerly boundary of that highway 3171.38 feet, 
more or less, to its intersection with the southerly 
boundary of Mining Claim K-8599; thence easterly 
along that boundary 299.94 feet, more or less, to the 
southeasterly angle of that mining claim, being also 
the southwesterly angle of Mining Claim K-8561; 
thence easterly along the southerly boundary of that 
mining claim 12.70 chains, more or less, to the south- 
easterly angle of that mining claim; thence in a general 
southerly direction to the northerly angle of Mining 
Location E.B. 40; thence southwesterly along the 
northwesterly boundary of that mining location to 
the northwesterly angle of that mining location; 
thence southerly along the westerly boundary of that 
mining location to the high-water mark of Regina Bay 
of Lake of the Woods; thence westerly along that high- 
water mark to its intersection with the easterly boun- 
dary of Mining Claim K-9316; thence northerly along 
that boundary to a point therein distant 9.03 chains, 
more or less, from the southeasterly angle of that 
mining claim, the said point being also the north- 
easterly angle of Parcel No. 13058 registered in the 
Office of Land Titles for the Territorial District of 
Kenora; thence westerly along the northerly boundary 
of that parcel 6.12 chains to the high-water mark of 
Regina Bay of Lake of the Woods; thence in a general 
northwesterly direction along that high-water mark 
to its intersection with the northeasterly boundary of 
Summer Resort Location E.B. 1494; thence north- 
westerly along that boundary to its intersection with 
the high-water mark of Regina Bay of Lake of the 
Woods; thence in a general northeasterly direction 
along that high-water mark to its intersection with the 
easterly boundary of the Mission Site hereinbefore 
mentioned; thence northerly along that boundary 
10 feet, more or less, to the place of beginning. O. Reg. 
144/57, App. B, Sched. 17. 
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Schedule 18 
THE PINERY PROVINCIAL PARK 


In the Township of Bosanquet in the County of 
Lambton and described as follows: 


1. Beginning at the most northerly angle of Lot 11, 
Lake Road East Concession; thence southeasterly 
along the northeasterly limit of that lot to the north- 
westerly limit of that part of the King’s Highway 
known as No. 21; thence southwesterly along that 
limit to the southwesterly limit of the said Lot 11; 
thence northwesterly along that limit and the produc- 
tion thereof to the northwesterly limit of the allowance 
for road between the Lake Road East and Lake Road 
West Concessions; thence southwesterly along that 
limit to the southwesterly limit of the allowance for 
road between lots 20 and 21 in the Lake Road East 
and Lake Road West Concessions; thence south- 
easterly along that limit to the northwesterly limit of 
that part of the King’s Highway known as No. 21; 
thence southwesterly along that limit to the south- 
westerly limit of Lot 31, Lake Road East Concession; 
thence northwesterly along that limit, the production 
thereof across the allowance for road between the 
Lake Road East and Lake Road West Concessions, 
the southwesterly limit of Lot 31, Lake Road West 
Concession and the production thereof across the 
Ausable River, to the high-water mark on the north- 
westerly shore of that river; thence northeasterly 
along that high-water mark to the southwesterly limit 
of Lot 30, Lake Road West Concession; thence north- 
westerly along that limit and the production thereof 
to the water’s edge of Lake Huron; thence north- 
easterly along that water’s edge to the northwesterly 
production of the northeasterly limit of Lot 11, Lake 
Road West Concession; thence southeasterly along 
that production, that limit, and the southeasterly 
productions thereof, across the Ausable River and 
the allowance for road between the Lake Road East 
and Lake Road West Concessions to the place of 
beginning. 


2. Those parts of lots 21 and 22, Lake Road East 
Concession, lying southeasterly of the southeasterly 
limit of that part of the King’s Highway known as 
No; 21. O: Reg. 229/57, s: 1. 


Schedule 19 
AARON PROVINCIAL PARK 


In the geographic Township of Zealand in the Ter- 
ritorial District of Kenora and described as follows: 


Premising that the bearings herein are astronomic 
and referred to the meridian passing through the line 
between lots 10 and 11, Concession IV, in the geo- 
graphic Township of Zealand: 


1. Beginning where a survey post has been planted 
defining the southwest corner of Lot 10, Concession IV; 
thence north 0° 10’ 25” east along the westerly limit 
of that lot a distance of 642.34 feet to a survey post 
planted; thence on a curve to the right of radius 
2764.79 feet an arc distance of 677.27 feet, the chord 
equivalent being 675.56 feet measured south 48° 23’ 08” 
east to a survey post planted; thence south 41° 22’ 05” 
east along the southwesterly limit of that part of 
the King’s Highway known as No. 17 as shown on 
Department of Highways plan of survey No. P-2109-25 
of record in the Department of Lands and Forests, 
Ontario, 256.51 feet to a point in the southerly limit 
of Lot 10; thence north 89° 59’ 05” west along the 
southerly limit of that lot a distance of 676.85 feet, 
more or less, to the place of beginning. 


2. Beginning where a survey post has been planted 
defining the southeast corner of Lot 10, Concession IV; 
thence north 88° 31’ 10” west along the southerly limit 
of that lot a distance of 396.15 feet to a survey post 
planted in the easterly limit of mining location FM. 29; 


thence south 0° 43’ 25” west along the easterly limit of 
that mining location a distance of 323.40 feet to a 
survey post planted; thence continuing south 0° 43’ 25” 
west along that limit 719.08 feet toa survey post planted 
defining the southeasterly angle of mining location 
FM. 29; thence north 89° 09’ 35” west along the 
southerly limit of that mining location 299.57 feet 
to a point in the northeasterly limit of that part of 
the King’s Highway known as No. 17 as shown on 
Department of Highways plan of survey No. P-2109-25 
of record in the Department of Lands and Forests, 
Ontario; thence on a curve to the right of radius 
2764.79 feet along the northeasterly limit of that high- 
way an arc distance of 400.66 feet the chord equiva- 
lent being 400.31 feet measured north 45° 31’ 10” 
west to a point; thence north 41° 22’ 05” west along the 
northeasterly limit of that highway 888.73 feet, more 
or less, to a point in the water’s edge of the south- 
easterly shore of Thunder Creek; thence in a general 
northeasterly direction along that water’s edge to a 
point in a line drawn parallel to and distant 350 feet 
in perpendicular distance measured southerly from 
the northerly limit of mining location FM. 29; thence 
easterly and parallel to the northerly limit of that 
mining location 500.0 feet, more or less, to a point 
referenced by a survey post planted distant 350 feet 
measured north 0° 02’ 15” east therefrom; thence 
north 0° 02’ 15” east 300.0 feet to a point; thence west- 
erly and parallel to the northerly limit of that mining 
location a distance of 504 feet, more or less, to a point 
in the water’s edge on the easterly shore of Thunder 
Creek; thence in a general southerly direction along 
that water’s edge to a point in the northeasterly limit 
of that part of the King’s Highway known as No. 17; 
thence north 41° 22’ 05” west 1355.73 feet, more or less, 
to the beginning of a curve; thence on a curve to the 
left of radius 673.68 feet an arc distance of 173.60 feet, 
the chord equivalent being 173.12 feet measured north 
48° 45’ west to a point in the westerly limit of Lot 10; 
thence north 0° 10’ 25” east along the westerly limit 
of that lot a distance of 1144.58 feet to a survey post 
planted; thence continuing north 0° 10’ 25” east a 
further distance of 65.34 feet, more or less, to a point 
in the water’s edge of the southerly shore of Thunder 
Lake; thence in a general easterly, northerly, north- 
westerly, northeasterly and southerly direction follow- 
ing that water’s edge to its confluence with the water’s 
edge on the westerly shore of Thunder Creek; thence 
easterly to the confluence of the water’s edge on the 
easterly shore of Thunder Creek with the water’s 
edge on the southerly shore of Thunder Lake; thence 
in a general easterly and northeasterly direction follow- 
ing the water’s edge on the southerly shore of Thunder 
Lake to a point in the production northerly of the 
easterly limit of Lot 10; thence south 1° 24’ 20” west 
along the easterly limit of that lot a distance of 129.45 
feet, more or less, to a survey post planted; thence 
continuing south 1° 24’ 20” west along the easterly 
limit of that lot a distance of 2125.75 feet, more or less, 
to the place of beginning. 


3. Beginning where a survey post has been planted 
in the westerly limit of mining location FM. 29 where 
the same is intersected by the northeasterly limit of 
the Canadian Pacific Railway right of way; thence 
north 0° 12’ 35” west along the westerly limit of that 
mining location 306.76 feet to a point in the south- 
westerly limit of that part of the King’s Highway 
known as No. 17; thence south 41° 22’ 05” east along 
that limit 331.27 feet to a point; thence along that 
limit on a curve to the right of radius 1332.69 feet an 
arc distance of 333.00 feet, the chord equivalent 
being 332.14 feet measured south 34° 12’ 35” east to 
a point; thence south 27° 03’ 05” east along that limit 
304.96 feet, more or less, to.a point in the southerly 
limit of mining location FM. 29; thence north 89° 
09’ 35” west along the southerly limit of that mining 
location a distance of 178.10 feet to a survey post 
planted in the northeasterly limit of the right of way 
of the Canadian Pacific Railway; thence along that 
limit on a curve to the left of radius 1498.69 feet an arc 
distance of 611.54 feet, the chord equivalent being 
607.31 feet measured north 36° 57’ west to the place 
of beginning. 


PROVINCIAL PARKS 


Reg. 498 


4. The island in front of said Lot 10 lying west of 
the peninsula on the southerly shore of the lake. 
O. Reg. 251/58, s. 2. 


Schedule 20 


BLACK LAKE PROVINCIAL CAMP 
AND PICNIC GROUNDS 
In the Township of Olden, in the County of 
Frontenac and described as follows: 


Beginning at a point in the northerly limit of 
Lot 15, Concession X, 1657.39 feet measured easterly 
thereon from the northwesterly angle of that lot; 
thence south 67° 15’ west along that limit 124.82 feet; 
thence south 8° 07’ west along the easterly limit of that 
part of the King’s Highway known as No. 7 as shown 
on Department of Highways, Ontario, plan of survey 
P-1877-8 a distance of 325.88 feet; thence southerly 
along that limit on a curve to the right of radius 
2939.79 feet an arc distance of 560.69 feet; thence 
north 69° 53’ west to an angle in that limit; thence 
southerly and southwesterly along that limit 1444 
feet, more or less, to the westerly limit of that lot; 
thence southerly along the westerly limit of that lot 
to the southwesterly angle thereof; thence easterly 
along the southerly limit of that lot to the water’s 
edge on the westerly shore of Black Lake; thence in a 
general northerly direction along that water’s edge to 
a point in a line drawn south 81° 53’ east from the 
place of beginning; thence north 81° 53’ west 204.58 
feet, more or less, to the place of beginning. O. Reg. 
Zay/S8, S.2. 


Schedule 21 


CLAY CREEK PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the Township of Sombra in the County of 
Lambton and described as follows: 


Premising that all bearings herein are astronomic 
and are referred to the meridian through the northeast 
corner of Lot 8, Registered Plan No. 19, for that 
township: 


1. That part of Plan 19 beginning at the inter- 
section of the north limit of Lot 101 with a curved line 
drawn concentrically with and distant 60.0 feet 
measured northwesterly and radially from the centre 
line of construction of that part of the King’s Highway 
known as No. 40 as shown on a plan deposited in the 
Registry Office for the Registry Division of the County 
of Lambton as No. 203 and which point of inter- 
section is distant 30.40 feet measured south 89° 10’ 
east along the north limit of that lot from the north- 
west corner thereof; thence southwesterly 224.24 feet 
along that curved line on a curve to the right of 
1850.08 feet radius, the chord equivalent being 224.10 
feet measured south 42° 38’ 40” west; thence south 
46° 07’ west along a line drawn parallel to and distant 
60.00 feet measured northwesterly and perpendicularly 
from the centre line of construction a distance of 1641.63 
feet to the northwesterly limit of Lot 179; thence 
north 33° 13’ 50” east along the northwesterly limit 
of that lot a distance of 43.69 feet to the northeast 
corner thereof; thence north 34° 37’ 20” east along the 
northwesterly limit of Lot 178 a distance of 91.20 
feet to the northeast corner of that lot; thence north 
35° 19’ 30” east along the northwesterly limit of 
Lots 177 and 176 a distance of 179.06 feet to the north- 
east corner of Lot 176; thence north 35° 40’ 50” east 
along the northwesterly limit of Lot 175 a distance of 
64.55 feet to the southwest corner of Lot 144; thence 
north 35° 08’ 10” east along the northwesterly limit 
of Lot 144 a distance of 114.62 feet to the northeast 
corner of that lot; thence north 35° 19’ 30” east along 
the northwesterly limit of Lot 143 a distance of 89.53 
feet to the northeast corner of that lot; thence north 
35° 17’ 10” east along the northwesterly limit of Lot 


142 a distance of 89.62 feet to the northeast corner of 
that lot; thence north 35° 26’ east along the north- 
westerly limit of Lot 141 a distance of 89.28 feet to the 
northeast corner of that lot; thence north 38° 18’ 30” 
east along the northwesterly limit of Lots 140 and 139 
a distance of 103.19 feet to the intersection, marked 
by an iron bar, of the south limit of Boulevard “B” 
with the southeasterly limit of Roadway “‘A’’; thence 
north 40° 22’ 25” east along the southeasterly limit 
of that roadway 180.36 feet to the southwest corner 
of Lot 114; thence north 36° 46’ 50” east along the 
northwesterly limit of that lot a distance of 128.59 
feet to the northeast corner thereof; thence north 
34° 33’ 10” east along the northwesterly limit of Lot 
113 a distance of 91.37 feet to the northeast corner 
of that lot; thence north 38° 42’ east along the north- 
westerly limit of Lot 112 a distance of 82.46 feet to the 
northeast corner of that lot; thence north 46° 30’ 20” 
east along the northwesterly limit of Lot 111 a distance 
of 70.55 feet to the northeast corner of that lot; thence 
north 52° 06’ 40” east along the northwesterly limit 
of Lot 110 a distance of 64.58 feet to the northeast 
corner of that lot; thence north 55° 02’ 30” east along 
the northwesterly limit of Lot 109 a distance of 62.07 
feet to the northeast corner of that lot; thence north 
61° 48’ 10” east along the northerly limit of Lot 108 
a distance of 57.49 feet to the northeast corner of that 
lot; thence north 66° 02’ 20” east along the northerly 
limit of Lot 107 a distance of 55.32 feet to the north- 
east corner of that lot; thence north 71° 12’ east along 
the northerly limit of Lot 106 a distance of 53.27 
feet to the northeast corner of that lot; thence north 
75° 39’ 20” east along the northerly limit of Lot 105 
a distance of 51.94 feet to the northeast corner of that 
lot; thence north 79° 12’ 50” east along the northerly 
limit of Lot 104 a distance of 51.15 feet to the north- 
east corner of that lot; thence north 83° 39’ 50” east 
along the north limit of Lot 103 a distance of 50.41 
feet to the northeast corner of that lot; thence north 
88° 39’ 50” east along the north limit of Lot 102 a 
distance of 50.05 feet to the northeast corner of that 
lot; thence south 89° 10’ east along the north limit of 
Lot 101 a distance of 30.40 feet to the place of 
beginning. 


2. That part of Plan 19 beginning at the inter- 
section of the southerly limit of Lot 64 with a curved 
line drawn concentrically with and distant 60.0 feet 
measured westerly and radially from the centre line 
of construction of that part of the King’s Highway 
known as No. 40 as shown on a plan deposited in 
the Registry Office for the Registry Division of the 
County of Lambton as No. 203, and which point 
of intersection is distant 4.26 feet measured north 
74° 35’ 20” east along the southerly limit of that lot 
from the southwest corner thereof; thence north- 
easterly 1125.76 feet along that curved line on a curve 
to the left of 1850.08 feet radius, the chord equivalent 
being 1108.47 feet measured north 18° 53’ 55” east; 
thence north 1° 28’ east along a line drawn parallel 
to and distant 60.0 feet measured westerly and per- 
pendicularly from the centre line of construction a 
distance of 19 feet, more or less, to the southerly bank 
of Clay Creek, being also the northerly limit of the 
lands shown on Registered Plan No. 19; thence west- 
erly, northwesterly and southwesterly along the 
southerly and southwesterly banks of Clay Creek and 
easterly along the water’s edge of the River St. Clair to 
the westerly limit of Lot 55; thence south 16° 35’ 30” 
east along the westerly limit of that lot a distance of 
27 feet, more or less, to an iron bar; thence south 
16° 35’ 30” east continuing along the westerly limit 
of that lot 63.25 feet to a monument; thence south 
16° 35’ 30” east continuing along the westerly limit 
339.45 feet to the southwest corner of that lot marked 
by a monument; thence north 61° 17’ 45” east along 
the southerly limit of that lot a distance of 25.5 feet 
to the southeast corner thereof; thence north 63° 55’ 
10” east along the southerly limit of Lot 56 a distance 
of 34.55 feet to the southeast corner of that lot; 
thence north 66° 55’ east along the southerly limit 
of Lot 57 a distance of 42.15 feet to the southeast 
corner of that lot; thence north 70° 34’ 15” east along 
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the southerly limit of Lot 58 a distance of 41.90 feet 
to the southeast corner of that lot; thence north 75° 
34’ 30” east along the south limit of Lot 59 a distance 
of 42.00 feet to the southeast corner of that lot; thence 
north 76° 57’ east along the south limit of Lot 60 
a distance of 41.93 feet to the southeast corner of 
that lot; thence north 80° 28’ 50” east along the south 
limit of Lot 61 a distance of 68.00 feet to the southeast 
corner of that lot; thence north 86° 42’ east along the 
south limit of Lot 62 a distance of 85.80 feet to the 
southeast corner of that lot; thence north 87° 48’ 
east along the south limit of Lot 63 a distance of 
85.84 feet to the southeast corner of that lot; thence 
north 74° 35’ 20” east along the southerly limit of 
Lot 64 a distance of 4.26 feet to the place of beginning. 
O. Reg. 251/58, s. 2 


Schedule 22 


FIVE MILE LAKE PROVINCIAL PARK 

In the geographic Townships of 11D and 11K, in 
the Territorial District of Sudbury and described as 
follows: 


Beginning at the northwest corner of geographic 
Township 11D; thence south astronomically along the 
westerly boundary of that geographic township to a 
point distant 21 chains measured northerly thereon 
from the water’s edge of Five Mile Lake; thence west 
astronomically 6 chains to a point; thence south 
astronomically and parallel to the westerly ’ boundary 
of geographic Township 11D to a point in ae water's 
edge of the northeasterly shore of Five Mile Lake; 
thence in a general southeasterly and easterly direction 
following that water’s edge to its confluence with the 
water’s edge of the northwesterly shore of the Pemache 
River; thence in a general northeasterly direction 
following the water’s edge of the northwesterly shore 
of the Pemache River to a point in the westerly limit of 
that part of the King’s Highway known as No. 129; 
thence northerly and westerly along the westerly 
and southerly limit of that highway to a point in a line 
drawn south astronomically from a point in the north- 
erly boundary of geographic Township 11D distant 
86 chains measured east astronomically thereon from 
the northwest corner thereof; thence north astrono- 
mically to a point in the water's edge on the southerly 
shore of Unegam Lake; thence in a general westerly, 
northwesterly and northerly direction following that 
water's edge to a point in the northerly boundary 
of geographic Township 11D; thence west astronomical- 
ly and along the northerly boundary of that geo- 
graphic township to the place of beginning; 


Excepting thereout and therefrom all that part of 
the right of way of that part of the King’s Highway 
known as No. 129 within the boundaries of the herein- 
before-described parcel. O. Reg. 251/58, s. 2. 


Schedule 23 


INWOOD PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic Township of Inwood, in the 
Territorial District of Thunder Bay and described as 
follows: 


Premising that all bearings herein are astronomic 
and are referred to the meridian through the intersection 
of the centre line of that part of the King’s Highway 
known as No. 17 with the south limit of Lot 12, Con- 
cession II, in the geographic Township of Goldie, in 
longitude 89° 53’ 30” west: 


Beginning at the southwest corner of Lot 2, being 
also the southeast corner of Lot 3, Concession I of 
the geographic Township of Upsala, marked by an 
iron bar; thence north 89° 38’ 45” west along the 
division line between the geographic townships of 
Inwood and Upsala 464.76 feet to a monument; thence 
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southeasterly 1278.34 feet on a curve right of 5629.65 
feet radius, the chord equivalent being 1275.59 feet 
measured south 49° 24’ 38” east to a monument; 
thence south 45° 33’ 15” west 670.74 feet to an iron 
bar; thence south 0° 27’ 15” west 1008.35 feet to an 
iron bar; thence north 89° 38’ 45” west 1490.10 feet 
to an iron bar; thence north 0° 24’ 15” east 2305.04 
feet to an iron bar in the division line between the 
geographic townships of Inwood and Upsala; thence 
south 89° 38’ 45” east along the said division line 
526.40 feet to the place of beginning. O. Reg. 251/58, 
ou" 


Schedule 24 
RUSHING RIVER PROVINCIAL PARK 


_ In the geographic townships of Kirkup and le May, 
in the Territorial District of Kenora and described as 
follows: 


Premising that all bearings herein are astronomical 
and refer to the meridian of longitude 94° 16’ west: 


1. Starting where a survey post has been planted 
in the northeasterly limit of that part of the King’s 
Highway known as No. 70 and which said post may 
be located by starting at the 4 mile post in the 
division line between the geographic townships of 
Kirkup and le May; thence south 0° 02’ 10” west 
along that division line 59.0 feet to a point; thence 
south 42° 36’ 10” west 1997.50 feet to the place of 
beginning; thence north 74° 45’ 00” east 2388.59 
feet to a survey post planted; thence north 42° 36’ 10” 
east 1649.20 feet to a survey post planted; thence 
continuing north 42° 36’ 10” east a further distance 
of 20 feet, more or less, to the water’s edge on the 
southerly shore of Dogtooth Lake; thence in a general 
westerly and southwesterly direction following that 
water's edge and the water's edge on the southeasterly 
shore of Rushing River to a point in the northeasterly 
limit of that highway; thence south 47° 23’ 50” east 
along the northeasterly limit of that highway 610 
feet, more or less, to a survey post planted; thence 
southeasterly 352.19 feet along the northeasterly 
limit of that highway on a curve to the right of 1054.93 
feet radius, the chord equivalent being 350.56 feet 
measured south 37° 50’ east to the place of beginning. 


2. Starting where a survey post has been planted 
in the northeasterly limit of that part of the King’s 
Highway known as No. 70 which survey post may 
be located by starting at the 4 mile post in a division 
line between the geographic townships of Kirkup 
and le May; thence south 0° 02’ 10” west along that 
division line 59.0 feet to a point; thence south 
42° 36’ 10” west 1997.50 feet to a survey post planted 
in the northeasterly limit of that highway; thence 
north 37° 50’ west 350.56 feet to a survey post planted; 
thence north 47° 23’ 50” west along the northeasterly 
limit of that highway 2050.13 feet to the place of 
beginning; thence northwesterly along the easterly 
limit of that highway 407.29 feet on a curve to the 
right of 472.96 feet radius, the chord equivalent 
being 394.82 feet measured north 22° 43’ 37” west; 
thence north 1° 56’ 35” east continuing along the 
easterly limit of that highway 1096.38 feet to a point; 
thence northeasterly 278.31 feet continuing along the 
easterly limit of that highway on a curve to the ‘right 
of 472.96 feet radius, the chord equivalent being 274.31 
feet measured north 18° 48’ 03” east to a survey post 
planted; thence north 35° 39’ 30” east continuing 
along the easterly limit of that highway 360.35 feet 
to a point; thence northeasterly 645.02 feet continuing 
along the easterly limit of that highway on a curve 
to the left of 816.20 feet radius, the chord equivalent 
being 628.36 feet measured north 13° 01’ 08” east to 
a survey post planted; thence north 87° 11’ 45” east 
260.10 feet to a survey post planted; thence north 
82° 04’ 45” east 335.80 feet to a survey post planted; 
thence north 88° 41’ 45” east 164.70 feet to a survey 
post planted; thence south 78° 28’ 45” east 260.90 
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feet to a survey post planted; thence north 89° 49’ 45” 
east 150.0 feet to a survey post planted; thence south 
83° 26’ 15” east 328.5 feet to a survey post planted; 
thence south 76° 02’ 45” east 253.5 feet to a survey 
post planted; thence south 83° 46’ 45” east 241.90 feet 
to a survey post planted; thence continuing south 
83° 46’ 45” east a further distance of 19.0 feet, more 
or less, to the water’s edge on the southerly shore of 
Dogtooth Lake; thence in a general easterly, southeast- 
erly, westerly and southwesterly direction following 
that water’s edge and the water's edge on the north- 
westerly shore of Rushing River to a point in the north- 
easterly limit of that highway; thence north 47° 23’ 50” 
west along the northeasterly limit of that highway 
1355 feet, more or less, to the place of beginning. 
O. Reg. 251/58, s. 2. 


Schedule 25 
SIBBALD POINT PROVINCIAL PARK 


In the Township of Georgina in the County of 
York and described as follows: 


Premising that the bearings hereinafter mentioned 
are astronomical and referred to the meridian of 
longitude passing through the northwesterly angle 
of Lot 7 in Concession VIII: 


Starting at the northwesterly angle of Lot 7 in 
Concession VIII; thence north 16° 47’ west 66 feet; 
thence north 73° 58’ east 38.75 feet; thence north 
17° 49’ west 9 feet; thence north 59° 51’ east 167 feet, 
to the place of beginning of the herein-described 
lands; thence south 59° 51’ west 167 feet; thence south 
17° 49’ east 9 feet, more or less, to the northerly limit 
of the allowance for road between concessions VIII 
and IX; thence south 73° 58’ west along that limit 38.75 
feet; thence south 16° 47’ east 66 feet, more or less, 
to the northwesterly angle of Lot 7 in Concession VIII; 
thence south 16° 47’ east along the westerly boundary 
of that lot a distance of 228.24 feet; thence north 
73° 13’ east 435.6 feet; thence south 16° 47’ east 
100 feet; thence south 73° 13’ west 435.6 feet, more 
or less, to the westerly boundary of that lot; thence 
south 16° 47’ east along that boundary 4356.88 feet 
to the southwesterly angle of that lot; thence north 
72° 19’ 20” east along the southerly boundaries of 
lots 7, 8 and 9 in that concession 4425.31 feet; thence 
north 17° 35’ 20” west 2372.77 feet; thence north 
17° 44’ 10” west 1285 feet, more or less, to the southerly 
shore of Lake Simcoe; thence in a general westerly 
direction along that shore to the intersection of a line 
drawn north 30° 09’ west through the point of com- 
mencement; thence south 30° 09’ east 313 feet, more 
or less, to the place of beginning; 


_ Excepting therefrom part of Lot 7 in Conces- 
sion VIII and part of the allowance for road between 
concessions VIII and IX, described as follows: 


Starting at the northwesterly angle of Lot 7 in 
Concession VIII; thence south 16° 47’ east along 
the westerly boundary of that lot 12.26 feet; thence 
north 67° 21’ east 408 feet; thence south 30° 53’ east 
20 feet, to the place of beginning of the herein- 
described excepted lands; thence north 66° 59’ east 
163.5 feet; thence south 28° 31’ east 267.5 feet; thence 
south 68° 37’ west 152.92 feet; thence north 30° 53’ 
west 264.79 feet, more or less, to the place of be- 
ginning. O. Reg. 251/58, s. 2. 


Schedule 26 


SILVER LAKE PROVINCIAL CAMP AND 
PICNIC GROUNDS 


_ Inthe Township of South Sherbrooke in the County 
of Lanark and described as follows: 


Premising that all bearings herein are astronomical 
and are referred to the meridian through the southeast 
corner of Lot 22, Concession VII, in that township: 


Beginning at a point in a line drawn parallel 
to and distant 42.0 feet measured northerly and 
perpendicularly from the northerly limit of that part 
of the King’s Highway known as No. 7 as shown 
on a plan deposited in the Registry Office for the 
Registry Division of the south riding of the County 
of Lanark as No. 46 and which said point may be lo- 
cated by starting at the intersection marked by a cedar 
post on the northeasterly limit of Lot 10, Concession 
IX in the Township of South Sherbrooke with the 
northerly limit of that highway as shown on deposited 
plan No. 46; thence south 51° 23’ 45” west along the 
northerly limit of that highway 42.75 feet; thence 
south 79° 30’ 15” west continuing along that northerly 
limit 1508.8 feet; thence westerly continuing along that 
northerly limit on a curve to the left of 1943.08 feet 
radius, a distance of 287.85 feet; thence south 71° 00’ 45” 
west continuing along that northerly limit 110.0 feet; 
thence north 18° 59’ 15” west 42.0 feet to the place of 
beginning; thence south 71° 00’ 45” west along the 
parallel line 1050 feet, more or less, to the water's 
edge on the easterly shore of Silver Lake; thence in a 
general northwesterly, northerly and northeasterly 
direction along that water's edge to a point in the line 
drawn on a course of north 18° 59’ 15” west from the 
place of beginning; thence south 18° 59’ 15” east 
6.60 feet, more or less, to a survey post planted; 
thence continuing south 18° 59’ 15” east 1231.4 feet, 
more or less, to the place of beginning. O. Reg. 
DAMS, Se 


Schedule 27 
SIX MILE LAKE PROVINCIAL PARK 


In the geographic Township of Baxter in the 
Territorial District of Muskoka and described as 
follows: 


Tots 12) los slo Ow ddeandels according ato 
Plan M-253, filed in the Office of Land Titles for the 
District of Muskoka, together with those parts of the 
original allowance for road along the shore of Baxter 
Lake opposite those lots. 


2. That part of Reginald Drive lying northwesterly 
of a line joining the most easterly angle of Lot 9 and 
the most northerly angle of Block C, all according to 
Plan M-253. 


3. The unsubdivided parts of lots 24 and 25 in 
Concession XI of the township lying west of the 
westerly boundary of that part of the King’s Highway 
known as the Trans-Canada Highway and north of 
Reginald Drive and Block C according to the said 
Plan M-253, and lying north of a line drawn northerly 
66° 08’ east astronomically from the northeasterly 
angle of Block C and extending 179 feet, more or less, to 
the westerly boundary of that highway. 


4. That part of Lot 24 in Concession XI of the 
township lying east of the easterly boundary of that 
part of the King’s Highway known as the Trans- 
Canada Highway. 


5. That part of Lot 24 in Concession XII of the 
township lying east of the easterly boundary of that 
part of the King’s Highway known as the Trans- 
Canada Highway, together with the original allowance 
for road along the shore of Six Mile Lake opposite that 
part of that lot. 


6. Those parts of Lot 23 in Concession XII of the 
township lying west of and north of Lot 10 according 
to Plan M-184 filed in the Office of Land Titles for 
the District of Muskoka, and lying north of the 
production easterly of the northerly boundary of Lot 10, 
together with the original allowance for road along the 
shore of Six Mile Lake opposite those parts of that lot. 
QO. Reg. 251/58..s2- 
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Schedule 28 


SPRINGWATER PROVINCIAL 
PICNIC GROUNDS 


In the Township of Vespra in the County of Simcoe 
and described as follows: 


Premising that the bearings hereinafter mentioned 
are astronomical and referred to the meridian through 
the northeast angle of Lot 11, Concession VII in that 
township: 


1. Those parts of lots 11 and 12 in Concession VI, 
starting at the southeasterly angle of the first-men- 
tioned lot; thence north 31° 28’ 30” west 442.52 feet 
to a survey post planted; thence south 85° 46’ west 
81.68 feet to a survey post which is the place of be- 
ginning for this description; thence south 85° 46’ 
west 2506.74 feet to a survey post planted on the 
division line between the east and west halves of 
Lot 11; thence south 32° 34’ east along that division 
line a distance of 1230.89 feet to a survey post planted; 
thence south 57° 26’ west 709.0 feet to a survey post 
planted; thence south 32° 34’ east 928.67 feet to a 
survey post planted; thence north 85° 46’ east 2107.10 
feet, more or less, to a survey post planted in a line 
drawn on a course of south 4° 14’ east from the place 
of beginning; thence north 4° 14’ west 2237.97 feet 
to the place of beginning. 


2. That part of Lot 11 in Concession VI, starting 
at the southeasterly angle of that lot; thence north 
31° 28’ 30” west along the northeasterly limit of that 
lot a distance of 442.52 feet to a survey post planted; 
thence south 85° 46’ west 411.68 feet to a survey 
post planted which is the place of beginning for this 
description; thence continuing south 85° 46’ west 60.0 
feet to a survey post planted; thence north 3° 23’ 30” 
west 690.02 feet to a survey post planted in the south- 
erly limit of that part of the King’s Highway known 
as No. 26; thence north 85° 57’ east along the southerly 
limit of that highway 60.0 feet to a point; thence south 
3° 23’ 30” east 688.66 feet, more or less, to the place 
of beginning. O. Reg. 251/58, s. 2. 


Schedule 29 
HOLIDAY BEACH PROVINCIAL PARK 


In the Township of Malden in the County of Essex 
and described as follows: 


1. That part of the Caldwell Grant described as 
follows: 


Beginning at a point in the northerly pro- 
duction of the westerly limit of a plan of 
subdivision registered in the Registry Office 
for the Registry Division of the County of 
Essex as No. 1038, distant 450 feet measured 
northerly along that westerly limit and 
that production from the water’s edge on 
the northerly shore of Lake Erie; thence 
north 76° 20’ west 661.20 feet; thence south 
11° 25’ 30” west 255.20 feet; thence north 
76° 20’ west 1093.30 feet, more or less, to a 
point in a line drawn parallel to and distant 
1764.5 feet measured westerly and perpen- 
dicularly to the westerly limit of Registered 
Plan No. 1038; thence south 13° 40’ west 
along that parallel line to the water’s edge on 
the northerly shore of Lake Erie; thence 
easterly along that water’s edge 1764.5 feet, 
more or less, to the westerly limit of Registered 
Plan No. 1038; thence north 13° 40’ east 
along the westerly limit of that registered 
plan and its production northerly 450 feet, 
niore or less, to the place of beginning. 


2, That part of the Caldwell Grant; that part of 
farm Lot 56, Concession V; that part of farm Lot 57, 


Concession VI; that part of the allowance for road 
between concessions V and VI; that part of the allow- 
ance for road between farm lots 55 and 56, Conces- 
sion V, and that part of the allowance for road between 
farm lots 57 and 63, Concession VI, described as 
follows: 


Beginning at a point in the centre line of 
the allowance for road between farm lots 55 
and 56, Concession V, distant 480 feet 
measured westerly thereon from the produc- 
tion southerly of the easterly limit of farm 
Lot 55; thence south 13° 40’ west 1377 feet; 
thence south 46° 06’ west 2541 feet to the 
northeasterly edge of Marsh Creek; thence 
south 28° east along the northeasterly edge of 
that creek 600 feet; thence south 6° 40’ west 
along the northeasterly edge of that creek 
160 feet; thence south 58° 57’ west along the 
northeasterly edge of that creek 66 feet, more 
or less, to the intersection with a line drawn 
parallel to and distant 1764.5 feet measured 
westerly and perpendicularly to the westerly 
limit of Registered Plan No. 1038; thence 
southerly along that parallel line to the inter- 
section with a line drawn westerly and per- 
pendicularly to the westerly limit of Regis- 
tered Plan No. 1038 from a point distant 
51.58 feet measured southerly along the 
westerly limit of Registered Plan No. 1038 
from the northwesterly angle of Lot 1 ac- 
cording to that registered plan; thence 
south 76° 20’ east 1072.5 feet; thence north 
11° 25’ 30” east 255.20 feet; thence south 
76° 20’ east 682 feet, more or less, to a point 
distant 20 feet measured westerly from and 
perpendicularly to the northerly production 
of the westerly limit of Registered Plan 
No. 1038; thence north 13° 40’ east 
1433.28 feet; thence north 44° 02’ east 631.02 
feet; thence north 72° 34’ east 209.29 feet; 
thence north 85° 10’ east 388.30 feet; thence 
north 53° 06’ east 1379.25 feet, more or less, 
to a point in the southwesterly limit of that 
part of the King’s Highway known as No. 18A; 
thence northwesterly along the southwesterly 
limit of that highway 1664 feet, more or 
less, to an old wire fence in the centre line 
of the allowance for road between farm lots 57 
and 63, Concession VI; thence westerly 
following that wire fence and the wire fence 
in the centre line of the allowance for road 
between farm lots 55 and 56, Concession V, 
a distance of 1214 feet, more or less, to the 
place of beginning. O. Reg. 254/58, s. 1. 


Schedule 30 
GRUNDY LAKE PROVINCIAL PARK 


In the geographic Township of Mowat in the Terri- 
torial District of Parry Sound and described as follows: 


Beginning at the northeasterly angle of Lot 16, 
Concession XVIII; thence westerly along the northerly 
limits of lots 16, 17, 18, 19 and 20, Concession XVIII, 
to the northwesterly angle of Lot 20; thence southerly 
along the westerly limit of that lot to the south- 
westerly angle of that lot; thence westerly in a straight 
line to the northeasterly angle of Lot 21, Concession 
XVII; thence westerly along the northerly limits of 
lots 21 and 22, Concession XVII, to the easterly 
limit of the French River Indian Reserve No. 13; 
thence southerly along that limit to the southeasterly 
angle of that Indian reserve; thence westerly along the 
southerly limit of that Indian reserve to the south- 
westerly angle of that Indian reserve; thence northerly 
along the westerly limit of that Indian reserve to the 
most northeasterly angle of Lot 30, Concession XVIII; 
thence westerly along the northerly limit of that lot 
to the northwesterly angle of that lot; thence westerly 
in a straight line to the northeasterly angle of Lot 31, 
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Concession XVIII; thence westerly along the northerly 
limits of lots 31, 32 and 33 to the intersection with the 
easterly limit of that part of the King’s Highway known 
as No. 69; thence southerly along the easterly limit 
of that highway to the intersection with the norther- 
ly limit of a road known as the Pakesley Road; thence 
easterly along the northerly limit of that road to 
the intersection with the southerly limit of Lot 30, 
Concession XIV; thence easterly along the southerly 
limits of lots 30, 29, 28, 27 and 26, Concession XIV, to 
the southeasterly angle of Lot 26; thence easterly 
along the production easterly of the southerly limit 
of that lot to the intersection with the westerly limit 
of the right of way of the Canadian Pacific Railway; 
thence northerly along the westerly limit of that right 
of way to the intersection with the easterly limit of 
Lot 25, Concession XV; thence northerly along the 
easterly limit of that lot to the northeasterly angle of 
that lot; thence easterly along the line between con- 
cessions XV and XVI to the intersection with the 
westerly limit of the right of way of the Canadian 
Pacific Railway; thence northerly along the westerly 
limit of that right of way to the intersection with the 
easterly limit of Lot 23, Concession XVI; thence 
northerly along the easterly limit of that lot to the 
northeasterly angle of that lot; thence northerly in a 
straight line to the southeasterly angle of Lot 23, 
Concession XVII; thence easterly along the southerly 
limits of lots 22 and 21, Concession XVII, to the south- 
easterly angle of Lot 21; thence easterly in a straight 
line to the southwesterly angle of Lot 20, Conces- 
sion XVII; thence easterly along the southerly limits of 
lots 20, 19, 18, 17 and 16, Concession XVII, to the 
southeasterly angle of Lot 16; thence northerly along 
the easterly limit of that lot and Lot 16, Conces- 
sion XVIII, to the place of beginning; 


Excepting thereout and therefrom the right of way 
of the Canadian Pacific Railway through Lot 20, 
Concession XVIII, and lots 20 and 21, Concession 
XVII. O. Reg. 70/59, s. 1. 


Schedule 31 
TURKEY POINT PROVINCIAL PARK 


_ In the Township of Charlotteville in the County of 
Norfolk and described as follows: 


1. All those parts of lots 13 and 14 in Concession A 
described as follows: 


Beginning at the most northerly angle of 
Lot 14 in Concession A; thence southeasterly 
along the northeasterly limit of that lot 2715.83 
feet, more or less, to a point in the northerly 
limit of a road known as the Normandale 
Road; thence westerly along the northerly 
limit of that road to its intersection with the 
northwesterly limit of Lot: 13 in Conces- 
sion A; thence northeasterly along the north- 
westerly limits of lots 13 and 14 a distance 
of 3773.67 feet, more or less, to the place of 
beginning. 


2. Those parts of lots 13 and 14 in Concession A 


described as follows: 


Jeginning at the most westerly angle of 
Lot 13 in Concession A; thence southeasterly 
along the southwesterly limit of that lot 4565.19 
feet, more or less, to the northwesterly limit of 
a road known as the Lake Shore Road; thence 
easterly along the northerly limit of that road 
to its intersection with the westerly limit of a 
road known as the Turkey Point Road; thence 
northerly along the westerly limit of that road 
to its intersection with the southerly limit of a 
road known as the Normandale Road; thence 
westerly along the southerly limit of that road 
to its intersection with the northwesterly limit 
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of Lot 13 in Concession A; thence south- 
westerly along that limit 109.3 feet, more or 
less, to the place of beginning. 


3. That part of Lot 14 in Concession A described as 
follows: 


Beginning at a point where the northeasterly 
limit of Lot 14 in Concession A is intersected 
by the southerly limit of a road known as the 
Normandale Road, distant 2788.64 feet 
measured southeasterly along the northeaster- 
ly limit of that lot from the most northerly 
angle of that lot; thence westerly along the 
southerly limit of that road to its intersection 
with the easterly limit of a road known as the 
Turkey Point Road; thence southerly along 
the easterly limit of that road to its inter- 
section with the northerly limit of a road 
known as the Lake Shore Road; thence 
easterly along the northerly limit of that road 
to its intersection with the northeasterly limit 
of Lot 14; thence northwesterly along the 
northeasterly limit of that lot 1406.06 feet, 
more or less, to the place of beginning. 


4. Those parts of lots 13 and 14 in Concession A 
described as follows: 


Beginning at a point in the southwesterly 
limit of Lot 13 in Concession A, distant 
4634.13 feet measured southeasterly along that 
limit from the most westerly angle of that lot; 
thence southeasterly along the southwesterly 
limit of that lot 2782.41 feet, more or less, to 
the northerly limit of a plan registered in the 
Registry Office for the County of Norfolk as 
No. 346; thence easterly along the northerly 
limit of that registered plan to the north- 
easterly angle of that registered plan; thence 
easterly in a straight line to the most westerly 
angle of a plan registered in the Registry 
Office for the County of Norfolk as No. 304; 
thence easterly along the northerly limits of 
that registered plan and of those plans regis- 
tered in the Registry Office for the County of 
Norfolk as No. 270 and No. 226 to the north- 
easterly angle of Registered Plan No. 226; 
thence in a general northerly direction along 
the westerly limit of a road known as the 
Turkey Point Road to its intersection with 
the southerly limit of a road known as the Lake 
Shore Road; thence westerly along the 
southerly limit of that road to the place of 
beginning. 


5. Those parts of lots 13, 14 and 15 in Concession A 
described as tollows: 


Beginning at the point of intersection of the 
southerly limit of a road known as the Lake 
Shore Road with the northeasterly limit of 
Lot 14 in Concession A, distant 4260.92 feet 
measured southeasterly along that limit from 
the most northerly angle of that lot; thence 
southeasterly along the northeasterly limit of 
Lot 14, a distance of 2923.03 feet; thence 
north 60° 10’ east 418.44 feet; thence south 
29° 50’ east 418.44 feet; thence south 60° 10’ 
west 418.44 feet, more or less, to the north- 
easterly limit of Lot 14; thence southeasterly 
along the northeasterly limit of that lot to the 
foot of a high bank along the northerly shore 
of Lake Erie; thence in a general south- 
westerly direction following the foot of that 
high bank to its intersection with the north- 
easterly limit of a plan registered in the 
Registry Office for the County of Norfolk as 
No. 135; thence northwesterly along that 
northeasterly limit to the northeasterly angle 
of that registered plan; thence westerly along 
the northerly limit of that registered plan to 
the northwesterly angle of that registered 
plan; thence south 76° 28’ 30” west to the 
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easterly limit of a road known as the Turkey 
Point Road; thence in a general northerly 
direction following the easterly limit of that 
road to its intersection with the southerly 
limit of a road known as the Lake Shore 
Road; thence easterly along the southerly 
limit of that road to the place of beginning. 


6. Those parts of lots 11 and 12 in Concession A 
described as follows: 


Beginning at a point in the interior of Lot 12 
in Concession A distant 66 feet measured 
south 60° 10’ west from a point distant 
7409.74 feet measured southeasterly along the 
northeasterly limit of that lot from the most 
northerly angle of that lot; thence south 
29° 50’ east 1332.5 feet; thence south 60° 10’ 
west 2915.98 feet; thence north 29° 50’ west 
1367.35 feet; thence north 60° 01’ east 995.0 
feet; thence easterly along the foot of a high 
bank 1936.78 feet, more or less, to the place 
of beginning. 


7. The Fishery Reserve along the northerly shore of 
Lake Erie in front of lots 12 and 13 in Concession A; 


Excepting from this Schedule, 


(a) a travelled road having a uniform width of 
66 feet crossing part of the Fishery Reserve 
in front of Lot 13 and part of Lot 12 in Con- 
cession A; 


(6) those lands contained in Licence of Occupa- 
tion No. 6249; and 


(c) those lands vested in Her Majesty the Queen 
in right of Canada as represented by the 
Minister of Public Works and contained in an 
Order in Council numbered OC-1062/51 
dated the 30th day of May, 1951. O. Reg. 
LOLSO Se le 


Schedule 32 
WINDY LAKE PROVINCIAL PARK 


In the geographic townships of Cascaden and 
Dowling in the Territorial District of Sudbury 
and described as follows: 


Premising that the bearings herein are astronomic 
and referred to the meridian through the northeasterly 
angle of Lot 12, Concession VI, in the Township of 
Dowling: 


1. In the geographic Township of Cascaden, 


(a) those parts of lots 1 and 2, Concession VI, 
described as follows: 


Beginning at a point in the southeasterly 
limit of the Cartier Road where the same is 
intersected by the easterly limit of Lot 2, 
distant 1646.51 feet, more or less, measured 
south 0° 22’ 30” east along the easterly limit 
of that lot from the northeasterly angle of that 
lot; thence south 29° 08’ 30” west along the 
southeasterly limit of the Cartier Road 
70.92 feet; thence southwesterly along that 
limit on a curve to the right of radius 1482.69 
feet an arc distance of 499.01 feet, the chord 
equivalent being 496.66 feet measured south 
38° 47’ west; thence south 48° 25’ 30” west 
along that limit 531.38 feet; thence south- 
westerly along that limit on a curve to the 
right of radius 1482.69 feet an arc distance of 
349.35 feet, the chord equivalent being 348.54 
feet measured south 55° 10’ 30” west; thence 
south 9° 58’ 40” east 780.93 feet; thence 
south 15° 05’ east 761.0 feet; thence east 


(b) 


astronomically 180 feet, more or less, to the 
water’s edge on the northerly shore of Windy 
Lake; thence in a general easterly direction 
following that water’s edge to the production 
southerly of the easterly limit of Lot 1; thence 
north 0° 23’ west along that production and 
the easterly limit of that lot 1413.53 feet, 
more or less, to the southwesterly limit of the 
right of way of the Canadian Pacific Railway; 
thence north 57° 58’ west along that limit 
831.42 feet; thence northwesterly along that 
limit on a curve to the right of radius 3064.93 
feet an arc distance of 1143.86 feet, the chord 
equivalent being 1137.23 feet measured north 
47° 16’ 30” west; thence north 36° 35’ west 
along that limit 577.38 feet, more or less, to 
the southeasterly limit of the Cartier Road; 
thence south 73° 09’ west along that limit 
218.02 feet; thence southwesterly along that 
limit on a curve to the left of radius 333.06 feet 
an arc distance of 255.82 feet, the chord 
equivalent being 249.58 feet measured south 
51° 08’ 45” west; thence south 29° 08’ 30” 
west along that limit 750.47 feet, more or less, 
to the place of beginning; and 


that part of Lot 1, Concession VI, described 
as follows: 


Beginning at a point in the southwesterly 
limit of the Cartier Road where the same is 
intersected by the easterly limit of that lot 
distant 1474.7 feet, more or less, measured 
south 0° 23’ east along the easterly limit of 
that lot from the northeasterly angle thereof; 
thence south 0° 23’ east along the easterly limit 
of that lot 550.91 feet to the northeasterly 
limit of the right of way of the Canadian 
Pacific Railway; thence north 57° 58’ west 
along that limit 577.40 feet; thence north- 
westerly along that limit on a curve to the 
right of radius 2664.93 feet an arc distance of 
994.58 feet, the chord equivalent being 
988.82 feet measured north 47° 16’ 30” west; 
thence north 36° 35’ west along that limit 
159.13 feet, more or less, to the southwesterly 
limit of the Cartier Road; thence south 
62° 25’ east along that limit 707.66 feet; 
thence southeasterly along that limit on a 
curve to the left of radius 1482.19 feet an arc 
distance of 303.96 feet, the chord equivalent 
being 303.43 feet measured south 68° 17’ 30” 
east; thence south 74° 10’ east along that limit 
359.45 feet; thence southeasterly along that 
limit on a curve to the right of radius 1224.07 
feet an arc distance of 54.51 feet, the chord 
equivalent being 54.50 feet measured south 
72° 53’ 30” east to the place of beginning. 


the geographic Township of Dowling, 


that part of Lot 12, Concession VI, described 
as follows: 


Beginning at a point in the southwesterly 
limit of the Cartier Road where the same is 
intersected by the westerly limit of that lot 
distant 1474.7 feet measured south 0° 23’ east 
along that limit from the northwesterly angle 
thereof; thence southeasterly along the south- 
westerly limit of the Cartier Road on a curve 
to the right of radius 1224.07 feet an arc 
distance of 1152.56 feet, the chord equivalent 
being 1110.46 feet measured south 44° 38’ 30” 
east; thence south 17° 40’ east along that limit 
258.0 feet; thence southeasterly along that 
limit on a curve to the left of radius 1256.07 
feet an are distance of 250.80 feet, the chord 
equivalent being 250.38 feet measured south 
23° 23’ 15” east to the northeasterly limit of 
the right of way of the Canadian Pacific 
Railway; thence north 57° 58’ west along that 
limit 675.99 feet; thence north 32° 02’ east 
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along that limit 100 feet; thence north 
57° 58’ west along that limit 512.0 feet, more 
or less, to the westerly limit of that lot; thence 
north 0° 23’ west along the westerly limit of 
that lot 550.91 feet, more or less, to the place 
of beginning; 

(b) those parts of Lot 12, concessions V and VI, 

described as follows: 


Beginning at a point in the southwesterly 
limit of the right of way of the Canadian 
Pacific Railway where the same is intersected 
by the westerly limit of Lot 12, Concession VI, 
distant 2499.44 feet measured southerly along 
the westerly limit of that lot from the north- 
westerly angle thereof; thence south 57° 58’ 
east along the southwesterly limit of that 
right of way 257.98 feet; thence north 32° 02’ 
east along that limit 50 feet; thence south 
57° 58’ east along that limit 500 feet; thence 
north 32° 02’ east along that limit 50 feet; 
thence south 57° 58’ east along that limit 
3592.88 feet; thence southeasterly along that 
limit on a curve to the right of radius 1332.69 
feet an arc distance of 60.62 feet, the chord 
equivalent being 60.62 feet measured south 
56° 39’ 50” east; thence southeasterly along 
the southwesterly limit of the right of way of 
the Canadian Pacific Railway on a curve to 
the right of radius 1383.19 feet an arc distance 
of 102.01 feet, the chord equivalent being 
101.99 feet measured south 41° 08’ 40” east; 
thence south 28° 12’ west 401.69 feet; thence 
west astronomically 318 feet, more or less, to 
the water’s edge on the northerly shore of 
Windy Lake; thence in a general northwesterly 
direction following that water’s edge to the 
production southerly of the westerly limit of 
Lot 12, Concession V1; thence north 0° 23’ 
west along the westerly limit of that lot 
1413.53 feet, more or less, to the place of 
beginning; and 

(c) those parts of Lot 12, concessions V and VI, 

described as follows: 


Beginning at a point in the line between con- 
cessions V and VI distant 829.24 feet measured 
north 87° 25’ west thereon from the south- 
easterly angle of Lot 12, Concession V1; thence 


south 28° 12’ west 330.82 feet to a point in the | 


northeasterly limit of the right of way of the 
Canadian Pacific Railway; thence north- 
westerly along that limit on a curve to the 
left of radius 1532.69 feet an arc distance of 
143.46 feet, the chord equivalent being 143.41 
feet measured north 55° 17’ 05” west; thence 
north 57° 58’ west along that limit 2686.58 
feet, more or less, to the southeasterly limit 


of the Cartier Road; thence north 88° 13’ 30” | 


east along that limit 2114.20 feet; thence 
south 2° 21’ west 861.49 feet; thence south 
58° 47’ east 616.89 feet; thence south 28° 12’ 
west 113.60 feet, more or less, to the place of 
beginning. O. Reg. 88/59, s. 1. 


Schedule 33 
WASAGA BEACH PROVINCIAL PARK 


_ Inthe Corporation of the Village of Wasaga Beach 
in the County of Simcoe, described as follows: 


Beginning at a point distant 1.117 chains measured 
north 31° 57’ west from a point distant 0.53 chains 
measured south 58° 03’ west from the most westerly 
angle of a plan registered in the Registry Office for 
the County of Simcoe as No. 648; thence south 34° 08’ | 
west 15.396 chains; thence south 36° 22’ west 57.243 | 
chains; thence south 38° 27’ west 62.855 chains: 


thence south 40° 24’ west 13.552 chains; thence south 


41° 23’ west 9.207 chains, more or less, to the inter- 
section with the production northwesterly of the 
northeasterly limit of Joan Street according to a 
plan registered in the Registry Office for the County 
of Simcoe as No. 674; thence northwesterly along 
that production to the water's edge of Nottawasaga 
Bay of Georgian Bay of Lake Huron; thence in a 
general northeasterly direction following that water's 
edge to the confluence with the water’s edge on the 
northwesterly shore of Nottawasaga River; thence 
in a general easterly, southeasterly and southwesterly 
direction following that water’s edge to the inter- 
section with a line drawn south 55° 52’ east from a 
point distant 32.954 chains measured north 34° 08’ 
east from the place of beginning; thence north 55° 52’ 
west 4.0 chains, more or less, to that point distant 
32.954 chains measured north 34° 08’ east from the 
place of beginning; thence south 34° 08’ west 32.954 
chains to the place of beginning. O. Reg. 195/59, s. 1. 


Schedule 34 
DARLINGTON PROVINCIAL PARK 


In the Township of Darlington in the County of 
Durham and described as follows: 


1. The parts of lots 32, 33 and 34 and the west 
half of Lot 31 in the Broken Front Concession lying 
south of the southerly limit, as defined by the fence 
existing in February, 1956, of the right of way of the 
Canadian National Railways. 


2. Lot 35 in the Broken Front Concession. 


3. The part of Lot 35 in Concession I lying south 
of the southerly limit, as defined by the fence existing 
in February, 1956, of the right of way of the Canadian 
National Railways. O. Reg. 253/59, s. 1. 


Schedule 35 


BLUE LAKE PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic townships of Smellie and Wabi- 
goon in the Territorial District of Kenora and described 
as follows: 


1. That part of Lot 1 in Concession II in the 
geographic Township of Smellie described as follows: 


Beginning at the southeasterly corner of 
Lot 1 in Concession II in that geographic 
township; thence northerly along the easterly 
boundary of that geographic township 1818.4 
feet; thence west astronomically 220.4 feet; 
thence south astronomically 863.6 feet; 
thence west astronomically 326.5 feet, more 
or less, to the water’s edge on the easterly 
shore of Flavus Lake; thence southwesterly 
following that water's edge to the intersection 
with the production westerly of the southerly 
limit of Lot 1 in Concession II in that geo- 
graphic township; thence easterly along that 
production and that southerly limit 796 feet, 
more or less, to the place of beginning. 


2. The south half of Lot 12 in Concession II in the 
geographic Township of Wabigoon. 


Excepting from this Schedule the Vermilion Bay 
to McIntosh Road having a uniform width of 66 feet. 
O. Reg. 204/60, s. 1. 
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Schedule 36 


CALIPER LAKE PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic Township of Claxton in the 
Territorial District of Rainy River and described as 
follows: 


Premising that the bearings hereinafter mentioned 
are astronomical and are referred to the central meri- 
dian of the geographic Township of Potts: 


Beginning at the northwesterly corner of Lot 33 
according to a plan filed in the Office of Land Titles 
for the District of Rainy River as Plan SM-134; 
thence easterly along the northerly limit of that lot to 
the northeasterly angle thereof; thence north 5° 38’ 10” 
east 2647.10 feet; thence north 53° 30’ east 3382.16 feet, 
more or less, to the southwesterly limit of that part of 
the King’s Highway known as No. 70; thence south 
14° 27’ 30” east along the southwesterly limit of that 
highway 129.62 feet; thence southeasterly along that 
limit on a curve to the left of radius 2010.08 feet an 
arc distance of 604.0 feet, the chord equivalent being 
601.73 feet measured south 23° 04’ east; thence south 
31° 40’ 30” east along that limit 1053.5 feet, more or 
less, to the water’s edge on the northerly shore of 
Caliper Lake, formerly known as One Sided Lake; 
thence in a general southwesterly, southerly and south- 
easterly direction following that water’s edge to the 
intersection with the production northerly of the 
easterly limit of Lot 45 according to said Registered 
Plan SM-134; thence southerly along that production 
66 feet, more or less, to the northeasterly angle of that 
lot; thence westerly along the northerly limit of that 
lot 198 feet, more or less, to the northwesterly angle 
thereof; thence southerly along the westerly limit of 
that lot and its production southerly 419.1 feet, more 
or less, to the water’s edge on the northerly shore of 
Caliper Lake; thence in a general southwesterly, 
westerly and northwesterly direction following that 
water's edge to the intersection of the production 
southerly of the westerly limit of Lot 33 according to 
said Registered Plan SM-134; thence northerly along 
that production and that westerly limit to the place of 
beginning. O. Reg. 204/60, s. 1 


Schedule 37 


KLOTZ LAKE PROVINCIAL CAMP AND 
PICNIC GROUNDS 


Parts of unsurveyed territory in the Territorial 
District of Thunder Bay and described as follows: 


Premising that the bearings herein are astronomical 
and referred to the meridian through the intersection 
of the easterly boundary of the Territorial District of 
Thunder Bay with the centre line of that part of the 
King’s Highway known as No. 11: 


1. Beginning where a survey post has been planted 
in the northerly limit of that part of the King’s High- 
way known as No. 11, as shown on a Department of 
Highways plan of survey P-2544-29 of record in the 
Department of Lands and Forests, Ontario, and which 
said survey post is distant 100.06 feet measured north 
2° 23’ west from a point in the centre line of the said 
highway having a chainage of 2652+19.83; thence 
north 2° 23’ west 1302.94 feet; thence north 87° 37’ 
east 772 feet; thence continuing north 87° 37’ east 
11 feet, more or less, to the water’s edge on the westerly 
shore of Klotz Lake; thence in a general southerly 
direction following that water’s edge to the intersection 
with a line drawn on a course north 0° 22’ west from a 
point in the northerly limit of the said highway distant 
800 feet measured north 89° 38’ east from the place of 
beginning; thence south 0° 22’ east 100 feet, more or 
less, to the northerly limit of the said highway; thence 
south 89° 38’ west 800 feet, more or less, to the place 
of beginning. 


2. Beginning at the southwesterly corner of Loca- 
tion D.R. 4 of record in the Department of Lands and 
Forests, Ontario; thence south 66° 03’ 30” west along 
the northerly limit of that part of the King’s Highway 
known as No. 11, 2107.93 feet; thence westerly on a 
curve to the right of radius 5629.58 feet an arc distance 
of 2316.35 feet, the chord equivalent being 2300.04 feet 
measured south 77° 50’ 45” west; thence south 89° 38’ 
west 48 feet, more or less, to the water’s edge on the 
southerly shore of Klotz Lake; thence in a general 
northeasterly, easterly and southeasterly direction fol- 
lowing that water’s edge to the intersection with the 
production northwesterly of the westerly boundary of 
said Location D.R. 4; thence south 23° 56’ 30” east 
along that production 66 feet, more or less, to a survey 
post planted; thence continuing south 23° 56’ 30” east 
747 feet, more or less, to the place of beginning. 


3. Beginning where a survey post has been planted 
in the southerly limit of that part of the King’s High- 
way known as No. 11 and which said survey post is 
distant 100 feet measured south 0° 22’ east from a point 
in the centre line of the said highway, having a chain- 
age of 2652+19.83; thence continuing south 0° 22’ 
east 500 feet; thence north 89° 38’ east 1668.53 feet; 
thence northeasterly on a curve to the left of radius 
6329.58 feet an arc distance of 2604.38 feet, the chord 
equivalent being 2586.04 feet measured north 77° 50’ 45” 
east; thence north 66° 03’ 30” east 2107.93 feet; thence 
north 23° 56’ 30” west 500 feet, more or less, to the 
southerly limit of the said highway; thence south 
66° 03’ 30” west 2107.93 feet; thence southwesterly 
on a curve to the right of radius 5829.58 feet an arc 
distance of 2398.65 feet, the chord equivalent being 
2381.76 feet measured south 77° 50’ 45” west; thence 
south 89° 38’ west 1668.53 feet, more or less, to the 
place of beginning. O. Reg. 204/60, s. 1. 


Schedule 38 
BLACKSAND PROVINCIAL PARK 


In the geographic Township of Kilkenny in the 
Territorial District of Thunder Bay and described as 
follows: 


Beginning at the point of intersection of the north- 
erly boundary of the geographic Township of Kilkenny 
with the westerly limit of the right of way of the 
Canadian National Railways; thence westerly along 
the northerly boundary of that geographic township 
to the intersection with the water’s edge on the 
easterly shore of Lake Nipigon; thence in a general 
southerly, southeasterly and southerly direction fol- 
lowing that water’s edge and the water’s edge of 
Pijitawabik Bay of that lake to a point therein distant 
200 chains measured south astronomically from the 
northerly boundary of the last-mentioned geographic 
township; thence east astronomically to the westerly 
limit of the right of way of the Canadian National 
Railways; thence in a general northeasterly direction 
following that limit of that right of way to the place of 
beginning. O. Reg. 204/60, s. 1. 


Schedule 39 
MARTEN RIVER PROVINCIAL PARK 


Parts of the geographic Township of Sisk in the 
Territorial District of Nipissing and described as 
follows: 


1. Beginning at a point in the easterly limit of that 
part of the King’s Highway known as No. 11, said 
point being the southwesterly corner of Location 
J.C. 235 of record in the Department of Lands and 
Forests, Ontario; thence in a general southeasterly 
direction following the easterly limit of that highway 
to the water’s edge along the shores of Marten Lake; 
thence in a general northeasterly direction following 


that water’s edge to the intersection with the westerly 
limit of the right of way of the Trans-Canada Pipe 
Lines Limited; thence in a general northwesterly 
direction following the westerly limit of that right of 
way to the intersection with the easterly limit of 
Location J.C. 235 aforementioned; thence southerly 
along the easterly limit of that location to the south- 
easterly corner thereof; thence westerly along the 
southerly limit of that location to the place of be- 
ginning. 


2. Beginning at a point in the easterly limit of that 
part of the King’s Highway known as No. 11, said 
point being the northwesterly corner of Location 
J.C. 235, of record in the Department of Lands and 
Forests, Ontario; thence easterly along the northerly 
limit of that location to the westerly limit of the right 
of way of the Trans-Canada Pipe Lines Limited; 
thence northerly along the westerly limit of that 
right of way to the water’s edge along the shores of 
Marten Lake; thence in a general southwesterly direc- 
tion following that water's edge to the intersection 
with the easterly limit of that part of the King’s 
Highway known as No. 11; thence southerly along that 
limit to the place of beginning. 


3. Beginning at the most southerly corner of 
Location J.C. 231, of record in the Department of 
Lands and Forests, Ontario; thence northwesterly 
along the southwesterly limit of that location and its 
production northwesterly to the water’s edge on the 
southerly shore of Beach Lake; thence in a general 
southwesterly, northerly and northwesterly direction 
following that water’s edge to the intersection with the 
easterly limit of that part of the King’s Highway 
known as No. 11; thence southeasterly following the 
easterly limit of that highway to the water’s edge 
along the shore of Marten Lake; thence in a general 
northeasterly direction following that water’s edge to 
the intersection with the westerly limit of the right 
of way of the Trans-Canada Pipe Lines Limited; 
thence in a general northerly and _ northwesterly 
direction following the westerly limit of that right of 
way to the intersection with the southeasterly limit of 
Location J.C. 231; thence southwesterly along that 
limit of that location to the place of beginning. 


4. Beginning at a point in the easterly limit of 
that part of the King’s Highway known as No. 11, 
where the same is intersected by the production 
easterly of the southerly limit of Location E.M. 8, 
of record in the Department of Lands and Forests, 
Ontario; thence easterly along that production to the 
intersection with the westerly limit of the right of way 
of the Trans-Canada Pipe Lines Limited; thence 
southeasterly along that limit to the intersection 
with the water’s edge on the northerly shore of Beach 
Lake; thence in a general southwesterly direction fol- 
lowing that water’s edge to the intersection with the 
easterly limit of that part of the King’s Highway 
known as No. 11; thence northwesterly along that 
limit to the place of beginning. 


5. Beginning at a point in the westerly limit of 
that part of the King’s Highway known as No. 11, 
distant 261.38 feet measured southeasterly along that 
limit from the most easterly corner of Location E.M. 8, 
of record in the Department of Lands and Forests, 
Ontario; thence southeasterly along the westerly limit 
of that highway to the water's edge on the easterly 
shore of Marten Lake; thence in a general westerly, 
northwesterly and northerly direction following that 
water’s edge to the intersection with a line drawn 
parallel to the southerly limit of Location E.M. 8 
aforementioned from the place of beginning; thence 
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northeasterly along that parallel line to the place of | 


beginning. 


6. Beginning at a point in the westerly limit of 
that part of the King’s Highway known as No. 11, 
where the same is intersected by the water’s edge on 
the easterly shore of Marten Lake distant 250 feet, 
more or less, measured south 40° 00’ west from the 
southwesterly corner of Location J.C. 235, of record 
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in the Department of Lands and Forests, Ontario; 
thence southeasterly following that limit of that high- 
way to the intersection with the water’s edge on the 
easterly shore of Marten Lake; thence in a general 
westerly, southwesterly, northwesterly, northerly and 
northeasterly direction following that water’s edge to 
the place of beginning. 


7. Beginning at the point of intersection of the 
water’s edge on the southerly shore of Marten River 
with the easterly limit of that part of the King’s High- 
way known as No. 64; thence southerly and southwest- 
erly following the easterly limit of that highway to the 
intersection with the easterly limit of the Old Ferguson 
Highway; thence in a general southwesterly direction 
following that limit of that highway to the intersection 
with the water’s edge on the northerly shore of an un- 
named creek flowing into Marten’s Lake; thence in a 
general southeasterly direction following that water’s 
edge of that creek to the confluence with the water’s 
edge on the westerly shore of Marten Lake; thence in 
a general northeasterly, northerly and westerly direc- 
tion following that water’s edge of that lake and the 
southerly shore of Marten River to the place of 
beginning. O. Reg. 204/60, s. 1. 


Schedule 40 


MIDDLE FALLS PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic Township of Pardee in the 
Territorial District of Thunder Bay, being composed 
of part of the Stuart Location and described as follows: 


Premising that the bearings hereinafter mentioned 
are referred to the assumed bearing north 60° 07’ west 
of the northeasterly limit of Parcel B as shown on a 
plan attached to Registered Instrument No. 108 in the 
Registry Office for the District of Thunder Bay: 


Beginning at a point in the northeasterly limit 
of Parcel B as described in Registered Instrument 
No. 108 distant 288.85 feet measured south 60° 07’ 
east along the said northeasterly limit from the north- 
westerly corner of said Parcel B; thence northeasterly 
on a curve to the right of radius 880.40 feet an are 
distance of 441.22 feet, the chord equivalent being 
141.07 feet measured north 19° 17’ 17” east; thence 
north 23° 53’ east 176.40 feet; thence northeasterly 
on a curve to the right of radius 880.40 feet, an arc 
distance of 355.21 feet, the chord equivalent being 
352.80 feet measured north 35° 26’ 30” east; thence 
north 47° 00’ east 564.4 feet; thence northeasterly on a 
curve to the right of radius 1357.70 feet an arc distance 
of 213.27 feet, the chord equivalent being 213.05 feet 
measured north 51° 30’ east; thence north 56° 08’ east 
202.6 feet; thence northeasterly on a curve to the right 
of radius 1835.10 feet an are distance of 422.24 feet, 
the chord equivalent being 421.31 feet measured north 
62° 43’ 30” east; thence south 20° 41’ east 348.0 feet; 
thence south 69° 19’ west 115 feet, more or less, to the 
water's edge on the northerly shore of Pigeon River; 
thence in a general westerly and southwesterly direc- 
tion following that water’s edge to the intersection with 
a line drawn on a course south 60° 07’ east from the 
place of beginning; thence north 60° 07’ west 161.5 feet, 
more or less, to the place of beginning. O. Reg. 204/60, 
Spas 


Schedule 41 


SOUTH NATION PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the Township of North Plantagenet in the 
County of Prescott and described as follows: 


Premising that all bearings herein are astronomic 
and are referred to the meridian through the southeast 
corner of Lot 1 in Concession II in the Township of 
North Plantagenet: 
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Beginning at the intersection of the easterly limit 
of Lot 20 with a line drawn parallel to and distant 
75 feet measured southerly and perpendicularly from 
the centre line of construction of that part of the 
King’s Highway known as No. 17 as shown on the plan 
deposited in the Registry Office for the Registry 
Division of the County of Prescott as No. 154 and in 
which the point of intersection is distant 1439.11 feet 
measured southeasterly along the easterly limit of 
Lot 20 from the northeast corner thereof; thence south 
87° 52’ west along that parallel line 747.78 feet to a 
survey post planted; thence continuing south 87° 52’ 
west along that parallel line 810.50 feet, more or less, 
to the water’s edge on the northeasterly shore of South 
Nation River; thence southeasterly following that 
water’s edge 1940 feet, more or less, to the easterly 
limit of Lot 20; thence north 21° 11’ west along the 
easterly limit of that lot, a distance of 737.55 feet, 
more or less, to the place of beginning. O. Reg. 
204/60, s. 1. 


Schedule 42 


STURGEON BAY PROVINCIAL CAMP AND 
PICNIC GROUNDS 


In the geographic Township of Harrison in the 
Territorial District of Parry Sound and described as 
follows: 


Premising that the bearings hereinafter mentioned 
are astronomical and referred to the meridian to the 
southeasterly corner of the geographic Township of 
Harrison: 


Beginning where a survey post has been planted 
in the centre line of the allowance for road between 
lots 30 and 31 in Concession VIII in the geographic 
Township of Harrison, distant 1260.62 feet measured 
south 21° 24’ east from a survey post found marking 
the intersection of the centre line of the allowance for 
road between concessions VIII and IX with the centre 
line of the allowance for road between lots 30 and 31 
in Concession LX; thence north 64° 09’ 30” east 836.31 
feet, more or less, to the intersection with the south- 
westerly limit of that part of the King’s Highway known 
as No. 69 as shown on a plan of survey dated January 
23rd, 1960, signed by J. K. Benner, Ontario Land 
Surveyor, of record in the Department of Lands and 
Forests, Ontario; thence in a general northwesterly 
direction following that limit of that highway to the 
intersection with the inner limit of the original allow- 
ance for road along the easterly shore of Sturgeon Bay 
of Georgian Bay; thence west astronomically 66 feet, 
more or less, to the water’s edge on the easterly shore 
of that bay of Georgian Bay; thence in a general 
southwesterly and southeasterly direction following 
that water’s edge to the intersection with a line drawn 
south 64° 09’ 30” west from the place of beginning; 
thence north 64° 09’ 30” east to the place of beginning, 
O. Reg. 204/60, s. 1. 
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Regulation 499 


under The Provincial Parks Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “‘camp-site’”” means a parcel of land in an 
area operated by the superintendent for the 
purpose of camping, marked by stakes 
planted at each of the four corners of the 
parcel and identified by a number painted 
or otherwise placed on the stakes; 


(b) ‘motor vehicle’? means a motor vehicle as 


defined in The Highway Traffic Act; 


(c) “officer’’ means the superintendent or other 
person in charge of a provincial park, or a 
forest ranger; 


(d) “superintendent” means the district forester 
or superintendent in charge of a provincial 
park. ©; Res. Lo7/ssic. I 

PERSONS USING PROVINCIAL 


CONDUCT OF PARKS 


2. No person shall, 
(a) damage any plant, shrub, flower or tree; 


(b) remove or damage any table, bench, seat, 
fireplace, monument, relic, notice, marker or 
sign; or 


(c) deface or damage any bridge, building, 
structure, natural object, rock or any other 
property of the Crown, 

within a provincial park. O. Reg. 167/58, s. 2. 

3.—(1) No person shall throw or dump, or cause to 
be thrown or dumped, any material within a provincial 
park or along or over the shores of any lake or the 
bank of any river or stream within a provincial park. 


(2) No person shall litter a provincial park with 
refuse. O. Reg. 167/58, s. 3. 


_4.—(1) No person shall permit a horse, dog or other 
animal to be at large in a provincial park. 


(2) Subsection 1 applies to a dog or other animal 
on a leash exceeding six feet in length. O. Reg. 167/58, 
s. 4, 


5.—(1) Subject to The Forest Fires Prevention Act, 
no person shall set out a fire out of doors within a 
provincial park for any purpose other than cooking or 
obtaining warmth. 


(2) Any person who sets out a fire out of doors 
within a provincial park in any place other than a 
fire-place provided by the district forester or superin- 
tendent in charge of the park shall, 


(a) select a location for the fire free from flam- 
mable material; 


(6) do all necessary things to prevent the fire 
from spreading; and 


(c) extinguish the fire before leaving the location. 
O. Reg. 167/58, s. 5. 


6. No person shall, 
(a) use abusive or insulting language; 
(6) throw stones or other missiles; or 


(c) beg, solicit or invite subscriptions or con- 
tributions, 
O. Reg. 167/58, s. 6. 


within a provincial park. 
OCCUPATION OF PUBLIC LANDS 


7. No person shall occupy land in a provincial park 
except, 


(a) by authority granted under this Regulation; 


(b) under a lease granted before the 2nd day of 
July, 1954, and any renewal thereof where the 
lease provides for such renewal; 


(c) under an agreement for the establishment or 
operation of any works, facilities or services 
made under clause e of subsection 2 of section 
4 of the Act; 


(d) under a licence of occupation authorizing the 
occupation of public lands in the park for 
the purpose of hydro, telephone or radio 
service; or 


(e) land more than two miles from a highway, for 
the purpose of overnight camping. O. Reg. 
167/58, s. 7; O. Reg. 75/60, s. 1. 


8.—(1) No person shall occupy a camp-site except 
under the authority of a camp-site permit issued by 
the officer in charge of the camping area. 


(2) A camp-site permit shall be in Form 1. 
167/58, s. 8. 


O. Reg. 


9. A camp-site permit is authority for the permittee 
to occupy the camp-site designated for the period 
shown in the permit. O. Reg. 167/58, s. 9. 


10. A camp-site permit authorizes the permittee 
and his party, 


(a) to camp for a period specified in the permit 
not exceeding twenty-eight days in an area 
operated by the superintendent for the 
purpose; 


(b) to camp for a period specified in the permit 
during Monday, Tuesday, Wednesday, Thurs- 
day and Friday in an area operated by the 
superintendent for the purpose; or 


(c) where the permittee is a religious, charitable 
or educational organization, to camp for a 
period specified in the permit not exceeding 
twenty-eight days in an area operated by the 
superintendent for the purpose. O. Reg. 
167/58, s. 10. 


11.—(1) The fees payable for a permit for the 
purpose referred to in clause a of section 10 are, 


(a) where the permit is issued for a period of, 


(i) seven days or less, $1 a day or $5, 
whichever is the lesser, 
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(ii) more than seven days but not more 
than fourteen days, $5 and $1 a day 
for each day over seven, or $10, 
whichever is the lesser, 

(ii1) more than fourteen days but not more 

than twenty-one days, $10 and $1 a 

day for each day over fourteen, or $15, 

whichever is the lesser, or 

(iv) more than twenty-one days but not 

more than twenty-eight days, $15 

and $1 a day for each day over twenty- 
one, or $20, whichever is the lesser; and 


(b) where electrical power is supplied, an addi- 
tional 25 cents a day for each outlet. O. Reg. 
TOV/oSn se tl (A) Om Ineog/57 O0mseon el): 


(2) The fees payable for a permit for the purpose 
referred to in clause 0 of section 10 is $1 a day and, 
where electrical power is supplied, an additional 25 cents 
a day for each outlet. O. Reg. 167/58, s. 11 (2); 
O. Reg. 75/60, s. 2 (2). 


(3) A permit for the purpose referred to in clause c 
of section 10 shall be issued without payment of a 
fee. O. Reg. 167/58, s. 11. 


12. A camp-site permit for the purpose referred 
to in clause a or 6 of section 10 is authority for the 
permittee to park on the camp-site one vehicle and a 
trailer, either of which has not been parked on a 
camp-site in the provincial park under the authority 
of a camp-site permit for a period of twenty-eight days 
in the same year. O. Reg. 167/58, s. 12. 


13.—(1) A camp-site permit expires at 2 p.m. on 
the last day of the period for which it is issued. 


(2) Upon vacating a camp-site, the permittee shall 
surrender his permit to the officer in charge of the 
camp-site. O. Reg. 167/58, s. 13 (1, 2). 


(3) Where a permit is surrendered before its 
expiry, the permittee is not entitled to any refund. 
O. Reg. 75/60, s. 3. 


14. A picnic may be held only in an area operated 
by the superintendent for the purpose. O. Reg. 
167/58, s. 14. 


ADMISSION FEES 


15.—(1) No person shall take a vehicle into a 
provincial park without a vehicle entry permit in 
Form 2 or 3. 


(2) A permit in Form 2 expires with the day on 
which it is issued and a permit in Form 3 expires with 
the 31st day of March next following its date of issue. 


(3) The fee for a permit in Form 2 is 50 cents and for 
a permit in Form 3 is $2. 


(4) An unexpired permit issued to authorize the 
entry of a vehicle into the parks under The Ontarto- 
St. Lawrence Development Commission Act shall be 
deemed to be a permit for that vehicle in Form 3 for 
the purpose of this section. O. Reg. 95/60, s. 4. 


16.—(1) The operator of a boat entering Quetico 
Provincial Park by water shall pay a fee of $5 for ad- 
mission of the boat. O. Reg. 167/58, s. 16 (1); O. Reg. 
(SOUS 


(2) Subsection 1 does not apply to a boat in 
respect of which the fee has been paid previously in 
the same year, as evidenced by a permit in Form 2 
affixed to the boat at the time it is issued. O. Reg. 
167/58, s. 16 (2). 


SALE OF GOODS PROHIBITED 


17.—(1) No person shall sell or offer for sale any 
article, thing or service within a provincial park. 


(2) Subsection 1 does not apply to a sale con- 
ducted or authorized under any agreement or lease 
made, or licence issued, under the Act and this Regula- 
tion. O. Reg. 167/58, s. 17. 


TRAFFIC RULES 
18. Where the superintendent operates an area for 
the purpose of parking in a provincial park, no person 
shall park a motor vehicle in the provincial park 
except in the area or on land occupied under a deed, 
lease, licence of occupation or camp-site permit. 
O. Reg. 167/58, s. 18. 


19. No person shall park a vehicle within a pro- 
vincial park, 

(a) 

(0) 


within fifty feet of a bridge; 


in a position or place that prevents or is 
likely to prevent free and convenient move- 
ment of other vehicles; or 


(c) O. Reg. 167/58, s. 19. 


20.—(1) An officer may direct traffic and, in cases of 
fire, accident, traffic congestion or other emergency, 
may direct it into such channels as are necessary to 
prevent or relieve congestion or give right of way. 


in any prohibited area. 


(2) Every person shall obey any direction given 
under subsection 1. O. Reg. 167/58, s. 20. 


21. No person shall land an aircraft within a 
provincial park at any point other than at an airport 
licensed under the Aeronautics Act (Canada). O. Reg. 
167/58, s. 21. 


Form 1 
The Provincial Parks Act 


ONTARIO PROVINCIAL PARKS 
CAMP-SITE PERMIT 


INO) pA Reyer eaege 
IN CANIWIIEGee er eich cre coe ameein i ara i eae Seer ence eee ea 
(print in block letters) 
PID ID IRIE SS Siegen Meer oo ee he te te ay oro at eer 
(number and street, city or town, prov. or state) 
Vehicle 
Licence House | Number 
INOS esac Trailer im party, ao. 


CHECK-OUT TIME 2 P.M. 
NO REFUNDS—MAXIMUM STAY 28 DAYS 


Camper to complete this portion 


Issuer to complete this portion 


Amount 


Blevstel aleLere ts S16 ollie (eevee (ce! @ wl wike ee 


(signature of issuer) 


O. Reg. 75/60, s. 6. 
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Form 2 Form 3 
The Provincial Parks Act The Provincial Parks Act 
ONTARIO PROVINCIAL PARKS ONTARIO PROVINCIAL PARKS 
DAILY as ee PERMIT VEHICLE PERMIT 
50c — 
Valid for 1D 26 
MERA CLR Ce ER USN «oct ofastnset cael Seeley & e's aFat ws et oite oe ae yoko. 


O. Reg. 75/60, s. 8. O. Reg. 75/60, s. 8. 
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Regulation 500 


under The Psychiatric Hospitals Act 


FORMS 


1. An application for the admission of a voluntary 
patient under clause a of subsection 1 of section 9 of 
the Act shall be in Form 1. C.R.O. 1950, Reg. 330, s. 1. 


2. An application in Form 1 shall be accompanied 
by the statement of a medical practitioner in Form 2. 
C.R.O. 1950, Reg. 330, s. 2. 


3. The warrant of the Lieutenant Governor under 
clause 6 of subsection 1 of section 9 of the Act shall be 
in Form 3. C.R.O. 1950, Reg. 330, s. 3. 


4. The certificate of a medical practitioner under 
clause ¢ of subsection 1 of section 9 of the Act shall be 
in Form 4. C.R.O. 1950, Reg. 330, s. 4. 


5. The application for admission of a patient upon a 
certificate under clause ¢ of subsection 1 of section 9 of 
the Act shall be in Form 5. C.R.O. 1950, Reg. 330, 
SAO. 


6. The history of a patient under clause c of sub- 
section 1 of section 9 of the Act shall be in Form 6. 
C.R.O. 1950, Reg. 330, s. 6. 


7. The warrant of remand for further observation, 
care or treatment under clause e of subsection 1 of 
section 9 of the Act shall be in Form 7. C.R.O. 1950, 
Reg. 330, s. 7. 


8. The history of a patient remanded for further 
observation, care or treatment under clause e of sub- 
section 1 of section 9 of the Act shall be in Form 8. 
C.R.O. 1950, Reg. 330, s. 8. 


9. The discharge of a patient, remanded for further 
observation, care or treatment under subsection 4 of 
section 9 of the Act shall be in Form 9. C.R.O. 1950, 
Reg. 330, s. 9. 


10. The warrant of the inspector under subsection 2 
of section 16 of the Act to remove a patient to an in- 
stitution under The Mental Hospitals Act shall be in 
Form 10. C.R.O. 1950, Reg. 330, s. 10. 


11. An undertaking under subsection 6 of section 
16 of the Act shall be in Form 11. O. Reg. 249/52, 
Ge Ale 

12. The warrant to retake an escaped patient under 


section 19 of the Act shall be in Form 12. C.R.O. 
1950, Reg. 330, s. 11. 


Form 1 
The Psychiatric Hospitals Act 


APPLICATION FOR THE ADMISSION OF 
A VOLUNTARY PATIENT 


(municipality of residence) 
inthe Comnty Of we wesc = ells , do hereby apply 


for admission to The..... oun dusesog ors Psychiatric 
Hospital as a voluntary patient. 


Vol. 3—Sig. 15 


Witness: 


(signature of applicant) 


C.R.O. 1950, Reg. 330, Form 1. 


Form 2 
The Psychiatric Hospitals Act 


STATEMENT OF A LEGALLY QUALIFIED 
MEDICAL PRACTITIONER 


ibeltevextha trunks cm chasers cere. ora is in 
need of such treatment as is provided in a psychiatric 
hospital. 


(signature of legally qualified 
medical practitioner) 


C.R.O. 1950, Reg. 330, Form 2. 


Form 3 
The Psychiatric Hospitals Act 


BY THE HONOURABLE 
LIEUTENANT GOVERNOR OF THE 
PROVINCE OF ONTARIO 


MOULD ae ceurien aerate cn rere 
AND to the superintendent of The 
Psychiatric Hospital 
AND to the provincial bailiff, 
GREETING: 


WHEN AS Washi ita cna OL ieta rand sakes 


Aly present COmMmNed sincere sie ss es eae 
is or is believed to be in need of such treatment as is 
provided in a psychiatric hospital; 


NOW BY THIS WARRANT I DO HEREBY 
COMMAND AND AUTHORIZE you the said 


Le RR eae ee Gi UWA lous Sulpiccin Seba oigeinad 
to deliver such person into the custody of the provincial 
bailiff who shall receive and convey such person to 


ETC peste coer tee oo fist nh Psychiatric Hospital; 


AND I DO HEREBY COMMAND AND AUTH- 
ORIZE you the said provincial bailiff to convey such 
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AND I DO HEREBY COMMAND AND AUTH- 
ORIZE you the said superintendent of the said 


psychiatric hospital to receive............. into your 
custody in the last-mentioned hospital, there safely to 


OGD Nel ae eRe ies until I order such person back 


to imprisonment, or until........ discharge is directed 
by me or by other lawful authority. 


GIVEN under my Hand and Seal, in the City of 
Toronto, in the County of York, this.......... day of 
Suteki Vas in the year of Our Lord, one thousand 


nine hindred and...) .. 50. . bela obel naa ea Bice ece 
year of Her Majesty’s Reign. 


BY COMMAND, 


“Deputy Minister of 
Health 


Deputy Provincial 
Secretary 


C.R.O. 1950, Reg. 330, Form 3° 


Form 4 
The Psychiatric Hospitals Act 


CERTIFICATE OF A ULEGALLY QUALIFIED 
MEDICAL PRACTITIONER 


LenS pyre te chee Woe RAE SCIEN S HOMME SCOT aR ee iro 
a legally qualified medical practitioner, practising at 


LP Na RGR eat SA MpcneuGounray Ol. eerie pene 
(municipality ) 


hereby certify that I have personally examined 


i SEHCGH of 7) twenty hit oe ei uM eer Me pete, SO vein ge ack seem 
and that | have observed the following signs and 
symptoms which indicate a psychiatric disability: 


DP dunther cenuitys toa so eee. is in need of 
such treatment as is provided in a psychiatric hospital 


DNNG! WINER Sit. y ot ot .++;+.-18 a suitable person to be 
admitted to a psychiatric hospital for such treatment. 


Witness: 


C.R.O. 1950, Reg. 330, Form 4. 
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Form 5 
The Psychiatric Hospitals Act 


APPLICATION FOR ADMISSION OF A 
CERTIBICATE PATIEN ]: 


I, the undersigned, being the..................-. 


(name of patient in full) 
request the superintendent of The.................. 
Psychiatric Hospitalito admit: aimee tee steele 
for such treatment as is provided in a_ psychiatric 


hospital. 


Witness: 


C.R.O. 1950, Reg. 330, Form 5. 


Form 6 
The Psychiatric Hospitals Act 
HISTORY OF PATIENT 
1. Name of patient in full: 
Telephone no.: 

2. Address in full: 

3. Has the patient been a resident of............... 
for at least three months in all within the period of 
five months prior to the date of application for ad- 
mission? 

4. Is the patient an alcoholic or drug. habituate? 

5. Is the patient an epileptic? 

6. Is the patient mentally defective or feeble-minded? 

7. Age (last birthday): 

8. Date of birth: 

9. Place of birth: 

0. Racial origin: 

11. Religious denomination: 

If Protestant, amplify: 

12. Occupation: 

13. Sex: 

14. Single, married, widowed or divorced: 


15. Name and address of responsible relative or friend 
who will act as correspondent: 


16. Relationship of correspondent to patient: 
Telephone no.: 
17. History of attacks of mental illness (if any): 


18. Duration of present mental symptoms: 


Reg. 500 
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bee 


19. Has the patient shown suicidal or other dangerous 
tendencies? 


20. Has the patient been certified to an institution 


within the meaning of The Mental Hospitals Act 
during the past three months? 


(signature of a legally qualified 
medical practitioner ) 


Daten. Aas tpt: 
C.R.O. 1950, Reg. 330, Form 6. 


Form 7 
The Psychiatric Hospitals Act 


WARRANT OF REMAND TO THE 
PSYCHIATRIC HOSPITAL 


HOSALL ORGAN Y, OF THE PEACE (OFRRICERS 


tiptherwe eee Ol vee oeeee ANGsOles a tabi mone , 
AND TO THE SUPERINTENDENT OF The 


bo Atte ES 4s Psychiatric Hospital: 
You, the said Peace Officers, are hereby commanded 


to take possessionsOhs en -pvsip aes poor cake ata 
who has been apprended and charged on this date with 


Gayaols Fae eri a ener, LOR avs COm Terns cation ace 
Psychiatric Hospital. 


And you, the said superintendent, are hereby com- 


manded to admit such person into the said hospital 
for further observation, care or treatment. 


(judge or magistrate) 


C.R.O. 1950, Reg. 330, Form 7. 


Form 8 
The Psychiatric Hospitals Act 
HISTORY OF A PATIENT REMANDED FOR 
FURTHER OBSERVATION, 
CARE OR TREATMENT 
1. Name in full of person remanded: 
2. Address: 
3. Age (last birthday): 
4. Date of birth: 
5. Place of birth: 
6. Racial origin: 
7. Religious denomination: 


8. Occupation: 


OF Sexe 
10. Single, married, widowed or divorced: 


11. Name and address of responsible relative or friend 
who will act as correspondent: 


12. Relationship of correspondent to person remanded: 


13. If there is any history of previous mental illness, 
give details: 


14. Offence with which person remanded is charged: 
15. Previous criminal record, if any: 


16. Has the person remanded shown signs of mental 
illness? 


If so, give details: 


17. Is the person remanded an alcoholic or drug habitu- 
ate? 


18. If the person remanded has any funds or property, 
give details: 


19. Has the patient shown suicidal or other dangerous 
tendencies? 


(judge or magistrate) 


C.R.O. 1950, Reg. 330, Form 8. 


Form 9 
The Psychiatric Hospitals Act 


CERTIFICATE OF DISCHARGE BY SUPER- 
INTENDENT OF A REMANDED PATIENT 


certilyethatencteseteracre morte -reaaricir rer maarteyere 
who was admitted to The............... Psychiatric 
Hospital under clause e of subsection 1 of section 9 of 
the Act does not appear to be mentally ill, mentally 
defective or an epileptic within the meaning of The 
Mental Hospitals Act. 

I therefore direct the discharge of................ 
Secluste ee ane aa into the care of the court by which 


Sa Se ko eee wasiremanded: to) Dhen. sansa 
Psychiatric Hospital. 


(superintendent) 


C.R.O. 1950, Reg. 330, Form 9. 


Form 10 
The Psychiatric Hospitals Act 


WARRANT FOR REMOVAL OF A PATIENT 
TO AN INSTITUTION UNDER 
THE MENTAL HOSPITALS ACT 


To the provincial bailiff, 
AND to the superintendent of The 
Psychiatric Hospital, 
AND to the superintendent of the Ontario Hospital, 


AVN/1F Ul BHI Se Obs olen nee eee CAE ery Oe ooo ERT. Soc 


AL photonic in MINGR ea oee ase boeu rns Psychiatric Hospital 
has been certified under subsection 2 of section 16 of 


Dine PSV GHULTIC LLOSDULCISTAGhASa -ieleloni seis aie 
within the meaning of The Mental Hospitals Act: 
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NOW BY THIS WARRANT issued under the 
said subsection, you, the said superintendent of The 


ite ete sarees tae Psychiatric Hospital, are hereby 
authorized and required to deliver the patient into the 
custody of the provincial bailiff, who is hereby author- 
ized and required to remove the patient to the Ontario 


In Golssoy gz ey ie ARO eee , and you, the superintendent 
Gree Ontario nrOspitalic cau eas gene acne , are hereby 


required and directed to receive and detain the patient 
in custody in the said Ontario Hospital. 


Inspector 


C.R.O. 1950, Reg. 330, Form 10. 


Form 11 
The Psychiatric Hospitals Act 


UNDERTAKING UNDER SUBSECTION 6 OF 
SECTION 16 OF THE ACT 


Under subsection 6 of section 16 of The Psychiatric 
Hospitals Act, 1/we 


(name) (address ) 
RSTO (CORN) ties Sone meieteaiS b crenata aera detained in 
(name of patient) 


SLSR Pe VN We Mey Raven cate atime Psychiatric Hospital and 
to be committed to my/our custody as his friend(s) 
undertake that I/we will keep an oversight over Hue 


(signature of friend) 


O. Reg. 249/52, s. 1. 


Form 12 


The Psychiatric Hospitals Act 


WARRANT TO RETAKE AN 
ESCAPED PATIENT 


JO ee ere aeons out Or Nn once 
AND TO all peace officers in the Province of Ontario. 


WEEE IRB Src gallenace arce tes Ch ace ae eee : 
a. patient icontined wnitheys.t2 2. .s- 02a Psychiatric 
Hospital escaped therefrom on the............ day of 
Ps area eee ee ere te lee 


You are therefore commanded to retake the said 
patient andctogmebiminy. reegt)cpoh tlt ge: cee ee ee 


to the said hospital and deliver............. into the 
custody of the superintendent thereof, on or before the 


a eee GAY SOPs od sence ete ee alee CLO cars 


Superintendent 


C.R.O. 1950, Reg. 330, Form 11. 
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Reg. 501 PSYCHOLOGISTS REGISTRATION 
Regulation 501 
under The Psychologists Registration Act 
GENERAL (b) has been guilty of malpractice; 
1. In this Regulation, ‘registrar’? means the (c) is mentally or physically incapable of practis- 


person appointed by the Board to be registrar. O. Reg. 
276/60, s. 1. 


2.—(1) Of the first members appointed to the Board 
one member shall be appointed for a term of one year, 
one member for a term of two years, one member for 
a term of three years, one member for a term of four 
years and one member for a term of five years. 


(2) Each person appointed as a member to fill a 
vacancy caused by an expired term shall be appointed 
for a term of five years. 


(3) Each term shall begin and expire on the Ist day 
of June. O. Reg. 276/60, s. 2. 


3. Each member shall be paid $25 for each day’s 
attendance at meetings of the Board, which shall 


be deemed to include the payment of necessary expenses. 
O. Reg. 276/60, s. 3. 


4. The Board shall elect a chairman from among 
its members in each year before the ist day of June. 


O. Reg. 276/60, s. 4. 


5.—(1) An applicant for a certificate of registration 
shall pay a fee of $25. 


(2) Upon each registration the registrar shall issue 
a certificate of registration in Form 1. 


(3) Upon each renewal of registration the registrar 
shall issue a certificate of renewal in Form 2. O. Reg. 
276/60, s. 5. 


6.—(1) Every certificate of registration expires 
with the 31st day of May next following the date upon 
which it is issued, unless it is renewed in accordance 
with subsection 2. 


(2) A certificate of registration may be renewed by 
paying a renewal fee of $5 before the certificate expires. 
O. Reg. 276/60, s. 6. 


7. Where a certificate of registration expires and, 
within ten years after the expiration of the certificate, 
the former holder of the certificate applies for a new 
certificate of registration, a new certificate shall be 
issued upon payment of a re-instatement fee of $15. 
O. Reg. 276/60, s. 7. 


8.—(1) The Board shall conduct or cause to be 
conducted examinations for registration at least once 
a year. 


(2) The fee for an examination is $50. 


(3) An applicant who fails to qualify at the exami- 
nation is eligible for re-examination after an interval 
of one year. O. Reg. 276/60, s. 8. 


9. Examiners employed by the Board shall be paid 
a remuneration of $50 for each day of their employment. 
O. Reg. 276/60, s. 9. 


10. The Board may, after a hearing, suspend or 
cancel a certificate of registration when it has been 
shown to the satisfaction of the Board that the person 
registered, 


(a) has procured registration by misrepresenta- 
tion or fraud; 


ing psychology; 


(d) has been convicted of an offence under the Act 
or of any criminal offence for conduct that 
demonstrates that it is not in the public 
interest for him to continue to practise as a 
psychologist; or 


(e) has been guilty of any professional miscon- 


duct or of conduct unbecoming a psychologist. 
O. Reg. 276/60, s. 10. 


Form 1 
The Psychologists Registration Act 
CERTIFICATE OF REGISTRATION 
AS A REGISTERED PSYCHOLOGIST 
IN THE PROVINCE OF ONTARIO 
This is to certify that under The Psychologists 


Registration Act and the regulations, and subject to 
the limitations thereof, 


For the Board 


Registrar 


CertificateiNoe sccm woe Gero 


O. Reg. 276/60, Form 1. 


Form 2 
The Psychologists Registration Act 
CERTIFICATE 
OF RENEWAL OF REGISTRATION AS A 
REGISTERED PSYCHOLOGIST IN THE 
PROVINCE OF ONTARIO 


This is to certify that the registration of 


as a Registered Psychologist is renewed for the year 
ending the 3ist day of May, 19.... 


Dated at Toronto, the..... latch lovers. in-car ae ee ees 


Registrar 


O. Reg. 276/60, Form 2. 


For the Board 
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Regulation 502 


under The Public Commercial Vehicles Act 


CARRYING OF GOODS IN BOND 


1. A Class L operating licence in Form 1 authorizes 
the holder to carry goods in bond through Ontario 
between the states of Michigan and New York upon 
the route prescribed in the licence. O. Reg. 235/52, s. 1. 


2. Every Class L, licence shall specify the maximum 
number of trips that may be made daily by public 
commercial vehicles operated under the authority of 
the licence, and the maximum number so specified may 
vary upon different days of the week or months or 
periods of the year. O. Reg. 235/52, s. 2. 


3.—(1) No Class L licence shall be issued without 
the approval of the Ontario Highway Transport Board 
being first obtained as evidenced by the Board’s certi- 
ficate to the Minister that the applicant has furnished 
proof satisfactory to the Board, 


(a) that the applicant has been authorized by the 
Government of Canada or the appropriate 
department, branch or official thereof to carry 
goods in bond through Ontario; and 


(b) that the Interstate Commerce Commission 
(a commission created by Act of the Congress 
of the United States of America) has approved 
of the applicant operating public commercial 
vehicles between areas in appropriate relation- 
ship to the proposed route through Ontario. 


(2) An application for a Class L licence shall be in 
Form 2. ©; Reg: 235/52, s 3: 


_ 4.—(1) A fee of $9 shall be paid to the Minister 
in respect of each trip made through Ontario under the 
authority of a Class L licence. O. Reg. 20/58, s. 1. 


(2) The fee referred to in subsection 1 may be 
collected by the issue by the Minister of Transport of 
Class L Trip Permits in Form 3 which shall be used 
only in respect of vehicles operated by the holders of 
Class L licences. O. Reg. 235/52, s. 4 (2). 


(3) A Class L Trip permit shall accompany the 
vehicle in respect of which it is issued during the trip, 
and shall be produced by the driver when demanded 
by a member of the Ontario Provincial Police Force or 
an officer of the Department designated by the Minister 
to assist in the enforcement of the Act. O. Reg. 213/57, 
Sale 


5. No public commercial vehicle shall be operated 
under a Class L licence, 


(a) ona holiday; 


(6) after 12 noon on a Monday, Tuesday, Wed- 
nesday, Thursday or Friday, preceding a 
holiday; or 


(c) on Saturday after 12 noon, during the period 
from and including the 1st day of April to and 
including the 31st day of October. O. Reg. 
235/21 S40 O PRE ISS9 ILS ke 


6. The following provisions of The Public Commer- 
cial Vehicles Act and of Regulation 503 of Revised 
Regulations of Ontario, 1960 do not apply to holders 
of Class L licences or to public commercial vehicles 
operated under the authority of this Regulation: 


1. Subsection 2 of section 2, subsection 1 of 
section 4 and section 8 of The Public Com- 
mercial Vehicles Act. 


2. Subsections 2 and 3 of section 1. sections 2 to 
10, sections 13 to 16, clause e of subsection 1 
of section 17, subsection 2 of section 17, 
sections 18, 19 and 21 and the Forms of 
Regulation 503 of Revised Regulations of 
Ontario, 1960, 


but in all other respects The Public Commercial Vehicles 
Act and Regulation 503 of Revised Regulations of 
Ontario, 1960 apply thereto. O. Reg. 235/52, s. 6. 


7. This Regulation expires with the 31st day of 
December, 1961. O. Reg. 341/60, s. 1. 


Form 1 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE 
CLASS I OPERATING LICENCE 


Under The Public Commercial Vehicles Act and 
the regulations, and subject to the limitations thereof, 


GhisslICenceaisa Sst CdEcO meer erie ska ae sander ie eee 


to operate public commercial vehicles on the following 
route: 


The maximum number of trips that may be made 
daily by public commercial vehicles operated under 


the authority of this licence shall not exceed........ 


Minister of Transport 


Registrar of Motor Vehicles 
O. Reg. 235/52, Form A. 


Form 2 
The Public Commercial Vehicles Act 


APPLICATION FOR A CLASS L PUBLIC 
COMMERCIAL VEHICLE OPERATING 
LICENCE 


The Minister of Transport, 
Toronto 2, Ontario. 


I hereby apply for a Class L public commercial 
vehicle operating licence and in support of this appli- 
cation give the following information (state in detail 


430 PUBLIC COMMERCIAL VEHICLES 


Attached hereto is evidence, 


(a) that the applicant has been authorized by the 
Government of Canada or the appropriate 
department, branch or official thereof to carry 
goods in bond through Ontario; and 


(6) that the Interstate Commerce Commission 
approves of the applicant operating public 
commercial vehicles between areas in appro- 
priate relationship to the proposed route 
through Ontario. 


NAME OF APPLICANT.........0.0002-0.00d Are you 21 
(please print) years of age 
orover?... 


PNIDIO SU TACT GRR 4 Mae FC RIT PER Nea) | eee 


Names of ten largest share- 


If an incorporated com- 
holders and extent of 


pany, give name of 


interest 
ELESCENT Lee ee) Ee ah seo ae se yeeros 
WECESECMOCI Sewers ek Wer ante py. chances Se etre t 
WViemia Coueatar eee iret.” in ai ome SS oie Ae Sindee ee 
secretanry-Preasurer.,.: 0 s.geessedetaues : ae eee 
Giyeraddressyot heads @ai.n. newness t See caaa 
office and state particu- ............... Jaa eeice 
LATSIGM tNCORDOLDELOMR Ty Mere er kiee cha ce chet Db optnn tee 
SERMONS ASG Se eas HCC MRE Wee Se Rares. ey'sa os BS Siaar cae 
BPE et Rares CORT A = AME Dd oy owe Rat Crag SHAE Bc. 
Sail tir) Pa Wt SCR Ora Gigi | ER Raat tie ANN GI oN A Sahel Senet 
If a partnership, give 
names of partners 

ke Ooh tore er cea ee ane 

TAS sola AC RAN Rp Foe Me 

Serie ierigiet ch, aoa aes 

BM MORE tine. Reet AS 

Andmameor WMangeers # see tone ee eee. 
ENG Lah SOE Gi h eatee Bah Cale, ote Scr, nt ee ee Sane hy a 
Dated at....:... LS eee (GENK or, Beinn ce 5 Me 


(signature of applicant) 


O. Reg. 235/52, Form B. 
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Form 3 
The Public Commercial Vehicles Act 


CEASSsa RUE PE RIVED E 
SINGLE (ONE WAY) TRIP 


Permissions Hereby cramtedia.w. nantades chet se see 


to operate Commercial Vehicle bearing.............. 


State RegistrationurlatesiNowic = ciate eet telnet 


(Port of Entry) (Port of Exit) 


through Ontario, via Highways Nos................ 


This permit is valid only for Single (one way) Trip 
described theron. 


Issted=at:: . weer Daten a tctcstoretns MReSee at Gao oe 


I hereby acknowledge receipt of this Permit. 
Signed by person in charge of  ) 


the above described vehicle ) 


O. Reg. 235/52, Form C; O. Reg. 48/56, s. 2. 
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Regulation 503 


under The Public Commercial Vehicles Act 


GENERAL 


PUBLIC CCMMERCIAL VEHICLE OPERATING LICENCES 


1.—(1) An operating licence authorizes the licensee 
to conduct upon a highway by means of a public 
commercial vehicle the business of transportation of 
goods, subject to the Act, this Regulation and the terms 
and conditions in the licence. 


(2) Every operating licence expires on the 1st day 
of July in each year unless on or before that day the 
licensee has applied for and acquired vehicle licences 
for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. C.R.O. 1950, 
Reg. 331, s. 1. 


2.—(1) Operating licences are classified as follows 
and may contain one or more of the following classi- 
fications: 


1. Class A— authorizing the licensee, as a com- 
mon carrier, to conduct a public commercial 
vehicle service between places on the King’s 
Highway and other places named in the licence. 


2. Class B—authorizing the licensee, as a com- 
mon carrier, to conduct a public commercial 
vehicle service from or to a home terminal 
not on the King’s Highway or between places 
not on the King’s Highway. 


3. Class C—authorizing the licensee, as a com- 
mon carrier, to transport only one person's 
goods at a time and only on a continuous trip 
from or to the place or places named in the 
licence. 


4. Class D—authorizing the licensee to conduct 
a public commercial vehicle service exclusively 
for the transportation of goods to or from the 
person named in the licence or operated 
exclusively for the transportation of a par- 
ticular type of goods or class of freight 
designated in the licence. 


5. Class E—authorizing the licensee to conduct 
a public commercial vehicle service ex- 
clusively for the transportation of milk and 
cream. 


6. Class F—authorizing the licensee to conduct 
a public commercial vehicle service exclusively 
for the transportation of, 


(i) livestock, coal, rough lumber, bricks, 
tile, cement blocks, cement, cinder 
blocks, garbage, sand, gravel, rubble, 
slag, earth, turf and crushed or uncut 
rock and stone or such of them as 
are named in the licence, and 


(ii) such other materials as are named in the 
licence for use only in road construction 
and maintenance and only when carried 
to stock piles and construction sites, 
but not liquid or viscous material 
carried by a tank truck or tank trailer 
designed for the purpose. 


7. Class FS—authorizing the licensee to conduct 
a public commercial vehicle service exclusively 
for the transportation of livestock, feed, seed, 
fertilizer and supplies for use in the operation 
and maintenance of farms only, or such of 
them as may be named in the licence, to 
or from farms within the area defined in 
the licence. 


8. Class H—for the carriage of uncrated used 
household, office and store furniture and, 
where specially designed vehicles of the 
dropframe type are used and equipped with 
pads, belts, hooks, wardrobes and special 
packing containers, 


(i) new uncrated furniture and fixtures 
that are part of the furnishing of the 
dwelling in which they are to be used, 


(ii) new uncrated furniture and fixtures 
that are part of the furnishing of offices, 
museums, hospitals, factories and pub- 
lic institutions, 


(iii) objects of art, displays and exhibits 
that because of their unusual nature 
or value require specialized handling 
and the employment of pads, belts, 
hooks, wardrobes, and special packing 
containers. 


9. Class K—authorizing the licensee to conduct 
a public commercial vehicle service exclusively 
for the transportation of heavy-duty machin- 
ery, boilers, transformers and similar equip- 
ment that require special loading devices and 
cannot be carried on a standard truck, trailer 
or semi-trailer. O. Reg. 152/58, s. 1 (1); 
O. Reg. 193/60, s. 1. 


(2) In paragraph 2 of subsection 1, ‘“‘home terminal”’ 
means the municipality in which the licensee has his 
head office and that is named in the licence. C.R.O. 
1950, Reg. 331, s. 2 (2). 


(3) Goods carried in accordance with the terms of 
a Class C operating licence or the terms of any other 
licence in which the terms of a Class C operating licence 
are included, 


(a) shall not at any time be included with the 
goods of any other person on the same vehicle; 


(b) shall not be transferred by the holder of one 
operating licence to the holder of another 
operating licence of the same or any other 
classification ; 


(c) shall be confined to intra-provincial shipments 
originating at, cousigned to and moving 
between points in Ontario only; 


(d) shall be delivered directly to the consignee 
named in the bill of lading; 


(e) being the goods of one consignor in transit 
picked up at his premises in one only of the 
places named in the operating licence, may 
be delivered to more than one consignee; and 


being the goods of one consignee in transit 
consigned to his premises in one only of the 
places named in the operating licence, may 
be picked up from more than one consignor. 
O. Reg. 152/58, s. 1 (2). 
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(4) No holder of an operating licence, other than a 
Class D operating licence, shall transport new uncrated 
motor vehicles unless his operating licence authorizes 
him to transport such vehicles. C.R.O. 1950, Reg. 
B31, si21(4): 


(5) Where an operating licence authorizes a service 
to an urban municipality, the urban municipality shall 
be deemed to include the urban zone thereof. 


(6) Where a Class A or Class B licence authorizes 
service to and from points by routes designated in the 
licence, the licence shall be deemed to authorize service 
to and from points situated within a distance of 114 
miles on either side of the routes, and the service shall 
be conducted over the routes named and such connect- 
ing roads as provide access to the said points to and 
from the said routes, unless specifically prohibited by 
the terms of the operating licence. 


(7) No person shall transport uncrated used, 
household, office and store furniture unless he is the 
holder of a Class H operating licence or an operating 
licence that includes the terms of a Class H operating 
licence. O. Reg. 152/58, s. 1 (3). 


3. Where an operating licence is applied for by an 
applicant who is the holder of an operating licence, the 
terms of the licence applied for may be included in the 
operating licence that he holds in lieu of issuing a new 
operating licence. O. Reg. 152/58, s. 2. 


4.—(1) Operating licences shall be in the following 
forms: 


in Form 1 
in Form 2 
in Form 3 
in Form 4 
in Form 5 
in Form 6 
Class FS in Form 7 
Class H in Form 8 
Class K in Form 9. 


_ (2) An application for an operating licence shall be 
in Form 10. C.R.O. 1950, Reg. 331, s. 3. 


é 5.—(1) An application for the transfer of an oper- 
ating licence shall be in Form 11 and shall be signed by 
the licensee and by the applicant. 


(2) The application shall be accompanied by, 


(a) a copy of the agreement between the licensee 
and the applicant covering the sale of the busi- 
ness, equipment, vehicles and vehicle licences; 
and 


(6) a statutory declaration showing the liabilities, 
if any, of the licensee and showing how those 


liabilities are to be liquidated. C.R.O. 1950, 
Reg. 331, s. 4. 


PUBLIC COMMERCIAL VEHICLE LICENCES 


6.—(1) A vehicle licence authorizes the licensee 
to operate the vehicle for which it is issued as a public 
commercial vehicle in providing the service designated 
in his operating licence. 


(2) Every vehicle licence expires on the 31st day 
of March in each year. 


(3) Not more than one vehicle licence shall be in 


effect at any one time for a public commercial vehicle. 
C.R.O. 1950, Reg. 331, s. 5 (1-3). 


(4) No vehicle licence shall be issued for a public 
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commercial vehicle except, 


(a) to the holder of an operating licence who is. 
registered as the owner of the vehicle under 
The Highway Traffic Act; or 


(b) subject to the approval of the Minister, to 
the holder of an operating licence who has 
entered into a bona fide agreement for the lease 


of the public commercial vehicle. O. Reg. 
97/60, s. 1. 
7. A vehicle licence shall be in Form 12. C.R.O. 


1950, Reg. 331, s. 6. 


8.—(1) No person shall display any public com- 
mercial vehicle licence plate issued under the Act on 
any vehicle other than that for which the licence plate 
was issued, 


(2) No vehicle licence or licence plate shall be 
transferred unless the vehicle for which the licence 
was issued is sold to the transferee and unless the 
transferee holds an operating licence authorizing the 
operation of that class of vehicle. C.R.O. 1950, 
Reg. 331, s. 7. 


9.—(1) Public commercial vehicles shall be classified 
in accordance with the classification of the operating 
licence under which they are operated and the following 
fees are payable for vehicle licences: 


1. For licence and licence plate for each motor 
vehicle or trailer operated under a Class A, C, 
D or K operating licence having a gross weight, 
as shown on the licence, of 


NOt MOLE name TONS mer rede s ees ae $ 10.00 
more than 2 tons and up to 3 tons... 15.00 
more than 3 tons and up to 4 tons... 20.00 
more than 4 tons and up to 5 tons... 27.50 
more than 5 tons and up to 6 tons... 36.00 
more than 6 tons and up to 7 tons... 42.00 
more than 7 tons and up to 8 tons... 48.00 
more than 8 tons and up to 9 tons... 58.50) 
more than 9 tons and up to 10 tons.. 65.00 
more than 10 tons and up to 11 tons. 82.50 
more than 11 tons and up to 12 tons. 90.00 
more than 12 tons and up to 13 tons. 97.50 
more than 13 tons and up to 14 tons. 105.00 
more than 14 tons and up to 15 tons. 112.50 
more than 15 tons and up to 16 tons. 120.00 
more than 16 tons and up to 17 tons. 127.50 
more than 17 tons and up to 18 tons. 135.00 
more than 18 tons and up to 19 tons. 142.50 
more than 19 tons and up to 20 tons. 150.00 
2. For a conversion unit consisting of a 
single axle designed to convert a two- 
axle vehicle into a three-axle vehicle 
with a gross weight of 40,000 lbs.... 45.00 


3. For licence and licence plate for each motor 
vehicle or trailer operated under a Class B or 
Class H operating licence having a gross 
weight, as shown on the licence, of 


NOCMOTerehan 4 itOnS semi eee ae $ 10.00 
more than 4 tons and up to 5 tons... 14.00 
more than 5 tons and up to 6 tons... 18.00 
more than 6 tons and up to7 tons... 21.00 
more than 7 tons and up to 8 tons... 24.00 
more than 8 tons and up to 9 tons. 29.00 


more than 9 tons and up to 10 tons.. 32.50 
more than 10 tons and up to 11 tons. 
more than 11 tons and up to 12 tons. 45.00 
more than 12 tons and up to 13 tons. 
more than 13 tons and up to 14 tons. 
more than 14 tons and up to 15 tons. 56.00 


more than 15 tons and up to 16 tons. 60.00 
more than 16 tons and up to 17 tons. 63.50 
more than 17 tons and up to 18 tons. 67.50 


more than 18 tons and up to 19 tons. 71.00 
more than 19 tons and up to 20 tons. 
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4, For a conversion unit consisting of a 
single axle designed to convert a two- 
axle vehicle into a three-axle vehicle 
with a gross weight of 40,000 lbs....$ 22.50 


5. For licence and licence plate for each 
motor vehicle or trailer operated under 


a Class E or Class F operating licence. 1.00 
6. For licence and licence plate for each 

motor vehicle or trailer operated under 

a Class FS operating licence........ 10.00 
7. For the transfer of a vehicle licence. . 1.00 
8. For a new licence plate in case of loss. 1.00 


9. For a vehicle licence issued under paragraph 
1 or 3 on or after the 1st day of December 
and valid only until the 31st day of March 
next following, one-half of the fee provided for 
in paragraph 1 or 3. C.R.O. 1950, Reg. 331, 
SrO1al) 7 OmwRegs 140/55res5 du@lie2): Ol Regs 
101/58, s. 1 (1-4). 


(2) Where the holder of a vehicle licence applies to 
replace the vehicle for which the licence was issued 
with another vehicle for which no vehicle licence is in 
effect, the Minister may permit the vehicle licence and 
licence plate to be transferred to the substituted 
vehicle upon payment of a transfer fee of $1 and any 
difference in the fees prescribed by this Regulation 
for the substituted vehicle, if the substituted vehicle 
is of a greater gross weight. 


(3) In this section, “gross weight’? means the 
combined weight of the vheicle and its carrying 
capacity. C.R.O. 1950, Reg. 331, s. 8 (2, 3). 


VEHICLES 


10. The vehicle licence issued for each public 
commercial vehicle, together with a copy of the con- 
ditions set out in the operating licence under which it is 
operated, shall, whenever the vehicle is on a highway, 
be carried by the driver or be kept ina readily accessible 
place in the vehicle and shall be produced upon the 
demand of a member of the Ontario Provincial Police 
Force or of an officer of the Department. C.R.O. 1950, 
Reg. 331, s. 10. 


11. Every public commercial vehicle used for the 
transportation of flammable goods shall be equipped 
with an adequate fire-extinguisher which shall be kept 
in effective working order at all times and shall be 
located in the vehicle in a readily accessible place. 
C.R.O. 1950, Reg. 331, s. 11. 


12.—(1) A member of the Ontario Provincial Police 
Force or an officer of the Department may at any time 
examine any public commercial vehicle, its contents 
and equipment for the purpose of ascertaining whether 
the Act, this Regulation and the operating licence 
under which the vehicle is operated are being complied 
with in the operation of the vehicle, and for that pur- 
pose the member or officer may require the driver or 
other person in charge of a public commercial vehicle 
to stop on a highway. 


(2) Every driver or other person in charge of a 
public commercial vehicle on a highway who is required 
by a member of the Ontario Provincial Police Force or 
an officer of the Department, by signals or otherwise, 
to stop the vehicle for the purpose of examination, 
shall stop the vehicle and permit and assist in the ex- 
amination of the vehicle, its contents and equipment. 
C.R.O. 1950, Reg. 331, s. 12. 


BILLS OF LADING 


13.—(1) Subject to subsection 2, every holder of an 
operating licence shall issue a bill of lading to the person 
delivering or releasing goods to the licensee for trans- 
portation for compensation. 


(2) Subsection 1 does not apply to holders of 
Class E and Class F operating licences, except holders 
of Class F operating licences transporting live stock, 
bricks, tile, cement, cement blocks or cinder blocks. 
O. Reg. 36/60, s. 1. 


14.—(1) A bill of lading shall show, 
(a) the name of the consignor; 
(b) the originating point of the shipment; 
(c) the date of the shipment; 
(d) the name of the consignee; 
(e) the destination of the shipment; 


(f) the name of the carrier issuing the bill of 
lading; 


(g) the number of the pieces or quantity of goods; 


(h) the contents of packages or particulars of 
goods; 


(z) the gross weight of each shipment; and 
(j) whether the charges are prepaid or collect. 


(2) A bill of lading issued by the holder of a Class C 
operating licence shall show the name of the payer of 
the transportation charges. 


(3) A bill of lading shall include an acknowledge- 
ment of receipt by the carrier of the goods therein 
described and an undertaking to carry such goods for 
delivery to the consignee or the person entitled to 
receive the goods and shall be signed by, or on behalf 
of, the issuing carrier and by the consignor. 


(4) A bill of lading shall contain on the face thereof, 


(a) aspace in which to show the declared valuation 
of the shipment, if any; 


(b) a space in which to show the amount to be 
collected by the carrier on a cash-on-delivery 
shipment; 


(c) where the shipment is at the owner’s risk, 
the words ‘‘at owner’s risk’’; 


(d) where the bill of lading is issued by a person 
other than the holder of a Class H operating 
licence, the statement, ‘‘Maximum liability 
$1.50 per pound unless declared valuation 
states otherwise’ printed in bold face type 
and conspicuously located at the space for 
the signature of the consignor; 


(e) where the bill of lading is issued by the holder 
of a Class H operating licence and the terms fix 
a maximum liability in case of loss or damage 
to the goods at an amount other than the 
actual value of the goods, the statement 
“Maximum liability in case of loss or damage 

bye ote Ne per pound and $......for the entire 
shipment described in the bill” printed in 
bold face type and conspicuously located in 
the space for the signature of the consignor. 
O. Reg. 36/60, s. 1; O. Reg. 143/60, s. 1 (1, 2). 


15. The following conditions shall be deemed to be 
a part of every contract for the transportation of goods 
for compensation: 


1. The carrier of the goods herein described is 
liable for any loss thereof or damage or injury 
thereto, except as herein provided. 


2. Where shipments are handled by more than 
one carrier, the carrier issuing the bill of 


434 


PUBLIC COMMERCIAL VEHICLES 


Reg. 503 


lading, in addition to any other liability here- 
under, is liable for any loss, damage or injury 
to the goods caused by or resulting from the 
act, neglect or default of any other carrier 
to whom the goods are delivered and from 
whom the other carrier is not by the terms of 
the bill of lading relieved and the onus of 
proving that such loss, damage or injury was 
not so caused and did not so result is upon 
the carrier issuing the bill of lading. 


. The carrier issuing the bill of lading is entitled 


to recover from any other carrier to whom 
the goods are delivered in the course of their 
conveyance to their final destination the 
amount of the loss, damage or injury that the 
carrier issuing the bill of lading may be 
required to pay hereunder caused by or 
resulting from the handling of the goods by 
the other carrier, if the carrier issuing the bill 
of lading is not relieved therefrom by the 
terms of the bill of lading, and if the loss, 
damage or injury was not caused by the act, 
neglect or default of the carrier issuing the 
bill of lading, subject to the onus set out in 
paragraph 2. 


. Nothing in paragraph 2 or 3 deprives the 


holder of the bill of lading or the party 
entitled to the goods of any remedy or right 
of action that he may have against the 
carrier issuing the bill of lading or against 
any other carrier. 


. The carrier is not liable for loss, damage or 


delay to any of the goods described in the 
bill of lading caused by act of God, the Queen’s 
or public enemies, riots, strikes, defect or 
inherent vice in the goods, the act or default 
of the shipper or owner, the authority of law, 
quarantine or differences in weights of grain, 
seed, live stock or other commodities caused 
by natural shrinkage. 


. Where goods are stopped and held in transit 


at the request of the party entitled to request 
it, the goods are held at the risk of the owner. 


. No carrier is bound to transport the goods 


by any particular public commercial vehicle 
or in time for any particular market or other- 
wise than with due despatch, unless by agree- 
ment specifically endorsed on the bill of lading 
and signed by the parties thereto. 


In the case of physical necessity, the carrier 
has the right to forward the goods by any 
conveyance or by any route between the point 
of shipment and the point of destination but, 
if the goods are forwarded by a conveyance 
that is not a public commercial vehicle, the 
liability of the carrier is the same as though 
the entire carriage were by public com- 
mercial vehicle. 


. Subject to paragraph 10, the amount of any 


loss, damage or injury for which the carrier 
is liable, whether or not the loss, damage or 
injury results from negligence, shall be 
computed on the basis of, 


(a) the value of the goods at the place 
and time of shipment including the 
freight and other charges if paid; or 


(b) where a value lower than that referred 
to in clause a has been represented in 
writing by the consignor or has been 
agreed upon, such lower value. 


10. Except in respect of a shipment by the holder 


of a Class H operating licence, the amount 
of any loss or damage computed under 


ie 


12. 


Vey 


14. 
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clause a or 6 of paragraph 9 shall not exceed 
$1.50 per pound unless a higher value is 
declared on the face of the bill of lading by 
the consignor. 


Where it is a term or condition that the 
goods are carried at the risk of the consignor 
or owner, the condition covers only such risks. 
as are necessarily incidental to transportation 
and does not relieve the carrier from liability 
for any loss, damage, injury or delay that may 
result from any negligence or omission of the 
carrier, its agents or employees, and the 
burden of proving the absence of negligence or 
omission is on the carrier. 


The carrier is not liable for loss, damage, 
injury or delay to any goods carried under 
the bill of lading unless notice thereof setting 
out particulars of the origin, destination and’ 
date of shipment of the goods and the esti- 
mated amount claimed in respect of such loss, 
damage, injury or delay is given in writing 
to the carrier at the point of delivery or at the 
point of origin within ninety days after the 
delivery of the goods, or, in the case of 
failure to make delivery, within ninety days 
after a reasonable time for delivery has 
elapsed. 


Where, through no fault of the carrier, the 
carrier is unable to effect delivery of goods to: 
the person entitled to receive them, the goods 
may, 


(a) be kept in the warehouse of the carrier, 
subject to a reasonable charge for 
storage and to the carrier's responsi- 
bility as warehouseman only; or 


(b) at the option of the carrier, after 
written notice of the carrier’s intention 
to do so has been served on the con- 
signor and consignee of the goods in 
person or by registered mail, be re- 
moved to, and stored in, a public or 
licensed warehouse at the expense of 
the owner of the goods and there held 
at the risk of the owner, without 
liability on the part of the carrier, and 
subject to a lien for all freight and other 
lawful charges including a reasonable 
charge for storage. 


No carrier is bound to carry any documents, 
specie or any articles of extraordinary value 
unless by a special agreement to do so and, 
where the nature and stipulated value of the 
goods is disclosed to him, the duty of obtaining 
such special agreement is on the carrier. 


The owner or consignee of the goods shall 
pay the freight and all other lawful charges 
accruing on the goods and, if required by the 
carrier, shall pay them before delivery and, 
if the goods shipped are not those described 
in the bill of lading, the freight charges shall 
be paid upon the goods actually shipped 
with any additional penalties due. 


Every person, whether as principal or agent, 
shipping explosives or dangerous goods with- 
out previous full written disclosure to the 
carrier of their nature, shall indemnify the 
carrier against all loss, damage or injury 
caused thereby, and the goods may be ware- 
housed at the risk and expense of the owner 
of the goods. 


. Any alteration, addition or erasure in a bill 


of lading shall be signed or initialled by the 
parties thereto. O. Reg. 36/60, s. 1. 
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16.—(1) Every driver operating a public com- 
mercial vehicle shall carry on each trip a copy or 
memorandum of the bill of lading and shall produce it 
when required for inspection by a member of the 
Ontario Provincial Police Force or an officer of the 
Department. 


(2) A memorandum of a bill of lading shall bear 
the same number or other positive means of identifica- 
tion as the original bill of lading and shall show parti- 
culars of the goods carried on the vehicle, the name of 
the consignor, the originating point of the shipment, 
the name of the consignee, the destination of the 
shipment, connecting carriers, if any, and whether the 
charges are prepaid or collect. 


(3) Where a shipment is made by the holder of a 
Class C operating licence, the memorandum shall 
show the name of the payer of the transportation 
charges. O. Reg. 36/60, s. 1. 


INSURANCE 


_ 17.—(1) For each vehicle operated by him a 
licensee shall carry with an insurer atuhorized to 
transact the insurance in Ontario insurance of, 


(a) at least $10,000, exclusive of interest and costs, 
against loss or damage resulting from bodily 
injury to or death of any one person and, 
subject to such minimum for any one person 
killed or injured, at least $20,000, exclusive 
of interest and costs, against loss or damage 
resulting from bodily injury to or death of 
two or more persons in the same accident; 


(b) at least $5,000, exclusive of interest and costs, 
for damage resulting from any one accident 
to property other than goods carried by the 
vehicle; 


(c) in respect of goods carried by, 


(@) agGlasseAy BGs Di srisor ke vehicle: 
$4,000 for each vehicle, 


(Gi) a Class FS vehicle, $2,000 for each 
vehicle, 


(iii) a Class E or F vehicle, $1,000 for each 
vehicle. 


(2) Clause ¢ of subsection 1 does not apply to 
public commercial vehicles used exclusively for con- 
veying road-construction materials, iron, steel, coal, 
rough lumber or other materials of an indestructible or 
non-flammable nature, or to public commercial 
vehicles that are used exclusively for hauling semi- 
trailers and are not designed or used to carry goods. 


(3) Where a licensee is not a resident of Ontario, 
the insurance required by subsection 1 may be carried 
with an insurer who is authorized to transact the in- 
surance in the state or province in which the licensee 
resides, if the insurer files with the Registrar of Motor 
Vehicles, 


(a) a power of attorney authorizing the Registrar 
to accept service of notice or process for itself 
and for its insured in any action or proceeding 
arising out of a motor vehicle accident in 
Ontario; 


(b) an undertaking to appear in any such action 
or proceeding of which it has knowledge; and 


(c) an undertaking not to set up as a defence 
to any claim, action or proceeding under a 
motor vehicle liability policy issued by it, 
a defence that could not be set up if the 
policy had been issued in Ontario in accordance 
with the law of Ontario relating to motor 
vehicle liability policies, and to satisfy up to 
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the limits of liability stated in the policy any 
judgment rendered and become final against 
it or its insured by a court in Ontario in any 
such action or proceeding. 


(4) In lieu of the insurance required by subsection 1, 
a licensee may file a bond in a form and amount that, 
in the opinion of the Minister, affords equivalent 
security for the protection of the public. O. Reg. 
Shoyeren, Eb dl, 


CASH ON DELIVERY SHIPMENTS 


18.—(1) The holder of an operating licence shall 
clearly indicate, on the documents accompanying each 
cash-on-delivery shipment received and transported, 
the name and address of the shipper or other person 
designated as payee to whom the delivering carrier 
shall remit cash-on-delivery funds collected upon de- 
livery of the shipment. 


(2) The holder of an operating licence shall segre- 
gate all cash-on-delivery funds from other funds and 
shall deposit the cash-on-delivery funds in a separate 
bank account or trust fund from which withdrawal 
shall be made only for remittance directly to the shipper 
or other person designated as payee. C.R.O. 1950, 
Reg. 331, s. 17 (1, 2). 


(3) Where a licensee collects money for or on 
account of a shipper, the licensee shall remit the money 
to the shipper within ten days of its collection. C.R.O. 
1950, Reg. 331, s. 17 (3), revised. 


(4) Where a cash-on-delivery shipment is not 
delivered within ten days of its arrival at its destination, 
the licensee shall notify the shipper in writing giving 
reasons for the non-delivery and shall obtain instruc- 
tions in writing for disposal of the shipment. C.R.O. 
1950, Reg. 331, s. 17 (4), revised. 


(S) Licensees shall maintain a separate record of 
all cash-on-delivery shipments, collections and remit- 
tances, and the record shall be produced when required 
for inspection by an officer of the Department. C.R.O. 
1950, Reg. 331, s. 17 (5S). 


GENERAL 


19.—(1) The holder of an operating licence shall 
not discontinue any service authorized under his licence 
until he has given the Department ten days written 
notice of his intention to do so. 


(2) The Minister may cancel or suspend any operat- 
ing licence where the holder, 


(a) fails to begin service within thirty days after 
the issuance of the licence or within such 
further period as is specified in the licence; or 


(b) fails for a continuous period of thirty days to 
give any service authorized by the licence. 
C.R.O. 1950, Reg. 331, s. 18. 


20. An officer of the Department may at any 
reasonable time examine all books, records and docu- 
ments used in connection with the business of the 
holder of an operating licence, and for that purpose 
the holder of the licence and his employees shall permit 
and assist in the examination. C.R.O. 1950, Reg. 331, 
s. 19. 


21. Every applicant for an operating licence shall 
file with the Department a certificate of the Work- 
men’s Compensation Board certifying that he has 
provisionally complied with The Workmen’s Compensa- 
tion Act. C.R.O. 1950, Reg. 331, s. 20. 


22. The powers and duties of the Minister under 
subsections 3 and 4 of section 4 and section 10 of the 
Act are delegated to the Registrar of Motor Vehicles. 
GRIOMIS0ON Regs 331% sin2ie 
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Form 1 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Now. etd 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


PMISMITCENICOMS ISSUER CO ug 2 cal tedamitvohe ones oie eeeaens 
be ce ed Cok aoe SL MLE copy CONE cas eer OR cr ere 


to operate Class A public commercial vehicles on the 
following route: 


AN secre he ohne a eI LOR 
Countersigned 


Minister of Transport 


Registrar of Motor 
Vehicles 


NOTE 
Subsections 2 and 3 of section 1 of Regulation 503 


under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 


(3) Where the licensee has acquired his vehicle 


licences as provided in subsection 2, his operating 
licences shall be deemed to be renewed. 


C.R.O. 1950, Reg. 331, Form 1. 


Form 2 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


ERISWIGERGE Istisstied £O</G:n.p.e aie ay 1-3 ee ene es 
to operate Class B public commercial vehicles on the 
following route: 

Waites SG A ae hace fers acy 10a 
Countersigned 


"Registrar of Motor 
Vehicles 


Minister of Transport 


NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the 1st day 
of July in each year unless on or before that day 
the licensee has applied for and acquired vehicle 
licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


C.R.O. 1950, Reg. 331, Form 2. 


Form 3 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Not Go. 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


ths: eencessssswed. CO «deen eerste a ties ci eee ee 


to operate Class C public commercial vehicles on the 
following route: 


Minister of Transport 


"Registrar of Motor 
Vehicles 
NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the 1st day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 

(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


CR O1950; Res. S31 Porm: 


Form 4 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


abe) Ibketwovele Ney EToKcalivOl, a Seka oo We he Conn earns: 


to operate Class D public commercial vehicles on the 
following route: 


Minister of Transport 


Registrar of Motor 
Vehicles 


NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the 1st day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 

(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


C.R.O. 1950, Reg. 331, Form 4. 
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Form 5 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


THISHICeNCOMIS: ISSLLEGH COM are aetnt = ete Aen rea tea 
OLR DO Sek TN AEE SEE OTD SOW MR roe, on tech vat erreaks 


to operate Class E public commercial vehicles ex- 
clusively for the transportation of milk and cream. 


Minister of Transport 


Registrar of Motor 
Vehicles 
NOTE 
Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 

@ROF 1950) Regex ool) Horns: 
Form 6 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


ChiSMIGeNncevis: ISSUCULCOMe eee ee eee ne: 


Lies atc sere eae be ate aati Naas ete Aer cde Saty ee eis 
to operate Class F public commercial vehicles ex- 


clusively for the transportation of 23522). 77456... aes 


‘Registrar of Motor 
Vehicles 


Minister of Transport 


NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that day 
the licensee has applied for and acquired vehicle 
licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


C.R.O. 1950, Reg. 331, Form 6. 


Form 7 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


this  icencensncsucditonee ne ee Maa ee eae 


to operate Class FS public commercial vehicles. 
Date: See ere, Fhe 8 tl ON: 


Countersigned 


“Registrar of Motor 
Vehicles 


Minister of Transport 
NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that day 
the licensee has applied for and acquired vehicle 
licences for the current year. 

(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed, 


C.R.O. 1950, Reg. 331, Form 7. 


Form 8 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


INOssilia- ere 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitations thereof, 


thissicencesisussued*tOe mice emir ene cee seerenraas 
to operate Class H public commercial vehicles ex- 


clusively for the transportation of uncrated used 
household, office and store furniture. 


Minister of Transport 


"Registrar of Motor 
Vehicles 


NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


C.R.O. 1950, Reg. 331, Form 8. 


PUBLIC COMMERCIAL VEHICLES 


Reg. 503 


Form 9 
The Public Commercial Vehicles Act 


PUBLIC COMMERCIAL VEHICLE OPERATING 
LICENCE 


Nowks eee 


Under The Public Commercial Vehicles Act and the 
regulations, and subject to the limitarions thereof, 


HHTSWIICER GENS ISGUGC) MOlbs 1.6. G exts i pyerees a erupeseene ee 


to operate Class K public commercial vehicles ex- 
clusively for the transportation of heavy-duty machin- 
ery, boilers, transformers and similar equipment which 
require special loading devices and cannot be carried 
on a standard truck, trailer or semi-trailer. 


'" "Registrar of Motor 
Vehicles 


Minister of Transport 


NOTE 


Subsections 2 and 3 of section 1 of Regulation 503 
under this Act are as follows: 


(2) Every operating licence expires on the Ist day 
of July in each year unless on or before that 
day the licensee has applied for and acquired 
vehicle licences for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


C.R.O, 1950, Reg. 331, Form 9. 


Form 10 
The Public Commercial Vehicles Act 


APPLICATION FOR A PUBLIC COMMERCIAL 
VEHICLE OPERATING LICENCE 


Department of Transport, 
Parliament Buildings, 
Toronto 2, Ontario. 


Application is hereby made for a public commercial 


vehicle operating licence Class....... ERT and the 
following information is submitted: 


SECTION A 


This section is to be completed where applicant is an 
individual or a member of a partnership: 


Le Nametnetill<. 2% pee os 


Ze ONDPUCAnY SAGES ee. cca. ex 


3. Record of employment during the ten years 


immediately prior to application 


4. Names of all partners, where applicable......... 


Nore: Each member of a partnership must submit a 
separate completed application form. 


SeEcrTION B 


This section is to be completed where applicant is a 
corporation: 


50 Nameop theicorporationin tulle. sa. cess nee 
PNGGreSS Ol Nea GOL CO ngs a awit taeda be bs ae 
Wateroh incorporatiotinace a5 «une cee here ete 
Incorporating authority or jurisdiction. ......... 
Publicom private company. ...er Gass atueerer ae 
VES Gen tamactn tc oet tee) acetiea tere ie cine omen 
MIGESD ESIC ent meses cr ekeretcrSiere.8 1c Ble tis cnet ar erre 
SECHOLALY core tetice ra aes oa a rhe nr ee ere 


TIF OCCOLSS, My oktehee Peace rete eke Oe" care cee A oan Ree ee 


Nore: The application must be executed by the 
president and the secretary and the corporate 
seal must be affixed. 


SEcTION C 
This section is to be completed by every applicant: 
6. Class and number of existing public commercial 


vehicle operating licence, if any...............- 


8. Names of existing licensees operating over any 
part of this proposed route, or serving the same 
area, carrying the same commodities, or hauling 


for thersame Ship persia Att ix amperes acess walter: 


9. Date and particulars of any conviction under the 
Criminal Code (Canada), or under any statute of 
any province of Canada for an offence for which 
the maximum penalty prescribed by the Act is 
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a fine in excess of $25, imprisonment, or suspension 
or cancellation of a motor vehicle permit, or 
operator’s or chauffeur’s licence................ 


10. Date and disposition of any previous application 
to the Ontario Municipal Board or the Ontario 
Highway Transport Board for a certificate ap- 
proving an issue of a licence in the same or similar 


terms to the one now applied for............... 
Watediatwen seer oF Hstsid este Geeeuncoct Ole tran this 
GayuOlen 5 eon wer aie eee LD 


O. Reg, 109/51, s. 1. 


Form 11 
The Public Commercial Vehicles Act 
APPLICATION FOR TRANSFER OF A PUBLIC 
COMMERCIAL VEHICLE OPERATING 

LICENCE 

Department of Transport, 

Parliament Buildings, 

Toronto 2, Ontario. 


Application is hereby made for the transfer of a public 


commercial vehicle operating licence, Class......... ; 
to the applicant who submits the following information: 


SEcTION A 


This section to be completed where applicant is an 
individual or a member of a partnership: 


15 ‘Namievinniul hoy. sate er ie ee er ae a oes oe 

Br ESSPRTIN des i ee ea aa Ss Fev tee eae 
2 Applicanit's:age asm rere iera: SEMA ae tre, eae 
3. Record of employment during the ten years 


immediately prior to application date........... 


Note: Each partner must complete a separate applica- 
tion form. 


SEcTION B 


This section is to be completed where applicant is a 
corporation. 


Sh Nee Omcoaorinemunnswwill 2554. o4 ganeeoes sso 
Address ommneddiouiceraer ee rnc ean ar oe 
Date otincorporaioneewere eiaiaeycs sayin: 
Incorporating authority or jurisdiction.......... 
PUDNG On pLivate COMM painvne me. uel see ne er eae 
leigacn oll ntieiy pigdts cay Ae Ue Ecler ee RICE Oe ee 
Micespresiden taps. ie, awe base ics Gurerc tenn thiotet tare 
Secretaryure ce. et, Se Mea ya Wee ee ORS 


DIRECTORS He eRe tay SAP ee OREN bon aaa cca 


Note: The application must be executed by the 
president and the secretary and the corporate 
seal must be affixed. 


SECTION C 
This section is to be completed by every applicant. 


6. Particulars of licence sought to be transferred... . 


8. Particulars of Agreement of Sale, including con- 


sideration and vehicles to be transferred......... 


9. Dates and particulars of any conviction under 
the Criminal Code (Canada), or under any statute 
of any province of Canada for an_ offence for 
which the maximum penalty prescribed by the 
Act is a fine in excess of $25, imprisonment, or 
suspension or cancellation of a motor vehicle 


permit, or operator’s or chauffeur’s licence........ 
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OD) Dated Atlin. deca ‘hott clot <i ee Ree Ria eae rae A Consent is hereby given to the transfer of Class...... 
Public Vehicle Operating Licence No................ 
hs ae i ais: Ess on eer ae Dated aty.ccs to cone Chee Merete 
eet SE A ee gee ae 19 OLA ARs 09.0 Ns a eR ees ae POLIS ee aia day of 

Se ereArs cuisine eae LOR 
Se Te """Transferor 
if, Fy ese ger eco Trusts deeietcsslls bes ena O. Reg. 109/56, s. 1. 

Form i2 


The Public Commercial Vehicles Act 
PUBLIC COMMERCIAL VEHICLE LICENCE 


Under The Public Commercial Vehicles Act and the regulations, and subject to the limitations thereof, this 


icerice 18 SsUed UO 22. salen niin views «vise amie se8 Oi nctome coms ncodauues said oboobdog aco robe Ganado tS 
to ‘operate the following vehicle as a public commercial vehicle: 


Make of Vehicle Year Style | Serial No. | Com. Registration No. 


licence No: ss, “ily eee aes Single 


| 
Gross Weight | P.C.V. operating | Size of Rear Tires | FEE PAID 
| 
| | 


This licence expires March 31st, 19...... 
UD We 28 Sens eae Ata ars rir dere woe LOS erent 
Countersigned 
Kee chet ey pee oN ee ee a MT ee eee: setetneGectie’y on 


C.R.O. 1950, Reg. 331, Form 12. 
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Regulation 504 


under The Public Health Act 


CAMPS IN UNORGANIZED TERRITORY 
1. In this Regulation, 

(a) ‘‘camp’’ means a lumbering camp, mining 
camp or railway construction works or other 
place where labour is employed in territory 
without municipal organization; 


(0) ‘‘Director’”” means the Director of Industrial 
Hygiene of the Department; 


(c) ‘“‘inspector’’ means a sanitary inspector ap- 
pointed under section 130 of the Act. C.R.O. 
1950, Reg. 482, s. 1, part; O. Reg. 199/51, s. 1, 
part. 
2.—(1) The inspector for the area in which a camp 
is located shall affix in the living quarters of the camp a 
notice, which shall contain, 
(a) a summary of the provisions of, 


(i) Part I that prescribe sanitary stan- 
dards for the camp, and 


(ii) Part II that prescribe medical services 
for employees in the camp, 


as amended from time to time; and 
(b) the name and address of the inspector. 


(2) No person shall remove, alter or deface the 
notice referred to in subsection 1. 


(3) Every person who contravenes subsection 2 is 


liable to a fine of not more than $20. O. Reg. 86/56, 
sae 


PART I 
STANDARDS 
3. In this Part, 

(a) “building” means a building used ori ntended 
to be used for living accommodation for 
employees; 

(b) “employer” includes an operator; 

(c) ‘“‘operator’’ means a person who, 

(i) by contract, 

(ii) by agreement, 

(iii) by permit, 

(iv) by other instrument, or 

(v) in any other manner, 
authorizes work or permits work to be under- 
taken or performed or services to be supplied 
by contractors, subcontractors, permittees or 
jobbers or by any other person; 

(d) “standard camp” means a camp used or in- 
tended to be used to accommodate fifteen 


or more employees. O. Reg. 199/51, s. 1, 
part. 


NOTICE OF OPENING A CAMP 
4.—(1) Before a camp intended for living accommo- 
dation for five or more employees is used for that 
purpose, the employer shall send to the inspector a 
report in writing showing, 
(a) the name and address of the employer; 


(6) the location of the camp; 


(c) the number of employees that the camp is 
designed to accommodate; 


(d) the means of access to the camp; and 

(e) the nature and expected duration of the work 
in which the employees to be accommodated 
will be employed. 

(2) Where the camp is a standard camp, the report 
submitted under subsection 1 shall be accompanied 
by a plan of the camp that indicates, 

(a) the location of the buildings; 
(b) the source of the water supply; and 


(c) the means of sewage disposal. 


O. Reg. 
199/51, s. 3. 


5.—(1) Where any change is made in respect of any 
of the matters mentioned in subsections 1 and 2 of 
section 4, the employer shall notify the inspector in 
writing, giving particulars thereof. 

(2) The notification referred to in subsection 1 


shall be given to the inspector as soon as possible after 
the change has been made. O. Reg. 199/51, s. 4. 


LOCATION OF CAMPS 
6.—(1) A camp shall be located, 
(a) on well-drained ground; and 


(b) at least 150 feet from a lake, river, stream or 
other body of water. 


(2) Clause b of subsection 1 does not apply to 
a camp where, 


(a) a suitable location is not available to permit 
compliance therewith; and 


(b) an inspector is of the opinion that the proposed 
location will not cause pollution of any ad- 


joining lake, river, stream or other body of 
water. O. Reg. 199/51, s. 5. 


STABLES 
7. No stable or other building used or intended to 
be used for sheltering horses, cattle, pigs or other 
animals shall be located, 
(a) within 200 feet of a, 
(i) source of drinking-water supply, 


(ii) cookhouse, or 


(iii) bunkhouse; or 
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(b) so there is drainage from the stable or other 
building into a drinking-water supply. O. Reg. 
199/51, s. 6. 


SANITATION 


8.—(1) Every camp shall be maintained in a clean 
and sanitary condition at all times. 


(2) A camp that, 


(a) has been used for living accommodation of 
employees; and 


(b) has been abandoned or closed by an employer, 


shall not be used again for living accommodation of | 


employees until the interior of every building has been 
treated with lime-wash or other suitable material. 
O. Reg. 199/51, s. 7. 


9. The openings to the outside of all buildings in 
a camp shall be effectively screened against flies from 
the 1st day of May to the ist day of November. 
O. Reg, 199/51, s. 8; O. Reg. 155/59, s. 1. 


STANDARD CAMPS 


10. An employer of labour in a standard camp shall 
provide for his employees living in the camp the 
accommodation and facilities prescribed by this 
Regulation, including accommodation and facilities for, 


(a) sleeping, constructed and maintained as pre- 
scribed by sections 11 and 12; 


(b) washing, bathing and laundering clothes, 
located, equipped and maintained as _ pre- 
scribed by section 14; and 


(c) preparing, serving and storing food as pre- 
scribed by sections 18 to 22. O. Reg. 199/51, 
s. 9. 


11. The buildings used or intended to be used for 
sleeping accommodation and feeding of employees in a 
standard camp shall be weatherproof and so con- 
structed that, 

(a) the floors are, 


(i) located at least one foot above the 
ground level, and 


(ii) tight-fitting and smooth-surfaced; 


(b) the walls are tight-fitting and the interior 
is lined with a smooth-surfaced material; and 


(c) each building has two direct exits to the out- 
side as remote from each other as practicable. 
O Reg: 19975 i5s..95O. Rep. 155/59 6.2. 
BUNKHOUSES 


12. Bunkhouses in standard camps shall be so 
constructed that, 


(a) the walls extend at least seven feet above 
floor level; 


(b) the roofs are of tight-fitting lumber; 
(c) the windows, 

(i) are so located that every part of the 
bunkhouse is provided with light and 
ventilation, 

(ii) comprise a total net area equal to not 


less than 7 per cent of the floor area, 
and 


(iii) may be opened for an area of at least 
one-half of the total area of the win- 
dow; 


(d) where stoves or heaters are used, the ventila- 
tion is supplied by, 


(i) one fresh-air duct with an inside open- 
ing of at least sixty square inches, 
located under each stove or heater, and 

(ii) at least two air-outlets with an area of 
at least three square inches for each 
bunk, passing through the roof or 
located at the apexes of the gable 
ends; 

(e) the bunks are, 
(i) separate, 
(ii) at least twelve inches above the floor, 


(iii) single-tiered, 


(iv) at least eighteen inches apart when not 
lying lengthwise along the walls, 


Ww 


(v 


so located that every bunk is provided 
with 300 cubic feet of air space, and 


(vi) provided with one locker or one shelf 
for each bunk; and 


(f) there is a washroom annexed to each bunk- 
house and equipped to provide the facilities 
prescribed by clause a@ of subsection 3 of 
section 14. O. Reg. 199/51, s. 11; O. Reg. 
155/ SOs 3 Clare) 


13. The employer in respect of a standard camp 
shall, 


(a) cause to be maintained a temperature of at 
least 65° F. in a bunkhouse when occupied 
by employees; and 


(b) supply and maintain in sufficient quantities 
and in a clean and sanitary condition mat- 
tresses, blankets, sheets and pillow cases. 
O. Reg. 199/51, s. 12; O. Reg. 155/59, s. 4. 


14.—(1) An employer shall supply or cause to be 
supplied for the use of his employees in a standard 
camp accommodation as prescribed by subsection 2 
and facilities as prescribed by subsection 3 for, 

(a) washing; 
(6) bathing; and 


(c) laundering clothes, where the employer does 
not provide laundry service. 


(2) The accommodation for, 
(a) washing shall comprise a separate washroom 
annexed to the bunkhouse and with direct 
access from the bunkhouse to the washroom; 


(6) bathing shall comprise a separate, heated room 
or heated building; and 


(c) laundering clothes shall comprise a separate, 
heated room or a heated building. O. Reg. 
1O9/(S Uys lsat tye 2))s 

(3) The facilities for, 


(a) washing shall comprise, 


(i) a constant supply of hot and cold 
water, and 
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(ii) sinks or ablution benches with at least 
one sink or washbasin for every five 
bunks; 


(b) bathing shall comprise, 


(i) a constant supply of hot and cold 
water, and 


(11) showers or other means satisfactory to 
the inspector; and 


(c) laundering clothes shall comprise washing and 
drying facilities, including, 


(1) an adequate supply of hot and cold 
water, and 


(ii) at least one laundry tub for every 
fifteen bunks. O. Reg. 199/51, s. 13 
(3) JOM Rega too/ 59 seo: 


15. Common towels shall not be used in a standard 
camp. O. Reg. 199/51, s. 14. 


16.—(1) An employer shall maintain a constant 
supply of safe water in a standard camp for drinking, 
cooking and dishwashing. 


(2) When necessary, the water shall, 
(a) be rendered safe by, 
(i) chlorination, 
(ii) boiling, or 


(iii) any other method of water treatment 
that is approved by the Director and 
that destroys contamination; and 


(b) be stored in sanitary, covered containers when 
not required for immediate use. O. Reg. 
199/51, s. 15. 


17.—(1) Water for drinking in a standard camp 
shall be, 


(a) placed in clean, sanitary, covered containers 
equipped with a pouring faucet when needed 
for immediate consumption; and 


(6) poured directly from the faucet into an indi- 
vidual drinking-container supplied for each 
employee. 


(2) No person shall use a drinking-vessel in com- 
mon with others. O. Reg. 199/51, s. 16. 


18.—(1) An employer shall provide in a standard 
camp, 


(a) at least one dining-room and one kitchen, 
separated or partitioned from any living 
quarters; and 


(b) facilities for storing perishable food at the 
temperature prescribed by section 20. 


_ (2) Where a kitchen or dining-room adjoins any 
living-quarters, any direct entrance from the living- 
quarters shall be by a door. O. Reg. 199/51, s. 17. 


19.—(1) Furniture, equipment and appliances in a 
kitchen or dining room in a standard camp shall be so 
constructed and arranged as to permit the thorough 
cleaning of the furniture, equipment and appliances 
and the maintenance of the kitchen or dining-room ina 
clean and sanitary condition. 


(2) A kitchen or dining-room shall be kept free 
from materials and equipment that are not regularly 
used in the kitchen or dining-room. 


(3) No person shall, 


(a) use a kitchen or dining-room for sleeping pur- 
poses; 


(6) place wearing apparel in a kitchen or dining- 
room except in a separate cupboard or locker; 
or 


(c) use a kitchen or dining-room for a purpose 
other than for preparing, storing or serving 
food. O. Reg. 199/51, s. 18. 


20.—(1) All food in a standard camp shall be 
protected from contamination. 


(2) Perishable food shall be stored in a place main- 
tained at a temperature not higher than 50°F, O. Reg. 
199/51, s. 19. 


21.—(1) No cups, glasses or dishes that are chipped 
or cracked shall be used in the preparation, service or 
storage of food in a standard camp. 


(2) No utensil in such condition as to prevent their 
effective cleansing and sterilizing shall be used in the 
preparation, service or storage of food in a standard 
camp. O. Reg. 199/51, s. 20. 


22. Utensils used in the preparation, service or 
storage of food and eating-utensils and drinking- 
utensils in a standard camp shall be, 


(a) washed in water at a temperature of not less 
than 110° F., containing a detergent solution 
capaable of removing all grease film and food 
particles; 


(b) sterilized by covering with, 


(i) water at a temperature of not less than 
170° F. for at least two minutes, or 


(ii) boiling water for at least thirty seconds; 
and 


(c) dried by exposure to the air in open-mesh 
wooden or metal baskets. O. Reg. 199/51, 
Seed te 


23.—(1) Garbage in a standard camp shall be 
removed after each meal from any room in which food 
is prepared, served or stored and shall be deposited in 
covered containers, 


(2) The garbage shall be disposed of by, 
(a) incineration; or 


(6) burial at least six inches underground. O. Reg. 
199/51, s. 22. 


24. Drainage wastes in a standard camp shall be 
disposed of in cess-pools or leaching-pits located at 
least twenty feet from the nearest building and draining 
away from the source of the water supply. O. Reg. 
199/51 ise23t 


25. All manure shall be collected and removed from 
standard camps and disposed of in a sanitary manner. 
O. Reg. 199/51, s. 24. 


26.—(1) Where water-flush toilets are not used, a 
standard camp shall be provided with one fly-tight, 
weatherproof toilet accommodation for every ten 
employees. 

(2) Earth-pit privies or pail-privies shall be located 
at least, 


(a) 150 feet in summer; and 
(b) seventy-five feet in winter, 


from the nearest bunkhouse or cookhouse. O. Reg. 
199/51, s. 25. 
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27.—(1) The contents of earth-pit privies in stan- 
dard camps shall be covered daily with sand, lime or 
wood-ash, 


(2) When the contents of an earth pit are within 
two feet of the surface of the ground, 


(a) the structure shall be removed to a new pit; 
and 

(b) the old pit shall be filled with earth. O. Reg. 

199/51, s. 26. 


28. Before a pail-privy in a standard camp is full, 
the contents shall be removed and buried at least 
twelve inches underground or disposed of in some other 
sanitary manner. O. Reg. 199/51, s. 27. 


29.—(1) Where water-flush toilets are used in 
standard camps, they shall be maintained in a clean 
and sanitary condition, and kept in good repair so 
that they operate efficiently. 


(2) The toilets shall be equipped with suitable 
drains maintained in a satisfactory condition so that 
sewage is carried away in a sanitary manner. 


(3) Sewage shall be treated or disposed of in such 
manner as not to become a nuisance or harmful to 
health. O. Reg. 199/51, s. 28. 


CLOSING A CAMP 


30. Before a camp is abandoned or closed the em- 
ployer shall, 


(a) bury all garbage, manure and refuse; 
(b) fill with earth the earth pit-privies; and 


(c) leave buildings clean and in a sanitary condi- 
tion. O. Reg. 199/51, s. 29. 


31. Within fourteen days after a camp is abandoned 
or closed, the employer shall notify the inspector in 
writing of the date of abandoning or closing the camp. 
O. Reg. 199/51, s. 30. 


INSPECTION OF CAMPS 


32.—(1) An inspector may enter and inspect a 
camp at any time. 


(2) Where an inspector finds that an employer has 
not complied with the provisions of this Part, he shall 
notify the employer in writing and send a copy of the 
notice to the Director. O. Reg. 199/51, s. 31. 


33.—(1) Where an inspector, 


(a) finds in a camp that any condition exists that 
is or may become injurious or dangerous 
to health or may hinder in any manner the 
prevention, mitigation or suppression of dis- 
ease; and 


(b) concludes that the camp should be closed, 


the inspector shall so report and shall make a recom- 
mendation to the Director. 


_ (2) Where the Director concurs in the recommenda- 
tion of the inspector, the Director shall so notify the 
inspector in writing. 


(3) Upon receipt of the notice from the Director, 
the inspector shall order the camp to be closed and 
to remain closed until the condition has been rectified. 


(4) Within two days after issuing the order, the in- 
spector shall give written notice thereof to the employer 
together with the reasons for closing. O. Reg. 199/51, 
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34.—(1) Notwithstanding section 33, where the 
inspector finds in a camp that any condition exists 
that is dangerous to health, he may order the camp to 
be closed. 


(2) Within two days after making the order men- 
tioned in subsection 1, the inspector shall give written 
notice thereof to the employer together with his 
reasons for closing the camp. 


(3) A copy of the notice and the reasons referred 


to in subsection 2 shall be sent to the Director. O. Reg. 
199/51, s. 33. 


35. Every person who contravenes any provision 
of this Part is guilty of an offence and liable to a fine 


of not less than $25 and not more than $200. O. Reg. 
199/51, s. 34. 


PART II 
MepicaL Care 
INTERPRETATION 
36. In this Part, 
(a) “contract physician’’ means a legally qualfied 
medical practitioner who has entered into a 


medical contract with an employer; 


(b) “employer’” means an employer of labour in 
acamp; 


— 
a3) 


“medical arrangement’? means an arrange- 
ment made by an employer for the medical 
and surgical care and treatment of his em- 
ployees, and includes hospital care and treat- 
ment for his special employees; 


(d) “medical contract’? means a contract entered 
into under this Regulation between an em- 
ployer anda contract physician for the medical 
and surgical care and treatment of the work- 
men of such employer; 


(e) “‘medical scheme’’ means a scheme established 
by an employer for the medical and surgical 
care and treatment of his employees, and 
includes hospital care and treatment for his 
special employees; 


(f) ‘non-industrial accident’? means personal in- 
jury to an employee that does not arise out of 
and in the course of his employment and for 
which the employer is not liable to provide 
or to pay compensation under The Workmen's 
Compensation Act; 


(g) “railway’’ means the undertaking of a railway 
company ; 


(h) “railway company’’ means a company operat- 
ing a railway under the provisions of The 
Railways Act, R.S.O. 1950, c. 331, or of the 
Railway Act (Canada); 


(Gi 


“special employee’? means an employee who, 


(i) is not a resident as defined by the 
regulations under The Hospital Services 
Commussion Act, and 


(ii) is not entitled to receive insured ser- 
vices under a_ hospitalization plan 
administered by or under the authority 
of the government of another province 
pursuant to an agreement made by 
that province with the Government of 
Canada under the Hospital Insurance 
and Diagnostic Services Act (Canada); 
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(7) “standard camp’’ means a camp in which 
more than fifteen workmen, exclusive of one 
foreman and one clerk, are usually housed; 


(k) “unorganized district’? means those parts of 
the territorial districts that are without muni- 
cipal organization. C.R.O. 1950, Reg. 482, 
s. 1; O. Reg. 186/51, s. 1; O. Reg. 50/52, 
Sulo(l, 2); Omega 189/54 cant MO Reg: 
156/59, s. 2 (1, 2), amended. 


37.—(1) The provisions of this Part apply and 
have force in every unorganized district. C.R.O. 1950, 
Reg. 482, s. 2. 


(2) The provisions of this Part do not apply to a 
camp established to house workmen employed by a 
railway company. O. Reg. 189/54, s. 2. 


38. It is the duty of every employer and every 
person acting on behalf of an employer as a superin- 
tendent, manager or agent, or in other supervisory 
capacity in charge of any camp to enforce the pro- 
visions of this Part in the camp. C.R.O. 1950, Reg. 
482, s. 3, amended. 


39. A copy of the provisions of this Part shall be 
obtained from the inspector and kept on file in every 
standard camp and shall be open to inspection by every 
employee employed therein. C.R.O. 1950, Reg. 482, 
s. 4, 


PROVISION FOR MEDICAL CARE 


40.—(1) Every employer may, 


(a) enter into a medical contract with a contract 
physician for the medical and surgical care 
of his employees; or 


(b) establish a medical scheme or enter into a 
medical arrangement, 


but, whether or not any such contract or medical 
arrangement is entered into or medical scheme is 
established, the duty of providing, 


(c) in the case of any employee, medical and 
surgical care and treatment; and 


(d) in the case of special employees, for hospital 
care and treatment, 


is the responsibility of the employer, subject to the 
limitations hereinafter set out, whether or not the 
employees are housed in the camp and whether or not 
the employees reside in an unorganized district. 
O. Reg. 156/59, s. 3. 


(2) Where an employer has entered into a medical 
contract under subsection 1, he shall notify every 
employee in his employ of the name and address of the 
contract physician. O. Reg. 50/52, s. 3. 


41.—(1) Where with the approval of the Minister 
an employer in a standard camp, 


(a) has entered into a medical contract with a 
duly qualified medical practitioner referred 
to in section 42; or 


(b) has, 


(i) established a medical scheme in accor- 
dance with clause b of section 43, or 


(ii) entered into a medical arrangement in 
accordance with clause ¢ of section 43, 


that employer may deduct $1.50 per month from the 
wages of each employee entitled to the benefits of the 
medical contract, medical scheme or medical arrange- 
ment. 


(2) No deductions shall be made under subsection 
1 unless, 


(a) the medical contract is in force and the medical 
and surgical care and treatment are available 
to the employees in accordance with the 
medical contract; or 

(b) the medical scheme or medical arrangement is 

in force and the medical, surgical and hospital 

care and treatment are available to the em- 
ployees in accordance with the medical 
scheme or medical arrangement. O. Reg. 

50/52, s. 4. 


42. The medical contract referred to in section 41 
shall include provisions whereby, 


(a) the contract physician, with respect to the 
employees entitled to the benefits of the con- 
tract, is obliged to, 


(i) visit the standard camp as often as is 
necessary to give adequate medical and 
surgical care and treatment, 

(ii) render medical and surgical care and 

treatment to every employee, 

(iii) report in writing to the Minister once 

a month all cases of sickness and non- 

industrial accidents suffered by em- 

ployees during the previous month, and 

(iv) notify the Minister in writing of the 

name and address of any other medical 

practitioner engaged to perform any 
services under the contract, other than 
consultant services; and 


(6) the contract may be terminated by the em- 
ployer when so required by the Minister 
under section 59. O. Reg. 50/52, s. 4. 


APPROVAL 
43. The Minister may approve, 


(a) a medical contract that includes the provisions 
prescribed in section 41; 


(b) a medical scheme for the care and treatinent 
of employees in a standard camp where, 


(i) one or more employers have established 
a camp or camps usually employing 
an aggregate of not less than 500 em- 
ployees in a locality, 


the camp or camps are so located that 
the facilities referred to in subclause 
ili are available to all the employees 
referred to in subclause 1, and 


(ii) 


adequate facilities are provided for the 
medical, surgical and hospital care and 
treatment of the employees referred to 
in subclause i who are suffering from 
sickness or non-industrial accidents; or 


(iii) 


(c) a medical arrangement for the care and treat- 
ment of employees in a standard camp where, 


(i) the camp is located close to or with 
ready means of access to established 
medical, surgical and hospital services 
and treatment, and 


the services referred to in subclause i 
have adequate facilities for the medical, 
surgical and hospital care and treat- 
ment of all the employees. O. Reg. 
50/52, s. 4. 
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44.—(1) When applying for the Minister’s ap- 
proval of a medical contract, medical scheme or medical 
arrangement, the employer shall deliver or send by 
registered mail to the Minister, 


(a) a copy of the medical contract; or 


(b) complete details of the medical scheme or 
medical arrangement, including, 


(i) the location of the camp or camps, 


(ii) the number of employees usually em- 
ployed in the camp or camps, 


(ili) the facilities for medical, surgical and 
hospital care and treatment of the 
employees, 


(iv) the location of the facilities referred 
to in subcaluse iii, 


(v) a statement showing the proposed ex- 
penditures of the amounts to be de- 
ducted, including expenditures for 
services of duly qualified medical 
practitioners, hospital care and treat- 
ment in the case of special employees 
and other items, and 


(vi) the date of the end of the employer's 
fiscal year. O. Reg. 50/52, s. 4; 
O. Reg. 156/59, s. 4, revised. 


(2) When the Minister has approved a medical 
contract, medical scheme or medical arrangement, the 
employer shall so notify the employees and inform 
them of, 


(a) the name and address of the contract phy- 
sician; or 


(b) the location of the medical, surgical and 
hospital care and treatment available under 
the medical scheme or medical arrangement. 
O. Reg. 50/52, s. 4. 


PAYMENT 


45. Where an employer makes deductions from 
wages under section 41, the employer shall pay out 
the total amount deducted, 


(a) to the contract physician within one month 
after the money is deducted in the case of a 
medical contract; or 


(6) in the case of a medical scheme or a medical 
arrangement, in accordance with the medical 
scheme or medical arrangement. O. Reg. 
50/52, 5. 4: 


RECORDS AND REPORTS 


46. Where an employer makes deductions from 
wages in accordance with a medical scheme or medical 
arrangement under section 41, the employer shall 
report in writing to the Minister once a month all 
cases of sickness or non-industrial accidents suffered 
by employees during the previous month. O. Reg. 
50/52, s. 4. 


47.—(1) The employer shall keep records showing, 


(a) all sums deducted from the wages of employees 
under section 41; and 


(b) the disbursement of the sums so deducted. 


(2) The employer shal! permit inspection of the 
records at any reasonable time by an inspector, an 
officer or employee in the Department who is desig- 
nated by the Minister, or by a contract physician. 
O. Reg. 50/52, s. 4. 
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48. When so required by the Minister in writing, 
an employer who makes deductions authorized under 
clause a of subsection 1 of section 41 shall submit to the 
Minister a report for the period required by the 
Minister, showing, 


(a) the number of employees employed by the 
employer; 


(6) the number of employees from whose wages 
any deduction for medical and surgical care 
has been made by the employer; 


(c) the total deductions for medical and surgical 
care; and 


(d) the sums paid under the medical contract to 
the contract physician. O. Reg. 50/52, s. 4. 


49.—(1) Every employer who makes deductions 
authorized by clause 6 of subsection 1 of section 41 
shall submit to the Minister annually within the time 
and for the period mentioned in subsection 2 a report 
showing the information mentioned in subsection 3. 


(2) The report shall be submitted within one month 
after the end of the employer’s fiscal year, and shall 
contain the information for the previous fiscal year. 
O. Reg. 50/52, s. 4. 


(3) The report shall show, 


(a) the number of employees employed by the 
employer; 


(6) the number of employees from whose wages 
any deduction for medical and surgical care 
has been made by the employer; 


(c) the total deductions, 


(i) in the case of any employee, for medical 
and surgical care and treatment, and 


(ii) in the case of special employees, for 
hospital care and treatment; and 


(d) the sums in detail applied pursuant to a 
medical scheme or medical arrangement. 
O. Reg. 50/52, s. 4; O. Reg. 156/59, s. 5. 


(4) When so required by the Minister in writing, 
the employer shall submit an interim report for any 
period for which no report has been made. O. Reg. 
SQ/52, Ss: & 


RESPONSIBILITY OF EMPLOYER 

50.—(1) Every employer shall provide facilities 
for the isolation of employees suffering from a com- 
municable disease, to the satisfaction and approval of 
an inspector, and the employer or contract physician 
shall arrange for general hospital accommodation and 
facilities where necessary for the treatment of employees 
suffering from sickness or injury. 


(2) The employer shall provide and pay for the 
transportation of any employee when necessary for 
medical and surgical treatment to which he is entitled 
under this Regulation except as provided in paragraph 7 
of section 52. C.R.O. 1950, Reg. 482, s. 24. 


51.—(1) Within a reasonable time after the admis- 
sion of any employee as a patient to a public hospital, 
the superintendent of the hospital shall notify the em- 
ployer of the employee, giving such particulars as are 
ascertainable to enable the employer to identify the 
employee, and, where the superintendent neglects to 
notify the employer, the Minister may exempt the 
employer from any liability imposed upon him by this 
Regulation for the maintenance charges for maintaining 
the employee in the hospital. C.R.O. 1950, Reg. 482, 
s:. 25: 
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(2) Subsection 1 does not apply to an employee 
who is not a special employee. O. Reg. 156/59, s. 6. 


52. The responsibility and liability of an employer 
under sections 40 to 50 are subject to the following 
limitations: 


1. Where, 


(a) an employee has been employed for less 
than three months out of the six months 
immediately preceding the need for, 


(i) medical and surgical care and 
treatment in the case of any 
employee, or 


(ii) hospital care and treatment in 
the case of special employees; 
and 


(b) the illness and consequent inability to 
work are the result of a chronic or 
degenerative disease or of an infection 
or defect arising before the commence- 
ment of employment, 


the employer is responsible for returning and 
paying the cost of return of the employee 
to the municipality in which he was last 
resident in Ontario within the meaning of 
The Public Hospitals Act or, where no such 
residence exists and the employee is without 
means, the employer is responsible for return- 
ing and paying the cost of return of the em- 
ployee to the place from where he was en- 
gaged, and for providing such medical care 
and treatinent and maintenance as the em- 
ployee needs until he is returned to such 
municipality or other place. 


2. Where an employee has been in his employ 
for three months or more out of the six months 
immediately preceding the need for medical, 
surgical or hospital care arising, the employer 
is responsible and liable for providing, 


(a) in the case of any employee, medical 
and surgical care for a period not 
exceeding thirty days, and 


(b) in the case of special employees, hospi- 
tal care and treatment so long as it is 
medically necessary for a period not 
exceeding ninety days whether the 
employee is hospitalized in Ontario or 
in another province or territory of 


Canada. 


3. Where a former employee, 


(a) was employed for a period of thirty 
days or more; 


(b) is an indigent person; and 


(c) requires medical and surgical care 
within thirty days after he ceased to 
be employed, as a result of an illness 
that originated or was occasioned 
during the employment, 


the employer is responsible for the medical 
and surgical care for thirty days after the 
employee ceased to be employed. 


4. In cases of communicable disease coming 
under paragraphs 2, 3 and 7, the employer 
is responsible for a period not exceeding 
ninety days. 


5. The employer is not liable for the payment 
of the charges for treatment of any employee 
in a sanatorium under The Sanatoria for 
Consumptives Act. 


6. Where an employee is suffering from an 
accident for which the employer is not res- 
ponsible under The Workmen's Compensation 
Act, the employer is responsible and liable 
for medical and surgical care and treatment, 
but not for maintenance, in any hospital. 


7. Where an employee, while away from the area 
served by the contract physician, suffers an 
accident for which the employer is not respon- 
sible under The Workmen’s Compensation Act 
or becomes sick with other than a communi- 
cable disease, he is not entitled to treatment 
under this Part unless he returns to the camp 
or other place of residence from which he 
carries on his work or unless he returns to a 
hospital serving the area. C.R.O. 1950, 
Reg. 482, s. 26; O. Reg. 156/59, s. 7, revised. 


53. Any dispute that arises between any employee, 
employer or contract physician in respect of the 
responsibility or liability of an employer or the con- 
tract physician for the medical, surgical or hospital 
care or for the maintenance of the employee under the 
provisions of this Part may be referred to the Minister 
by the employee, employer or contract physician and 
the decision of the Minister therein evidenced by his 
certificate is final and binding on all persons affected 
thereby and is not open to question. C.R.O. 1950, 
Reg. 482, s. 27. 


54.—(1) In this section, ‘‘motor vehicle’ means an 
automobile, motorcycle or any other vehicle propelled 
or driven other than by muscular power, but does not 
include the cars of electric or steam railways or other 
motor vehicles running only upon rails. O. Reg. 200/53, 
Sle 


(2) Nothing in this Part renders an employer or a 
contract physician responsible or liable for the medical, 
surgical or hospital care and treatment or for the main- 
tenance of any employee in cases where, 


(a) the illness or injury of such employee arises 
as a result of, 


(i) acute alcoholism, 
(ii) drug addiction, 
(iii) venereal disease, or 
(iv) cancer; or 


(b) the illness or injury is occasioned by a motor 
vehicle as a result of a non-industrial accident. 
O. Reg. 200/53, s. 1; O. Reg. 156/59, s. 8. 


55. Nothing in this Part affects matters of com- 
pensation determinable under The Workmen’s Com- 
pensation Act, or renders an employer or a contract 
physician responsible or liable for medical, surgical or 
hospital care and treatment or for the maintenance of 
any employee in cases to which the said Act applies. 
C.R.O. 1950, Reg. 482, s. 29. 


56. Any employer who makes any deduction from 
the wages of his employees, 


(a) in the case of any employee, for medical and 
surgical care; and 


(b) in the case of a special employee, for medical, 
surgical or hospital care, 


is subject to sections 40 to 55 to the same extent as an 
employer of employees in a standard camp. O. Reg. 
156/59, s. 9. 
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VARIATION OR TERMINATION OF CONTRACTS 


57. Where a medical contract entered into under 
subsection 1 of section 40 is varied or terminated, the 
employer shall forthwith by registered mail furnish to 
an inspector or to the Minister, 


(a) particulars of the variation; or 


(b) notice of the termination and the effective 
date thereof. O. Reg. 50/52, s. 5. 


58.—(1) Where the parties to a medical contract 
referred to in clause a of subsection 1 of section 41 
desire to vary the contract, the employer shall obtain 
the approval of the Minister before putting the proposed 
variation into effect. 


(2) Where the contract is terminated by either 
party, the employer shall forthwith by registered mail 
give notice thereof to the Minister. O. Reg. 50/52, s. S. 


59.—(1) Where an inspector believes that a con- 
tract physician, 


(a) is neglecting; or 


(6) is unable to perform the duties imposed upon 
him by the contract, 


(i) by reason of the 
health, 


condition of his 


(i) by reason of the distance at which he 
resides or practises from the camp, or 


(iii) for any other reason, 


he shall investigate the circumstances and report 
thereon fully to the Director. 


(2) Where the Director is of opinion that the cir- 
cumstances are such that the intent of this Part is 
being substantially defeated as to the contract, he shall 
so report and shall make a recommendation to the 
Minister. 


(3) Where the Minister is satisfied that the intent 
of this Part is being substantially defeated as to the 
contract, he shall so notify the employer and require 
him to terminate the contract and shall send a copy of 


the notification and requirement to the contract 
physician. 
(4) Upon receipt of the notification from the 


Minister under subsection 3, the employer shall im- 
mediately terminate the contract. O. Reg. 50/52, s. 5. 


COMMUNICABLE DISEASES AND NUISANCES 


60. Every employer establishing or operating a 
camp and every contract physician has, in addition to 


any other duties or responsibilities cast upon him under 
this Part, the same duties and responsibilities in respect 
of communicable diseases and their care, prevention 
and abatement as lies upon a householder and attending 
physician under the provisions of the Act and the 
regulations. C.R.O. 1950, Reg. 482, s. 34. 


61. Upon the occurrence of an outbreak or sus- 
pected outbreak of any communicable disease in a 
camp, the employer shall forthwith notify the contract 
physician, if any, and an inspector, and every contract 
physician who is or is made aware of any such outbrea k 
shall forthwith notify the inspector. C.R.O. 1950, 
Reg. 482, s. 36. 


62.—(1) Upon the occurrence of an outbreak or 
suspected outbreak of any communicable disease in a 
camp, every employee shall upon the request of an 
inspector forthwith furnish to the inspector evidence 
satisfactory to the inspector that the employee has 
been successfully vaccinated or re-vaccinated within 
a period of seven years immediately preceding the 
request and evidence satisfactory to the inspector that 
the employee has been inoculated against typhoid and 
paratyphoid fevers within a period of two years im- 
mediately preceding the request. 


(2) If an inspector, after such request has been 
made by him, is not satisfied that every employee in a 
camp has been vaccinated or re-vaccinated, he may 
quarantine the camp and every person therein until 
he is satisfied, and any person not observing the quaran- 
tine is guilty of a breach of this Regulation. C.R.O. 
1950, Reg. 482, s. 37. 


OFFENCES AND PENALTIES 


63. An employer who signs a return, report or 
statement required by the Department, knowing or 
having reason to know that the return, report or 
statement contains any false information or statement 
of fact, is guilty of an offence and subject to a fine of 
not less than $200 for the first offence and not less than 
$500 for any subsequent offence. C.R.O. 1950, Reg. 
482, s. 38. 


64. An employer or contract physician who con- 
travenes any provision of this Part for which no other 
penalty is provided or fails or neglects to carry out or 
obey an order or direction lawfully made by an inspector 
is liable to a fine of not less than $25 and not more than 
$200 for each offence. C.R.O. 1950, Reg. 482, s. 39. 


65. Any person, other than an employer or contract 
physician, who contravenes a provision of this Part 
for which no other penalty is provided or fails or 
neglects to carry out or obey any order or direction 
lawfully made by an inspector is liable to a fine of not 
less than $5 and not more than $100 for each offence. 
C.R.O. 1950, Reg. 482, s. 40. 
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Regulation 505 


under The Public Health Act 


COMMUNICABLE DISEASES 
INTERPRETATION 
1. In this Regulation, 


(a) “concurrent disinfection’? means disinfection 
carried out while a person is still a patient; 


(b) “contact’’ includes a person who comes so 
close to a patient or anything that has been 
exposed to infection from a patient that the 
germs of the communicable disease with which 
the patient is infected may infect that person; 


(c) “negative culture is obtained’’ means that 
upon laboratory examination of a specimen 
no germs of the suspected communicable dis- 
ease are found in the culture; 


(d) “patient’’ means a person infected with a com- 
municable disease; 


(e) ‘“‘plague’’ means ‘‘the plague’’; 


(f) “provincial laboratory’? means a clinical 
laboratory centre established and maintained 
by the Minister under section 11 of the Act; 


(g) “recovery’’ means that a person who is, or 
was, a patient is no longer infectious; 


(A) “terminal disinfection’? means disinfection 
carried out after recovery, removal or death 
of a patient. O. Reg. 233/53, s. 1. 


APPLICATION OF THE ACT 


2. The sections of the Act itemized in columns 2 
to 7 of Table i are applicable to the communicable 
disease set opposite thereto in column 1. O. Reg. 
233/53, s. 2. 


ISOLATION, QUARANTINE AND DISINFECTION 


3.—(1) Wherea patient has a communicable disease 
itemized in column 1 of Table 2, the medical officer of 
health shall, 


(a) cause the patient to be isolated for the period 
prescribed in column 2 of the Table; and 


(b) cause the persons who are contacts to be, 
(i) quarantined, or 


(ii) confined in the dwelling where the com- 
municable disease occurs, 


for the period prescribed in column 3 of the 
Table. 


(2) Where the medical officer of health is not avail- 
able, the local board shall take the steps prescribed by 
subsection 1. O. Reg. 233/53, s. 3 (1, 2). 


(3) Where the disease of which a person is a contact 
is scarlet fever, poliomyelitis, epidemic streptococcal 
sore throat or meningo-coccal meningitis, clause ) of 
subsection 1 does not apply to the contact if he, 


(a) has broken his contact with the patient ina 
manner satisfactory to the medical officer of 
health; and 


(b) is engaged in a gainful occupation other than 
handling food or drink intended for consump- 
tion by any human being other than himself. 
O. Reg. 77/54, s. 1. 


4. Where a person is infected with, or recovering 
from, a communicable disease itemized in column 1 of 


Table 2, 
(a) the patient; and 


(b) every nurse who is or has been in attendance 
on him, 


shall, upon the directions of the medical officer of 
health, adopt for the disinfection of things that have 
been exposed to infection the class of disinfection 
prescribed in column 4 of the Table. O. Reg. 233/53, 
s. 4. 


5. Where a medical officer of health prescribes 
conditions for, and orders, the disinfection of, 


(a) premises on or in which a communicable dis- 
ease occurs; or 


(6) utensils, bedding, clothing and other things 
that have been exposed to infection, 


and his order is not complied with within twenty-four 
hours, he shall quarantine the premises and cause a 
placard in Form 1 to be affixed on the exterior of the 
principal entrance to the premises. O. Reg. 233/53, 
Sy Sl, Ye 


6.—(1) Where a person who is infected with or a 
contact of, 


(a) Asiatic cholera; 

(b) diphtheria; 

(¢) meningo-coccal meningitis; 

(d) plague; 

(e) poliomyelitis; 

(f) smallpox; or 

(g) typhus fever, 
is isolated on premises other than an isolation hospital, 
the medical officer of health shall take steps pre- 
scribed in subsection 2. O. Reg. 233/53, s. 6 (1). 

(2) The medical officer of health shall, 


(a) quarantine the premises during the period of 
isolation prescribed in Table 2 for the disease; 


and 


(b) cause a placard in Form 2 to be affixed on the 
exterior of the principal entrance to the pre- 
mises. O. Reg. 233/53, s. 6 (2, 3). 


7.—(1) Unless instructed by the medical officer of 
health, no person shall remove, deface or destroy a 
placard affixed under this Regulation. 


(2) The medical officer of health shall cause the 
placard to be removed when, 


(a) his order under section 5 has been obeyed; or 
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(b) the period of isolation referred to in subsec- 
tion 2 of section 6 has ended. O. Reg. 233/53, 
oo 7 


EYES OF NEW-BORN 

8. A physician attending at the birth of a child 
shall, within one hour after delivery, or so soon there- 
after as is practicable, instil into each conjunctival sac 
of the child such quantity of 1 per cent solution of silver 
nitrate as in his opinion will be sufficient, without 
injury to the child, to kill any germs that might cause 
ophthalmia neonatorum. O. Reg. 233/53, s. 8. 

9.—(1) Where, within two weeks after birth, an eye 
of a child becomes reddened, inflamed or swollen, the 
persons mentioned in subsection 4 of section 59 of the 


Act shall report in writing to the medical officer of 
health, 


(a) the name, age and home address of the child; 
(b) where the child is located, if not at home; and 


(c) the symptoms of the disease. 
(2) The person making the report shall immedi- 
ately place the child under the care of a duly qualified 
medical practitioner, unless a duly qualified medical 


practitioner is already attending the child. O. Reg. 
233/53, s: 9: 


DAIRY PRODUCTS 
10. Sections 11, 12 and 13 apply to, 
(a) a carrier of the germs of, 
(1) amoebic dysentery, 
(ii) bacillary dysentery, 
(ii) paratyphoid fever A.B.C., or 
(iv) typhoid fever; and 
(b) a contact with, or a patient infected with, 
(i) amoebic dysentery, 
(ii) Asiatic cholera, 
(iii) bacillary dysentery, 
(iv) diphtheria, 
(v) epidemic streptococcal sore throat, 
(vi) paratyphoid fever A.B.C., 
(vil) poliomyelitis, 
(viii) salmonellosis, 
(ix) scarlet fever, or 
(x) typhoid fever. O. Reg. 233/53, s. 10. 

11. Subject to sections 12 and 13, no carrier, 
patient or contact shall handle food or drink intended 
for consumption by any human being other than 
himself. O. Reg. 233/53, s. 11. 

12.—(1) Subject to section 13, no milk, cream or 
product of either of them, including butter and cheese, 
shall be removed from any premises on which a carrier, 
patient or contact resides or is engaged in handling 
milk. 

(2) Where a medical officer of health, 

(a) prescribes the precautions to be taken by the 


carrier, patient or contact to prevent the 
spread of the disease; and 


(b) is satisfied that the carrier, patient or contact 
will observe the precautions to be taken, 


the carrier, patient or contact may handle milk that is 
to be delivered to a dairy described in section 13. 
O. Reg. 233/53, s. 12. 


13.—(1) In this section, ‘‘dairy”’ includes, 
(a) creamery; and 
(b) pasteurization plant. 


(2) Where the occupier of premises referred to in 
section 12 desires to have milk removed from the 
premises for delivery to a dairy, he shall notify the 
medical officer of health in whose jurisdiction the 
premises are located, stating the name and location of 
the dairy to which he desires to deliver the milk. 


(3) Upon being notified under subsection 2, the 
medical officer of health shall inspect the premises and 
interview the occupier and the carrier, patient or 
contact. 


(4) Where the medical officer of health is satisfied 
that the disease will not be spread because of the 
delivery of the milk to the dairy, he shall notify the 
dairy that a carrier, patient or contact, as the case may 
be, resides on the premises where the milk is produced 
or is engaged in the handling of that milk. 


(5) Where the operator of the dairy undertakes in 
writing with the medical officer of health to comply 
with subsection 6, the medical officer of health may 
permit the occupier mentioned in subsection 2 to 
deliver the milk to that dairy so long as the operator 
fulfills his undertaking. 

(6) The operator of the dairy shall, 

(a) pasteurize all the milk; or 
(6) heat it to a temperature not lower than 
161° F. for not less than sixteen seconds and 


immediately thereafter cool it toa temperature 
not higher than 50°F. O. Reg. 233/53, s. 13. 


CARRIERS 


14.—(1) Where a medical officer of health believes 
a person to be a carrier of germs of, 


(a) amoebic dysentery; 
(6) bacillary dysentery; 
(¢) paratyphoid fever A.B.C.; or 
(d) typhoid fever, 
he shall report in writing to the Deputy Minister, 


(e) the name, age, occupation and address of the 
carrier; 


(f) the disease of which the person is believed to 
be a carrier; and 


(g) the steps he has taken under section 64 of the 
Act with respect to, 


(1) clinical or laboratory examinations or 
investigations to which he has required 
the suspected carrier to submit, 


(1i) orders, directions or prohibitions he has 
given to that person, and 


(iii) acts he has done to enforce the carrying 
out of those orders, directions or pro- 
hibitions. 
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(2) Where a medical officer of health, having pro- 
hibited a carrier from changing his place of residence, 
subsequently permits him so to do, the medica! officer 
of health shall notify the Deputy Minister as to the 
new place of residence of the carrier. 


(3) Where the residence of the carrier is being 
changed from within the jurisdiction of one medical 
officer of health to within the jurisdiction of another 
medical officer of health, the former shall forthwith 
notify the latter of, 


(a) the name of the carrier; 
(6) his proposed new residence; and 


(c) details as to clinical or laboratory examina- 
tions of, or investigations made with respect 
to, the carrier. O. Reg. 233/53, s. 14. 


15. The amount of compensation payable under 
subsection 4 of section 64 of the Act is, 


(a) $40 a month for the carrier; and 
(6) $5 a month, 
(i) for a dependent spouse, and 


(ii) for each dependant under sixteen years 
of age. O. Reg. 233/53, s. 15. 


16.—(1) Where a person who has been found to 
be a carrier of paratyphoid fever A.B.C. or of typhoid 
fever, 


(a) submits to a provincial laboratory specimens 
of urine and of faeces taken on the same day 
of the week in four successive weeks; or 


(0) has had his gall-bladder removed and there- 
atter submits to a provincial laboratory, 


(i) three specimens of his duodenal con- 
tents taken at intervals not shorter 
than twenty-four hours, and 


(11) eight specimens of faeces each taken on 
successive days, 


and the specimens submitted under clause a or b have 
been examined in the provincial laboratory and have 
been found not to contain any germs of paratyphoid 
fever A.B.C. or of typhoid fever, the medical officer of 
health shall notify that person, in writing, that he is 
no longer a carrier of those germs, and shall send a 
copy of that notification to the Deputy Minister. 


(2) All specimens referred to in subsection 1 shall 
be taken under circumstances satisfactory to the 
medical officer of health. O. Reg. 233/53, s. 16. 


RABIES 


17. Where a person has been bitten by an animal 
and that person, or the person in charge of the animal, 
suspects that the animal has rabies, he shall forthwith 
notify the medical officer of health, 


(a) of the name and address of the person bitten; 
(b) of the date, time and place of the biting; and 


(c) by giving as much information as he has that is 
likely to assist the medical officer of health in 
identifying and finding the animal. O. Reg. 
233/53, s. 17, revised. 


18.—(1) When a medical officer of health receives 
a notification under section 17, he shall, 


(a) cause the animal to be confined at the expense 
of the municipality in a place in which the 
animal is comfortable; and 


(b) isolate the animal from all other animals and 
from human beings, 


for at least fourteen days or until the isolated animal is 
no longer suspected of having rabies, whichever period 
is the longer. 


(2) The animal shall be confined in a place where, 
in the opinion of the medical officer of health, there 
will be least danger of the disease spreading from the 
animal. 


(3) Wherea medical officer of health is of the opinion 
that an animal confined under subsection 1 is infected 
with rabies, he shall report to the Deputy Minister, 


(a) the date of the biting; 

(b) the name and address of the person bitten; 
(c) the identification of the confined animal; 
(d) the name and address of its owner; and 


(e) details as to other animals bitten by the con- 
fined animal, including, 


(i) the dates of the bitings, 


(ii) the names and addresses of owners of 
the bitten animals, and 


(iii) the disposal made of the bitten animals, 
O. Reg. 233/53, s. 18. 


PSITTACOSIS 
19. In sections 20 and 21, 


(a) ‘bird’? means a bird that may be susceptible 
to infection with psittacosis; and 


(6) “owner’’ means a person who has a bird in his 
possession. O. Reg. 233/53, s. 19. 


20.—(1) Where the medical officer of health knows 
or suspects that a bird is infected with psittacosis, he 
shall order the owner to isolate that bird and all birds 
that have been in contact with that bird, until the owner 
has received from the medical officer of health a 
certificate that there is no further danger of the disease 
being spread by any of those birds. 


(2) The medical officer of health shall not issue a 
certificate under subsection 1 until all cages, articles 
and premises likely to harbour the germs and from 
which the disease may spread to other birds or human 
beings have been disinfected to his satisfaction. 


(3) Where a bird dies while it is isolated, the owner 
shall forthwith thereafter report the death to the 
medical officer of health. O. Reg. 233/53, s. 20. 


21.—(1) An owner of a bird that, 
(a) is infected with psittacosis; 
(b) is a carrier of psittacosis; or 


(c) is, or has been, in contact with a bird referred 
to in clause a or b, 


shall report to the medical officer of health the address 
of the premises where the bird in his possession is 
located. 


(2) Where a medical officer of health knows or 
suspects that there is on the premises a bird referred 
to in subsection 1, he shall, personally or by means of 
some competent person, 


(a) visit the premises; 
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(b) make all necessary inquiries; and 


(c) take such steps as the medical officer of health 
deems necessary to prevent or mitigate the 
spread of disease from the bird. O. Reg. 
253/53,502 1. 


TUBERCULOSIS 


22. Where, under section 60 of the Act, a medical 
officer of health receives a notice that a person is 
infected with tuberculosis, the medical officer of 
health shall forthwith report the matter in Form 3 
to the Director of the Division of Tuberculosis Preven- 
tion in the Department. O. Reg. 233/53, s. 22 (1, 2). 


23. Where, under section 66 of the Act, a medical 
officer of health has given permission for the removal 
of a person suffering from tuberculosis, or consents 
to the change of residence of an occupant of a house 
in which tuberculosis exists, to a place outside the 
jurisdiction of that medical officer of health, the medical 
officer of health, forthwith after giving his permission 
or consent, shall so notify, 


(a) the Director of the Division of Tuberculosis 
Prevention in the Department; and 


(b) the medical officer of health whose jurisdic- 
tion the patient, or occupant, is entering. 
OP Reg s238//osas 25 


DISPOSAL OF CORPSES 


24. Where a person infected with a communicable 
disease dies, the person who signs the medical certi- 
ficate of death under subsection 4 of section 17 of The 
Vital Statistics Act shall report the death to the medical 
officer of health within twelve hours after signing the 
certificate. O. Reg. 233/53, s. 24. 


25. Sections 26, 27 and 28 apply to the corpse 
of a person who dies of or while he is isolated for, 


(a) Asiatic cholera; 
(b) diphtheria; 
(c) meningo-coccal meningitis; 
(d) plague; 
(e) poliomyelitis; 
(f) scarlet fever; or 
(g) smallpox. O. Reg. 233/53, s. 25. 
26.—(1) As soon as is practicable after death occurs, 
the person having custody of the corpse shall place it, 


or cause it to be placed, in a coffin of sound construction. 


(2) Where the deceased was infected with smallpox, 
the coffin shall be hermetically sealed. 


(3) The coffin shall, 


(a) be closed forthwith after the corpse is placed 
in it; and 


(b) not be opened except as directed by the 
medical officer of health in whose jurisdiction 
it is located. 


_ (4) No person shall remove a corpse from the isola- 
tion room until there has been compliance with sub- 
section 1 and, where applicable, subsection 2. 


’ (5) A corpse shall be buried, cremated or in- 
cinerated within twenty-four hours after the person has 
died. 


(6) Where a person has died in a public hospital, 
or an isolation hospital, the corpse shall be removed 


from the hospital directly to the place of burial, crema- 
tion or incineration. O. Reg. 233/53, s. 26. 


27. No person shall attend the funeral of a corpse 
mentioned in section 25, except, 


(a) persons who dwell in the house in which the 
person died and who are no longer isolated 
or quarantined; and 


(b) other persons expressly permitted by the 
medical officer of health to attend the funeral. 
O. Res: 233/53, Sa2tO rw Reo s1/54,1see2. 


28. No person shall deliver a corpse mentioned in 
section 25 to a carrier for transportation or carriage 
unless the corpse is enclosed in a coffin of sound con- 
struction satisfactory to the medical officer of health, 
and the coffin is enclosed in an outer case sufficiently 
strong to ensure that the coffin and the hermetical 
sealing, if any, will not be broken throughout the 
transportation or carriage. O. Reg. 233/53, s. 28. 


Form 1 
The Public Health Act 
DISINFECTION QUARANTINE 


Under The Public Health Act and the regulations 
thereunder, and subject to the limitations thereof, 
these premises are 


OUARAIN TD TIN BD 


until the measures prescribed for the disinfection of 
the premises and contents are fully taken. 


Date affixed 
tO (premises. sve ee eeese nee py LO te 


Note : The regulations with respect to communicable 
diseases under the Act provide in part that: 


Unless instructed by the medical officer of 
health, no person shall remove, deface or 
destroy a placard affixed under this Regulation. 


O. Reg. 233/53, Form 1. 
Form 2 
The Public Health Act 
DISEASE QUARANTINE 


Under The Public Health Act and the regulations 
thereunder, and subject to the limitations thereof, these 
premises are 


QUARANTINED 
for 


Date affixed 
EOLOLEMUGES ye anni as ue cee ere ee a ee iots 


Norte : The regulations with respect to communicable 
diseases under the Act provide in part that: 


Unless instructed by the medical officer of 
health, no person shall remove, deface or 
destroy a placard affixed under this Regulation. 


O. Reg. 233/53, Form 2. 
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Form 3 
The Public Health Act 
REPORT ON TUBERCULOUS PATIENT 
To the Director of the Division of Tuberculosis 
Prevention, 
Department of Health, 
Parliament Buildings, 
Toronto, Ontario. 


I have received notice that 


(address ) 
is known, or suspected, to be suffering from tuber- 
culosis, and [I submit herewith such particulars as | 
have been able to ascertain. 


1. Particulars of the disease: 


ii. If the disease is pulmonary, 
(CRS Sigh ean foie, Ones Semmens. ty Ges res eee een 
CO) amin imal wee a ees ete ee eee arse oe we 
(6) moderately advanced: ............... 
(d)itarradvanceds er aa ree nick eioeientor 
GEN VACEIVIES ce Reactant Sak Ce rewera clo sities ee 
CP) INACHIVES. Fise.: eR ER Rag Mena cow os rs 


(g) result of most recent sputum examina- 


(h) date of most recent sputum examina- 
(OKO) UES mere acne crate Sic: OP ab. CCR EGRET 2 


(2) date of most recent chest film: ......... 


(j) place of most recent chest film: ........ 


(k) date on which disease first discovered: 


y 


Post-sanatorium treatment: 


Name of 
sanatorium 


Date of Date of 
admission discharge 


3. Does person now require sanatorium treatment? 
4. Name of any sanatorium to which application has 
becnmadetoradinissioie saa ents ee ie 
5, Theoceupation ofthis personiss ...2...1...0- cee 
6, Address'of placeof employment: ..............-.. 
7. Recent contacts of this person are: 
Name Age Address 
(signature of medical 
officer of health) 
(address) 
Datertte aerts scone oieyeis oneness qa etvsteren Tel ernestate.s 


O. Reg. 233/53, Form 3. 
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TABLE 1 
APPLICABLE SECTIONS OF ACT 
Communicable Diseases Sections of the Act 
Item = 

be Column 1 Col. 2 | Col. 3 | Col.4 | Col. 5 | Col. 6 | Col. 7 

1 ACHDOMYCOSIS..c.1.% « 4G cosas « fie se Steals 62 66 68 70 

2 JNaTE stg: eM, Beas: pari. ane tran rector arege ee oct: 62 66 68 70 

3 | HAINOEDIG GY SCHUCHY. was, feos i-c «ole are etakele 62 64 66 68 70 

4 | INSIAtIOFCHO Leta. -s xynssetedeisags "tosses ee 62 63 66 68 70 

5 Baeillary Gysentery.ae «+= 5s ete ainetee 62 64 66 68 70 

Gy ale @HIGK en POA er cese weet arsed tte evecare 62 66 68 70 

7 Diphtheriaa ere cera eits = fete tea 62 63 66 68 70 

8 | Epidemic influenza... 0cc2 ow y co qneees os 62 

9 | Epidemic streptococcal sore throat...... 62 66 68 70 
10 DV sipelacie menace rics. 8 meets gee 62 66 68 70 
11 Certnanem easieser merece tae 62 66 68 70 
12 Glan dens's recaeteteya s cciutiesstousit abides: ee uses 62 66 68 70 
13 Infectious mauUnGice recs nec ere sco ee 62 66 68 70 
14 EEDFOSVi trace Sera ks he a Wee 66 68 70 
15 WeasleSmem ate near tt orton ee ee 62 66 68 70 
16 Meningo-coccal meningitis............. | 62 63 66 68 70 
EME rete tere” Son Fs Mock sce 62 66 68 70 
18 | Ophthalmia neonatorum............... 62 66 68 70 
19 Paratyphoid fever A.B.C.............. 62 64 66 68 70 
20 | PAR Cerne ciala corbin amon omen 62 63 66 68 70 
21 olomiyeliticn done coe Geir eer 62 63 66 68 70 
Pin PESILLACOSISE erciom on sper shee diet tate ay Neco een 62 66 68 70 
23 | Puerperal sepsis... -. <5 vs seccaveeacvds 62 66 68 70 
24 Ra Dies ate cic reo ay Merete onerepe eee 66 68 70 
25 Rocky Mountain spotted fever......... 66 68 70 
26 WdlmonellOSige Nae noe .<ciate cen wee 62 66 68 70 
OTe Wie See ee $eUebt. ou ti dks calawe ns aoe 1) (ope 66 68 70 
28 Sita lO x ieee ie ater coe oie. ae | 62 63 66 68 70 
PORN Wateeceubedtiee 2s 5.700 Rn asnko ce 66 68 70 
30 SPAR GMa) oar eater Coenen Care et 66 68 70 
31 iy PHO Lev elena nce ace os his ae oe 62 64 66 68 70 
Boh 8 Scat teen be Nett ee aL | 62 63 66 68 70 
oe Mudilantifever sacs er ru aees Cone nne 66 68 70 


O. Reg. 233/53, Table 1. 
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Regulation 506 


under The Public Health Act 


EATING ESTABLISHMENTS 


INTERPRETATION 


1. In this Regulation, 


(a) 


(b) 


(c) 


(d) 


(e) 


(f) 


(g) 


(h) 


(4 


Ww 


(7) 


“eating establishment’? means any premises 
where food is offered for sale or sold to the 
public for immediate consumption thereon, 
but does not include premises where no food 
ee than bottled drinks is offered for sale or 
sold; 


“employee’’ means a person who, 


(i) is employed in an eating establishment, 
and 


(ii) handles or comes in contact with any 
utensil or with food during its prepara- 
tion, service or storage; 


“food”’ means food or drink for human con- 
sumption; 


“lunch counter’? means an eating establish- 
ment that, 


(i) has a public seating accommodation 
for not more than fifteen persons, or 


(ii) is located in any premises where mer- 
chandise other than candy, tobacco or 
other merchandise incidental to the 
sale of food is sold or offered for sale; 


“operator’’ means a person who by himself or 
his agent owns or operates an eating establish- 
ment; 


“refreshment stand’’ means an eating estab- 
lishment where food, prepared without cook- 
ing for immediate consumption by the public, 
is sold or offered for sale; 


“restaurant”? means an eating establishment 
that has a public seating accommodation for 
more than fifteen persons and is exclusively 
engaged in the offering for sale or the selling of 
food to the public and includes an eating 
establishment located in any building where, 


(i) merchandise other than candy, tobacco 
or other merchandise incidental to the 
sale of food is sold or offered for sale, 
and 

(ii) the eating establishment is located in a 

separate room enclosed by walls from 

floor to ceiling, except for the entrances 
and exits; 


“single-service container’ means any con- 
tainer for food that is used only once by the 
operator in the sale of the food; 


“sterilization’’ means bactericidal treatment, 
and ‘‘sterilize’’ and ‘‘sterilizing’’ have a cor- 
responding meaning; 


“utensil’’ means any article or any equipment 
used in the preparation, service or storage of 
food, except a single-service container. C.R.O. 
1950, Reg. 332, s. 1. 


CONSTRUCTION 


2. Every eating establishment shall be so con- 
structed that, 


(a) 


(0) 


(c) 


(d) 


(e) 


(f) 


(h) 


it is free from every condition that may, 
(i) 
(11) 


be dangerous to health, 


injuriously affect the sanitary opera- 
tion of the establishment, 

(iii) injuriously affect the wholesomeness of 
the food prepared, served or stored 
therein, or 


(iv) 


no sleeping-quarters open directly into any 
room in which food is stored or prepared; 


cause disgust; 


a separate room, compartment, locker or cup- 
board is provided for keeping wearing apparel 
of employees; 


the floors and floorcoverings are tight, smooth 
and non-absorbent in rooms where, 


(i) food is prepared, served or stored, 
(ii) utensils are washed, or 


(iii) washing fixtures and toilet fixtures are 
located; 


the walls and ceilings of the rooms and passage- 
ways may be readily cleaned and the painting 
and decorating or treatment maintained in 
good condition; 


all rooms and passageways are well lighted and 
ventilated; 


no toilet room opens direct into any room used 
for the preparation or storage of food, and the 
toilet rooms are fitted with full-length self- 
closing doors; and 


all openings to the outside are screened or 
fitted with other devices to repel or prevent 
the entrance of flies, insects, rodents and 
vermin. C.R.O. 1950, Reg. 332, s. 2. 


EQUIPMENT 


3. Any article or any equipment that is used in 
the preparation, service, storage or display of food 
shall be of sound and tight construction and kept in 


good repair. 


C.R.O. 1950, Reg. 332, s. 3. 


4.—(1) Every eating establishment shall be pro- 
vided with, 


(a) 


(0) 


(¢) 


(d) 


a supply of water adequate for efficient 
operation, the quality of which is satisfactory 
to the medical officer of health; 


subject to section 5, dish-washing facilities 
as prescribed by this Regulation; 


separate hand-washing facilities for employees, 
in a convenient location; 


subject to section 5, toilets and washrooms 
as prescribed by this Regulation; 
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(e) adequate refrigerated space for the safe 
storage of perishable food; and 


(f) sufficient metal containers with metal covers 
for storing garbage and waste in a sanitary 
manner. 


(2) No non-potable water supply shall be used in 
any room where food is prepared, served or stored. 
C.R.O. 1950, Reg. 332, s. 4. 


5.—(1) Clause 6b of subsection 1 of section 4 does 
not apply to, 


(a) a refreshment stand; or 


(6) a lunch counter where only single-service con- 
tainers are used. 


(2) Clause d of subsection 1 of section 4 does not 
apply to, 


(a) an eating establishment located in a building 
where public washing and sanitary facilities 
are conveniently available; 


(b) a refreshment stand; or 
(c) any eating establishment that, 


(i) is open for business for a period of less 
than seven months in any one year; and 


(ii) is operated in connection with any 
exhibition, fair, carnival, race meeting 
or other public place of amusement or 
entertainment, 


where public washing and toilet facilities are 
available in a convenient location on the 
premises. C.R.O. 1950, Reg. 332, s. 5. 


6. Where an eating establishment is equipped with 
a drinking-fountain, the fountain shall be of sanitary 
design and construction. C.R.O. 1950, Reg. 332, s. 6. 


7. Suitable racks or shelves shall be provided for 
the storage of food and no shelves or racks shall be 
placed less than ten inches above the floor. C.R.O. 
1950, Reg. 332, s. 7. 


8. All refrigerators and refrigerated space shall 
ee removable racks and trays. C.R.O. 1950, Reg. 
BEWARE oe 


9.—(1) No cups, glasses or dishes that are chipped 
or cracked shall be used in the preparation, service or 
storage of food. 


_ (2) No utensil in such condition as to prevent effec- 
tive cleansing and sterilizing shall be used in the pre- 
paration, service or storage of food. C.R.O. 1950, 
Reg. 332, s. 9. 


MAINTENANCE 


10. All furniture, equipment and appliances in any 
room in which food is prepared, served or stored shall 
be so constructed and arranged as to permit thorough 
cleaning, and the maintenance of the room in a clean 
and sanitary condition. C.R.O. 1950, Reg. 332, s. 10. 


11. Every room where food is prepared, served or 
stored shall be kept free from materials and equipment 
not regularly used in the room. C.R.O. 1950, Reg. 332, 
s. di 


12. No person shall, 


(a) use for sleeping purposes any room where 
food is prepared, served or stored; 


(b) place any wearing apparel in any room in 
which food is prepared or stored, unless in a 
separate cupboard or locker; or 


(c) permit any live animal, live bird or live fowl 
in any room in which food is prepared. C.R.O. 
1950, Reg. 332, s. 12. 


13. Every eating establishment shall be swept in 
such manner as to prevent contamination of food pre- 
pared, served or stored therein. C.R.O. 1950, Reg. 
332,0sy 13: 


14. Single-service containers, cones and straws shall 
be covered or kept in such manner and place as to 
prevent contamination. C.R.O. 1950, Reg. 332, s. 14. 


15. Milk shall be served in or from, 
(a) the original bottle; or 


(6) the original sealed container equipped with an 
automatic dispensing device, 


as received from the distributor. C.R.O. 1950, Reg. 
S32 sa: 


16. All food shall be protected by means of enclosed 
cases, cabinets or shelves against filth, flies, dust, dirt, 
insects, vermin, rodents and any contamination or 
foreign substance. C.R.O. 1950, Reg. 332, s. 16. 


17. Food shall be stored in such manner that odours 
and flavours are not transferred from one type of food 
to another. C.R.O. 1950, Reg. 332, s. 17. 


18.—(1) Food that is readily susceptible to spoil- 
age and the action of toxin-producing organisms shall 
be kept under refrigeration. 


(2) Refrigerated space shall be maintained at a 
temperature not higher than 50° F. 


(3) Refrigerators and storage rooms shall be kept 
clean and in a sanitary condition, and all interior sur- 
faces, racks and trays shall be thoroughly cleansed at 
least once a week.. C.R.O. 1950, Reg. 332, s. 18. 


19.—(1) Garbage containers shall be kept in such 
a place and manner as to preclude odours on the 
premises. 


(2) All garbage and waste shall be removed from 
the premises at least twice weekly and oftener if neces- 
sary to maintain a sanitary condition. 


(3) Containers of garbage or wastes, when filled, 
shall be removed from any room in which food is pre- 
pared, served or stored, and, unless daily collection- 
service is provided, shall be placed in a separate room, 
compartment or bin so constructed and maintained as 
to exclude insects, rodents and vermin. C.R.O. 1950, 
Reg. 332, s. 19. 


20. Any room where food is cooked shall be pro- 
vided with adequate means for the escape of smoke, 
gases and odours to the outside. C.R.O. 1950, Reg. 
332.6. 20) 


_ 21. Walls, ceilings and equipment shall be protected 
from grease or food particles by, 


(a) placing cooking equipment in a suitable loca- 
tion; or 


(b) using a shield, canopy or other device of non- 
absorbent material. C.R.O. 1950, Reg. 332, 
ae PAE 


_  22.—(1) Table-cloths, napkins and serviettes used 
in any eating establishment shall be clean and in good 
condition. 
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(2) No napkin or serviette shall be used at any 
time unless it has been laundered before its use. C.R.O. 
1950, Reg. 332, s. 22. 


23. Cloths and towels used for washing, drying or 
polishing utensils shall be, 


(a) of suitable material; 
(b) in good condition; 
(¢) clean; and 


GERsO; 


(d) used for no other purpose. 
Reg. 332)'s: 23. 


1950, 


PERSONNEL 


24.—(1) Every operator or employee who handles 
or comes into contact with any utensil or with any 
food during its preparation, service or storage shall, 


(a) be clean; 
(6) wear clean outer garments; 


(c) be free from and not a carrier of any disease 
that may be spread through the medium of 
food; 


(d) satisfy the medical officer of health of the 
municipality in which the eating establishment 
is situated as to his freedom from the diseases 
mentioned in clause c; and 


(e) submit to such medical examination and tests 
as the medical officer of health or the Minister 
requires. 


(2) No person shall work in an eating establishment 
who has any abrasion or other skin condition that may 
contaminate food. C.R.O. 1950, Reg. 332, s. 24. 


25. Every person engaged in handling food shall 
use all reasonable means to avoid personal contact 
therewith, and to remove from his person any substance 
that may contaminate the food. C.R.O. 1950, Reg. 
Sa2 Sloe 


26. Where an operator knows or has reason to sus- 
pect that any employee is violating section 24 or 25 
or is working in the eating establishment contrary to 
the provisions of Regulation 505 of Revised Regulations 
of Ontario, 1960, the operator shall notify the medical 
officer of health. C.R.O. 1950, Reg. 332, s. 26. 


SANITARY FACILITIES 


27. Subject to sections 5, 31 and 33, every eating 
establishment shall provide washrooms and_ toilet 
rooms, one or more for males and one or more for 
ee the use of the public. C.R.O. 1950, Reg. 
SPA CE Oh 


28.—(1) The washrooms referred to in section 27 
shall be equipped with, 


(a) a basin; 
(6) an adequate supply of potable water; 


(c) a constant supply of soap in a suitable con- 
tainer or dispenser; 


(d) clean towels for the use of each person using 
the washing facilities; and 


(e) a suitable receptacle for used towels and waste 
material. 


(2) The toilet rooms referred to in section 27 shall 
be equipped with a water closet in good working order 
and a supply of toilet paper. C.R.O. 1950, Reg. 332, 
Sa 255 


29. Washrooms and toilet rooms may form one 
room. C.R.O. 1950, Reg. 332, s. 29. 


30. Every washroom and toilet room shall be, 


(a) conveniently located and accessible to the 
public and employees; 


(6) without direct access to any room in which 
food is prepared or stored; 


(c) equipped with full-length self-closing doors; 


(d) free from any condition that may cause dis- 
gust; 


(e) provided with lighting, either natural or arti- 
ficial, of not less than ten foot candles, and 
adequate ventilation; 


(f) provided with facilities for removal of odours; 
and 


(g) kept clean and sanitary and in good repair. 
C.R.O. 1950, Reg. 332, s. 30. 


31. Where privies are used, they shall be separated 
from any other building and be fly-tight and equipped 
with self-closing doors. C.R.O. 1950, Reg. 332, s. 31. 


32. All washbasins and toilet facilities shall be 
washed and treated with a suitable disinfecting solution 
at least once in every twenty-four hours and oftener if 
necessary to maintain them in a sanitary condition. 
C.R.O. 1950, Reg. 332, s. 32. 


33. Every lunch counter with seating accommoda- 
tion for not#more than fifteen persons shall provide at 
least one washroom and at least one toilet for the use of 
the public. C.R.O. 1950, Reg. 332, s. 33. 


CLEANSING AND STORAGE OF UTENSILS 


34.—(1) The equipment and facilities for the 
cleansing and sterilizing of utensils shall consist of an 
ample supply of potable hot and cold water, and, 


(a) mechanical equipment so designed and oper- 
ated that all utensils are adequately cleansed 
and sterilized; or 


(b) manual equipment consisting of, 


(i) at least two sinks or containers of non- 
corrodible metal or porcelain of suffi- 
cient size to ensure thorough cleansing 
and sterilizing; and 


(ii) draining racks of material that is not 
corrodible. C.R.O. 1950, Reg. 332, 
s. 34 (1). 


(2) Notwithstanding clause 6 of subsection 1, 


where, 


(a) any premises has not been operated as an 
eating establishment before the Ist day of 
July, 1958, and is opened for business as an 
eating establishment on or after that date; 
and 


(b) manual equipment is used, 
the operator thereof shall provide at least three sinks 


of the kind and size mentioned in clause 6 of subsection 
1. C.R.O. 1950, Reg. 332, s. 34 (2); O. Reg. 182/57, s. 1. 


35. All utensils for serving or preparing food shall 
be cleansed and sterilized each time before being used. 
C.R.O. 1950, Reg. 332, s. 35. 
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36. All utensils shall be, 
(a) washed in a detergent solution that is, 


(i) capable of removing grease and food 
particles, and 


(ii) maintained at a temperature of at least 
110° F.; and 


(b) sterilized and rinsed in accordance with this 
Regulation. C.R.O. 1950, Reg. 332, s. 36. 


37. Where, 


(a) manual equipment is used and the eating 
establishment has been carrying on business 
before the 1st day of July, 1958, utensils shall 
be, 


(i) washed in the first sink, in a detergent 
solution as prescribed by clause a of 
section 36; and 


(ii) sterilized in the second sink, as pre- 
scribed by section 39; and 


(b 


~— 


manual equipment is used and the eating 
establishment is opened for business on or 
after the Ist day of July, 1958, utensils shall 
be, 


(1) washed in the fist sink, in a detergent 
solution as prescribed by clause a@ of 
section 36, 


(11) rinsed in the second sinkan clean water 
at a temperature of at least 110° F., 
and 


(ii 


sterilized in the third sink, as prescribed 
by section 39. C.R.O. 1950, Reg. 332, 
SiS OrsRegalS2/ 52s 2n (lene): 


38. Notwithstanding subsection 1 of section 34 
and section 37, the operator of every eating establish- 
ment where manual equipment is used shall provide at 
least three sinks and shall cleanse and sterilize utensils 
in the manner prescribed by clause 0 of section 37. 
C.R-O, 1950, Reg. 332) s) 380. Reg. 182/57, s: 3. 


39.—(1) Utensils shall be sterilized by, 


(a) immersion in water at a temperature of at 
least 170° F. for at least two minutes; 


(6) immersion in a chlorine solution of not less 
than 100 parts per million available chlorine at 
a temperature of not lower than 110° F. for at 
least two minutes; or 


(c) immersion in a solution contaning a quarter- 
nary ammonium compound having a strength 
of at least 200 parts per million at a tempera- 
ture of not less than 110° F. for at least two 
minutes. 


(2) No quarternary ammonium compound or other 
sterilizing agent shall be used unless convenient tests 
of the strength of the agent can be employed by the 
operator. C.R.O. 1950, Reg. 332, s. 39. 


40.—(1) Where mechanical equipment is used, all 
utensils shall be rinsed in clean water at a temperature 
of at least 170° F. for at least two minutes, but, where 
the temperature exceeds 170° F., the time may be 
reduced, if the bacterial results comply with the 
standards referred to in section 41. 


(2) Mechanical equipment shall be equipped with 
a thermostat control. C.R.O. 1950, Reg. 332, s. 40. 


41. The cleansing and sterilizing of utensils shall 
meet recognized public-health standards, and the plate 
count shall not exceed 100 bacteria per utensil when 
tested in accordance with the standard plate test, 
utilizing the swab technique. C.R.O. 1950, Reg. 332, 
s. 41. 


42.—(1) Where chemical sterilization is employed, 
the operator shall use suitable testing equipment and 
shall make tests often enough to ensure that the correct 
amount of chemical is in solution. 


(2) The sterilizing solution shall be completely 
changed often enough to prevent soiling of the utensils. 
C.R.O. 1950, Reg. 332, s. 42. 


43. After being cleansed and sterilized, utensils 
shall be kept in such place and manner as to prevent 
contamination. C.R.O. 1950, Reg. 332, s. 43. 


CLOSING EATING ESTABLISHMENTS 


44.—(1) Where the local board or the medical 
officer of health finds in an eating establishment that a 
condition exists that is or may become dangerous to 
health or may hinder in any manner the prevention, 
mitigation or suppression of disease, the local board or 
the medical officer of health may order that the eating 
establishment be closed and remain closed until the 
condition has been rectified. 


(2) Within twenty-four hours after issuing the order, 
the local board or the medical officer of health shall 
give written notice thereof to the operator, together 
with the reasons for the closing. 


(3) Where a licence has been issued to the eating 
establishment, the local board shall also give the notice 
and the reasons referred to in subsection 2 to the 
authority that issued the licence. C.R.O. 1950, Reg. 
332, s. 44. 


INSPECTION 


45.—(1) Except in the cases mentioned in section 
44, where an eating establishment has been inspected, a 
report of the inspection shall be made to the medical 
officer of Health. 


(2) Where the inspection discloses that the eating 
establishment is not complying with this Regulation, 
the medical officer of health shall send a copy of the 
report or other notification to the operator. C.R.O. 
1950, Reg. 332, s. 45. 
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Regulation 507 


under The Public Health Act 


FROSTED-FOOD LOCKER PLANTS 
INTERPRETATION 
1. In this Regulation, 


(a) “chill room’’ means a refrigerated room in 
which food is chilled or aged before being 
sharp frozen and placed in a locker; 


(6) ‘Director’ means the Director of the Environ- 
mental Sanitation Division of the Department 
of Health, or any other person designated by 
the Minister to act for the Director; 


(c) “food’’ means food for human consumption; 


(d) “‘locker’’ means an individual section or com- 
partment for the storage of food in a locker 
plant; 


{e) “locker plant’? means any premises in which 
space in individual lockers is rented or other- 
wise made available for the storage of frozen 
food, and that has facilities for the preparation 
for storage of the food; 


(f) “sharp freeze’’ means the rapid freezing of 
food in a room or compartment specially 
designed and equipped for rapid freezing; 

(g) ‘‘operator’” means a person who, by himself 
or his agent, owns or operates a iocker plant. 
C.R.O. 1950, Reg. 334, s. 1; O. Reg. 159/57, 
Sal? 

LICENCE 
2. No person shall maintain or operate a locker 
plant unless he is the holder of a licence therefor issued 


by the Minister under this Regulation in Form 1, upon 
application therefor in Form 2. C.R.O. 1950, Reg. 334, 
SH 2s 


3.—(1) An application for a licence shall, 
(a) be in writing; and 


(6) be accompanied by the licence fee. 


(2) The licence fee for a locker plant is $4. C.R.O. 
1950, Reg. 334, s. 3. 


4. The Minister may issue a licence upon, 
(a) receipt of the prescribed application; 


(b) compliance with the provisions of this Regu- 
lation; and 


(c) receipt of the prescribed fee. C.R.O. 1950, 


Reg. 334, s. 4. 
5. A licence, 


(a) applies only to the locker plant specified 
therein; 


(b) expires on the last day of the year in which it 
is issued; and 


(c) is transferable only with the approval of the 
Minister. C.R.O. 1950, Reg. 334, s. 5S. 


6. The Minister may, upon payment of the pre- 
scribed fee, renew any licence if the locker plant com- 
plies with this Regulation. C.R.O. 1950, Reg. 334, s. 6. 


7. The Minister may suspend or revoke any licence 
if the locker plant does not comply with this Regula- 
tion. C.R.O. 1950, Reg. 334, s. 7. 


INSPECTION 


8. Every operator shall permit the Director or any 
other person designated by the Director to have access 
to and to inspect the locker plant at all reasonable times. 
C.R.O. 1950, Reg. 334, s. 8. 


CONSTRUCTION 


9. No person shall establish, erect, reconstruct, alter 
or enlarge a locker plant except in comformance with 
this Regulation. C.R.O. 1950, Reg. 334, s. 9. 


10. A locker plant shall, 


(a) be located in a place free from any objection- 
able conditions, including smoke, fumes, dust, 
odours, flies and any conditions that might 
injuriously affect food, and shall have ready 
ingress to and egress from every building; 


(6) be free from conditions that might injuriously 
affect the efficient operation of the plant or the 
products stored therein; 


(c) be constructed and finished in such manner 
that it can be maintained in a clean and 
satisfactory condition; 


(d) be provided with refrigeration facilities ade- 
quate to maintain the temperatures prescribed 
by this Regulation; and 


(e) be well lighted. C.R.O. 1950, Reg. 334, s. 10. 
11. Every locker plant shall contain, 
(a) asharp freeze room or compartment; 


(6) rooms and facilities for cutting, preparing and 
wrapping food; 


(c) a chill room for chilling or cooling carcasses in 
plants where freshly killed carcasses are 
accepted; 


(d) toilet rooms for employees; 
(e) dressing rooms for employees; and 


(f) such other accommodation as is prescribed by 
this Regulation. C.R.O. 1950, Reg. 334, s. 11. 


12.—(1) The interiors of locker plants shall be ot 
such construction that they can be maintained in a 
clean and sanitary condition. 


(2) All walls and ceilings of rooms in which food is 
prepared or stored shall be finished with a material 
that is impervious to moisture and that can be readily 
cleaned. C.R.O. 1950, Reg. 334, s. 12. 


13. The public entrance to the locker room shall 
not open directly to the outside of the building, but a 
waiting room or vestibule shall be provided. C.R.O. 
1950, Reg. 334, s. 13. 
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EQUIPMENT 


14. Every locker plant shall provide at least 200 
lockers of standard size, containing not less than six 
cubic feet each or storage of at least 1,200 cubic feet. 
C.R.O. 1950, Reg. 334, s. 14. 


15.—(1) The lockers shall be so constructed as to 
protect the contents from contamination, deterioration, 
injury and rodents. 


(2) Lockers with perforated bottoms shall be pro- 
vided with suitable liners or trays of unperforated 
material. C.R.O. 1950, Reg. 334, s. 15. 


16. All chill rooms shall be equipped with sanitary 
hangers spaced so as to prevent the carcasses from 
coming into contact with each other or the walls of 
the rooms. C.R.O. 1950, Reg. 334, s. 16. 


17. Sufficient wall shelves shall be provided so that 
no articles or containers are left on the floor. C.R.O. 
1950, Reg. 334, s. 17. 


18. Metallic drip-pans shall be used where necessary 
to collect drip. C.R.O. 1950, Reg. 334, s. 18. 


19.—(1) Every locker plant shall be equipped with 
at least one gas-mask suitable for use in an atmosphere 
contaminated by such refrigerants as are obnoxious. 


(2) The gas-mask shall be kept ina readily accessible | 


place. C.R.O. 1950, Reg. 334, s. 19. 

20. Every locker plant shall have available a supply 
of water adequate for the efficient operation of the 
locker plant and of a quality that is satisfactory to the 
Director. C.R.O. 1950, Reg. 334, s. 20. 


MAINTENANCE 


21.—(1) The premises, surroundings and all rooms 
of locker plants shall at all times be maintained in a 
clean and sanitary condition. 


(2) All equipment and utensils used for handling 
food shall be of such material and so constructed that 
they can be easily and thoroughly cleaned. C.R.O. 
L950) Reg 934, Ss. 212 


22. All equipment and utensils shall be cleaned 
before being put to use and at the end of each day’s 
use, and shall be kept in a sanitary condition at all 
times. C.R.O. 1950, Reg. 334, s. 22. 


23. Lockers shall be thoroughly cleaned before they 
are rented or otherwise made available to patrons. 
C.R.O. 1950, Reg. 334, s. 23. : 


24.—(1) All food shall be protected against filth, 


flies, dust, dirt, insects, vermin, rodents and any con- | 


tamination or foreign substances. 


(2) All openings to the outside of the locker plant 
shall be effectively screened from the 1st day of May 
to the Ist day of November, and all openings between 
rooms shall be equipped with full-length, self-closing, 
tight-fitting doors. C.R.O. 1950, Reg. 334, s. 24. 

25. No person shall, 

(a) accept or store decomposed or spoiled food 
in any locker plant; or 
(b) store food in such condition or in such manner 
as to cause injury to or deterioration of food in 


an adjacent locker. C.R.O. 1950, Reg. 334, 
S25; 


26. Where the Director or any person designated by | 


him or the medical officer of health finds any spoiled 
food in a locker plant, he may order the operator to 
have it removed. C.R.O. 1950, Reg. 334, s. 26. 
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27. An operator shall promptly remove from the 
premises and dispose of, in a sanitary manner, spoiled 
food or waste or offal incidental to the cleaning, storing 
or preparation of food for storage. C.R.O. 1950, 
Reg. 334, s. 27. 


28. No person shall use tobacco in a room where 
food is processed or stored. C.R.O. 1950, Reg. 334, 
s. 28. 


29. No person shall, 
(a) use as a living room or sleeping room; or 


(b) permit a dog or cat or any live animal to 
enter, 


a room used for the preparation, processing, storage 
or display of food. C.R.O. 1950, Reg. 334, s. 29. 


30.—(1) All waste and drainage from the operation 
of any locker plant shall be disposed of in a sanitary 
manner. 


(2) Refuse shall not be permitted to accumulate in 
the plant or on or near the premises except in properly 
covered containers or receptacles, which shall be emp- 
tied frequently. C.R.O. 1950, Reg. 334, s. 30. 


ACCESS TO LOCKERS 


31. The operator, medical officer of health or Direc- 
tor or any person desingated by him may enter any 
locker for the purpose of inspection. C.R.O, 1950, 
Reg. 334, s. 31. 


32. No patron of a locker plant shall, 
(a) enter a locker rented to another patron; or 
(6) handle any food belonging to another patron, 
C.R.O. 1950, 


unless so authorized by the other patron. 
Reg. 334, s. 32.- 


FOOD OTHER THAN FOOD FOR HUMAN CONSUMPTION 


33. No food or substances other than food for 
human consumption shall, 


(a) be stored in the chill room, sharp freeze room 
or compartment, or locker room of any locker 
plant; or 


(b) be permitted to come in contact with the 
equipment used for processing food for human 
consumption. C.R.O. 1950, Reg. 334, s. 33. 


PLANT PERSONNEL 


34.—(1) Every person whose work brings him into 
personal contact with food during its manufacture, 
preparation, processing or storage shall, 


(a) be clean; 


(b) wear clean washable outer garments and a 
suitable cap or other head covering for his 
work only; 

(c) be free from and not a carrier of any disease 

that may be spread through the medium of 

food; 

(d) satisfy the medical officer of health of the mun- 

icipality in which the locker plant is situated 

as to his freedom from the diseases mentioned 
in clause c; and 


submit to such examinations and tests as the 
medical officer of health or the Minister 
requires. 
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(2) No person shall work in a locker plant who, 


(a) has any communicable skin-disease or infected 
wound; or 


(6) resides in a house where communicable disease 
exists, 


unless he has obtained a certificate from the medical 
officer of health. C.R.O. 1950, Reg. 334, s. 34. 


35. Every person engaged in handling food shall 
avoid contact with any substance that might con- 
taminate the food. C.R.O. 1950, Reg. 334, s. 35. 


36.—(1) Every locker plant shall, for the use of the 
employees, be equipped with, 


(a) washing facilities that are conveniently located 
and provided with adequate soap and hot 
and cold water; 


(b) clean towels of such kind and quantity that 
not more than one employee will use the same 
towel; 

(c) adequate dressing rooms, separate for each sex, 
where employees may change and store their 
clothing in clean and sanitary conditions; and 

(d) as many toilet rooms, separate for each sex, as 
are necessary and that comply with subsection 

(2) Every toilet room shall be, 

(a) conveniently located without direct access to 
any room in which foods are prepared, pro- 
cessed, chilled, frozen or stored; 

(6) equipped with full-length doors; 


(c) properly equipped with sanitary facilities; and 


(d) provided with adequate ventilation and light- 
ing. 


(3) Where privies are used, they shall be separated 
from any other building and be fly-tight and equipped 
with self-closing doors. 

_ _ (4) All toilet and washing facilities and the rooms 

in’which they are placed shall be kept clean and sani- 

tary and in good repair. C.R.O. 1950, Reg. 334, s. 36. 
STORAGE 


37. Before being placed in a locker for storage, all 
food shall be, 


(a) inspected by the operator; 

(6) wrapped or packed as prescribed by section 40; 

(c) identified by marking the wrapped package 
with the patron’s locker number and date of 
wrapping; 

(d) processed as prescribed by section 40; and 

C.R.O. 1950, Reg. 334, s. 37. 


(e) sharp frozen. 


38. Upon receiving any fresh carcasses of meat, 
every operator shall, 


(a) tag or stamp the carcass for identification; 

(b) cause the carcass to be suitably cleaned; and 

(c) place the carcass in the chill room for at least 
twenty-four hours and such further period of 


time as is required for the carcass to cool. 
C.R.O. 1950, Reg. 334, s. 38. 


39. When applying marks directly to food, every 
operator shall use only non-toxic ink or other harmless 
substance. C.R.O. 1950, Reg. 334, s. 39. 


40.—(1) Before being frozen all meat shall be 
wrapped in water-resistant paper. 


(2) Before being stored in any locker, all fish shall 
be eviscerated properly, frozen and wrapped or glazed 
and shall be so handled as to protect equipment and 
other stored food from fish flavours and odours. 


(3) Before being frozen, all vegetables shall be 
cleaned, blanched and immediately thereafter cooled 
with cold water and packed in suitable containers for 
freezing. 


(4) Before being frozen, all fruits shall be cleaned 
or washed and packed in suitable containers for freezing. 
C.R.O. 1950, Reg. 334, s. 40. 


41. Liquids shall be placed in waterproof containers 
in order to protect other locker contents from damage 
in case of breakage or spoiling. C.R.O. 1950, Reg. 334, 
s. 41. 


REFRIGERATION EQUIPMENT 


42. The refrigeration equipment for a locker plant 
shall be provided with accurate and reliable controls 
for the automatic maintenance of uniform temperatures 
as required in the different refrigerated rooms, and 
shall be of adequate capacity to provide, under extreme 
conditions, the temperatures in the different rooms 
as prescribed in section 43. C.R.O. 1950, Reg. 334, 
s. 42. 


43.—(1) The following temperatures shall be main- 
tained in each of the rooms mentioned hereunder: 


1. Chill room, +32° to 42° F. 


2. Sharp freeze room or sharp freeze compart- 
ment, 


(a) —10° F. or lower; 


(b) 0° F. or lower when rapidly moving 
forced air circulation in employed, 


with a tolerance of 10° F. for a reasonable 
time after unfrozen food is placed therein for 
freezing. 


3. Locker room, not above 0° F. with a tolerance 
of +5° F. for reasonably short periods. 


(2) The temperatures prescribed by subsection 1 
shall not be construed to prohibit such variations as 
are necessary during the short periods of time required 
for defrosting operations. C.R.O. 1950, Reg. 334, 


s. 43. 


44.—(1) Every refrigerated room in a locker plant 
shall be provided with a direct reading thermometer of 
known accuracy. 


(2) The sensitive bulbs of thermometers in refriger- 
ated rooms shall be placed not less than five feet from 
any door or cooling unit, and not less than five feet 
above floor level and in such location that the average 
temperature of the room will be registered. 


(3) Every locker room in a locker plant shall be 
provided with a self-recording thermometer. 


(4) The indicating or recording mechanism shall be 
placed where it can be conveniently observed by the 
patrons outside the locker room. C.R.O. 1950, Reg. 334, 
s. 44, 


45. The charts or temperature records of thermo- 
meters shall be changed each week, properly dated, 
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signed by the operator and shall be preserved at the 
plant for a period of at least one year, unless they are 
requested by the Director within that time. C.R.O. 
1950, Reg. 334, s. 45. 


46. The self-recording thermometer shall meet the 
following specifications: 


1. The scale range of the instrument shall be at 
least from —10° F. to +40° F. 


2. The temperature represented by the smallest 
scale division on the chart shall be 2° F. or less. 


3. The accuracy of the thermometer shall be 
within 1° plus or minus at 0° F. 


4. The pen movement over 5° F. must not be 
less than one-eighth of an inch. 


5. The pen-arm device shall be designed to give a 
line not to exceed the space representing 1° F. 
on the chart. 


6. The chart shall make one complete revolution 
in seven days, shall be graduated hourly and 
daily and shall be not less than eight inches in 
diameter. 


7. The lowest temperature reading shall be re- 
corded on the outer edge of the chart. 


8. The chart rotating device shall be fitted with 
perforating pins preventing rotation of the 
chart except by means of the clock in the case. 
C.R.O. 1950, Reg. 334, s. 46. 


47. Vhe case for the thermometer shall be locked 
Mo the thermometer isin use. C.R.O. 1950, Reg. 334, 
s. 47. 


48.—(1) Every operator shall keep an accurate 
record of, 


(a) the name and address of each patron renting a 
locker or storing food; 


(6) the period for which each locker is rented, the 
charge therefor and the payments made there- 
on; and 


(c) the name of every patron who is engaged in the 
selling of food. 


(2) The records mentioned in subsection 1 shall 
be open for inspection by the Director or any person 
designated by him. C.R.O. 1950, Reg. 334, s. 48. 


49. Every patron who is engaged in the sale of food 
shall declare this fact to the operator. C.R.O. 1950, 
Reg. 334, s. 49. 


50. Every locker room shall be equipped with a 
noise instrument, placed in a satisfactory location for 
operation from within the locker room. C.R.O. 1950, 
Reg. 334, s. 50. 


Form 1 
The Public Health Act 


LICENCE FOR A FROSTED-FOOD 
LOCKER PLANT 


ehhiSieertittes, thal mere mens cht etc ate tere ks ce ee 


is licensed to maintain and operate a frosted-food 
lockeriplant atenl ahs. SA SP one 
for the year ending the 31st day of December, 19...., 
under The Public Health Act and the regulations in 
respect of premises for the public cold storage of food. 


Dated at Toronto, this..... Gayton s Se: AO 


Minister of Health. 


C.R.O. 1950, Reg. 334, Form 1. 


Form 2 
The Public Health Act 


APPLICATION FOR LICENCE FOR 
FROSTED-FOOD LOCKER PLANT 


(name of applicant) 


make(s) application to the Minister for a licence to 
maintain and operate a frosted-food locker plant at 


a Fe Phos Freee Ole w a laid tary Teepe ee wey wife ete lac loth ole Gla efiel ey al ev ©. em eee 


under The Public Health Act and the regulations there- 
under in respect of premises for the public cold storage 
of food for the year ending the 31st day of December, 


LOS pe 
Dated tates srt sete Ontario. chisin) sures day of 
hs eer eee , 19x, 
apy oie mee Bs sere 
“ow at (address) 


C.R.O. 1950, Reg. 334, Form 2. 
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Regulation 508 


under The Public Health Act 


GRANTS 
Part | 
DENTAL INSPECTION IN SCHOOLS 
1. In this Part, 

(a) “‘agreement’’ means an agreement entered into 
by a school board with a local board for dental 
inspection and dental treatment under sub- 
section 2 of section 96 of the Act; 


(6) ‘cost of dental inspection’’ means, 


(i) money paid by a local board for dental 
services, 


(ii) the cost of supplies, and 
(iii) the cost of dental equipment; 
(c) ‘‘dental inspection” includes dental treatment; 


(d) “Director” means the Director of Dental Ser- 
vices of the Department; 


(e 


Ww 


“grant’’ means the payment to a local board 
of money appropriated by the Legislature for 
dental inspection; 


(f) “population” means the population ascer- 
tained from the last revised assessment roll; 


(g) ‘‘secretary’’ means the secretary of the local 
board. C.R.O. 1950, Reg. 484, s. 1. 


SCHOOL DENTAL-SERVICE GRANTS 


2.—(1) Upon written application therefor, the 
Minister may make a grant to a local board that, 


(a) has made an agreement; and 


(b) has established dental inspection or increased 
the existing services for dental inspection since 
the 1st day of April, 1938. 


(2) Notwithstanding subsection 1, where a local 
board, 


(a) applied for a grant under Ontario Regulations 
44/44 and the application was approved there- 
under; and 


(b) has continued to receive a grant down to the 
21st day of November, 1950, 


the Minister may continue to make the grant in ac- 
cordance with this Part. C.R.O. 1950, Reg. 484, s. 2. 


3. The amount of the grant shall be, 


(a) 20 per cent of the cost of dental inspection, 
where the population under the jurisdiction of 
the local board exceeds 5,000; or 


(b) 30 per cent of the cost of dental inspection 
where, 


(i) the population under the jurisdiction of 
the local board is under 5,000, 


(ii) two or more townships have united for 
dental inspection, or 
board 


(ii) the jurisdiction of the local 


extends over a township, 


but the total grant paid to a local board in any one 
year shall not exceed $2,000. C.R.O. 1950, Reg. 484, 
S33 On Reg 203 /S525Sagh 


4.—(1) When a local board provides dental inspec- 
tion under subsection 1 of section 8, not more than 
one-tenth of the cost of equipment shall be included 
in the computation of the amount of any instalment 
of the grant referred to in section 7. 


(2) The secretary may include in each requisition 
one-tenth of the cost of the equipment. C.R.O. 1950, 
Reg. 484, s. 4. 


APPLICATION FOR GRANT 


5.—(1) The application for a grant shall be in 
Form 1. 


(2) The secretary shall submit the application to 
the Director with a copy of the agreement. C.R.O. 
1950, Reg. 484, s. 5. 


REQUISITION FOR PAYMENT OF GRANT 


6.—(1) When an application has been approved, the 
Director shall notify the secretary. 


(2) After receiving notice of approval, the secretary 
may submit a requisition to the Director on the Ist 
days of March, June, September and December of 
each year. 


(3) Where the local board provides dental inspection 
in accordance with subsection 1 of section 8, the 
requisition shall be in Form 2 but, where the local board 
does not so provide the dental inspection, the requisi- 
tion shall be in Form 3. C.R.O. 1950, Reg. 484, s. 6. 


7. After receipt of the requisition the grant shall be 
paid to the local board in instalments on the last days 
of March, June, September and December of each year. 
C.R.O. 1950, Reg. 484, s. 7. 


DENTAL INSPECTION 


8.—(1) Every local board receiving a grant shall 
provide, 


(a) the services of dentists; and 
(6) accommodation, equipment and supplies, 
for dental inspection. 
(2) The local board of a municipality having a 
population under 20,000 may arrange with the dentists 
engaged in the dental inspection to provide equipment 


and supplies for dental inspection. C.R.O. 1950, Reg. 
484, s. 8. 


REPORT OF DENTIST 
9.—(1) A dentist engaged in dental inspection shall 


on the 1st days of March, June, September and Decem- 
ber of each year prepare a report in Form 4 showing, 
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(a) the names of; 
(b) a description of the work done on; and 


(c) the time spent in performing the dental in- 
spection for, 


each pupil on whom the dentist has performed dental 
inspection during the preceding three months. 


(2) The dentist shall send a copy of the report to, 
(a) the local board; 


(b) the school board that has made the agreement; 
and 


(c) the Director, 


before the 15th day of the month in which the report 
was made. C.R.O. 1950, Reg. 484, s. 9. 


RECORDS OF SECRETARY 


10.—(1) The secretary shall keep a record of all 
receipts and disbursements made for dental inspection. 


(2) The Director may audit or cause to be audited 
the records of the secretary at any time. C.R.O. 1950, 
Reg. 484, s. 10. 


PART II 


Nrw-Born INFANT ACCOMMODATION 
11. In this Part, 


(a) “hospital” means a hospital approved under 
The Public Hospitals Act; 


(6) ‘new-born infant’’ means an infant born ina 
hospital, 


(1) who has not been removed therefrom, 
or 


(i1) who has been transferred therefrom to 
the nursery of another hospital; 


(c) “new-born infant accommodation grant” 
means a grant to a hospital toward the cost 
of a project; 


4é =, yy ~ ee js < ~ f a in 
(d) “nursery”? means accommodation in a hospital 
for new-born infants; 


(e) ““project’’ means a project undertaken by a 
hospital for the improvement of, 


(1) the nursery, or 


(ii) accommodation for use in the prepara- 
tion of food for new-born infants, 


by alteration or renovation, or both. O. Reg. 
69/60, s. 1. 


12. The Minister may pay a new-born infant ac- 
commodation grant to a hospital in accordance with 
this Part. O. Reg. 69/60, s. 2. 


13. An application for a new-born infant accom- 
modation grant shall be in Form 5 and shall be ac- 
companied by a sketch plan of the project. O. Reg. 
69/60, s. 3. 


14. A new-born infant accommodation grant shall 
not exceed, 


(a) $3,000; or 
(6) 50 per cent of the actual cost of the project, 


whichever amount is the lesser. O. Reg. 69/60, s. 4. 


15. No new-born infant accommodation grant shall 
be paid to any hospital until that hospital has submitted 
a certificate of the completion of the project in Fom 6. 
O. Reg. 69/60, s. 5. 


PART III 
POLIOMYELITIS 


16. Public hospitals approved under The Public 
Hospitals Act that are not eligible for a maintenance 
grant under Regulation 522 of Revised Regulations of 
Ontario, 1960 are designated as institutions to which 
the Minister may make contributions under section 57 
of the Act. O. Reg. 244/60, s. 1. 


17. The contribution is the amount that is payable 
to a hospital under section 4 of Regulation 522 of 
Revised Regulations of Ontario, 1960 and is payable 
for each visit for physiotherapy treatment for polio- 
myelitis or impairment of muscular function as a result 
of poliomyelitis of a person who is not a patient as 
defined in The Public Hospitals Act. O. Reg. 244/60, 
SZ: 


Form 1 
The Public Health Act 


APPLICATION FOR GRANT FOR DENTAL 


INSPECTION 


(name of local board) 
applies for a grant for dental inspection and dental 
treatment under the Act and states: 


1. Population of area under jurisdiction of local 
Od Ce ere st ee er een ee 
2. Schools receiving dental inspection: 
Approxi- 
| Number mate 
: of Number 
Name Location Pupils of Pupils 
in atten- | Requiring 
| dance Dental 
| Services 


3. The local board provides or proposes to provide 


dental inspection, 


(a) in accordance with subsection 1 of section 8 
of Part I of R.R.O. 1960, Reg. 508; or 


(6) in accordance with subsection 2 of section 8 
of Part I of R.R.O. 1960, Reg. 508 by arrange- 
ment with a dentist. 


Dated 


local board of health) 


C.R.O. 1950, Reg. 484, Form 1. 


Reg. 508 


PUBLIC HEALTH 


469 


Form 2 
The Public Health Act 


REQUISITION 


(name of local board) 
requires that an instalment of a grant be paid in the 
amount of $ DEW Cee ea per cent of 


the total cost of dental inspection during the preceding 
three months made up as follows: 


1. Total remuneration paid for dental services during 
the preceding three months: 


Remuneration for 


(Annual Remuneration preceding three months) 


2. Total cost of supplies used during the pre- 
ceding three months: 


3. Total cost of equipment 


(a) purchased since grant ap- 
proved: 


(b) purchase during the preced- 
ing three months: 


shots? ae Ge BAe pA en 
10% of total cost 
TOTAL ma 
CERTIFIED 
Dateditheulstrdaraonemamacet str LOE 


(signature of secretary of 
local board of health) 


APPROVED 


Director of Dental Services 


Dated 


C.R.O. 1950, Reg. 484, Form 2. 


Form 3 


The Public Health Act 
REQUISITION 


SS ee eee OE My el eee re ors ee requires that an instalment of a grant be paid in the amount of $.......... ; 
(name of local board) 

bein oer eeracyer per cent of the total cost of dental inspection during the preceding three months made up as 

follows: 


Name of Dentists 
Dental 


Number 
| of Hours 
Engaged in 


Services 


| Fee per Hour Cost 


| 


Brateduthenlst days Otsu rete ml Ons 
APPROVED 

Director of Dental Services 
WDACOG a ce ers are Screener sual Svar araloreveaanee sel 9i 


Total Cost of Dental Inspection 


CERTIFIED 


(signature of secretary of local board 


of health) 


C.R.O. 1950, Reg. 484, Form 3. 
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Form 4 
The Public Health Act 
REPORT OF DENTIST 
ptistis wt be LEPOLG One aie atae ae 4 s.5 sos e ice a duse ecient of the 


(name of municipality) 
[Hobqeroag eLapoual pKGN<) ONG bu akon acre PRE ReTG ahe Ren eREC RC Ener Cn 


Reg. 508 


..for the period of 


AKO 
siiveneocalsboardvor lealth olsen mi aceite aecees 
LENT patie RR Rake Ae Cnr at Ante art caret School Board 
The Director of Dental Services 
Fillings Extractions 
Names of 
Pupils on Name of Ex- Pro- | Treat- 
Date | Whom Work School amina-| phy- | ment Syn- 
Performed tion laxis Amal- |Tempo-| thetic | Decid- | Perma-| Time 
only gam rary | Porce-| uous | nent | Spent 
lain 
SS | 
POA LOGAN crite nea ene cat thcrer aera MO 


(signature of dentist) 


C.R.O. 1950, Reg. 484, Form 4. 
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Form 5 
The Public Health Act 


APPLICATION FOR A NEW-BORN 
INFANT ACCOMMODATION GRANT 


To the Minister of Health, 


Parliament Buildings, 
Toronto, Ontario. 


(name of hospital) 
applies for a new-born infant accommodation grant 


under the Act and the regulations upon the completion 
of a project for the improvement of accommodation for 
(a) new-born infants (J 
(b) the preparation of food for new-born infants (] 


1. Estimated cost of project: 


1 estimated Gost-ot alterauonk $02 ante. bee 


2. Date of commencement of project.............. 
3. Expected date of completion of project.......... 


4. Sketch plan of the project is attached. 


Chairman or Secretary of the Board 
O. Reg. 69/60, Form 1. 


Form 6 
The Public Health Act 


CERTIFICATE 


To the Minister of Health, 
Parliament Buildings, 
Toronto, Ontario. 


(name of hospital) 
applied for a new-born infant accommodation grant on 


(name of hospital) 
now certifies that the project mentioned in the applica- 
tion has been completed in accordance with the sketch 
plan submitted with the application and that: 


1. The actual cost of the project was: ............. 


2. Receipted accounts are attached as follows: 


and requests payment of the new-born infant accom- 
modation grant. 


Chairman or Secretary of the Board 


O. Reg. 69/60, Form 2, 
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Regulation 509 


under The Public Health Act 


HEALTH UNITS—AREAS THAT MAY BE 
INCLUDED IN HEALTH UNITS 


1. The Health Unit named in the heading of a 
Schedule may include the area in territorial districts 
described in the Schedule. O. Reg. 213/60, s. 1, 
revised. 


2. The townships referred to in the schedules are 
geographic townships. New. 


Schedule 1 


THE FORT WILLIAM AND DISTRICT 
HEALTH UNIT 


1. The following townships in the Territorial 
District of Thunder Bay: 
i. Devon. 
i. Forbes. 


iii. Fraleigh. 
iv. Goldie. 
v. Horne. 
vi. Lybster. 
vii. Marks. 
viii. Pearson. 
ix. Scoble. 


x. Strange. 


2. That part of the Territorial District of Thunder 
3ay described as follows: 


Beginning at the southwest corner of the Town- 
ship of Devon; thence northerly along the westerly 
boundary of the townships of Devon and Fraleigh to 
the northwest corner of the Township of Fraleigh; 
thence westerly along the southerly boundary of the 
Township of Strange to the southwest corner thereof; 
thence northerly along the westerly boundary of the 
Township of Strange to the northwest corner thereof; 
thence easterly along the northerly boundary of the 
Township of Strange to the southwest corner of the 
Township of Marks; thence northerly along the westerly 
boundary of the Township of Marks to the northwest 
corner thereof; thence easterly along the northerly 
boundary of the Township of Marks to the southwest 
corner of the Township of Conmee; thence northerly 
along the westerly boundary of the Township of Con- 
mee to the southeast corner of the Township of Horne; 
thence westerly along the southerly boundary of the 
Township of Horne to the southwest corner thereof; 
thence northerly along the westerly boundary of the 
townships of Horne and Goldie to the northwest corner 
of the Township of Goldie; thence easterly along the 
northerly boundary of the townships of Goldie and 
Forbes to the southeast corner of the Grand Trunk 
Railway land grant Block No. 1; thence northerly 
along the easterly boundary of the said Block No. 1 
to the northerly boundary of the Township of Fowler; 


thence easterly along the northerly boundary of tlhe 
Township of Fowler to its intersection with the southery 
production of the easterly limit of the Township of 
Parry; thence northerly along the said production, 
the easterly limit of the Township of Parry and the 
easterly limit of the Grand Trunk Railway land grant 
Block No. 3 to the northeast corner thereof; thence 
westerly along the northerly boundary of said Block 
No. 3 and the Township of Robson to the southeast 
corner of the Township of Gibbard; thence northerly 
along the easterly boundary of the Township of 
Gibbard and Grand Trunk Railway land grant Block 
No. 4 to the northeast corner of said Block No. 4; 
thence westerly along the northerly boundary of the 
said Block No. 4 to its intersection with the southerly 
production of the easterly limit of the Grand Trunk 
Railway land grant Block No. 5; thence northerly 
along the said production and the east limit of the said 
Block No. 5 to the northeast corner thereof; thence 
westerly along the northerly boundary of said Block No. 
5 to the northwest corner thereof; thence southerly 
along the westerly boundary of said Block No. 5 to its 
intersection with the northerly boundary of the Town- 
ship of Meinzinger; thence westerly along the northerly 
boundary of the Township of Meinzinger to the north- 
west corner thereof; thence southerly along the westerly 
boundary of the townships of Meinzinger and Stedman 
to the southwest corner of the Township of Stedman; 
thence easterly along the southerly boundary of the 
Township of Stedman to the northwest corner of the 
Township of Inwood; thence southerly along the 
westerly boundary of the Township of Inwood to the 
southwest corner thereof; thence easterly along the 
southerly boundary of the townships of Inwood and 
Joynt to the southeast corner of the Township of 
Joynt; thence southerly along the westerly boundary 
of the Township of Goodfellow and the Grand Trunk 
Railway land grant Block No. 2 and its production 
southerly to its intersection with the production 
easterly of the northerly boundary of the Township of 
Ames; thence westerly along the said production and 
the northerly boundary of the Township of Ames to 
the northwest corner thereof; thence southerly along the 
westerly boundary of the Township of Ames to its 
intersection with the northerly boundary of the Town- 
ship of Moss; thence westerly along the northerly 
boundary of the Township of Moss to the northwest 
corner thereof; thence southerly along the westerly 
boundary of the Township of Moss to the southwest 
corner thereof; thence easterly along the southerly 
boundary of the Township of Moss, its production 
easterly and the southerly boundary of the Township 
of Begin to the southwest corner of the Township of 
Lamport; thence southerly along the production 
southerly of the westerly boundary of the Township 
of Lamport to its intersection with the United States 
of America border; thence easterly along the United 
States of America border to the place of beginning. 
O. Reg. 213/60, Sched. A, revised. 


Schedule 2 
THE DISTRICT OF KENORA HEALTH UNIT 


1. The following Territorial 


District of Kenora: 


townships in the 


i. Aubrey. 
ii. Baird. 


ii. Ball. 
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iv. Balmer. 
v. Bateman. 
vi. Boys. 
vil. Bridges. 
vil. Britton. 
ix. Broderick. 
x. Brownridge. 
xi. Buller. 
xii. Byshe. 
xiii. Code. 
xiv. Coyle. 
xv. Desmond. 
xvi. Devonshire. 
xvii. Docker. 
xvili. Dome. 
xix. Eton. 
xx. Ewart. 
xxi. Fairlie. 
xxil. Forgie. 
xxill. Gidley 
xxiv. Glass. 
xxv. Godson. 
xxvi. Graves. 
xxvil. Gundy. 
xxvill. Hartman. 
xxix. Haycock. 
xxx. Heyson. 
xxxl. Jackman. 
xxxil. Killala. 
xxxill. _Kirkup. 
xxxiv. Ladysmith. 
xxxv. Laval. 
xxxvi. Le May. 


xxxvil. MacNicol. 


xxxviil. MacQuarrie. 


xxxix. Mafeking. 
xl. Malachi. 


xli. Manross. 


xlii. McDonough. 


xliti. McGeorge. 
xliv. McMeekin. 


xlv. Melgund. 


xlvi. 


xvii. 


xl viii. 


xlix. 
I 
li. 


lii. 


Ixxi. 
Ixxil. 
Ixxiii. 


Ixxiv. 


Ixxv. 


Mulcahy. 
Mutrie. 
Noyon. 
Pelican. 
Pellatt. 


Pettypiece. 
Phillips. 


. Ranger. 

. Redditt. 

7, Redvers. 

i. Rice. 

. Rowell. 

. Rudd. 

ix. Rugby. 

. Satterly. 

i. Shaver. 

. Smellie, 

. Southworth. 
. Todd. 

. Tustin. 

. Tweedsmuir. 


. Umbach. 


Van Horne. 


. Wabigoon. 


x. Wainwright. 


Wauchope. 
Willans. 
Willingdon. 
Work. 
Zealand. 


2. The following townships in the 
District of Rainy River: 


vi. 


. Claxton, 
i. Croome. 
iil. McLarty. 
iv. Menary. 


. Rowe. 


Senn. 


Territorial 


3. That part of the territorial districts of Rainy 
River and Kenora described as follows: 


Beginning at the point where the boundary be- 
tween Ontario and Manitoba is intersected by the 
9th Base Line; thence east along the 9th Base Line 
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to a point where it is intersected by the 6th Meridian; 
thence southerly along the 6th Meridian to a point 
where it is intersected by the 4th Base Line; thence 
westerly along the 4th Base Line to a point where it is 
intersected by the northerly production of the easterly 
limit of the geographic townships of Senn and McLarty 
in the Territorial District of Rainy River; thence 
southerly along the said northerly production and the 
easterly limits of the said geographic townships of 
Senn and McLarty to the southeast angle of the 
geographic Township of Senn; thence westerly along 
the southerly limits of the geographic townships of 
Senn, Menary and Rowe to the southwest angle of the 
geographic Township of Rowe; thence northerly along 
the westerly limit of the geographic townships of Rowe 
and Croome in the Territorial District of Rainy River 
and its production northerly to its intersection with the 
4th Base Line in the Territorial District of Kenora; 
thence westerly along the 4th Base Line to its inter- 
section with the boundary between Ontario and 
Manitoba; thence northerly along the said boundary 
to the place of beginning; but excepting therefrom, 


(a) the Town of Kenora; 

(b) the Town of Keewatin; 

(c) the Town of Dryden. 

(d) the Township of Jaffray and Melick; 
(e) the Township of Machin; 


(f) the Improvement Districts of Balmertown, 
Red Lake and Sioux Narrows; and 


(g) all Indian reserves. O. Reg. 281/58, Sched. 1, 
revised. 


Schedule 3 
THE MUSKOKA DISTRICT HEALTH UNIT 
the Territorial 


1. The following townships in 


District of Muskoka: 
i. Baxter. 
ii. Gibson. 
iti. Sinclair. 
iv, Conger. 
v. Cowper. 


2. The following townships in the District of Parry 
Sound: j 


i. Harrison. 


ii. Shawanaga. C.R.O. 1950, Reg. 339, s. 1; 
O. Reg. 43/59, s. 1; O. Reg. 88/60, s. 1, revised. 


Schedule 4 
THE PORCUPINE HEALTH UNIT 


1. The following townships: 


i. Aurora. 
ii. Barker. 
iil. Bristol. 


iv. Brower. 
v. Calder. 


vi. Casgrain. 


vii. Cody. 
viii. Colquhoun. 
ix. Deloro. 

x. Devitt. 

xi. Eilber. 

xii. Fournier. 
Fox. 

xiv. German. 
xv. Godfrey. 
xvi. Guibord. 
xvii. Haggart. 
xvill. Hanlan. 
xix. Hanna. 
xx. Idington. 
xxi. Kendall. 
xxl. Kennedy. 
xxiii. Lamarche. 
xxiv. Lowther. 
xxv. Macklem. 
xxvi. Matheson. 


McCowan. 


McCrea. 


XXVIl. 
XXViil. 
xxix. Munro. . 
xxx. Nansen. 
xxxi. Newmarket. 
xxxii. O’Brien. 
xxxill. Ogden. 
Xxxiv. Owens. 
XXXV. 
xxxvi. St. John. 
xxxvii. Shaw. 
xxxvill. Shetland. 
xxxix. Staunton. 
xl. Stoddart. 
xli. Teefy. 
xlii. Teetzel. 
xliii. Way. 


xliv. Williamson. 


2. The part of the Township of Blount described as 
follows: 


Beginning at the northeasterly corner of the Town- 
ship; thence west astronomically along the northerly 
boundary of the Township to the northwesterly corner 
of the Township; thence south astronomically along the 
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westerly boundary of the Township to the high-water ix. Fairbank. 

mark of the Abitibi River; thence southeasterly along 

the high-water mark of the Abitibi River against the x. Henry. 

stream to the intersection of that stream with the 

production easterly of the line between concessions 1 x1. Lorne. 

and 2 in the Township; thence east astronomically 

along the line between concessions 1 and 2 of the Town- xu. Loughrin. 

ship and its productions, to the easterly boundary of the 

Township; thence north astronomically along the xill. Louise. 

easterly boundary of the Township to the place of 

beginning. xiv. Maclennan. 
3. The part of the Township of Leitch, described as xv. Morgan. 

follows: 


xvi. Norman. 
Beginning at the southwesterly corner of the Town- 
ship; thence north astronomically along the westerly xvii. Snider. O. Reg. 26/60, Sched. 1, revised. 
boundary of the Township to the high-water mark of the 
Frederick House River; thence southeasterly along the 
high-water mark of the Frederick House River against 


the stream to its intersection with the southerly boun- Schedule 7 

dary of the Township; thence west astronomically along . By 2 
the southerly boundary of the Township to the place of TIMISKAMING HEALTH UNIT 
beginning. 


_1. The following townships in the Territorial 
4. The part of the Township of Clute, described as | District of Timiskaming: 


follows: 

q i. Arnold. 
Beginning at the southwesterly corner of the Ps 

Township; thence north astronomically along the ii. Barber. 

westerly boundary of the Township to the northwesterly - 

corner of the Township; thence east astronomically ni. Barr. 

along the northerly boundary of the Township to the : 

intersection of that boundary with the high-water mark iv. Bayly. 

of Frederick House River; thence southerly along the 

high-water mark of the Frederick House River against v. Beauchamp. 


the stream to the intersection of that mark with the 
southerly boundary of the Township; thence west 
astronomically along the southerly boundary of the a 
Township to the place of beginning. O. Reg. 227/55, vii. Bernhardt. 
Sched. 1; O. Reg. 86/55, Scheds. 2-4, revised. 


vi. Benoit, except the north half. 


vill. Blain. 
Schedule 5 ix. Boston. 
THE PORT ARTHUR AND DISTRICT x. Bryce. 
HEALTH UNIT : 
xi. Cane. 


The following townships in the Territorial District 


of Thunder Bay: xii. Catherine. 


xu. Chown. 


i. Gorham. 
ii. Lyon. xiv. Eby. 
iii. Sibley. xv. Firstbrook. 


iv. Stirling. xvi. Gillies Limit. 


v. Ware. O. Reg. 78/57, Sched. 1, revised. xvil. Grenfell. 
Schedule 6 xviii. Haultain. 
SUDBURY AND DISTRICT xix. Henwood. 
HEALTH UNIT 
xx. Ingram. 
The following townships in the Territorial District : 
of Sudbury: xxi. Katrine. 
i. Awrey. xxii. Lawson. 
ii. Broder. xxiii. Lebel. 
ili. Cartier. xxiv. Maisonville. 
iv. Cleland. xxv. Marquis. 
v. Creighton. xxvi. Marter. 
vi. Dieppe. xxvii. McElroy.' 
vii. Dill. xxvill. McFadden. 


vili. Dryden. xxix. Mickle. 


XXXVI. 
XXXVil. 
XXXVili. 
XXXLX. 
xl. 


xli. 
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<. Milner. 

. Morrissette. 

. Mulligan. 

. Nicol. 

. North Lorrain. 
. Ossian. 


Otto and Pacaud. 


Pense. 
Rattrary. 
Roadhouse. 
Robillard. 


Savard. 


xlii. 
xliii. 
xliv. 

xlv. 
xlvi. 


xl vil. 


Sharpe. 

South Lorrain. 
Truax. 
Tudhope. 
Tyrrell. 
Willett. 


2. The following townships in the 
District of Sudbury: 


. Asquith. 
i. Churchill. 
i. Fawcett. 


iv. MacMurchy. O. Reg. 136/60, 


revised. 


Territorial 


Sched. 1, 
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Regulation 510 


under The Public Health Act 


HEALTH UNITS—GENERAL 


1. This Regulation applies to all health units 
established under the Act. C.R.O. 1950, Reg. 335, s. 1. 


2. A copy of every municipal by-law and agree- 
ment relating to the establishment of a health unit 
shall be forwarded to the Minister. C.R.O. 1950, 
IRegad35,) sa 2: 


CONSTITUTION OF BOARD OF HEALTH 


3. The constitution of the board of health for a 
health unit named in the heading of a Schedule shall 
be that set out in the Schedule. C.R.O. 1950, Reg. 
335, s. 3, revised. 


4. The board shall appoint a person who is not a 
member of the board as secretary-treasurer. C.R.O. 
1950, Reg. 335, s. 4. 


5. The board shall hold at least six meetings in each 
year at the times and places fixed by resolution of the 
board 1 GReOm1lOS0MReemssonsyo- 


6.—(1) The board may authorize payment to its 
members of $6 and necessary travelling expenses for 
every day or part of a day spent in attending a meeting 
of the board. 


(2) The board shall fix the remuneration of the 
secretary-treasurer. C.R.O. 1950, Keg. 335, s. 6. 


7.—(1) The accounts of the board shall be audited 
at the end of each calendar year by an auditor ap- 
pointed by the board. 


(2) A copy of the auditor’s report shall be sent to 
the Minister. C.R.O. 1950, Reg. 335, s. 7. 


8. The board shall exercise within its jurisdiction 
the same powers and perform the same duties as a 
local board of health appointed under the Act, and 
shall exercise the powers and perform the duties 
assigned by the Minister. C.R.O. 1950, Reg. 335, s. 8. 


MEDICAL OFFICER OF HEALTH 


9. The board shall appoint a duly qualified medical 
practitioner to be medical officer of health for a health 
unit and his appointment is subject to the approval 
of the Minister. C.R.O. 1950, Reg. 335, s. 9. 


10. The salary of the medical officer of health shall 
be not less than $5,000 a year and the salary of an 
assistant medical officer of health shall be not less 
than $4,000 a year and these salaries are subject to the 
approval of the Minister. C.R.O. 1950, Reg. 335, s. 10. 


11.—(1) The medical officer of health shall hold 
office until he has reached the age of seventy years or 
resigns or is dismissed as provided in subsection 3 or 4. 
C.R.O. 1950, Reg. 335, s. 11 (1). 


(2) Notwithstanding subsection 1, a board may, 
with the approval of the Minister, continue a medical 
officer of health in office after he has reached the age of 
seventy years from year to year until he reaches the age 
of seventy-five years. O. Reg. 21/58, s. 1. 


(3) The medical officer of health shall not be dis- 
missed from office except with the approval of a major- 


ity of the members of the board, other than the medical 
officer of health, and except with the consent of the 
Minister. 


(4) Where the Minister is satisfied that the medical 
officer of health is incompetent or neglectful of his 
duties, the Minister may dismiss the medical officer of 
health by notice in writing. C.R.O. 1950, Reg. 335, 
Sioa 


12.—(1) Where a vacancy occurs in the office of 
medical officer of health, the board shall forthwith 
nominate another medical officer of health in his stead 
who shall be approved by the Minister as provided in 
section 9, 


(2) Where the medical officer of health is ill or 
absent from a health unit for a protracted period, the 
board shall appoint a duly qualified medical prac- 
titioner to be acting medical officer of health during 
the illness or absence, and the acting medical officer 
of health has, during the illness or absence of the 
medica! officer of health, all the powers, and shall per- 
form all the duties of the medical officer of health, and 
the appointment is subject to the approval of the 
Minister. C.R.O. 1950, Reg. 335, s. 12. 


13. The medical officer of health in a health unit 
shall, within its jurisdiction, exercise the same powers 
and perform the same duties as a medical officer of 
health appointed under the Act and he shall exercise 
the powers and perform the duties assigned by the 
Minister. C.R.O. 1950, Reg. 335, s. 13. 


STAFF AND REMUNERATION 


14. Subject to the approval of the Minister, the 
board shall appoint and fix the remuneration of such 
physicians, public health nurses, sanitary officers and 
other personnel as the Minister requires, and they 
shall perform such duties as the board and the Minister 
assign. C.R.O. 1950, Reg. 335, s. 14. 


Schedule 1 
BRANT COUNTY HEALTH UNIT 


The Board of Health of the Brant County Health 
Unit shall consist of seven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed annually by 
the Municipal Council of the County of Brant 
to hold office during its pleasure or until their 
successors are appointed. 


iii. Three members to be appointed annually by 
the Municipal Council of the City of Brant- 
ford to hold office during its pleasure or until 
their successors are appointed. 


iv. The senior medical officer of health of the 
County of Brant. ‘C.R:O: 1950; Reg. 335, 
Sched. 1; O. Reg. 21/59, s. 1. 
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Schedule 2 
BRUCE COUNTY HEALTH UNIT 


The Board of Health of the Bruce County Health 
Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii, Four members to be appointed annually by the 
Municipal Council of the County of Bruce. 
C.R.O. 1950, Reg. 335, Sched. 2. 


Schedule 3 
DUFFERIN COUNTY HEALTH UNIT 


The Board of Health of the Dufferin County Health 
Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of 
Dufferin. C.R.O. 1950, Reg. 335, Sched. 4. 


Schedule 4 
EAST YORK AND LEASIDE HEALTH UNIT 


1. The Board of Health of the East York and 
Leaside Health Unit shall consist of seven members as 
follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


it. Four members to be appointed annually by the 
Municipal Council of the Township of East 
York. 


ii. Two members to be appointed annually by the 
Municipal Council of the Town of Leaside. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. C.R.O. 1950, Reg. 335, 
Sched. 5. 


Schedule 5 
ELGIN-ST. THOMAS HEALTH UNIT 
The Board of Health of the Elgin-St. Thomas Health 


Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


il. Two members to be appointed annually by the 
Municipal Council of the County of Elgin, to 
hold office during its pleasure or until their 
successors are appointed. 


il. Iwo members to be appointed annually by the 
Municipal Council of the City of St. Thomas, 
to hold office during its pleasure or until their 
successors are appointed. C.R.O. 1950, Reg. 
335, Sched. 6. 


Schedule 6 


FORT WILLIAM AND DISTRICT 
HEALTH UNIT 


1. The Board of Health of the Fort William and 
District Health Unit shall consist of seven members as 
follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed annually by 
the Municipal Council of the City of Fort 
William. 


iii. One member to be appointed annually by 
the Municipal Council of the Township of 
Neebing. 


iv. One member to be appointed annually by the 
Municipal Council of the Township of Pai- 
poonge. 


v. One member to be appointed annually by the 
municipal councils of the townships of Oliver 


and Gillies. 


vi. One member to be appointed annually by the 
municipal councils of the townships ol 
O’Connor and Conmee. 


vii. One member to be appointed by the Municipal 
Council of the Township of Falconbridge. 


2. A member appointed by a municipal council or 
by municipal councils shall hold office during the 
pleasure of the municipal council or municipal councils 
that appointed him. O. Reg. 331/52, s. 1; O. Reg. 
TOS Sy ea Le 


Schedule 7 
GLOUCESTER-NEPEAN HEALTH UNIT 


1. The Board of Health of the Gloucester-Nepean 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed by the Muni- 
cipal Council of the Township of Gloucester. 


iii. Two members to be appointed by the Munici- 
pal Council of the Township of Nepean. 


2. Of the members first appointed under sub- 
paragraphs ii and iii of paragraph 1, one member shall 
hold office for a term of two years and one member shall 
hold office for a term of one year, and thereafter one 
member shall be appointed annually by each of the 
municipal councils for a term of two years. O. Reg. 
169/57, s. 1; O. Reg. 84/60, s. 1. 


Schedule 8 
HALTON COUNTY HEALTH UNIT 


The Board of Health of the Halton County Health 
Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by the 
Municipal Council of the County of Halton to 
hold office during its pleasure or until their 
successors are appointed. C.R.O. 1950, 
Reg. 335, Sched. 7. 


Schedule 9 
HURON COUNTY HEALTH UNIT 
The Board of Health of the Huron County Health 


Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of 
Huron to hold office during its pleasure. 
C.R.O. 1950, Reg. 335, Sched. 8. 
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Schedule 10 
DISTRICT OF KENORA HEALTH UNIT 


1. The Board of Health of the District of Kenora 
Health unit shall consist of eight members as follows: 


i. One member to be appointed by the Minister 
of Health of the Province of Ontario. 


ii. Two members to be appointed by the Muni- 
cipal Council of the Town of Kenora. 

iii. One member to be appointed by the Muni- 

cipal Council of the Town of Keewatin. 

iv. One member to be appointed by the Municipal 

Council of the Town of Dryden. 


v. One member to be appointed by the Muni- 
cipal Council of the Township of Jaffray and 
Melick. 

vi. One member to be appointed by the Municipal 

Council of the Township of Machin. 

vii. One member to be appointed jointly by the 

Board of Trustees of the Improvement Dis- 

trict of Balmertown and the Board of Trustees 

of the Improvement District of Red Lake. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. 


3. A member appointed by the board of trustees of 
an improvement district shall hold office during the 
pleasure of the board of trustees that appointed him. 
O. Reg. 146/56, s. 1. 


Schedule 11 
KENT COUNTY HEALTH UNIT 


The Board of Health of the Kent County Health 
Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of Kent, 
to hold office during its pleasure or until their 
successors are appointed. C.R.O. 1950, Reg. 
335, Sched. 10. 


Schedule 12 
LAMBTON HEALTH UNIT 


1. The Board of Health of the Lambton Health 
Unit shall consist of seven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed by the Muni- 
cipal Council of the City of Sarnia. 

iil. One member to be appointed by the Municipal 

Council of the Village of Courtright. 


iv. One member to be appointed by the Municipal 
Council of the Village of Point Edward. 


v. One member to be appointed by the Municipal 
Council of the Township of Moore. 


One member to be appointed by the Municipal 
Council of the Township of Sarnia. 


Vi. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. C.R.O. 1950, Reg. 335, 
Sched. 12. 


Schedule 13 
LEEDS AND GRENVILLE HEALTH UNIT 


1. The Board of Health of the Leeds and Grenville 
Health Unit shall consist of eight members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed annually by 
the Municipal Council of the United Counties 
of Leeds and Grenville. 

ili. Two members to be appointed annually by the 

Municipal Council of the Town of Brockville. 


r, One member to be appointed annually by the 
Municipal Council of the Town of Gananoque. 


v. One member to be appointed annually by the 
Municipal Council of the Town of Prescott. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. C.R.O. 1950, Reg. 335, 
Sched. 13; O. Reg. 136/54, s. 1 (1, 2). 


Schedule 14 
LENNOX AND ADDINGTON HEALTH UNIT 


The Board of Health of the Lennox and Addington 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of 
Lennox and Addington who shall hold office 
during its pleasure. C.R.O. 1950, Reg. 335, 
Sched. 14. 


Schedule 15 
MUSKOKA DISTRICT HEALTH UNIT 


1. The Board of Health of the Muskoka District 
Health Unit shall consist of eight members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. One member to be appointed annually by the 
Municipal Council of the Town of Graven- 
hurst, the Municipal Council of the Muni- 
cipal Township of Ryde, the Municipal 
Council of the Municipal Township of Mus- 
koka, and the Municipal Council of the 
Municipal Township of Morrison. 


One member to be appointed annually by the 
Municipal Council of the Municipal Town- 
ship of Medora and Wood, the Municipal 
Council of the Town of Bala, and the Muni- 
cipal Council of the Municipal Township of 
Freeman. 


iil. 


. One member to be appointed annually by the 
Municipal Council of the Village of Port 
Carling, the Municipal Council of the Muni- 
cipal Township of Monck, the Municipal 
Council of the Municipal Township of Card- 
well, the Municipal Council of the Village 
of Windermere, and the Municipal Council 
of the Municipal Township of Watt. 
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v. One member to be appointed annually by the 
Municipal Council of the Municipal Township 
of Stephenson, the Municipal Council of the 
Municipal Township of Stisted, the Municipal 
Council of the Village of Port Sy dney, and the 
Municipal Council of the Municipal Township 
of Macaulay. 


vi. One member to be appointed annually by the 
Municipal Council of the Town of Hunts- 
ville, the Municipal Council of the Municipal 
Township of Chaffey, the Municipal Council 
of the Municipal Township of Brunel, the 
Municipal Council of the Municipal Township 
of Franklin, and the Municipal Council of the 
Municipal Township of McLean. 


One member to be appointed annually by the 
Municipal Council of the Town of Brace- 
bridge, the Municipal Council of the Muni- 
cipal Township of Draper, the Municipal 
Council of the Municipal Township of Oakley, 
the Municipal Council of the Municipal 
Township of Ridout, and the Municipal 
Council of the Municipal Township of Sher- 
bourne, McClintock, Livingston, Lawrence 
and Nightingale. 


Vil. 


viii. One member to be appointed annually by the 
Municipal Council of the Town of Parry 
Sound, the Municipal Council of the Village 
of Rosseau, the Municipal Council of the 
Municipal Township of Humphrey, the 
Municipal Council of the Municipal Town- 
ship of Foley, and the Municipal Council of the 
Municipal Township of Carling. 


2. A member, other than a member appointed 
under subparagraph i i of paragraph 1, may be removed 
from office by any one of the municipal councils that 
appointed him. O. Reg. 27/57, s. 1; O. Reg. 246/58, 

LD) HOD Reg 85/6085 Gh iy: 


Schedule 16 
NORFOLK COUNTY HEALTH UNIT 


The Board of Health of the Norfolk County Health 


Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of. the County of 
Norfolk to hold office during its pleasure. 
O. Reg. 34/57, s. 1 


Schedule 17 


NORTHUMBERLAND AND DURHAM 
HEALTH UNIT 


The Board of Health of the Northumberland and 
Durham Health Unit shall consist of five members as 
follows: 

i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by the 
Municipal Council of the United Counties of 
Northumberland and Durham, to hold office 
during its pleasure or until their successors 
are appointed. C.R.O. 1950, Reg. 335, 
Sched. 16. 


Schedule 18 
ONTARIO COUNTY HEALTH UNIT 
(SOUTHERN AREA) 
The Board of Health of the Ontario County Health 
Unit (Southern Area) shall consist of seven members as 


follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. One member to be appointed by the Municipal 
Council of the Town of Uxbridge. 


iii. One member to be appointed by the Municipal 
Council of the Town of Ajax. 


iv. One member to be appointed by the Municipal 
Council of the Village of Pickering. 


vy. One member to be appointed by the Municipal 
Council of the Township of East Whitby. 


vi. One member to be appointed by the Municipal 
Council of the Township of Pickering. 


vil. One member to be appointed by the Municipal 


Council of the Town of Whitby. O. Reg. 
83/60, s. 1. 


Schedule 19 
OXFORD HEALTH UNIT 


The Board of Health of the Oxford Health Unit 
Shalt consist of six members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed annually by 
the Municipal Council of the County of 
Oxford. 


iii. One member to be appointed annually by the 
Municipal Council of the Town of Ingersoll. 


iv. One member to be appointed annually by the 
Municipal Council of the City of Woodstock. 


A member appointed by a municipal council 


| shail hold office during the pleasure of the municipal 


council that appointed him or until his he ae is 


appointed. C.R.O. 1950, Reg. 335, Sched. 
Schedule 20 
PEEL COUN DY HEAL De SUNT 


1. The Board of Health of the Peel County Health 
Unit shall consist of seven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Six members to be appointed by the Council 
of the County of Peel. 


2. Every member appointed under subparagraph ii 
of paragraph 1 shall hold office for a term of three 
years. 


3. Where a member appointed under subparagraph 
ii of paragraph 1 fails to complete the term for which 
he was appointed, the council may appoint some other 
person to complete the unexpired term. C.R.O. 1950, 
Reg. 335, Sched. 18. 
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Schedule 21 
PORCUPINE HEALTH UNIT 


1. The Board of Health of the Porcupine Health 
Unit shall consist of eleven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. One member to be appointed by the Municipal 
Council of the Town of Timmins. 


iii. One member to be appointed by the Municipal 
Council of the Municipal Township of Tisdale. 


iv. One member to be appointed by the Municipal 
Council of the Municipal Township of 
Whitney. 


v. One member to be appointed by the Muni- 
cipal Council of the Municipal Township of 
Mountjoy. 


vi. One member to be appointed by the Muni- 
cipal Council of the Town of Iroquois Falls 
and the Municipal Council of the Municipal 
Township of Calvert. 


vii. One member to be appointed by the Muni- 
cipal Council of the Town of Matheson and 
the Municipal Council of the Municipal 
Township of Black River. 


vill. One member to be appointed by the Muni- 
cipal Council of the Town of Smooth Rock 
Falls and the Trustees of the Corporation of 
the Improvement District of Kendrey. 


ix. One member to be appointed by the Muni- 
cipal Council of the Town of Kapuskasing 
and the municipal councils of the municipal 
townships of Fauquier, and Shackleton and 
Machin, and the Trustees of the Corporation 
of the Improvement District of Val Albert. 


x. One member to be appointed by the Muni- 
cipal Council of the Town of Cochrane and 
the Municipal Council of the Municipal 
Township of Glackmeyer. 


xi. One member to be appointed by the Muni- 
cipal Council of the Town of Hearst. 


2. A member appointed by a municipal council 
or by more than one municipal council shall hold office 
during the pleasure of the municipal council or the 
municipal councils that appointed him, as the case 
may be. 


3. A member appointed by a municipal council 
and the trustees of an improvement district, or by 
more than one municipal council and the trustees 
of an improvement district, shall hold office during 
the pleasure of the municipal council or municipal 
councils and the trustees of the improvement district 
that appointed him, as the case may be. O. Reg. 
229 [Son Se 1: 


Schedule 22 


PORT ARTHUR AND DISTRICT 
HEALTH UNIT 


1. The Board of Health of the Port Arthur and 
District Health Unit shall consist of seven members 
as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed by the 
Municipal Council of the City of Port Arthur. 


iii. One member to be appointed by the Municipal 
Council of the Township of Nipigon. 


iv. One member to be appointed by the Municipal 
Council of the Township of Shuniah. 


vy. One member to be appointed by the Board of 
Trustees of the Improvement District of 
Dorion. 


2. A member appointed by a municipal council shall 
hold office during the pleasure of the municipal council 
that appointed him. 


3. A member appointed by the board of trustees of 
an improvement district shall hold office during the 
pleasure of the board of trustees that appointed him. 
OF Reg. 2/57 s> 1: 


Schedule 23 
PRESCOTT AND RUSSELL HEALTH UNIT 


The Board of Health of the Prescott and Russell 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by the 
Municipal Council of the United Counties of 
Prescott and Russell, to hold office during its 
pleasure or until their successors are appointed. 
C.R.O. 1950, Reg. 335, Sched. 20. 


Schedule 24 


PRINCE EDWARD COUNTY 
HEALTH UNIT 


The Board of Health of the Prince Edward County 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by the 
Municipal Council of the County of Prince 
Edward to hold office during its pleasure or 
until their successors are appointed. C.R.O. 
1950, Reg. 335, Sched. 21. 


Schedule 25 
ST. CATHARINES-LINCOLN HEALTH UNIT 


The Board of Health of the St. Catharines-Lincoln 
Health Unit shall consist of seven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed annually by 
the Municipal Council of the County of Lin- 
coln to hold office during its pleasure or until 
their successors are appointed. 


iii. Three members to be appointed annually by 
the Municipal Council of the City of St. 
Catharines to hold office during its pleasure 
or until their successors are appointed. 
C.R.O. 1950, Reg. 335, Sched. 22. 


Schedule 26 
SIMCOE COUNTY HEALTH UNIT 


1. The Board of Health of the Simcoe County 
Health Unit shall consist of seven members as follows: 
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i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed by the Muni- 
cipal Council of the City of Barrie. 


iii. Four members to be appointed by the Muni- 
cipal Council of the County of Simcoe. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. O. Reg. 153/60, s. 1. 


Schedule 27 


STORMONT, DUNDAS AND GLENGARRY 
HEALTH UNID 


The Board of Health of the Stormont, Dundas and 
Glengarry Health Unit shall consist of six members as 
follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed annually by the 
Municipal Council of the United Counties of 
Stormont, Dundas and Glengarry to hold office 
during its pleasure. 


iil. The warden of the United Counties of Stor- 
mont, Dundas and Glengarry. 


iv. Two members to be appointed annually by the 
Municipal Council of the City of Cornwall 
to hold office during its pleasure. C.R.O. 
1950, Reg. 335, Sched. 24; O. Reg. 177/57, 
ye UC 2 


Schedule 28 
SUDBURY AND DISTRICT HEALTH UNIT 


The Board of Health of the Sudbury and District 
Health Unit shall consist of eleven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Three members to be appointed by the 
Municipal Council of the City of Sudbury. 


iii. One member to be appointed by the Muni- 
cipal Council of the Township of Balfour, the 
Municipal Council of the Town of Chelmsford 
and the Municipal Council of the Township of 
Dowling. 


iv. One member to be appointed by the Munici- 
pal Council of the Township of Baldwin, 
Drury, Denison and Graham and the Muni- 
cipal Council of the Township of Nairn. 


v. One member to be appointed by the Muni- 
cipal Council of the Township of Waters. 


vi. One member to be appointed by the Muni- 
cipal Council of the Township of Neelon and 
Garson and the Municipal Council of the 
Township of Hagar. 


vii. One member to be appointed by the Muni- 
cipal Council of the Township of Falcon- 
bridge. 


viii. One member to be appointed by the Muni- 
cipal Council of the Town of Espanola, the 
Municipal Council of the Town of Webb- 
wood and the Municipal Council of the Town 
of Massey. 


ix. One member to be appointed by the Municipal 
Council of the Township of Capreol, the 
Municipal Council of the Township of Han- 
mer and the Municipal Council of the Town- 
ship of Blezard. O. Reg. 28/60, s. 1; O. Reg. 
314/60, s. 1. 


Schedule 29 
TIMISKAMING HEALTH UNIT 


1. The Board of Health of the Timiskaming Health 
Unit shall consist of thirteen members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. One member to be appointed by the Muni- 
cipal Council of the Town of Cobalt. 


iii. One member to be appointed by the Muni- 
cipal Council of the Town of Haileybury. 


iv. One member to be appointed by the Muni- 
cipal Council of the Town of New Liskeard. 


v. One member to be appointed by the Muni- 
cipal Council of the Municipal Township of 
Larder Lake. 


vi. One member to be appointed by the muni- 
cipal councils of the municipal townships of 
Dymond, Harley and Harris, and the Muni- 
cipal Council of the Village of Thornloe. 


vii. One member to be appointed by the muni- 
cipal councils of the municipal townships of 
Armstrong, James and Kerns. 


viii. Two members to be appointed by the Muni- 
cipal Council of the Municipal Township of 
Teck. 


ix. One member to be appointed by the Trustees 
of the Corporation of the Improvement 
District of McGarry. 


x. One member to be appointed by the Trustees 
of the Corporation of the Improvement Dis- 
trict of Kingham, the Trustees of the Corpora- 
tion of the Improvement District of Gauthier, 
and the Municipal Council of the Municipal 
Township of Playfair. 


xi. One member to be appointed by the muni- 
cipal councils of the municipal townships of 
Bucke and Coleman. 


xii. One member to be appointed by the Muni- 
cipal Council of the Town of Englehart. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the municipal 
council that appointed him. 


_ 3. A member appointed by the trustees of an 
improvement district shall hold office during the 


pleasure of the trustees who appointed him. O. Reg. 
190/51, s. 1; O. Reg. 194/53, s. 1; O. Reg. 30/60, s. 1. 


Schedule 30 
WELLAND AND DISTRICT HEALTH UNIT 


1. The Board of Health of the Welland and District 
Health Unit shall consist of ten members as follows: 
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i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Two members to be appointed by the Muni- 
cipal Council of the City of Welland. 


ili, One member to be appointed by the Municipal 
Council of the Township of Crowland. 


iv. One member to be appointed by the Municipal 
Council of the Township of Stamford. 


v. One member to be appointed by the Municipal 
Council of the Town of Thorold. 


vi. One member to be appointed by the Municipal 
Council of the Township of Thorold and the 
Municipal Council of the Village of Fonthill. 


vii. One member to be appointed by the Municipal 
Council of the Township of Wainfleet and the 
Municipal Council of the Township of Wil- 
loughby. 


viii. One member to be appointed by the Municipal 
Council of the Town of Port Colborne. 


ix. One member to be appointed by the Municipal 
Council of the Township of Humberstone. 


2. A member appointed by a municipal council 
under subparagraph ii, iii, iv, v, viii or ix of para- 
graph 1 shall hold office during the pleasure of the 
municipal council that appointed him. 


3. A member appointed by the municipal councils 
under subparagraph vi or vii of paragraph 1 shall hold 
office during the pleasure of either of the municipal 
councils that appointed him. C.R.O. 1950, Reg. 335, 
Sched. 25; O. Reg. 29/60, s. 1 (1-3). 


Schedule 31 
WELLINGTON COUNTY HEALTH UNIT 


The Board of Health of the Wellington County 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of 
Wellington to hold office during its pleasure. 
C.R.O. 1950, Reg. 335, Sched. 26. 


Schedule 32 
WENTWORTH COUNTY HEALTH UNIT 


The Board of Health of the Wentworth County 
Health Unit shall consist of five members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Four members to be appointed annually by 
the Municipal Council of the County of 
Wentworth, to hold office during its pleasure 
or until their successors are appointed. 
O. Reg. 98/56, s. 1. 


Schedule 33 
METROPOLITAN WINDSOR HEALTH UNIT 


1. The Board of Health of the Metropolitan Wind- 
sor Health Unit shall consist of nine members as follows: 


i, One member who is a resident of the City of 
Windsor to be appointed by the Lieutenant 
Governor in Council. 


ii. Two members to be appointed by the Muni- 
cipal Council of the City of Windsor. 


iil. One member to be appointed by the Muni- 
cipal Council of the Town of Riverside. 


iv. One member to be appointed by the Muni- 
cipal Council of the Township of Sandwich 
West. 


v. One member to be appointed by the Muni- 
cipal Council of the Township of Sandwich 
East. 


vi. One member to be appointed by the Muni- 
cipal Council of the Town of Ojibway. 


vil. One member to be appointed by the Muni- 
cipal Council of the Village of St. Clair Beach. 


vill. One member to be appointed by the Muni- 
cipal Council of the Town of Tecumseh. 


2. A member appointed by a municipal council 
shall hold office during the pleasure of the council that 
appointed him. O. Reg. 14/60, s. 1. 


Schedule 34 
YORK COUNTY HEALTH UNIT 


1. The Board of Health of the York County Health 
Unit shall consist of seven members as follows: 


i. One member to be appointed by the Lieu- 
tenant Governor in Council. 


ii. Six members to be appointed by the Muni- 
cipal Council of the County of York to hold 
office during its pleasure. 


2. The term of office of the members first appointed 
under subparagraph ii of paragraph 1 shall be as follows: 


i. Two members to be appointed to hold office 
until the 31st day of December, 1954. 


ii. Two members to be appointed to hold office 
until the 31st day of December, 1955. 


iii. Two members to be appointed to hold office 
until the 31st day of December, 1956, 


and thereafter each member appointed under sub- 
paragraph ii of paragraph 1 shall hold office for a term 
of three years. O. Reg. 110/54, s. 1. 
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Regulation 511 


under The Public Health Act 


INSULIN FOR INDIGENTS 
1. In this Regulation, 


(a) ‘Director’? means the Director of the Division 
of Epidemiology of the Department; 


(b) ‘patient’? means an indigent person who ap- 
plies for a free supply of insulin. C.R.O. 1950, 
Reg390, 7s.) Ls 


2.—(1) On receipt of an application in Form 1, 
the Minister may supply insulin to an indigent person 
free of charge. 


(2) Part I of Form 1 shall be completed by, 
(a) the patient; 


(b) an adult residing with a patient who is by 
reason of mental or physical disability unable 
to complete Part I; or 


(c) the parent or guardian, where the patient is 
under sixteen years of age. 


(3) Part II of Form 1 shall be completed by a duly 
qualified medical practitioner. 


(4) Part III of Form 1 shall be completed, 


(a) by the clerk of the municipality in which the 
patient resides; 


(b) where the patient is a patient in a hospital, 
by the superintendent of the hospital if a 
municipality is paying maintenance for the 
patient; or 


(c) where the patient resides in unorganized 
territory, by a clergyman, a constable of the 
Ontario Provincial Police Force, a postmaster 
or a field worker appointed under The Welfare 
Units Act. 


(5) Where the Director has in his possession the 
information mentioned in Part I of Form 1, the Minister 
may supply the insulin notwithstanding that Part I 
of Form 1 has not been completed. C.R.O. 1950, 
Reg. 336, s. 2. 


3.—(1) The municipality in which the patient re- 
sides shall contribute to the Minister 25 per cent of the 
cost of insulin supplied to the patient. 


(2) The Director shall send a statement in Form 2 
to the clerk of the municipality in which the patient 
resides. 


(3) The statement shall be sent on the 1st days of 


March, June, September and December in each year. 
C.R.O. 1950, Reg. 336, s. 3. 


Form 1 


The Public Health Act 
PART I 
APPLICATION FOR A FREE SUPPLY OF INSULIN 


NAMED DACRE Til CCl ca eer cerry pein tee ave ee eee eee 
(surname) (given name) 


Married, single, widowed, divorced or separated 


(post office) (street or rural route number) 


(name in full) 


solemnly declare that I am unable to pay for the supply 
of insulin as set forth in Part II. 


(name of patient) 


is unable by reason of mental or physical infirmity to 
complete Part I and to the best of my knowledge and 
belief he is unable to pay for the supply of insulin as 
set forth in Part II. 


OD ate eee eon: 


(name of patient) 


who is under the age of sixteen years and that neither he 
nor any person responsible for his maintenance is able 
to pay for the supply of insulin as set forth in Part II. 


(signature of parent, guardian) 


Nore: Subsection 2 of section 2 of Regulation 511 of 
Revised Regulations of Ontario, 1960 provides: 


2.—(2) Part I of Form 1 shall be completed by, 
(a) the patient; 
(bo) an adult residing with a patient who is by 
reason of mental or physical disability unable 


to complete Part I; or 


(c) the parent or guardian, where the patient is 
under sixteen years of age. 
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PART II 
CERTIFICATE OF A DULY QUALIFIED MEDICAL PRACTITIONER 
DEP Kas cer Soto ee etek ac Ryans © Gchetn erg NS, eo ed RR ED PETS a AINA seals s asia wit Dae mae aww ; 


Cont yaeta bor Mauer Pacer ree oreo eet 


(name of patient) 


requires a supply of insulin of the type and strength mentioned hereunder: 


Requirements Number of 
Type Strength per day vials for 
in units 30 days 
40 units 
; per cc. 
Insulin-Toronto 
80 units 
per cc. 
40 units | 
é per cc. 
Protamine Zinc | 
Insulin 80 units 
per cc. | 
40 units | 
per cc. 
Lenti Insulin a 
80 units 
per cc. 
‘(signature of duly qualified medical practitioner) 
"(address of duly qualified medical practitioner) — 
PART III je Ohare Lad hs BEE Sen OEE NE EE ie DROIT Ee ah ote , 
(name in full) 
A aia cca ease Renee wheel aca re Rat fh eactaneee ier be. nde Sete ae , | solemnly declare that to the best of my knowledge and 
Gleniaolthe municipality 1olm w tere ae Seer a , | belief,.. es .c ten ie ees i ee ae nals 


solemnely declare that to the best of my knowledge and 


DENCE comtas 8 Sart hye RA eee en ete 
(name of patient) 


is unable to pay for the supply of insulin as set forth 
in Part II. 


(name of patient) 
is a patient for whom the municipality of............ 


fe Bbw ct uiecs oper is paying maintenance in this hospital. 


(signature of the 
superintendent) 


(name of patient) 


is unable to pay for the supply of insulin as set forth 
in Part II. 


(address) 


Nore: Subsection 4 of section 2 of Regulation 511 of 
Revised Regulations of Ontario, 1960 provides: 


2.—(4) Part III of Form 1 shall be completed, 


(a) by the clerk of the municipality in which the 
patient resides; 


(b) where the patient is a patient in a hospital, 
by the superintendent of the hospital if a 
municipality is paying maintenance for the 
patient; or 


(c) where the patient resides in unorganized 
territory, by a clergyman, a constable of the 
Ontario Provincial Police Force, a postmaster 
or a field worker appointed under The Welfare 
Units Act. 


C.R.O. 1950, Reg. 336, Form 1; O. Reg. 79/57, s. 1. 
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Form 2 
The Public Health Act 
NOTICE TO MUNICIPALITY 


mborthe: cleric Of sthemn unilerpa ley: OL sw rate eye tae ee eee ees ee ve fo Sree si oes avers eee 


The following indigent persons resident in................ have been supplied with insulin free of charge during 
(municipality ) 
Ee PeLlOd ALOMre. ses. oe oe eee: Ko Pa era at aeorekc cries cheat at the cost as follows: 
Name of person Address Insulin Supplied Cost 
Number of Vials 
Insulin- Protamine Lenti 
Toronto zinc Insulin 
Units Units Units 
400 800 400 800 400 800 
Total 
Gostiacsaee 
The amount to be contributed by the municipality is $.............. , being 25 per cent of the total cost. 


Director, Division of Epidemiology 


O. Reg. 79/57, s. 2. 
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Regulation 512 


under The Public Health Act 


PASTEURIZATION AREAS 
1. Section 102 of the Act applies, 


(a) to villages, improvement districts, townships 
and counties and to the areas lying outside a 
municipality in that part of Ontario lying 
south of the line described in Schedule 1; and 


(6) to villages, improvement districts, townships 
and police villages north of the line described 
in Schedule 1 and to those areas lying outside 
a municipality or police village and included 
in a geographic township listed in Schedule 2. 
O. Reg. 320/58, s. 1. 


Schedule 1 


The north shore of the North Channel and Georgian 
Bay in Lake Huron, the north limit of the District of 
Parry Sound, the north limits of the geographic town- 
ships of West Ferris, East Ferris, Bonfield, Calvin and 
Papineau in the District of Nipissing and that part of 
the boundary between Ontario and Quebec running 
southeasterly from its intersection with the north 
limit of the said geographic Township of Papineau. 
O. Reg. 320/58, Sched. 1. 


Schedule 2 


1. The geographic townships of Bright, Cobden, 
Gladstone, Lewis, Long, Shedden, Spragge, Striker and 
Victoria in the District of Algoma. 


2. The geographic townships of Aurora, Barker, 


Blount, Brower, Calder, Casgrain, Clute, Cody, 
Colquhoun, Deloro, Devitt, Eilber, Fournier, Fox, 
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German, Guibord, Haggart, Hanlan, Hanna, Idington, 
Kendall, Kennedy, Lamarche, Leitch, Lowther, Mack- 
lem, Matheson, McCowan, McCrea, Munro, Nansen, 
Newmarket, O’Brien, Ogden, Owens, Pyne, St. John, 
Shaw, Stoddart, Teetzel, Way and Williamson in the 
District of Cochrane. 


3. The geographic townships of Aubrey, Baird, 
Bateman, Boys, Bridges, Britton, Broderick, Buller, 
Code, Coyle, Desmond, Devonshire, Docker, Drayton, 
Eton, Ewart, Forgie, Gidley, Glass, Gundy, Hartman, 
Haycock, Heyson, Jackman, Kirkup, Ladysmith, 
LeMay, MacNicol, MacQuarrie, Malachi, Manross, 
McDonough, McMeekin, Melgund, Mutrie, Noyon, 
Pelican, Pellatt, Pettypiece, Redditt, Redvers, Rice, 
Rowell, Rudd, Rugby, Satterly, Southworth, Tustin, 
Umbach, Vermilion, Vermilion Additional, Wabigoon, 
Wainwright, Work and Zealand in the District of 
Kenora. 


4. The geographic townships of Crerar, Gibbons, 
Kirkpatrick and Macpherson in the District of Nipis- 
sing. 


5. The geographic Township of MclIrvine in the 
District of Rainy River. 


6. The geographic townships of Bigwood, Broder, 


Burwash, Cherriman, Creighton, Delamere, Dill, 
Dryden, Fairbank, Folyet, Haddo, Levack, Lorne, 
Louise, Maclennan, Merritt, Mongowin, Morgan, 


Scollard and Snider in the District of Sudbury. 


7. The geographic townships of Devon, Fraleigh, 
Horne, Lybster, Marks, Pearson, Pic, Scoble, Strange, 
76, 82, 83 and 84 in the District of Thunder Bay. 


8. The geographic townships of Benoit, Lebel and 
McFadden in the District of Timiskaming. O. Reg. 
320/58, Sched. 2. 
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Regulation 513 


under The Public Health Act 


PASTEURIZATION PLANTS 


1. In this Regulation, 


(a) ‘Director’? means the Director of the Environ- 
mental Sanitation Division of the Department 
of Health, or any other person designated by 
the Minister to act for the Director of En- 
vironmental Sanitation Division of the 
Department of Health; 


(b) “distributor” means any person who carries 
on the business of distributing and selling 
milk to consumers, either directly or through 
resale by a peddler or storekeeper and, except 
as provided by this Regulation, includes a 
peddler, storekeeper, producer-distributor and 
any other person who retails milk to the 
consumer; 


(c) “employee”? means every person employed 
in a pasteurization plant or milk plant; 


(d) “operator”? means every person who by 
himself or by his agents owns or operates a 
pasteurization plant; 


(e) ‘‘peddler’’ means any person who, for resale 
to the consumer, purchases milk from a 
distributor and distributes and sells the milk 
to the consumer; 


(f) “person’’ includes a partnership, association 
and firm; 

(g) “‘processor’’ means any person carrying on 
the business of pasteurizing, homogenizing, 
bottling or in any other way processing milk 
for human consumption; 


(i) “producer” means any person who produces 
milk that is sold for human consumption; 


(7) “producer-distributor’’ means a producer who 
distributes and sells to the consumer milk of 
which he is the producer; 


(7) ‘storekeeper’? means any person who from 
or at a store or shop kept by him sells or offers 
for sale milk to the consumer, which milk 
has been purchased for resale from a licensed 
distributor. C.R.O. 1950, Reg. 488, s. 1; 
O. Reg. 127/58, s. 1, revised. 


GENERAL 


2.—(1) Upon proof satisfactory to the Director that 
a pasteurization plant has complied with the require- 
ments of this Regulation, the Director shall issue a 
certificate of approval in Form 1. 


(2) Every certificate expires on the last day of the 
calendar year in which the certificate is issued and may 
be renewed by the Director if he is satisfied that the 
plant has complied with this Regulation. 


(3) The Minister may suspend or revoke any 
certificate or renewal thereof if the Minister is satisfied 
that the plant for which the certificate is issued does 
not comply with any provision of this Regulation. 
C.R.O. 1950, Reg. 488, s. 2. 


3. The certificate of approval issued to any plant 
in which milk is pasteurized or in which milk products 
are prepared shall be in Form 1. C.R.O. 1950, Reg. 
488, s. 3; O. Reg. 127/58, s. 2, revised. 


4. Every pasteurization plant, every pasteurization 
and every operation connected with the handling of 
milk is subject to the inspection and approval of the 
Director. C.R.O. 1950, Reg. 488, s. 4. 


5. No person shall use any word or term stating or 
indicating, either orally or in writing, that milk is 
pasteurized unless the milk has been pasteurized and 
handled in a pasteurization plant in accordance with 
this Regulation. C.R.O. 1950, Reg. 488, s. 5. 


PLANT AND EQUIPMENT 


6.—(1) No person shall establish, erect, reconstruct, 
alter or enlarge a pasteurization plant unless the 
approval of the Department has been obtained. 


(2) Where an application for approval is made under 
subsection 1, the applicant shall furnish the Depart- 
ment with a copy of the plans and specifications there- 
for together with such other material and information 
as the Department requires. C.R.O. 1950, Reg. 488, 


Ss. 


7. Vhe location of every pasteurization plant shall 
be satisfactory to the Department and shall be free 
from any objectionable conditions, including smoke, 
fumes, dust, odours, flies and other conditions of nature 
that might injuriously affect the quality of the milk, 
and there shall be ready access to and from every 
building. C.R.O. 1950, Reg. 488, s. 7. 


8. The buildings shall be of substantial construc- 
tion, of adequate size for the operations involved, free 
from excessive dust, readily cleaned and well lighted. 
C.R.O. 1950, Reg. 488, s. 8. 


9.—(1) During the period from the 1st day of May 
to the 1st day of November, all outside openings in 
every building forming part of a pasteurization plant 
shall be effectively screened or otherwise protected 
against the entrance of flies. 


(2) Window and door screens shall be tight-fitting 
and shall be kept in good repair, and all doors shall be 
equipped as far as possible with self-closing devices. 


(3) Openings through which cans, crates and other 
articles are passed in rapid succession shall be equipped 
with flaps, fans or similar devices to exclude flies. 


(4) Such additional precautions for the control of 
flies as may be reasonably necessary or as the Depart- 
ment requires shall be provided. C.R.O. 1950, 
Reg. 488, s. 9. 


10.—(1) Every room in which the processing or 
handling of milk is conducted or in which equipment 
is operated shall be adequately lighted by natural or 
artificial light or both. 


(2) Every room shall be adequately ventilated 
through windows, doors or ventilating ducts so as to 
prevent condensation on walls, ceiling and equipment. 
C.R.O. 1950, Reg. 488, s. 10. 


11.—(1) The floors of every room in which milk is 
handled or stored shall be constructed of concrete, tile, 
brick or other good quality impervious material and 
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the surface shall be smooth, readily cleaned, sloped to 
convenient outlets and free from joints and depressions 
in which water or dirt may collect, and the joints 
between walls and floors shall be covered. 


(2) Floors shall be kept clean and free from 
materials and equipment not regularly used in the 
room. 


(3) Suitably trapped drains of sufficient size and so 
located as to rapidly remove drainage shall be provided. 


(4) The walls and ceilings of rooms in which milk 
is handled or stored shall have smooth surfaces of 
impervious and washable material, light in colour, and 
the surfaces shall be kept clean. C.R.O. 1950, Reg. 488, 
Galil 


12.—(1) Separate rooms shall be provided in every 
pasteurization plant for, 


(a) pasteurization, cooling and bottling opera- 
tions; and 


(6) washing and bactericidal treatment of con- 
tainers and miscellaneous equipment. 


(2) Cans of unpasteurized milk shall not be un- 
loaded directly into or stored in the pasteurizing room. 


(3) Where it is possible, self-closing doors shall be 
provided for the pasteurizing room, and the doors shall 
not open directly into any stable, garage or living 
quarters. 


(4) Cleaned utensils and containers shall be stored 
in a room or compartment that is kept free from flies, 
dust, odours and other contamination. C.R.O. 1950, 
Reg. 488, s. 12. 


13. Every pasteurization plant shall, for the pur- 
poses of the employees, be equipped with, 


(a) adequate soap and hot and cold water; 


(6) a clean towel for the exclusive use of each 
employee; 


(c) washing facilities that are conveniently located 
and that are not used in any way in the 
operation of the pasteurization plant or the 
handling of milk; and 


(d) such toilet rooms as are necessary and these 
rooms shall be conveniently located, properly 
equipped, of a sanitary condition, in good 
repair, provided with adequate ventilation and 
lighting, and shall not open directly into any 
room in which milk, equipment or containers 
are used or handled and, where privies are 
used, they shall be separated from any other 
building and be flytight and equipped with 
self-closing doors. C.R.O. 1950, Reg. 488, 
Sauls. 


14. Adequate and satisfactory water and drainage 
facilities shall be provided. C.R.O. 1950, Reg. 488, 
Sl, 


15.—(1) All waste and drainage from the operation 
of a pasteurization plant shall be disposed of in a 
sanitary manner. 


(2) Refuse shall not be permitted to accumulate in 
the building or on or near the premises, except in pro- 
perly covered containers or receptacles. 


(3) Stables shall not be erected or maintained in 
such proximity to the pasteurization plant as to affect 
adversely the process, and all manure and garbage 


shall be treated with a fly larvicide during the fly | 


season. C.R.O. 1950, Reg. 488, s. 15. 


16. The equipment and containers used in the hand- 
ling, processing or storage of milk shall be so con- 
structed and kept in repair as to facilitate cleaning and 
bactericidal treatment, and any surfaces of the equip- 
ment and containers with which milk comes in contact 
shall be of smooth, non-corroded metal or vitreous 
material, free from accumulation of milk solids and 
other foreign substances, self-draining and readily 
accessible for cleaning, and every joint in any such 
equipment or container shall be made flush with the 
surface or otherwise constructed so as to avoid open 
seams. C.R.O. 1950, Reg. 488, s. 16. 


17.—(1) Every pasteurization plant shall have 
equipment of sufficient capacity for the maximum 
output of the plant. 


(2) Any equipment used for processing or storing 
milk shall be constructed of such material and so 
maintained as not to affect adversely the quality or 
taste of the milk. 


(3) Holding vats shall be adequately insulated to 
prevent undesirable heat losses. 


(4) Tight fitting covers shall be provided for the 
equipment, and when in either the open or closed 
position shall be so arranged as to prevent the entrance 
of drainage or water of condensation from the outside 
into the milk. 


(5) Milk receiving vats shall be so placed and pro- 
tected as to prevent contamination of the milk. C.R.O. 
1950, Reg. 488, s. 17. 


18. Every inlet and outlet valve and pipe connec- 
tion to pasteurization holders shall meet the following 
requirements: 


1. Every valve and pipe line used in inlet and 
outlet connections on pasteurizers or holders 
shall be of metal not affected by milk to the 
extent of corroding or pitting the material, and 
shall not affect the flavour of milk by electro- 
lysis or by other means. 


2. Every surface in contact with the milk shall be 
smooth and free from pits, crevices, cracks, 
open seams or threads. 


3. Passages shall be constructed to prevent 
pocketing. 


4, Every part shall be readily disassembled for 
cleaning. 


5. Every inlet valve shall be of the leak-protector 
type and every inlet valve and connection shall 
be so constructed and located as to prevent 
leakage or short circuiting of unpasteurized 
milk into pasteurized milk, or into a pastaur- 
izer or holder other than that being filled. 


6. Every groove on an inlet valve for diverting 
leakage shall be of ample dimensions and so 
arranged as to permit free drainage. 


7. Every pipe line between any inlet valve and 
pasteurizer or holder shall be as short as pos- 
sible and shall be sloped or otherwise arranged 
to drain freely. 


8. Every outlet valve shall be of the leak- 
protector type and shall have the valve seat 
either flush with the inner wall of the pasteur- 
izer or so closely coupled that all milk in the 
valve pocket is within the influence of the 
agitation created by the stirring equipment. 


9. Every outlet valve shall prevent leakage past 
the valve seat into the milk outlet, and grooves 
for diverting leakage shall be of ample dimen- 
sions and so arranged as to permit free 
drainage. 


490 


10. Sterilizing connections shall be provided where 
the construction of the outlet valve makes this 
necessary, and they shall be non-clogging and 
shall not terminate in a channel through which 
milk is flowing. 


11. Valves shall be provided with necessary stops 
and guides to insure proper operation. C.R.O. 
1950, Reg. 488, s. 18. 


__ 19. Milk piping and connections shall meet the 
following requirements: 


1. The piping and connections shall be of such 
size and material that they may be readily 
cleaned. 


to 


The piping and connections shall be smooth, 
free from corrosion and all joints shall be 
soldered flush. 


3. The length of piping shall be reduced to a 
minimum. 


4, No piping, pumps or equipment shall be used 
for both unpasteurized and pasteurized milk. 
C.R.O, 1950, Reg. 488, s. 19. 


20.—(1) Both indicating and recording thermo- 
meters of satisfactory type shall be installed and used 
on each holder in which the holding time is not auto- 
matically controlled and in both inlet and outlet mani- 
folds of vat, pocket or continuous flow installations in 
which the milk is brought to the final pasteurization 
temperature before entering the holder and in which 
the time is automatically controlled. 


(2) The bulbs of the indicating thermometer and 
the recording thermometer shall be as close together 
as is practicable. 


(3) Indicating thermometers shall be easily read 
and shall be accurate within 4 of 1° F. 


(4) Recording thermometers shall be moisture 
proof, easily read, with scale divisions of not less than 
one-sixteenth of an inch for each degree between 140° F. 
and 145° F., and the smallest time-scale division shall 
not exceed ten minutes and every chart shall be 
graduated for and shall make one revolution in twelve 
hours. C.R.O. 1950, Reg. 488, s. 20. 


21. The equipment used in milk processing shall be 
such as to preclude as far as possible the formation of 
foam in pasteurizers or holders and, where foam collects 
in milk holders, means shall be employed to keep the 
atmosphere above the milk at a temperature at least 
5° F. higher than the pasteurizing temperature. C.R.O. 
1950, Reg. 488, s. 21. : 


22. Milk shall be filtered or strained before pas- 
teurization only and no filters, other than metal screens, 
shall be placed on the outlet side of the pasteurizer or 
be used on milk after pasteurization. C.R.O. 1950, 
Reg. 488, s. 22. 


23.—(1) Milk cooling equipment shall be provided 
of sufficient capacity and type to cool the milk from 
each pasteurizer or holding vat in a period not exceed- 
ing 1/4 hours. 


(2) The temperature of the pasteurized milk shall 
not be reduced to lower than 120° F. before passing 
through the cooling equipment. 


(3) The milk shall be cooled to 50° F. or lower 
within a period not exceeding 1% hours and held at or 
below this temperature until delivery. 


(4) Surface coolers shall be built of suitable material 
and so constructed as to afford ready access for cleaning 
and provision shall be made to prevent water of con- 
densation from coming into contact with the milk or 
the cooling surfaces. 
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(5) Open surface coolers shall be either located in 
separate well-ventilated rooms, free from flies, dust, 
drip, splash, manual contact and other sources of con- 
tamination, or provided with tight fitting covers or 
shields, and such covers or shields shall be so arranged 
as to afford ready access for cleaning the cooler. 


(6) Regenerative heater-coolers shall be so con- 
structed and maintained as to prevent access of the 
unpasteurized milk into the pasteurized milk. 


(7) Solder shall not be used on the metal separating 
the pasteurized milk from the unpasteurized milk. 
C.R.O. 1950, Reg. 488, s. 23. 


BOTTLING EQUIPMENT 


24. Milk shall be bottled and capped at the plant 
where pasteurization takes place and in accordance 
with the following conditions: 


1. Bottling shall be done in mechanical equip- 
ment that can be readily cleaned and that 
does not expose the milk to contamination 
during the operation. 


2. The equipment and the operation shall be such 
that a uniform mixture of the milk is added to 
each bottle. 


No unpasteurized milk shall be bottled or shall 
come in direct contact with bottling equip- 
ment used for pasteurized milk. C.R.O. 1950, 
Reg. 488, s. 24. 


ios) 


25. Bottles shall be capped by mechanical equip- 
ment and hand-capping shall not be permitted. C.R.O. 
1950, Reg. 488, s. 25. 


26. Adequate cooling facilities and cold storage 
facilities shall be provided in the pasteurization plant 
for the pasteurized milk and the milk held in storage 
before processing. C.R.O. 1950, Reg. 488, s. 26. 


27. Containers and other equipment used in the 
processing or handling of milk shall be washed and dis- 
infected in equipment satisfactory to the Department. 
C.R.O. 1950, Reg. 488, s. 27. 


PASTEURIZATION 
28. Milk shall be pasteurized by heating the milk, 


(a) toa temperature of at least 143° F. and holding 
it at that temperature for not less than thirty 
minutes; or 


(b) toa temperature of at least 161° F. and holding 
it at that temperature for not less than 
sixteen seconds, 


and cooling it immediately thereafter to a temperature 
of 50° F. or lower, in a manner and with equipment 
and apparatus approved by the Department. C.R.O. 
1950, Reg. 488, s. 1 (e), revised. 


29.—(1) The operation of the pasteurizer or holding 
vat shall be such that the variation in temperature be- 
tween the hottest and coldest sections of the milk does 
not exceed 1° F. 


(2) The temperature of the milk in the pasteurizer 
at any time shall be taken as the temperature shown 
on the indicating thermometer rather than the tem- 
perature shown on the recorder. 


(3) The temperature shown by the recording ther- 
mometer shall be checked daily by the operator against 
the temperature shown by the indicating thermometer 
and shall be adjusted to read at no time higher than the 
temperature shown by the indicating thermometer. 
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(4) The bulbs of the thermometers shall be placed as 
close together as is practicable and at the point of lowest 
temperature in the pasteurizer or holder. C.R.O. 1950, 
Reg. 488, s. 28. 


30.—(1) No recording chart shall be used for a 
period that will interfere with the clarity of the record 
or that will permit overlapping of graphs. 


(2) The person in charge of the recorder shall sign 
every chart and shall see that, 


(a) the date of each operation of the pasteurizer or 
holder; 


(b) the number of the pasteurizer or holder, if 
more than one is in use, to which the recorder 
was attached; and 


(c) a recording of the indicating thermometer at 
some time corresponding with a marked point 
in the holding period, 


are recorded on the chart. 


(3) Where more than one recording thermometer is 
in use, the chart shall be numbered in such a manner 
as to indicate the recording thermometer that was 
used for the chart. 


(4) The operator shall keep every chart for a period 
of three months after the date thereof. C.R.O. 1950, 
Reg. 488, s. 29. 


31. Except in case of an emergency, the cover of 
the pasteurizer shall be kept closed during the holding 
period and until the milk is removed. C.R.O. 1950, 
Reg. 488, s. 30. 


32.—(1) Any milk that has been contaminated 
after pasteurization shall be repasteurized, but milk 
that has come into contact with contaminated machin- 
ery or has overflown from routine operations shall 
not be used for domestic consumption. 


(2) Where any milk accidentally passes through 
equipment without proper treatment, the equipment 
shall be sterilized before it is used again. C.R.O. 1950, 
Reg. 488, s. 31. 


33.—(1) When it is assembled and immediately 
before the day’s operations, any equipment used for 
pasteurization and subsequent handling of the milk 
shall be given a bactericidal treatment by steam, hot 
water or other disinfectant approved by the Depart- 
ment. 


(2) Every valve shall be thoroughly steamed or 
disinfected before being used. C.R.O. 1950, Reg. 488, 
S332. 


34.—(1) No piping, pumps or equipment with 
which pasteurized milk comes into contact shall be 
used in the handling of unpasteurized milk or other 
contaminated material, and no connection shall be 
permitted between unpasteurized and pasteurized milk. 


(2) Every valve and pipe connection to or from a 
pasteurizer or holder shall be disconnected during the 
holding period and when not in actual use. C.R.O. 
1950, Reg. 488, s. 33. 


35. Milk that is or is likely to be held for more 
than two hours in the plant before pasteurization shall 
be cooled to 50° F. or lower upon arrival, and shall be 
held at this temperature until pasteurization begins. 
C.R.O. 1950, Reg. 488, s. 34. 


SANITATION 


36. No unpasteurized milk shall be bottled in any 
pasteurization plant or placed in containers for delivery 
to consumers. C.R.O. 1950, Reg. 488, s. 35. 


37. No products other than milk products and pro- 
ducts of which milk is a substantial component shall 
be handled or processed in a pasteurization plant unless 
equipment entirely separate from the equipment used 
in pasteurization is used and the handling or processing 
is carried on in a separate room. C.R.O. 1950, Reg. 
488, s. 36. 


38.—(1) Every container and any equipment that 
comes into contact with or is used in the handling of 
milk shall be thoroughly cleaned and subjected to 
effective bactericidal treatment after each use, and 
at least once each day. 


(2) All dismountable apparatus, including piping, 
pump parts, valves and pipe fittings, shall be taken 
down daily for cleaning, and after cleaning shall be 
stored on racks or other places proctected from con- 
tamination. 


(3) Every can, tank and other container used for 
transporting milk to a pasteurization plant shall be 
thoroughly cleaned and subjected to effective bacteri- 
cidal treatment before leaving the plant, and the can, 
tank or other container shall not be used for trans- 
porting milk or other products from the pasteurization 
plant. C.R.O. 1950, Reg. 488, s. 37. 


39.—(1) All bottles, cans, containers and equip- 
ment shall be stored after cleaning in such manner as 
to protect against drainage, dust, flies and other con- 
tamination. 


(2) During storage and when in operation, the 
interior of every container and any surface thereof 
exposed to milk shall be protected against manual 
contact and other sources of contamination. C.R.O. 
1950, Reg. 488, s. 38. 


40. All bottle caps and other paper or parchment 
that come into contact with milk shall be purchased 
and stored in sanitary tubes or cartons, and shall be 
kept free from contamination and in a clean dry place 
until used. C.R.O. 1950, Reg. 488, s. 39. 


QUALITY OF MILK 


41.—(1) Unpasteurized milk that reaches a pasteur- 
ization plant for pasteurization or processing shall be 
clean, cool and of good quality. 


(2) Any milk that is tainted, soured, unpalatable 
or otherwise unsatisfactory shall be rejected at the 
pasteurization plant, and shall be returned to the 
shipper or disposed of at his direction. C.R.O. 1950, 
Reg. 488, s. 40. 


42.—(1) Milk that is to be, or is intended to be, 
pasteurized shall be cooled within two hours after 
milking to a temperature of 50° F. or lower, and the 
milk that reaches the pasteurization plant, unless it is 
to be pasteurized within two hours after milking, shall 
not have a temperature higher than 60° F. 


(2) Where there is a long interval between milking 
and delivery to the plant, the temperature shall be kept 
below 50° F. C.R.O. 1950, Reg. 488, s. 41. 


DELIVERY OF MILK 


43. All milk, except that sold in wholesale quanti- 
ties, shall be delivered in glass bottles or other con- 
tainers satisfactory to the Department, and every 
container shall be labelled with the word ‘‘pasteurized’’, 
and the name of the operator in capital letters of eight 
point size or larger. C.R.O. 1950, Reg. 488, s. 42. 


44.—(1) Every vehicle used for transportation or 
delivery of pasteurized milk shall be so constructed 
and maintained as to protect the milk from excessive 
heat and contamination. 


(2) Every vehicle used for transportation or de- 
livery of pasteurized milk shall be kept clean and shall 
not be used for transporting anything likely to cause 
contamination of the milk or the containers. C.R.O. 
1950, Reg. 488, s. 43. 


PERSONNEL IN PASTEURIZATION PLANTS 


45. Every pasteurizing and processing operation 
shall be under the direct supervision of a person having 
an adequate knowledge of such operations. C.R.O. 
1950, Reg. 488, s. 44. 


46.—(1) Every person whose work brings him into 
contact with the pasteurizing, processing or handling 
of milk or the handling of containers or equipment 
shall be free from and shall not be a carrier of any 
disease that may be spread through the medium of 
milk. 


(2) Every such person shall satisfy the medical 
officer of health of the municipality in which the milk 
is sold or delivered as to his freedom from such diseases, 
and shall submit to such examinations and tests as the 
medical officer of health or the Department requires. 


(3) When an operator believes or suspects that 
an employee is suffering from any such disease, the 
operator shall forthwith notify the medical officer of 
health of the municipality in which the milk is sold 
or delivered. 


(4) Upon evidence satisfactory to the Department 
that an employee has failed to satisfy any of the 
requirements of this section, the Department may 
direct the operator of the plant in which the employee 
is employed to see that the person is not employed in 
any work that may bring him into contact with the 
pasteurizing, processing or handling of milk or the 
handling of containers or equipment, and the operator 
shall carry out the direction of the Department. 
C.R.O. 1950, Reg. 488, s. 45. 
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47.—(1) Any person employed in a pasteurization 
plant shall be clean in habits, wear clean, washable 
outer garments, and keep his hands clean while engaged 
in work. 


(2) No person shall spit, smoke or use tobacco in 


any form in any part of the plant in which milk is pro- 
cessed or handled. C.R.O. 1950, Reg. 488, s. 46. 


Form 1 
CERTIFICATE 
CertiicateNG: en ak oe: 
APPROVAL OF PASTEURIZATION PLANT 

It is HEREBY CERTIFIED THAT the pasteur- 
ization plantoperated Dyas sme eee eens eee 
LE js. nceeis Ue kas ueeh cxewalanacgs Porcie yemnechen sbete Meanie arolernarerend 
has complied with the regulations made under The 


Public Health Act, and that the Department hereby 
issues its certificate of approval for the said pasteuriza- 


tion plant. This certificate expires on.............. 


me eae eke eee oe ol Ody. 
Dated at Toronto, this..... dar Otiens cents ee 
heres afi Hanke naabomnsen 
Crest Environmental Sanitation Division 
and for the 
Seal Department of Health. 


C.R.O. 1950, Reg. 488, Form P; O. Reg. 127/58, s. 3 
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Regulation 514 


under The Public Health Act 


PLUMBING IN UNORGANIZED TERRITORY | 


1. This Regulation applies to territory without 
municipal organization. O. Reg. 252/60, s. 1, amended. 


2. The drain of every house shall be, 


(a) connected to a sewer, septic tank or cesspool; 


(b) ventilated by means of a ventilating pipe that, 


(i) extends above the roof of the house 
and opens at a point sufficiently remote 
from any window, door, skylight, 
chimney or other opening into a house 
so that gases from the ventilating pipe 
cannot enter the house, and 

(ii) is not connected to a chimney of any 

building; and 


(c) constructed and installed in a sanitary manner 
and made of suitable material. O. Reg. 
252/60, s. 2. 


3. The waste pipe from a closet, sink, tub, wash- 
basin or other fixture shall be constructed of suitable 
materials and installed with tight joints in a sanitary 
manner. O. Reg. 252/60, s. 3. 


4. A refrigerator, drinking fountain or potato- 
peeling or other machine for processing food stuffs 
shall not be directly connected to any pipe conveying 
waste. O. Reg. 252/60, s. 4. 


5. A plumbing system shall be designed, constructed 
and installed so that no air or gas from the system can 
escape into a building. O. Reg. 252/60, s. 5. 


6. No connection shall be made in a potable water 
system whereby any foreign matter or non-potable 
water can enter the potable water system and the 
potable water system shall be separate from and 
independent of a supply system for non-potable water. 
O. Reg. 252/60, s. 6. 
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Regulation 515 


under The Public Health Act 


QUALIFICATIONS OF MEDICAL OFFICERS 
OF HEALTH, SANITARY INSPECTORS 
AND PUBLIC HEALTH NURSES 


1. No person shall be appointed as a full-time 
medical officer of health unless before his appointment 
he has, 


(a) secured, after not less than one year of full- 
time post-graduate study of public health, a 
certificate or diploma issued by a Canadian 
university ; 


(b) secured a similar qualification issued by a 
university outside Canada and accepted as 
equivalent by a Canadian university; or 


(c) had at least five years of experience as medical 
officer of health in a comparable municipality 
in the Province of Ontario. C.R.O. 1950, 
Reg. 487, s. 2, revised. 


2. No person shall be appointed as a part-time 
medical officer of health for a municipality with a popu- 
lation exceeding 4,000 unless before his appointment 
he has devoted not less than one month to a course of 
instruction designated by the Minister and completed 
to the satisfaction of the Minister, or has had at least 
five years of experience as medical officer of health 
in a comparable municipality in Ontario. C.R.O. 
1950, Reg. 487, s. 3. 


3. Any part-time medical officer of health for a | 
municipality having a population of less than 4,000 


shall, within one year after his appointment as medical 
officer of health, complete a course of instruction desig- 
nated by the Minister. C.R.O. 1950, Reg. 487, s. 4. 


£1) In this section, ‘‘sanitary inspector’’ in- 
cludes milk inspector, plumbing inspector and food 
inspector. 


(2) No person shall be appointed as a full-time sani- 
tary inspector unless he is a veterinary surgeon, or 
unless, before his appointment, he has secured the 
certificate granted by The Canadian Public Health 
Association or by certifying organizations recognized 
by the Association for this purpose. 


(3) The qualifications of every part-time sanitary 
inspector shall be reviewed by the Department, and 
any inspector who is deemed by the Department not 
to have the necessary qualifications or experience may 
be required to secure such experience or qualifications 
in a municipality designated for this purpose by the 
Department. C.R.O. 1950, Reg. 487, ss. 5-7. 


5. No person shall be engaged as a public health 
nurse unless she, 


(a) is registered under The Nurses Registration 
Act; or 


(b) has a certificate from a university certifying 
that she has satisfactorily completed a course 
of not less than one year in public health 
nursing. C.R.O. 1950, Reg. 487, ss. 8, 9. 
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Regulation 516 


under The Public Health Act 


SLAUGHTER-HOUSES AND MEAT 
PROCESSING PLANTS 


INTERPRETATION 
1. In this Regulation, 


(a) ‘‘Administrative Officer” means the Adminis- 
trative Officer of the Department of Health, 
or any other person designated by the Minister 
to act for the Administrative Officer; 


(d) “carcass” means the carcass of cattle, sheep, 
swine, goats, game or poultry; 


(c) ‘“‘employee’”’ means any person who, 


(i) is employed in a slaughter-house or 
meat processing plant, and 


(ii) handles or comes in contact with meat 
or a manufactured meat product in a 
plant; 


(d) “food”’ means food for human consumption; 


(e) “‘manufactured meat product’? means food 
that is the product of a process and that con- 
tains meat as an ingredient, and includes meat 
that is processed by mixing, salting, pickling or 
smoking or otherwise applying heat, or to 
which edible fats, cereals or sugar have been 


added; 


(f) ‘‘meat’”” means animal flesh, including the 
heart, tongue, diaphragm and oesophagus, 
intended for food; 


(g) “meat processing plant’’ means a plant where 
meat is processed or used in the production 
of a manufactured meat product; 


(h) “plant’’ means slaughter-house or meat pro- 
cessing plant; 


(7) “utensil’’ means any article of equipment with 
which meat or a manufactured meat product 
comes in contact ina plant. O. Reg. 193/57, 
Sal, 


2. This Regulation does not apply to, 


(a) a farmer who slaughters his own animals on 
his own premises and for his own use; or 


(b) a retail butcher who manufactures fresh 
sausage from trimmings incidental to the 


operation of the butcher shop. O. Reg. 
193 /Sierso es 
3. This Regulation shall not be construed as 


Departmental approval of carcasses, meat or a manu- 
factured meat product originating in a plant to which 
this Regulation applies. O. Reg. 193/57, s. 3. 


4.—(1) No person shall slaughter an animal in- 
tended for food except in a slaughter-house. 


(2) No person shall process meat or use meat in 
the production of a manufactured meat product except 
In a meat processing plant. 


(3) No person shall slaughter or process meat or 
produce a manufactured meat product, except in 
accordance with this Regulation. 


(4) No person shall construct, operate or maintain 
a plant except in accordance with this Regulation. 
O. Reg. 193/57, s. 4. 


5. No person shall establish a slaughter-house or 
meat processing plant or construct premises for use as 
a slaughter-house or meat processing plant without 
first, 


(a) notifying the Department of his intention; 
and 


(b) furnishing the Department with a copy of the 
plans or specifications of the premises pro- 
posed to be used or constructed. O. Reg. 
ICKY AY eee 


CONSTRUCTION AND EQUIPMENT OF PLANTS 
6. Every plant shall, 


(a) be located in a place free from conditions 
that might injuriously affect the sanitary 
operation of the plant; 


(6) be constructed and finished in such manner 
that the plant is capable of being maintained 
in a sanitary condition; 


(c) be equipped with refrigeration facilities 
capable of maintaining the temperatures 
prescribed by this Regulation; and 


(d) be fully lighted. O. Reg. 193/57, s. 6. 
7. Every slaughter-house shall be equipped with, 


(a) a killing room for the purpose of slaughtering 
animals; 


(6) a chill room for. the purpose of chilling meat 
immediately after it is slaughtered; 


(c) livestock pens for the purpose of holding 
livestock before slaughtering; 


(d) accommodation for washing and dressing for 
male employees, and separate accommodation 
for washing and dressing for female employees; 
and 


(e) a storage room for meat that is not food. 
Ons Regn1937/575ise ie 


8. Every meat processing plant shall be equipped 
with, 


(a) a processing room for the purpose of working 
with meat while it is being processed; 


(b) a refrigerated room for the purpose of storing 
meat; and 


(c) accommodation for washing and dressing for 
male employees, and separate accommodation 
for washing and dressing for female employees. 
O. Reg. 193/57, s. 8. 


9. Every plant shall have available a supply of 
potable hot and cold water adequate for the efficient 
operation of the plant. O. Reg. 193/57, s. 9. 


10.—(1) All waste and drainage from the operation 
of a plant shall be disposed of in a sanitary manner. 
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(2) No refuse shall accumulate in a plant or on or 
near the premises of a plant except in metal containers 
covered with metal insect-proof covers. O. Reg. 
193/57, s. 10. 


11. Floors shall be smooth, impervious to liquids 
and drained, in, 


(a) livestock pens; 
(b) killing rooms; and 


(c) rooms in which carcasses, meats or manu- 
factured meat products are chilled, manu- 
factured, processed or stored. O. Reg. 
LOS Svqnsolle 


_ 12. A catch basin shall not be located in any room 
in which animals are slaughtered or in which meat is 
processed, prepared or stored. O. Reg. 193/57, s. 12. 


13. The walls of a room in which animals are 
slaughtered or in which meat is processed or stored, or 
in which a manufactured meat product is manufactured 
or stored, shall be of smooth material, impervious to 
liquids, to a height of not less than six feet. O. Reg. 
193/575) 13: 


14. All outside openings shall be effectively screened 
sufficient to prevent the entry of flies or other insects 
during the period from the ist day of May to the 1st 
day of November in each year. O. Reg. 193/57, s. 14. 


15. Equipment and utensils with which meat or a 
manufactured meat product comes or is likely to come 
in contact shall be of such material and so constructed 
that they can be easily and thoroughly cleansed. 
OF Reg, 193/577 s. 15. 

16. Rails, racks and hooks shall be, 

(a) of metal construction; 
(b) kept clean, sanitary and in good repair; and 
(c) arranged so as to prevent contact of meat or 
a manufactured meat product with a wall or 
floor. O. Reg. 193/57, s. 16. 
17. Tables, benches, blocks and containers shall be, 


(a) free of any crack or crevice; and 


(6) kept clean, sanitary and in good repair. 
O. Reg. 193/57, s. 17. 
18. Containers used in the rendering, preparation 
or storage of meat other than meat for food shall be, 


(a) of metal construction; 


(b) marked to identify the use to which they are 
put; 


(c) used for no other purpose; and 


(d) kept clean and in good repair. 
193/57, s. 18. 


19. Every refrigerated room in a plant shall be 
equipped with a direct reading theremometer of known 
accuracy. O. Reg. 193/57, s. 19. 


MAINTENANCE AND OPERATION 


20. The operator of a plant shall advise the Depart- 
ment of the usual hours of operation. O. Reg. 193/57, 
s. 20. 


21. Carcasses shall be removed from the killing 
room and placed in a chill room immediately after 
slaughter and dressing. O. Reg. 193/57, s. 21. 


O. Reg. | 


22. Meat, manufactured meat products and any 
ingredient or material used in the processing, manu- 
facture or packaging of meat or a manufactured meat 
product shall be kept in such manner and place as 
prevents them from becoming contaminated. O. Reg. 
193/57, s. 22. 


23. No meat or manufactured meat product that 
is not for food shall, 


(a) be present in a room in which meat for food 
is prepared, processed, packed, chilled or 
stored; or 


(b) come in contact with any equipment or 
material used in the preparing, processing, 
packing, storing or handling of meat for food. 
O. Reg. 193/57, s. 23. 


24. No dead or moribund animal shall enter or 
remain ina plant. O. Reg. 193/57, s. 24. 


25. The floors, walls and ceiling of a plant shall be 
kept clean. O. Reg. 193/57, s. 25. 


26. Rooms and passageways in a plant shall be kept 
free of condensed moisture. O. Reg. 193/57, s. 26. 


27. All equipment and utensils shall be cleaned 
before being put to use, and at the end of each day's 
use, and shall be kept in a sanitary condition at all 
times. O. Reg. 193/57, s. 27. 


28.—(1) Meat shall not come in direct contact with 
the floor or walls in a plant. 


(2) Baskets of meat or manufactured meat pro- 
ducts shall not be placed in direct contact with the 
floor. O. Reg. 193/57, s. 28. 


29. Utensils that have been in contact with infected 
material shall be immediately cleansed and sterilized 
by means of hot water or live steam. O. Reg. 193/57, 
so A 


30.—(1) Manufactured meat products that are 
customarily eaten without further cooking shall be 
subjected to a process sufficient to destroy pathogenic 
bacteria, parasites and the cystic forms of parasites. 


(2) The operator of a plant shall, when requested, 
furnish the Administrative Officer with the particulars 
of the process used as required by subsection 1. O. Reg. 
193/57, s. 30. 


31. No meat or manufactured meat product shall 
be shipped from a plant for distribution as a frozen 
food unless it has first been frozen in a sharp freeze 
room. O. Reg. 193/57, s. 31. 


32.—(1) Heads used for food shall be free of hair, 
scurf, brains, eyes, eardrums, teeth and turbinate and 
ethmoid bones. 


(2) Feet used for food shall be free of hair and 
scurf. O. Reg. 193/57, s. 32. 


33. Where a mark is applied directly to meat, the 
mark shall be made by a non-toxic substance. O. Reg. 
193/57, s.33. 


34. Dogs and cats shall not be permitted in a plant. 
O. Reg. 193/57, s. 34. 


35. The following temperatures shall be maintained 
in a plant: 
1. In a chill room, not less than 32° F. and not 
more than 42° F. 


iS) 


In a room in which meat or a manufactured 
meat product is stored, not less than 32° F. 
and not more than 42° F. 
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3. In a room in which meat or a manufactured 
meat product is cured, not less than 38° F. 
and not more than 42° F. 


4. Ina sharp freeze room, 0° F. O. Reg. 193/57, 
s. 35, revised, 


PERSONNEL 


_ 36.—(1) No person shall perform work that brings 
him in contact with meat or a manufactured meat 
product in a plant unless, 


(a) he is clean; 


(b) he is free from and not a carrier of a disease 
that may be spread through the medium of 
food; 


(c) he submits to such examinations and tests as 
the local medical officer of health or the 
Minister requires; and 


(d) he wears clean washable outer garments and 
headgear that covers his hair. 


(2) No person who, 


(a) has a communicable skin disease or infection; 
or 


(b) has resided in premises while a communicable 
disease has occurred therein, 


shall perform work that brings him in contact with 
meat or a manufactured meat product in a plant, 
unless he has obtained a certificate from the local 
medical officer of health that he is free from and not 
a carrier of any disease that may be spread through 
the medium of food. O. Reg. 193/57, s. 36. 


37. No person shall engage in handling meat or a 
manufactured meat product while he is the bearer of 
any substance that might contaminate the meat or 
meat product. O. Reg. 193/57, s. 37. 


38.—(1) Every plant shall, for the use of the em- 
ployees, be provided with, 


(a) washing facilities, provided with soap and 
hot and cold water; 


(b) a clean towel for the exclusive use of each 
employee; 


(c) dressing rooms, separate for each sex, sufficient 
for all employees to change and store their 
clothing in clean and sanitary conditions; and 

(d) separate water-closets or privies for each sex. 

(2) Every water-closet shall be, 

(a) located so that it does not open directly into 
any room containing meat or a manufactured 
meat product; 

(b) equipped with full-length doors; and 


(c) ventilated and fully lighted. O. Reg. 193/57, 
SL 38: 


39. Where a privy other than a water-closet is 
used, it shall be separate from any other building, be 
fly-tight and equipped with self-closing doors. O. Reg. 
193'/Sijmese 39! 


40. All privies and washing facilities and the rooms 
used in connection therewith shall be kept clean and 
sanitary and in good repair. O. Reg. 193/57, s. 40. 


INSPECTION 


41. Every slaughter-house and meat processing 
plant and every operation connected with slaughtering 
and the processing of meat are subject to the inspection 
of the Administrative Officer or any other officer of the 
Department designated by him. O. Reg. 193/57, s. 41. 


42. The Administrative Officer may take or cause 
to be taken samples of meat, manufactured meat 
products or any ingredient used in the manufacture 
thereof to determine whether it is likely to cause illness 
or is fit for human consumption. O. Reg. 193/57, 
s. 42. 


RECORDS 


43.—(1) Every operator shall maintain records of 
purchases of livestock and meats for process or manu- 
facture, and of slaughterings. 


(2) The records mentioned in subsection 1 shall 
include, 


(a) the name and address of the person from 
whom the meat or livestock is purchased, 
and the date of the purchase; 


(b) the live weight or dressed weight of animals 
for slaughter; 


(c) the weight of meat intended for process or 
manufacture; and 


(d) the number and kind of animals slaughtered, 
and the date of slaughtering. 


(3) The records mentioned in subsections 1 and 2 
shall be open to inspection by an officer of the Depart- 
ment designated by the Administrative Officer. O. Reg. 
193/57, s. 43. 


CLOSURE 


44.—(1) Where the Administrative Officer finds in 
a plant any condition that is or may become dangerous 
to health or may hinder in any manner the suppression 
of disease, he may order that the plant be closed and 
remain closed until the condition or conditions have 
been rectified. 


(2) The Administrative Officer, after he has issued 
the order referred to in subsection 1, shall within 
twenty-four hours of issuing the order give notice 
thereof in writing to the operator of the plant and shall 
include the reasons for making the order. O. Reg. 
193/57, s. 44. 
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Regulation 517 


under The Public Health Act 


STUFFED ARTICLES 
INTERPRETATION 
1.—(1) In this Regulation, 


(a) ‘‘new coloured material’’ means material that 
is not second-hand material and that has 
been dyed or coloured; 


(b) “new white material’? means material that is 
not second-hand material and that has not 
been dyed or coloured; 


(c) ‘second-hand article’? means an article that 
has been purchased from a retailer; 


(d) “second-hand material’? means material that 
has been used other than in a manufacturing 
process, but does not include, 


(i) wool that has been, 


a. reclaimed by means of a carbon- 
izing process, or 


b. treated by a process of steam 
under at least ten pounds of 
pressure and maintained for a 
period of at least one-half of an 
hour or treated by any other 
process that, in the opinion of an 
officer of the Department, is 
equivalent thereto, or 


(ii) coarse cotton mill gunny; 


(e) ‘upholstered or stuffed article’ means an 
article any part of which contains material for 
the purpose of upholstering or stuffing, but 
does not include, 


(i) shoulder pads and trimmings in articles 
of clothing, 


(ii) a seat or back rest that is part of a 
vehicle or aeroplane, or 


(iii) life saving equipment bearing a stamp 
or label of approval by the Department 
of Transport of the Government of 
Canada. 


(2) For the purposes of the Act and this Regula- 
tion, an upholstered or stuffed article shall be deemed 
to be offered for sale while it is in the possession of, or 
on the premises of, a retailer, manufacturer or dealer 
in second-hand materials or second-hand articles. 
O. Reg. 266/60, s. 1. 


MATERIAL 


_ 2.—(1) No person shall use second-hand material 
in the construction or manufacture of upholstered or 
stuffed articles. 


(2) No person shall add material in the alteration, 
renovation, repair, renewal, covering or re-covering 
of an upholstered or stuffed article, other than new 
white material or new coloured material. O. Reg. 


266/60, s. 2. 


3. No person shall use in the manufacture or 
renovation of any stuffed or upholstered article any 
material that contains vermin or is unclean. O. Reg. 
266/60, s. 3. 


4. No person shall sell or offer for sale an uphol- 
stered or stuffed article that, 


(a) has been in contact with a person suffering 
from a communicable disease; 


(b) is insanitary and is likely to affect adversely 
the health of any person; or 


(c) contains vermin, 


unless the article has been cleaned to the satisfaction 
of the local medical officer of health. O. Reg. 266/60, 
So. 


5. No person shall use feathers or feather products 
in the construction, manufacture, alteration, renova- 
tion, repair or renewal of an upholstered or stuffed 
article unless the feathers or feather products have first 
been, 


(a) washed for at least thirty minutesincold water 
and with a detergent or washing soda, or both; 


(b) rinsed for at least ten minutes in a flow of 
clean water; and 


(c) dried thoroughly with dry steam at a tem- 
perature of at least 215° F. O. Reg. 266/60, 


Sad 


‘LABELLING AND SALE 


6.—(1) Every person who constructs, manufac- 
tures, alters, renovates, repairs, renews, covers or 
recovers an upholstered or stuffed article shall immedi- 
ately affix a label, in accordance with section 7, to a 
conspicuous part of the article. 


(2) Where a person has an upholstered or stuffed 
article manufactured for sale by him by retail under a 
trade mark and where, 


(a) the trade mark is registered in his name under 
the Trade Marks Act (Canada); and 


(b) a certificate of the registration is filed with 
the Department, 


the name of that person may be shown on the label 
required to be affixed to the article in place of the 
name of the manufacturer. 


(3) No person shall sell or offer for sale, whether by 
auction or otherwise, an upholstered or stuffed article 
that does not bear a label in accordance with section 
7, securely affixed to a conspicuous part of the article. 


(4) Subsection 3 does not apply to the sale or 
offering for sale by a householder of his own household 
articles on his premises. 


(5) A wholesaler, retailer or auctioneer shall affix 
a label to each second-hand article immediately the 
article enters the premises of the wholesaler, retailer or 
auctioneer. O. Reg. 266/60, s. 6. 


7.—(1) Every label shall be 244 inches wide and 
four inches long and made of muslin, linen or other ma- 
terial that, in the opinion of an officer of the Depart- 
ment, is equivalent thereto, and shall be, 
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(a) in Form 1 and coloured white, where new 
white material is used exclusively; 


(6) in Form 2 and coloured blue, where new col- 
oured material is used exclusively or together 
with new white material; 


(c) in Form 3 and coloured green, where the 
article is renovated; and 


(d) in Form 4 and coloured yellow, where the 
article is second-hand. 


(2) Where the seat of a chair is fabricated and 
installed as a separate unit and has a hard-surfaced 
backing, the label may be affixed by a rubber stamp 
legibly and indelibly stamped on the backing. 


(3) No printing other than that contained in the 
prescribed form shall appear on a label. 


(4) For the purpose of subsections 1 and 2 of 
section 6, an article may be labelled with a label 
affixed under the law of another province, where, in the 
opinion of the Minister, 


(a) the law is substantially equivalent to this 
Regulation; 


(b) the label would not confuse the public; and 


(c) the law contains a similar provision for 
recognition of labels affixed under this Regu- 
lation. O. Reg. 266/60, s. 7. 


8. Notwithstanding section 7, a label affixed to an 
article of clothing, a toy or a doll may be 2% inches 
wide and one inch long, and shall be, 


(a) in Form 5 and coloured white, where new 
white material is used exclusively; and 


(b) in Form 6 and coloured blue, where new 
coloured material is used exclusively or to- 
gether with new white material. O. Reg. 
266/60, s. 8. 


9. Notwithstanding sections 6, 7 and 8, articles 
to which labels prescribed in Ontario Regulations 13/44 
are affixed may be sold or offered for sale by retailers. 
O. Reg. 266/60, s. 9. 


10. Articles placed off sale under section 100 of the 
Act shall be produced by the manufacturer, renovator, 
wholesaler or retailer on demand of an officer of the 
Department or a medical officer of health at any time 
until the off sale label is removed by a person author- 
ized by section 11. O. Reg. 266/60, s. 10. 


11. No person, other than an officer of the Depart- 
ment, a medical officer of health or a person authorized 
by either of them shall remove an off sale label that 
has been affixed under section 100 of the Act. O. Reg. 
266/60, s. 11. 


12. No person shall remove, deface or alter or 
attempt to remove, deface or alter any label affixed to 
an article before the article to which it is affixed is sold 
by retail and delivered. O. Reg. 266/60, s. 12. 


13. This Regulation does not apply, 


(a) to the sale by retail of articles of clothing, 
toys and dolls that are in the possession of 
the retailer on the Ist day of January, 1961, 
and sold by the retailer before the Ist day of 
January, 1962; or 


(b) to the manufacture or sale other than by 
retail of articles of clothing, toys and dolls 
manufactured or sold before the Ist day of 
January, 1961. O. Reg. 266/60, s. 13, 
amended. 


Form 1 


There is a penalty prescribed by law for illegal 
removal of this label 


This article contains 


NEW WHITE MATERIAL 
ONLY 


This article has been 

Space made in compliance with 

for the regulations under The 

Stamp Public Health Act of 
Ontario. 


Made by 
NAME OF MANUFACTURER 


City Province or State Country 


O. Reg. 266/60, Form 1 


Form 2 


There is a penalty prescribed by law for illegal 
removal of this label 


This article contains 


NEW COLOURED 
MATERIAL 


| This article has been 


Space made in compliance with 
for | the regulations under The 
Stamp | Public Health Act of 
Ontario. 
Made by 


NAME OF MANUFACTURER 


City Province or State Country 


O. Reg. 266/60, Form 2. 
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There is a penalty prescribed by law for illegal 
removal of this label 


RENOVATED 


(not for sale) 


This article has been renovated in compliance 
with the regulations under The Public Health 
Act of Ontario. 


Owner 


Address 


Renovated by 
NAME OF RENOVATOR 


City Province or State Country 


O. Reg. 266/60, Form 3. 


Form 4 


There is a penalty prescribed by law for illegal 
removal of this label. 


A 
SECOND-HAND 
ARTIGEE 


This article is offered for 


Space sale in compliance with 

for the regulations under The 

Stamp Public Health Act of 
Ontario. 


Offered for sale by 
NAME OF DEALER 


City Province or State Country 


O. Reg. 266/60, Form 4. 


Form 5 


This article has been and contains 
made in compliance with NEW WHITE 
the regulations under The MATERIAL 
Public Health Act of ONLY 
Ontario. 


“Public Health Act of 


Made by NAME OF MANUFACTURER 


City Province or State Country 


O. Reg. 266/60, Form 5. 


Form 6 


This article has been and contains 
made in compliance with NEW 

the regulations under The COLOURED 
MATERIAL 


Ontario. 


Made by NAME OF MANUFACTURER 


City Province or State Country 


O. Reg. 266/60, Form 6. 
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under The Public Health Act 


SUMMER CAMPS 
INTERPRETATION 
1. In this Regulation, 


(a) ‘operator’? means every person who by him- 
self or by his agents owns or operates a 
summer camp; 


(6) “summer camp” means a camp or summer 
resort consisting of one or more tents, cabins, 
vehicles, buildings or other structures to- 
gether with the land appertaining thereto, 
established or maintained as living quarters, 
with or without charge, for ten or more 
persons for temporary occupancy of three or 
more days, but does not include labour camps, 
agricultural camps, construction camps or 
other premises commonly known as highway 
tourist camps or boarding houses or lodging 
houses for tourists. C.R.O. 1950, Reg. 489, 
s. 1, amended. 


2.—(1) No summer camp shall be opened or oper- 
ated and no accommodation shall be offered until a 
licence so to do has been obtained from the Department 
by the operator. 


(2) Every licence expires on the last day of the 
calendar year in which the licence is issued and shall 
be renewed each year. 


(3) The Minister may suspend or revoke any 
licence if the Minister is satished that the summer 
camp for which the licence was issued does not comply 
with this Regulation. C.R.O. 1950, Reg. 489, s. 2. 


3. Every summer camp shall be located on a site 
that is well drained and not in an environment pre- 
judicial to health. C.R.O. 1950, Reg. 489, s. 4. 


4. No person suffering from or known to be a 
carrier of a communicable disease shall be admitted to 
or employed in any summer camp. C.R.O. 1950, 
Reg. 489, s. 5. 


5. Every summer camp shall be under the continu- 
ous supervision of an attendant who shall exercise every 
reasonable effort to keep the camp in a clean and sani- 
tary condition and to afford reasonable protection to 
the persons using the camp. C.R.O. 1950, Reg. 489, 
s. 6. 


6. Every summer camp accommodating children 
under sixteen years of age shall be under the direct 
care and supervision of a responsible and competent 
adult. C.R.O. 1950, Reg. 489, s. 7. 


7. Adequate medical care shall be provided at or be 
conveniently available to all summer camps. C.R.O. 
1950, Reg. 489, s. 8. 


8. Adequate sleeping accommodation shall be pro- 
vided for each occupant of the camp and the arrange- 
ment of sleeping places and the number of beds in 
relation to floor area and ventilation in tents and other 
buildings shall meet generally accepted standards. 
C.R.O. 1950, Reg. 489, s. 9. 


9. Ventilation in sleeping quarters, kitchens, din- 
ing rooms and other buildings shall be such as to pro- 
vide a reasonable movement of air and to assure the 
comfort of the occupants. C.R.O. 1950, Reg. 489, s. 10. 


10. The doors and windows of kitchens, dining 
rooms and other buildings shall be adequately screened. 
C.R.O. 1950, Reg. 489, s. 11. 


11. All permanent buildings in which persons are 
housed shall provide ready exit in case of fire and shall 
be equipped with sufficient fire extinguishers or other 
fire-fighting apparatus. C.R.O. 1950, Reg. 489, s. 12. 


12.—(1) Every summer camp shall be provided 
with an adequate water supply for drinking and do- 
mestic purposes and only water that is of safe, sanitary 
quality shall be delivered to the camp or be accessible 
to the occupants for drinking or domestic use. 


(2) The water supply shall be readily available for 
camp use and shall be placarded as the camp water 
supply. 


(3) Wells or springs used as sources of water supply 
shall be so constructed and located as to preclude their 
pollution by seepage or drainage from any source. 


(4) No common drinking cup shall be used but 
sanitary drinking fountains or individual drinking cups 
may be used. C.R.O. 1950, Reg. 489, s. 13. 


13. All tents, buildings and grounds of summer 
camps shall be maintained in a clean and sanitary 
condition at all times. C.R.O. 1950, Reg. 489, s. 14. 


14. Every summer camp shall be provided with 
convenient and sufficient sanitary accommodation pro- 
perly designated for each sex, and such facilities shall 
be so located, constructed and maintained that they 
do not become offensive, become breeding places for flies 
or cause pollution of any adjacent waters. C.R.O. 
1950, Reg. 489, s. 15. 


15. All toilet seats shall be thoroughly scrubbed 
daily with soap or alkali solutions and all privies and 
buildings containing sanitary accommodation shall be 
equipped with self-closing, tight-fitting doors and all 
windows, doors and other openings shall be screened 
against flies. C.R.O. 1950, Reg. 489, s. 16. 


16. Sewage, soil from privies, sink waste, laundry 
water, bath water and other liquid waste from the 
camp shall be disposed of in a sanitary manner and all 
such deposited material shall be covered immediately 
with earth to a depth of at least nine inches, and shall 
not be deposited in any area where it is likely to cause 
pollution of any water supply. C.R.O. 1950, Reg. 489, 
Sauli/e 


17. Laundry operations shall not be carried on in 
natural waters adjacent to or within a summer camp. 
C.R.O. 1950, Reg. 489, s. 18. 


18. Only milk, cream or other milk products that 
have been pasteurized in a pasteurization plant to 
which a certificate of approval has been issued under 
the regulations regarding milk pasteurization plants 
shall be sold, offered for sale, delivered to or used in 
any summer camp. C.R.O. 1950, Reg. 489, s. 19. 


19. Adequate facilities shall be provided for storage, 
handling and protection of food and milk supplies and 
cold storage shall be available for storing all perishable 
foods. C.R.O. 1950, Reg. 489, s. 20. 


20.—(1) Adequate facilities, including a plentiful 
supply of hot water, shall be provided for washing all 
dishes and utensils used at a camp. 
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(2) Soap or other washing compound shall be used 
to wash dishes and utensils free from all grease and film, 
and the dishes and utensils shal! then be immersed for 
at least two minutes in warm water containing at least 
100 parts per million of available chlorine. C.R.O. 
1950, Reg. 489, s. 21, revised. 


21. Covered, water-tight metal receptacles for 
depositing refuse and camp litter shall be provided in 
convenient locations and all such refuse shall be col- 
lected daily and burned, buried or removed so that no 
nuisance or offence is created. C.R.O. 1950, Reg. 489, 
cS, DM 


22.—(1) Children under the age of sixteen years 
shall not be permitted to bathe at swimming pools or 


bathing beaches unless they are under the supervision of 
a competent attendant trained in life saving procedure. 


(2) Suitable life saving equipment shall be available 
at swimming pools or bathing beaches. C.R.O. 1950, 
Reg. 489, s. 23 (1, 2). 


(3) Where bathing beaches or other bathing areas 
are in use, the water shall be free from dangerous 
pollution. C.R.O. 1950, Reg. 489, s. 23 (4). 


23. All buildings and all sanitary accommodation 
in summer camps shall be adequately lighted. C.R.O. 
1950, Reg. 489, s. 24. 
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under The Public Health Act 


SWIMMING POOLS 
INTERPRETATION 


1. In this Regulation, “pool” means a swimming 
pool operated in connection with any school, hospital 
or educational institution, or any Y.M.C.A. or 
Y.W.C.A., or any athletic association and a swim- 
ming pool to which public patronage is invited, but 
does not include a pool used only for therapeutic 
purposes. C.R.O. 1950, Reg. 490, s. 1. 


2. The water in a pool shall not be artificially 
heated to a temperature above 72° F. C.R.O. 1950, 
Reg. 490, s. 2. 


3. The room containing a pool shall be ventilated 
in a manner satisfactory to the local medical officer of 
health. C.R.O. 1950, Reg. 490, s. 3. 


4. The temperature of the air at an artificially 
heated pool shall not be permitted to become more than 
8° F. warmer or more than 2° F. cooler than the water 
in the pool at any time when the pool is in use, except 
in the case of a pool operated in the summer as an open 
air pool. C.R.O. 1950, Reg. 490, s. 4. 


5.—(1) The owner of a pool shall provide facilities 
for the effective cleaning of the person of each bather 
before entering the pool and the use of such facilities 
shall be compulsory. 


(2) The owner of every pool shall maintain, in con- 
nection therewith, sanitary conveniences located ad- 
jacent to and opening into the dressing or shower bath 
rooms. 


(3) Such facilities and sanitary conveniences shall 
be inspected and approved by the local medical officer 
of health. C.R.O. 1950, Reg. 490, s. 5. 


6. A pool shall not be used without the approval 
of the local board in writing and under the signature 
of the local medical officer of health. C.R.O. 1950, 
Reg. 490, s. 6. 


7.—(1) The number of bathers using a pool during 
any twenty-four hour period shall not exceed twenty 
persons for each thousand gallons of clean water added 
to the pool during that period, and at no time shall 
the number of bathers exceed three persons per 1000 
gallons total capacity. 


(2) In subsection 1, ‘‘clean water’’ means new, clean 
water used to refill the pool or new, clean water used 
to replace loss by splashing or during cleaning or 
water taken from the pool and returned after effective 
filtration, or any combination of such waters. C.R.O. 
1950, Reg. 490, s. 7. 


8. At all times when the pool is in use the water 
shall be reasonably free from algae growths and sufh- 
ciently clear to permit a black disc six inches in dia- 
meter, ona white field, when placed at the bottom of the 
pool at the deepest point, to be clearly visible from the 
side-walls of the pool at all distances up to ten yards 
measured from a line across the pool through the disc. 
C.R.O. 1950, Reg. 490, s. 8. 


9. There shall be maintained in the water of a pool, 
during the bathing period, an amount of available 
excess chlorine not less than 0.2 parts per million, and 
such excess shall not be more than 0.5 parts per million, 
as determined colorometrically with recognized stan- 
dard ortho-tolidin solution. C.R.O. 1950, Reg. 490, 
s. 9. 


10. When alum or sulphate of alumina is used 
for the purification or re-purification of pool waters, 
the water shall at all times, while the pool is in use, 
show an alkaline reaction to methyl red. C.R.O. 1950, 
Reg. 490, s. 10, revised. 


11. The connection for the re-circulation of water 
in a pool shall be made at a point that permits effective 
drainage of the floor of the pool and every pool shall be 
provided with a scum gutter at or near water level of 
sufficient depth to preclude re-entry of drainage, and 
all such gutters shall be connected through a handhole 
trap toa sewer. C.R.O. 1950, Reg. 490, s. 11. 


12. The floors of all areas adjacent to a pool, 
a shower and to dressing rooms shall be drained to the 
satisfaction of the local medical officer of health and 
every such floor shall be constructed of impervious 
material. C.R.O. 1950, Reg. 490, s. 12. 


13. Bathing suits and towels shall be washed and 
handled in a manner satisfactory to the local medical 
officer of health. C.R.O. 1950, Reg. 490, s. 13. 


14, Each swimming pool shall be under the super- 
vision of a responsible and trained operator and, in the 
absence of such supervision, no bathing shall be per- 
mitted. C.R.O. 1950, Reg. 490, s. 14. 
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Regulation 520 


under The Public Hospitals Act 


CLASSIFICATION OF HOSPITALS 


1.—(1) Hospitals are classified as general hospitals, 
convalescent hospitals, hospitals for incurables and 
hospitals for chronic patients and are graded as, 


(a) Group A hospitals, being general hospitals 
providing facilities for giving instruction to 
medical students of any university; 


(b) Group B hospitals, being general hospitals 
having, 


(i) not fewer than 100 beds, or 


(ii) fewer than 100 beds and being in a 
municipality where a Group A hospital 
is located; 


(c) Group C hospitals, being general hospitals not 
located where a Group A hospital is located 
and having fewer than 100 beds; 


(d) Group D hospitals, being general hospitals 
operated by the Ontario Division of the 
Canadian Red Cross Society; 


(e) Group E hospitals, being convalescent hos- 
pitals; 


(f) Group F hospitals, being hospitals for incur- 
ables or hospitals for chronic patients and 
having not fewer than 200 beds; 


(g) Group G hospitals, being hospitals for incur- 
ables or hospitals for chronic patients and 
having fewer than 200 beds; and 


(h) Group H hospital, being a hospital established 
by the Alcoholism Research Foundation and 
designated as a hospital within the meaning of 
The Public Hospitals Act under The Alcoholism 
Research Foundation Act, 1949. O. Reg. 
130/52, s. 1 (1). 


(2) The hospitals listed in the Schedule are classified 


in the group indicated by the heading under which they 
are listed. O. Reg. 340/60, s. 1, revised. 


Schedule 
GROUP A HOSPITALS 
Item Location Name 


1. Hamilton Hamilton General Hospital 


2. Kingston Hotel Dieu Hospital 

3. Kingston Kingston General Hospital 
4. London St. Joseph's Hospital 

5. London Victoria Hospital 

6. Ottawa Ottawa Civic Hospital 

7. Ottawa Ottawa General Hospital 


Item Location 


8. Toronto 

9. Toronto 
10. Toronto 
11. Yoronto 
12. Toronto 
13. Toronto 
14. Yoronto 


15. ‘Toronto 


16. Toronto 

17. ‘Yoronto 

Item Location 
1. Barrie 


2. Belleville 

3. Brantford 
4. Brantford 
5. Brockville 
6. Brockville 


7. Burlington 


8. Chatham 
9. Chatham 
10. Cobourg 


11. Cooksville 


12. Cornwall 
13. Cornwall 


14. Elliot Lake 
15. Fort Frances 


16. Fort William 


17. Galt 
18. Guelph 
19. Guelph 


20. Hamilton 


21. Hamilton 


22. Kirkland Lake 


Name 
The Hospital for Sick 
Children 
New Mount Sinai Hospital 
Ontario Cancer Institute 
St. Joseph's Hospital 
St. Michael’s Hospital 
The Wellesley Hospital 
Toronto East General and 
Orthopaedic Hospital 
Toronto General Hospital 
The Toronto Western 


Hospital 
Women’s College Hospital 


B HOSPITALS 


Name 
Royal Victoria Hospital of 
Barrie 
Belleville General Hospital 
The Brantford General 
Hospital 
St. Joseph’s Hospital 
Brockville General Hospital 
St. Vincent de Paul Hospital 
Joseph Brant Memorial 
Hospital 
Public General Hospital 
St. Joseph’s Hospital 
Cobourg General Hospital 
Association 
South Peel Hospital 
Cornwall General Hospital 
Hotel Dieu Hospital 
St. Joseph’s General 
Hospital 
LaVerendrye Hospital 
McKellar General Hospital 


South Waterloo Memorial 
Hospital 


Guelph General Hospital 

St. Joseph’s Hospital 

Hamilton Health Association 
(Chedoke General and 
Children’s Hospital) 

St. Joseph’s Hospital 


Kirkland and District 
Hospital 
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Item Location 
23. Kitchener 

24. Kitchener 

25. Newmarket 
26. Niagara Falls 
27. North Bay 
28. North Bay 
29. Oakville 

30. Orillia 

31. Oshawa 

32. Ottawa 

33. Ottawa 

34. Owen Sound 
35. Parry Sound 
36. Pembroke 

37. Peterborough 
38. Peterborough 
39. Port Arthur 
40. Port Arthur 
41. Port Colborne 
42. St. Catharines 
43. St. Catharines 
44, St. Thomas 
45. Sarnia 

46. Sarnia 

47. Sault Ste. Marie 
48. Sault Ste. Marie 
49. Scarborough 
50. Simcoe 

51. Stratford 

52. Sudbury 

53. Sudbury 

54. Sudbury 

55. Tillsonburg 
56. Timmins 

57. Toronto 

58. Toronto 

59. Toronto 

60. Toronto 

61, Toronto 

62. Welland 


Name 


Kitchener-Waterloo 
General Hospital . 
St. Mary’s General Hospital 


The York County Hospital 
Corporation 

The Greater Niagara 
General Hospital 

North Bay Civic Hospital 


St. Joseph’s General 
Hospital 

Oakville-Trafalgar 
Memorial Hospital 

Orillia Soldiers’ Memorial 
Hospital 

Oshawa General Hospital 


The Salvation Army Grace 
Hospital 

St. Louis-Marie de Montfort 
Hospital 

The Owen Sound General 
and Marine Hospital 

Parry Sound General 
Hospital 

General Hospital 


The Peterborough Civic 
Hospital 
St. Joseph’s Hospital 


The General Hospital of 
Port Arthur 

St. Joseph’s General 
Hospital 

Port Colborne General 
Hospital 

The St. Catharines General 
Hospital 

Hotel Dieu Hospital 


St. Thomas-Elgin General 
Hospital 
St. Joseph’s Hospital 


Sarnia General Hospital 


Plummer Memorial Public 
Hospital 
The General Hospital 


Scarborough General 
Hospital 
The Norfolk Hospital 


Stratford General Hospital 
St. Joseph’s Hospital 


Sudbury General Hospital 
of the Immaculate Heart 
of Mary 


Sudbury Memorial Hospital 


Tillsonburg District 
Memorial Hospital 
St. Mary’s Hospital 


Lockwood Clinic 


Northwestern General 
Hospital 
Queensway General Hospital 


Riverdale Hospital 
Salvation Army Grace 
Hospital 


Welland County General 
Hospital 


Item Location 
63. Weston 

64. Willowdale 
65. Windsor 

66. Windsor 

67. Windsor 

68. Woodstock 


GROUP 


Item Location 
1. Ajax 

2. Alliston 

3. Almonte 

4. Arnprior 

5. Atikokan 

6. Barry’s Bay 
7. Blind River 
8. Bowmanville 
9. Bracebridge 
10. Brampton 
11. Campbellford 
12. Carleton Place 
13. Chapleau 
14. Chesley 
15. Clinton 
16. Cochenour 
17. Cochrane 
18. Collingwood 
19. Dryden 
20. Dunnville 
21. Durham 
22. Englehart 
23. Espanola 
24. Exeter 
25. Fergus 
26. Fort Erie 
27. Georgetown 
28. Geraldton 
29. Goderich 
30. Grimsby 
31. Haileybury 
32. Hanover 


Name 
Humber Memorial Hospital 


North York Branson 
Hospital 
Hotel Dieu of St. Joseph’s 


Metropolitan General 
Hospital 

Salvation Army Grace 
Hospital 

Woodstock General Hospital 


C HOSPITALS 


Name 


Ajax and Pickering General 
Hospital 

The Stevenson Memorial 
Hospital 

Rosamond Memorial 
Hospital 

Arnprior and District 
Memorial Hospital 

Atikokan General Hospital 


St. Francis Memorial 
Hospital 

St. Joseph’s General 
Hospital 

Memorial Hospital 
Bowmanville 

Bracebridge Memorial 
Hospital 

Peel Memorial Hospital 


Campbellford Memorial 
Hospital 

Carleton Place and District 
Memoria! Hospital 

Lady Minto Hospital 


Chesley and District 
Memorial Hospital 

The Clinton Hospital 
Association 

Margaret Cochenour 
Memorial Hospital 

The Lady Minto Hospital 
at Cochrane 

The Collingwood General 
and Marine Hospital 

Dryden District General 
Hospital 

Haldimand War Memorial 
Hospital 

Durham Memorial Hospital 


Englehart and District 
Hospital : 
Espanola General Hospital 


South Huron Hospital 


Groves Memorial 
Community Hospital 
Douglas Memorial Hospital 


Georgetown District 
Memorial Hospital 
Little Long Lac Hospital 


Alexandra Marine and 
General Hospital 

West Lincoln Memorial 
Hospital 

Misericordia Hospital 


Hanover Memorial Hospital 


— 
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Item Location Name Item Location Name 
33. Hawkesbury Notre-Dame Hospital TSumSteManyas St. Mary’s Memorial 
Hospital 
34. Hawkesbury St. Coeur de Marie Hospital | 74. Seaforth Scott Memorial Hospital 
35. Hearst Notre-Dame Hospital 75. Shelburne Shelburne District Hospital 
36. Hornepayne Hornepayne Community 76. Sioux Lookout Sioux Lookout General 
Hospital : Hospital 
37. Huntsville Huntsville District 77. Smith's Falls St. Francis General Hospital 
Memorial Hospital 
38. Ingersoll Alexandra Hospital 78. Smith’s Falls Smith’s Falls Public 
' Hospital 
39. Iroquois Falls Anson General Hospital 79. Smooth Rock Falls Smooth Rock Falls Hospital 
40. Kapuskasing Sensenbrenner Hospital 80. Southampton Saugeen Memorial Hospital 
41. Kemptville Kemptville District 81. South Porcupine Porcupine General Hospital 
Hospital 
42. Kenora Kenora General Hospital 82. Strathroy The Strathroy General 
Hospital 
43. Kenora St. Joseph’s Hospital 83. Sturgeon Falls St. Jean de Brebeuf 
Hospital 
44. Kincardine Kincardine General 84. Trenton Trenton Memorial Hospital 
Hospital 
45. Leamington Leamington District 85. Uxbridge The Cottage Hospital 
Memorial Hospital (Uxbridge) 
46. Lindsay The Ross Memorial 86. Walkerton County of Bruce General 
Hospital Hospital 
47. Listowel Memorial Hospital 87. Wallaceburg Sydenham District Hospital 
48. Little Current St. Joseph’s General 88. Wiarton Bruce Peninsula and District 
Hospital Memorial Hospital 
49. Manitouwadge Manitouwadge General 89. Winchester Winchester District 
Hospital Memorial Hospital ; 
50. Markdale Centre Grey General 90. Windsor 1.0.D.E. Memorial Hospital 
Hospital 
51. Matheson The Bingham Memorial 91. Wingham Wingham General Hospital 
Hospital 
52. Mattawa Mattawa General Hospital 
GROUP D HOSPITALS 
53. Meaford Meaford General Hospital 
Item Location Name 
54. Midland St. Andrew’s Hospital 
1. Bancroft Red Cross Outpost 
55. Milton Milton District Hospital 
2. Beardmore Red Cross Outpost 
56. Mount Forest Louise Marshall Hospital ] 
Limited 3. Burk’s Falls Burk’s Falls and District 
57. New Liskeard New Liskeard and District Red Cross Hospital 
Hospital 4. Emo Red Cross Outpost 
58. Niagara 
(Lincoln County) The Niagara Hospital 5. Haliburton Red Cross Outpost 
59. Nipigon District Memorial Hospital 6. Hawk Junction Red Cross Outpost 
60. Orangeville Dufferin Area Hospital 7. Lion’s Head Red Cross Outpost 
61. Palmerston Palmerston General 8. Mindemoya Red Cross Outpost 
Hospital 
62. Paris The Willett Hospital 9. Minden Red Cross Outpost 
63. Parry Sound St. Joseph’s Hospital 10. Nakina Red Cross Outpost 
64. Pembroke Pembroke Cottage Hospital 11. Port Loring Red Cross Outpost 
65. Penetanguishene Penetanguishene General 12. Rainy River Red Cross Outpost 
Hospital 
66. Perth The Great War Memorial 13. Red Lake Red Cross Outpost 
Hospital of Perth District ’ 
67. Petrolia Charlotte Eleanor 14. Richard’s Landing Red Cross Outpost 
Englehart Hospital : 
68. Picton Prince Edward County 15. Thessalon Red Cross Outpost 
Memorial Hospital ‘ 
: Whit Red C Outpost 
69. Port Hope The Port Hope Hospital 16. Whitney sie pect eh hae hc 
70. Port Perry Community Memorial GROUP E HOSPITALS 
Hospital, Port Perry 
71. Renfrew Victoria Hospital, Renfrew Item Location Name 
72. St. Catharines Niagara Peninsula 1. Fort William Fort William Chronic and 


Sanatorium 


Convalescent Hospital 
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Item Location 


2. Hamilton 


3. Hamilton 
4. Kingston 
5. Toronto 
6. Toronto 


7. Toronto 

8. Toronto 

9. Willowdale 
10. Willowdale 


GROUP 


Item Location 

1. Hamilton 

2. Kingston 

3. London 

4. Ottawa 

5. Ottawa 

6. Toronto 

7. Toronto 


8. Windsor 


Name 


Hamilton General Hospital 
(Convalescent Unit) 

Hamilton Health Association 
(Brow Infirmary, 
Convalescent Unit) 

Kingston General Hospital 
(Convalescent Unit) 

Hillcrest Convalescent 
Hospital 

Lyndhurst Lodge 


Ontario Crippled 
Children’s Centre 

Riverdale Hospital 

St. Bernard’s 
Convalescent Hospital 


St. John’s Convalescent 
Hospital 


F HOSPITALS 
Name 
St. Peter’s Infirmary 
St. Mary’s-of-the-Lake 
St. Mary’s Hospital 
The Perley Hospital 
St. Vincent Hospital 
Our Lady of Mercy Hospital 
The Queen Elizabeth 


Hospital for Incurables 
Riverview Hospital 


GROUP G HOSPITALS 


Item Location 


1. Bowmanville 


2. Brantford 


3. Brantford 
4. Brockville 


5. Campbellford 


6. Chatham 


7. Cochrane 


8. Cornwall 
9, Cornwall 


10. Dryden 


11. Durham 


12. Exeter 


Name 


Bowmanville Memorial 
Hospital 
(Chronic Patients Unit) 
The Brantford General 
Hospital 
(Chronic Patients Unit) 
Brant Sanatorium 
(Hospital Division) 
Brockville General Hospital 
(Chronic Patients Unit) 
Campbellford Memorial 
Hospital 
(Chronic Patients Unit) 
Public General Hospital 
(Chronic Patients Unit) 
The Lady Minto Hospital 
at Cochrane 
(Chronic Patients Unit) 
Cornwall General Hospital 
(Chronic Patients Unit) 
Macdonell Memorial 
Hospital 
Dryden District General 
Hospital 
(Chronic Patients Unit) 
Durham Memorial Hospital 
(Chronic Patients Unit) 
South Huron Hospital 
(Chronic Patients Unit) 


Item Location 
13. Fergus 

14. Fort William 
15. Fort William 
16. Goderich 

17. Guelph 

18. Haileybury 
19. Hamilton 

20. Hamilton 

21. Hanover 

22. Huntsville 

23. Ingersoll 

24. Kirkland Lake 
25. Kitchener 

26. Kitchener 

27. London 

28. Markdale 

29, Midland 

30. Oshawa 

31. Owen Sound 
32. Parry Sound 
33. Pembroke 

34. Penetanguishene 
35. Peterborough 
36. Renfrew 

37. St. Catharines 
38. St. Catharines 
39. St. Thomas 
40. Sarnia 

41. Sault Ste. Marie 
42. Scarborough 
43, Shelburne 

44. Smith’s Falls 
45. Stratford 

46. Sudbury 


Name 


Groves Memorial 
Community Hospital 
(Chronic Patients Unit) 

Fort William Chronic and 
Convalescent Hospital 

McKellar General Hospital 
(Chronic Patients Unit) 

Alexandra Marine and 
General Hospital 
(Chronic Patients Unit) 

St. Joseph’s Hospital 
(Chronic Patients Unit) 

Misericordia Hospital 
(Chronic Patients Unit) 

Hamilton General Hospital 
(Chronic Patients Unit) 

Hamilton Health Association 
(Brow Infirmary, Chronic 
Patients Unit) 

Hanover Memorial Hospital 
(Chronic Patients Unit) 

Huntsville District 
Memorial Hospital 
(Chronic Patients Unit) 

Alexandra Hospital 
(Chronic Patients Unit) 

Kirkland and District 
Hospital 
(Chronic Patients Unit) 

Freeport Sanatorium 
(Coutts Memorial 
Pavilion) 

Kitchener-Waterloo General 
Hospital 
(Chronic Patients Unit) 

Parkwood Hospital 


Centre Grey General 

Hospital 

(Chronic Patients Unit) 
St. Andrew’s Hospital 

(Chronic Patients Unit) 
Oshawa General Hospital 

(Chronic Patients Unit) 
General and Marine 

Hospital 

(Chronic Patients Unit) 
Parry Sound General 

Hospital 

(Chronic Patients Unit) 
Pembroke Cottage Hospital 

(Chronic Patients Unit) 
Penetanguishene General 

Hospital 

(Chronic Patients Unit) 
Peterborough Civic Hospital 

(Chronic Patients Unit) 
Victoria Hospital, Renfrew 

(Chronic Patients Unit) 
Niagara Peninsula 

Sanatorium 

(Chronic Patients Unit) 
The St. Catharines General 

Hospital 

(Chronic Patients Unit) 
St. Thomas-Elgin General 

Hospital 

(Chronic Patients Unit) 
Sarnia General Hospital 

(Chronic Patients Unit) 
Plummer Memorial Public 

Hospital 

(Chronic Patients Unit) 
Providence Hospital 


Shelburne District Hospital 
(Chronic Patients Unit) 
St. Francis General Hospital 
(Chronic Patients Unit) 
Stratford General Hospital 
(Chronic Patients Unit) 
Sudbury Memorial Hospital 
(Chronic Patients Unit) 
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Item Location Name Item Location 
47. Toronto Baycrest Hospital 50. Toronto 

48. Toronto Riverdale Hospital 51. Wingham 


49. Toronto 


Bloorview Hospital, Home 
and School 
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Name 
The Runnymede Hospital 


Wingham General Hospital 
(Chronic Patients Unit) 


O. Reg. 340/60,"5. 2. 
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Regulation 521 


under The Public Hospitals Act 


GRANTS—CAPITAL 


1. In this Regulation, 

(a) “auxiliary-services accommodation” means 
the part of a hospital that is established and 
maintained by the hospital, 

(1) as autopsy facilities, 
(11) as a laboratory, 
(11) as a dispensary, 
(iv) for diagnosis or treatment by X-ray, 


(v) for treatment by occupational therapy 
and that is not in a psychiatric unit, 


(vi) for treatment by physiotherapy, 
(vil) for emergency services, 
(viii) for community health services, 


(ix 


WS 


for hospital training facilities, 


(x) as an operating room or a suite of 
operating rooms, 


(xi) asa delivery room or a suite of delivery 
rooms, 


(xii) for examining and treatment rooms in 
nursing units, 


(xii) for a dietary department to include, 


a. kitchens and food preparation 
areas, including formula rooms, 


b. refrigerated areas and refrigera- 
tion equipment, 


c. day stores but excluding bulk 
stores, 


d. dining rooms, cafeterias, snack 
bars and coffee shops that are not 
in a psychiatric unit, 

e. food pantries and serveries in 
nursing units that are not in a 
psychiatric unit, 

f. dietitian’s offices, 

g. dishwashing areas, and 


h. garbage disposal areas, 


(xiv) for a central supply service to include 
areas for, 


a. receiving, 

b. clean-up, 

c. work space, 

d. glove preparation, 


e. sterilization, 


f. sterile supply storage, 
g. unsterile supply storage, 
h. distributing, and 


i. necessary related office accom- 
modation, or 


(xv) for a laundry service; 
(b) ‘‘bed-unit’’ means, 


(i) three nursery cubicles for the care of 
new-born infants, or 


(ii) 300 square feet of interior floor space 
of auxiliary-services accommodation; 


(c) “building project’’ means, 


(i) the acquisition of existing buildings and 
the alteration thereof, 


ae . = 
(ii) new construction, or 


(iii) additions or alterations to hospital 
buildings; 


(d) “cancer unit’? means the part of a public 
hospital that is established and maintained in 
accordance with an approved agreement under 
section 6 of The Cancer Act for the diagnosis 
and treatment of cancer; 


(e) “capital grant’’ means a grant to a hospital 
toward the capital cost of, 


(i) hospital construction for beds for 
patients, 


(1i) nurses’ residence, 
(iii) interns’ residence, 


(iv) organized out-patient department or 
auxiliary-services accommodation, pro- 
vided by means of a building project, or 


(v) a renovation project; 


(f) “central supply service’ means a circumscribed 
area used for the accumulation, preparation, 
supervision, storage and distribution of medi- 
cal and surgical supplies to the hospital; 


(g) ‘‘detention unit’? means the part of a hospital 
that is established and maintained by the 
hospital for the temporary care of mentally 
ill and mentally defective persons; 


(h) “estimated cost’’ means the estimated cost of 
a building project and includes the estimated 
cost of furnishings and equipment therefor; 


(7) “hospital-construction capital grant’’ means 
a capital grant for accommodation for beds 
for the treatment of patients; 


(j) “hospital training facilities’? means accom- 
modation for training facilities for health and 
hospital personnel; 
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(%) “‘interns’ residence’’ means living accommoda- 
tion for interns who are on the staff of the 
hospital; 


(1) “isolation unit’’ means the part of a hospital, 


(i) that is established under subsection 1 
of section 44 of The Public Health Act 
for the reception and care of patients 
ae from a communicable disease; 
an 


(ii) that is maintained in accordance with 
an agreement under subsection 2 of 
section 50 of The Public Health Act; 


(m) ‘nurses’ residence’ means living accom- 
modation for nurses and other employees 
who are engaged in nursing patients of a 
hospital; 


(n) “paediatric unit’’ means that part of a public 
hospital established and maintained by the 
hospital for the purpose of examining, con- 
sulting for diagnosing, and treating patients 
under fourteen years of age; 


(o) ‘‘psychiatric unit’? means the part of a public 
hospital, 


(i) that is established and maintained by 
the hospital for the purpose of examin- 
ing, consulting for diagnosing, and 
treating patients suffering from psychi- 
atric disorders, and 


(ii) that is provided with equipment and 
facilities and, to render the services 
under subclause i, a legally qualified 
medical practitioner who holds a 
specialist’s certificate in psychiatry 
issued by The Royal College of 
Physicians and Surgeens of Canada; 


(p) “renovation project’ means a project to pro- 
vide adequate accommodation therein by the 
major renovation or alteration of a hospital, 
a nurses’ residence, an interns’ residence, 
auxiliary-services accommodation, or any part 
thereof that has become obsolete or otherwise 
inadequate; 


(q) “suite of delivery rooms’’ means a group of 
rooms and a corridor within a circumscribed 
area that is used for obstetrical and gyneco- 
logical operations and deliveries and that is 
isolated from the rest of the hospital in a 
manner acceptable to the Commission; 


“suite of operating rooms’? means a group of 
rooms and a corridor within a circumscribed 
area that is used for surgical operations, other 
than obstetrical operations and deliveries, and 
that is isolated from the rest of the hospital 
in a manner acceptable to the Commission. 
O. Reg. 149/58, s. 1; O. Reg. 186/59, s. 1(1, 2); 
O. Reg. 54/60, s. 1 (1, 2); O. Reg. 208/60, s. 1, 
revised. 


(7 
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2.—(1) A hospital-construction capital grant shall 
not be paid to a hospital except upon application in 
Form 1. 


_ (2) A capital grant for a nurses’ residence or an 
interns’ residence shall not be paid to a hospital except 
upon application in Form 2. 


(3) A capital grant for an organized out-patient 
department or auxiliary-services accommodation shall 
not be paid to a hospital except upon application in 
Form 3. 


(4) A capital grant for a renovation project shall 
not be paid to a hospital except upon application in 
Form 4. O. Reg. 149/58, s. 2. 


3.—(1) A hospital-construction capital grant shall 
not exceed in the case of, 


(a) a psychiatric unit of a Group A hospital, or 
of a Group B hospital having a total bed 
capacity exceeding 200 beds; or 


(6) a detention unit, 


$8,500 for each bed, or the difference between the grant 
payable by Her Majesty in right of Canada and the 
actual cost that is not in excess of $10,500, whichever is 
the lesser. O. Reg. 149/58, s. 2 (1). 


(2) Where a building project was commenced but 
not completed before the Ist day of January, 1958, in 
the case of, 


(a) a Group A or B hospital, except in respect of a 
psychiatric unit or a detention unit mentioned 
in subsection 1, or a Group C hospital, the 
hospital-construction capital grant shall not 
exceed $1,000 for each bed; 


(b) a hospital other than one in Group A, B, C 
or D, the hospital-construction capital grant 
shall not exceed $2,000 for each bed; 


(c) a nurses’ residence, the capital grant shall not 
exceed $1,000 for each bed; 


(d) an organized out-patient department or any 
auxiliary-services accommodation mentioned 
in subclauses i to ix of clause a of section 1, 
the capital grant shall not exceed $1,000 for 
each bed-unit, 


plus an amount in respect of each of the clauses a, 
6, c and d, which shall bear the same relation to $1,000 
for each bed or bed-unit as the cost of the portion of 
the building project still to be completed after the 
31st day of December, 1957, bears to the total cost of 
the building project when finally determined, or 50 
per cent of the total cost of the building project, which- 
ever is the lesser, and 


(e) an interns’ residence, the capital grant shall 
not exceed an amount which shall bear the 
same relation to $2,000 for each bed as the cost 
of the portion of the building project still to be 
completed after the 31st day of December, 
1957, bears to the total cost of the building 
project when finally determined, or 50 per 
cent of the total cost, whichever is the lesser; 


(f) any auxiliary-services accommodation men- 
tioned in subclauses x to xiv of clause @ of 
section 1, the capital grant shall bear the 
same relation to $2,000 for each bed-unit as 
the cost of the portion of the building project 
still to be completed after the 31st day of 
March, 1959, bears to the total cost of the 
building project when finally determined. 
O. Reg. 149/58, s. 2 (2); O. Reg. 186/59, 
424 2). 


(3) Where a building project was commenced on 
or after the 1st day of January, 1958, in the case of, 


(a) a Group A or B hospital, except in respect of 
a psychiatric unit or detention unit mentioned 
in subsection 1, or a Group C hospital, the 
hospital-construction capital grant shall not 
exceed $2,000 for each bed; 


(b) a hospital other than one in Group A, B, C 
or D, the hospital-construction capital grant 
shall not exceed $3,000 for each bed; 


(c) a nurses’ residence, the capital grant shall not 
exceed $2,000 for each bed; 


(d) an interns’ residence, the capital grant shall 
not exceed $2,000 for each bed; 


(e) an organized out-patient department or any 
auxiliary-services accommodation mentioned 
in subclauses i to ix of clause a of section 1, 
the capital grant shall not exceed $2,000 for 
each bed-unit; 
(f) a renovation project, for each bed improv ed 
by such renovation or alteration, the capital 
grant shall not exceed one-third of the total 
cost of the renovation project or $2,000, which- 
ever is the lesser, or such lesser amount as is 
deemed by the Commission sufficient for the 
public interest; 


any auxiliary-services accommodation men- 
tioned in subclauses x to xiv of clause a@ of 
section 1, the capital grant shall bear the 
same relation to $2,000 for each bed-unit as 
the cost of the portion of the building project 
still to be completed after the 31st day of 
March, 1959, bears to the total cost of the 
building project when finally determined; 
(hk) any auxiliary-services accommodation men- 
tioned in subclause xv of clause a of section 1, 
the capital grant shall bear the same relation 
to $2,000 for each bed-unit as the cost of the 
proportion of the building project still to be 
completed after the 31st day of March, 1960, 
bears to the total cost of the building project 
when finally determined. O. Reg. 149/58, 
s. 2 (3); O. Reg. 186/59, s. 2 (3, 4); O. Reg. 
208/60, s. 2. 


(4) In the case of a Group D hospital, a hospital- 
construction capital grant shall not exceed, 


(a) in respect of new construction, 33 1/3 per cent; 


and 


(b) in respect of the purchase of existing buildings, 
or alterations or additions, 50 per cent, 
of the estimated cost. O. Reg. 149/58, s. 3 (4). 
4.—(1) For the purpose of computing the amount 
of a capital grant for a suite of delivery rooms or a 
suite of operating rooms, the suite may be deemed to 
include change rooms for doctors and nurses if such 
change rooms lie outside the circumscribed area of the 
suite but are adjacent to it and open directly into the 
suite. 


(2) No capital grant is payable for a room because 
it comes within the definition of auxiliary-services 
accommodation if it contains beds on which a hospital 
construction bed grant is payable. O. Reg. 186/59, s. 3. 


5.—(1) The administrator of a hospital making 
application for a capital grant shall submit a preliminary 
sketch-plan in triplicate of any existing buildings 
acquired or proposed to be acquired for the purposes of 
the hospital and the alterations necessary thereto, or 
of the new construction, additions or alterations, as 
the case may be. O. Reg. 149/58, s. 4. 


(2) No tenders shall be called for any proposed 
new construction, additions or alterations until the 
plans submitted under subsection 1 have been approved 
by the Commission. O. Reg. 186/59, s. 4. 


6.—(1) No hospital-construction capital grant shall 
be paid to a hospital in Group A, B, C or D where 
the total number of beds in all the hospitals in the 
area served by the applicant hospital, including the 
proposed additional beds, exceeds 5.5 beds for each 
thousand of the population of the area. 


(2) No hospital-construction capital grant in respect 
of a psychiatric unit shall be paid for any beds in 
excess of 6 per cent of the total number of beds in all 
the hospitals in the area served by the applicant 
hospital. 
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(3) In computing the number of beds in the hospitals 
for the purpose of subsection 1, beds in a, 


(a) cancer unit; 
(b) isolation unit; 
(c) paediatric unit; or 
(d) psychiatric unit, 
shall not be included. O. Reg. 149/58, s. 5. 


7.—(1) In this section, ‘existing beds” means the 
nurses’ residence beds in the hospital, exclusive of the 
proposed additional beds. 


(2) No capital grant for a nurses’ residence shall be 
paid for beds in excess of the ratio of, 


(a) 1.5 nurses’ residence beds for each two beds 
for patients in the case of a hospital that 
conducts a school of nursing in accordance 
with The Nursing Act; and 


(6) one nurses’ residence bed for each two beds 
for patients in the case of a hospital other 
than a hospital mentioned in clause a. 


(3) Where the number of existing beds is less than 
the ratio referred to in subsection 2, but where that 
number added to the proposed additional beds would 
result in the total number of beds exceeding that ratio, 
no capital grant shall be paid in respect of any beds 
in excess of that ratio. O. Reg. 149/58, s. 6. 


8.—(1) Acapital grant towards the cost of a renova- 
tion project, an alteration of an existing hospital build- 
ing or an addition of one or more storeys to an existing 
hospital building and the necessary alterations thereof 
shall be paid in instalments as follows: 


1. One-quarter when one-quarter of the work is 
completed. 


2. One-quarter when one-half of the work is 
completed. 


3. One-quarter when three-quarters of the work 
is completed. 


4. The balance when the alteration or addition 
is completed, furnished and equipped and 
ready to receive patients. O. Reg. 149/58, 
Sade 


- Where an applicant hospital has, 
(a) secured approval to the building project under 
subsection 4 of section 4 of the Act; and 

(b) complied with the provisions that are applic- 
able to the building project, 


the Commission shall pay the grant in accordance with 
this Regulation. O. Reg. 149/58, s. 8. 


NORTHERN ONTARIO GRANT 


—(1) Notwithstanding subsections 2 and 3 of 
section 3, the Commission may pay to a public hospital 
located in a municipality with a population of not more 
than 12,000 in a territorial district a special hospital- 
construction capital grant which shall not exceed, 


(a) an amount equal to the total amount of all 
contributions, other than grants made by Her 
Majesty in right of Canada and in right of 
Ontario, made to a building project; 


6) $2,000 for each bed in a Group B or C hospital; 


or 
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(c) $1,000 for each bed in a Group E, F or G 
hospital, 
whichever is the lesser. 


(2) Notwithstanding subsections 2 and 3 of sec- 
tion 3, the Commission may pay to a public hospital 
located in a municipality with a population of more 
than 12,000 in a territorial district a special hospital- 
construction capital grant which shall not exceed, 


(a) an amount equal to the total amount of all 
contributions, other than grants made by Her 
Majesty in right of Canada and in right of 
Ontario, made to a building project; 


(6) $500 for each bed in a Group B or C hospital; 
or 


(c) $250 for each bed in a Group E, F or G 
hospital, 


whichever is the lesser. 


(3) A special grant made under this section shall 
be paid in instalments in accordance with section 8. 


(4) Where a building project was commenced but 
not completed before the 1st day of January, 1958, 
a special grant made under this section shall bear the 
same relation to the amount set out for each bed in 
subsections 1 and 2 as the cost of the portion of the 
building project still to be completed after the 31st day 
of December, 1957, bears to the total cost of the 


building project when finally determined. O. Reg. 
149/58, s. 9. 
Form 1 

The Public Hospitals Act 

APPLICATION FOR A 
HOSPITAL-CONSTRUCTION CAPITAL GRANT 
To The Ontario Hospital Services Commission, 
Toronto. 

SI NY ssnieeiclares Sy sh meee RM oy BE RENE DI hospital applies for 


(name of hospital) 
a hospital-construction capital grant under the Act 
and regulations and in support of the application gives 
the following information: 


1. Names of municipalities served by applicant 
Hospitalier ay nett eee Ont ne tert n wate Oma 
2. Population of each municipality referred to in 
Pataca plese ces rear Mere cnr rem r me rare: 
3. Names of other hospitals serving the municipalities 
MeNtIOmMed 1 palce cial) illness wee 
4. Bed capacities of hospitals referred to in para- 
OURAN OY ORMINE abr Oe AM Scere. Gc rashes eect LCE PR 


5. Number of beds in the applicant hospital that are 
assigned to the following services: 


Private 
and Semi-  Public- 
private ward 
Beds Beds ‘Totals 

NW Weta bVCN hare os Hiss wtalin ab 
Sirois ee 
VEAtenuiiy a a eae 
Paediatric 


Bassinets for New- 
DOr teens 


6. Number of additional beds proposed for the 
following services: 


Private 
and Semi- Public- 
private ward 
Beds Beds Totals 
Nieclica) aaa nant 
ULC Call Aer eee 
Maitecnitiva ss ie 
BAcdiathiC mete 
Bassinets for New- 
DOLE. Ae Wee. 


7. Number of existing beds assigned to the following 
services to be abandoned: 


Private 
and Semi- Public- 
private ward 
Beds Beds ‘Totals 
IMECHE. ose ee cea e 
Surgical yee ee 
Niatennityeeem nee 
aediartn care aee 
Bassinets for New- 
Ori ae. ce oor, 


8. The following services marked with the letter 
“XX” are inadequate and the extension thereof is 
proposed: 

Laundry 

Dietary 

Power Plant 

Utility Rooms 

Operating Rooms 

Delivery Rooms 

Nursery 

Diagnostic Services as specified 


9. Estimated cost of proposed building project in 
detail, including the cost of, 


(a) acquisition of site, if part of this project; 
(b) work on site and landscaping; 
(c) new construction; 


(d) additions or alterations to, or renovation of 
hospital buildings; 


(e) acquisition of existing buildings; 

(f) additions or alterations to, or renovation of 
existing buildings acquired as part of this 
project; 

(g) fixed equipment; 

(h) furnishings; 

(2) architect’s fees; 

(7) other professional fees; and 

required for the 


(k) any other expenditures 


project. 

10. Estimated cost per cubic foot of new construction, 
excluding the cost of fixed equipment and furnish- 
ings. 

11. Name and address of architect. 

12. Proposed method of financing in detail: 


i. Cash on hand. 


ii. Other assets. 
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iii. Municipal contributions, 
(a) already received, 
(6) promised for the future. 
iv. Public subscription, 
(a) amount already received, 
(b) pledges anticipated. 
If the hospital is to be partly financed by means of 


a mortgage, debentures or other loans, give details 
of proposal. 


13. The municipality has (has not) agreed to con 
tribute, and a vote was taken on the by-law by 
electors of the municipality and the result was 


Re Fry LOM anlGane etn, eeacainst. 
14. Proposed date of start of building project. 
15. Expected date of completion of building project. 


[DER (oo eae ree PS ae near Re ee Ree AN to eeeNG aeons 
Chairman or Secretary of the Board 


O. Reg. 149/58, Form 1. 


Form 2 
The Public Hospitals Act 
APPLICATION FOR A CAPITAL GRANT 


FOR A NURSES’ RESIDENCE OR AN INTERNS’ 
RESIDENCE 


To The Ontario Hospital Services Commission, 
Toronto. 


LOVERS eatery enemy cy ate at ees hospital applies for 
(name of hospital) 


a capital grant for a nurses’ residence (interns’ residence), 
under the Act and regulations and in support of the 
application gives the following information: 

1. The building project involves, 


(a) the acquisition of existing buildings; 


(b) additions or alterations to, or renovation of 
existing buildings; 


(c) new construction; or 


(d) additions or alterations to, or renovation of 
hospital buildings. 


2. The number of beds for nurses or interns is as 
follows: 


i. Available at present 


il. Proposed 


iil. To be abandoned 


(if any) 


5. Estimated cost of proposed building project in 
detail, including the cost of, 


(a) acquisition of site, if part of this project; 
(6) work on site and landscaping; 


(c) new construction; 


(d) additions or alterations to, or renovation of 
hospital buildings; 


(e) acquisition of existing buildings; 

(f) additions or alterations to, or renovation of 
existing buildings acquired as part of this 
project; 

(g) fixed equipment; 

(h) furnishings; 

(7) architect’s fees; 


(7) other professional fees; and 


(k) any other 
project. 


expenditures required for the 


6. Estimated cost per cubic foot of new construction, 
excluding the cost of fixed equipment and furnish- 
ings. 


7. Proposed ry of financing in detail: 

i. Cash on hand. 

ii. Other assets. 

ii. Municipal contributions, 
(a) already received, 
(b) promised for the future. 

iv. Public subscription, 
(a) amount already received, 
(b) pledges anticipated. 


If the hospital is to be partly financed by means 
of a mortgage, debentures or other loans, give 
details of proposal. 


8. The municipality has (has not) agreed to con- 
tribute, and a vote was taken on the by-law by 
electors of the municipality and the result was 


a re, foranducws. 2.5 against. 
9. Proposed date of start of building project. 


10. Expected date of completion of building project. 


Chairman or Secretary of the Board 


O. Reg. 149/58, Form 2. 
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Form 3 
The Public Hospitals Act 


APPLICATION FOR A CAPITAL GRANT FOR 
AUXILIARY-SERVICES ACCOMMODATION OR 
ORGANIZED OUT-PATIENT DEPARTMENT 


To The Ontario Hospital Services Commission, 
Toronto, 


OVS idk oP ashe dance PLN eer hospital applies for a 
(name of hospital) 


capital grant under the Act and regulations, in respect 
of: 


ihe CAIDR CGS OS MEO UTNE o's 1s 6 2) oid dees eth ova te ale bbe ce 
Liew la bOracOlsyatwes wach ese es ot, cones eee 
Ii MATCISPENSary markt alert atte koe a ae ce che 
Ni, Jen es aN olor VATiMN ees conse earch ounuwen oF 
v. An occupational-therapy department........ 
vi. A physiotherapy department............... 
Vil SIMCOE CYASCH VICES: LETS, penetrate er aeioi one cee 
viii. Community health services................ 
Ixy LAOSpitalpurainingta cilities sar Mamet eee 


x. An operating room or a suite of operating 


xi. A delivery room or a suite of delivery rooms. . 


xli, Examining and treatment rooms in nursing 


Mii Cet VeGe Dane ell Ger aes crn neeiee ce csi 
XdVane ON CEMULALSTLD p ly Ser vilCe mimes arteries 
SiG PAW DIVE IAYRIS AULEOs Bije Soth Rin Soe ee Oe oS 
xvi, An organized out-patient department........ 


and in support of the application gives the following 
information: 


1. The building project involves, 
(a) the acquisition of existing buildings; 


(b) additions or alterations to, or renovation of 
existing buildings; 


(c) new construction; or 
(d) additions or alterations to, or renovation of 


hospital buildings. 


2. The dimensions of accommodation of proposed 
auxiliary-services accommodation or organized out- 
patient department: 


Divisions of proposed auxiliary- Area in 
services accommodation or or- square 
feet 


ganized out-patient department 


3. Estimated cost of proposed building project in 
detail, including the cost of, 


(a) acquisition of site, if part of this project; 
(6) work on site and landscaping; 
(c) new construction; 


(d) additions or alterations to, or renovation of 
hospital buildings; 


(e) acquisition of existing buildings; 

(f) additions or alterations to, or renovation of 
existing buildings acquired as part of this 
project; 

(g) fixed equipment; 

(fh) furnishings; 

(2) architect’s fees; 


(j) other professional fees; and 


(k) any other expenditures 
project. 


required for the 


4. Estimated cost per cubic foot of new construction, 
excluding the cost of fixed equipment and furnish- 
ings. 

5. Name and address of architect. 

6. Proposed method of financing in detail: 

i. Cash on hand. 
ii. Other assets. 
ili. Municipal contributions, 
(a) already received, 
(6) promised for the future. 
iv. Public subscription, 
(a) amount already received, 
(b) pledges anticipated. 
If the hospital is to be partly financed by means of 
a mortgage, debentures or other loans, give details 
of proposal. 

7. The municipality has (has not) agreed to con- 
tribute, and a vote was taken on the by-law by 
electors of the municipality and the result was 
ihe nneeiae fomands tase waganste: 

8. Proposed date of start of building project. 

9. Expected date of completion of building project. 


Daten sae Oy 
O. Reg. 149/58, Form 3; O. Reg. 208/60, s. 3. 


Form 4 
The Public Hospitals Act 


APPLICATION FOR A CAPITAL GRANT 
FOR A RENOVATION PROJECT 


To The Ontario Hospital Services Commission, 
Toronto. 


TCR ONG ONE ve, On AUNT tere aes hospital applies for 
(name of hospital) 
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a capital grant for a renovation project under the 
Act and regulations and in support of the application 
gives the following information: (Add an extra sheet 
if necessary to complete the information required under 
any paragraph. ) 


1. Reasons for considering the proposed project to 
be a major renovation project: 


2. Date(s) when building(s) to be renovated was 
Gwere)atirst constructedingn sng sturdier sirens 
3. Years of expected life of building(s) after renova- 
Homes icOmpletedmrmrac ruse csnichs, cule cmiateet Leite 


4. The number of bassinets and beds of all types that 
will be abandoned because of the renovation: 


5. Have the plans for the renovation project been 
approved by the local fire department authorities? 


6. Describe the present deficiencies of the existing 
Structurentacilities and senvicess we se ee eee 


7. Describe the increased bed and bassinet accom- 
modation, improvements in facilities, services, 
efficiency and economy, or any other improve- 
ments that will result from the renovation project 


8. Describe the proposed type of construction, 
materials, fireproofing, finishes, etc., involved in 
the renovation project: 


10. Estimated cost of proposed building project in 
detail, including the cost of, 


(a) acquisition of site, if part of this project; 


(6) work on site and landscaping; 


(c) new construction; 


(d) additions or alterations to, or renovation of 
hospital buildings; 


(e) acquisition of existing buildings; 

(f) additions or alterations to, or renovation of 
existing buildings acquired as part of this 
project; 

(g) fixed equipment; 

(h) furnishings; 

(7) architect’s fees; 


(j) other professional fees; and 


(k) any other 
project. 


expenditures required for the 


11, Estimated cost per cubic foot of new construction, 
excluding the cost of fixed equipment and furnish- 
ings. 

12. Name and address of architect. 


13. Proposed method of financing in detail: 
i. Cash on hand. 
ii, Other assets. 
iii. Municipal contributions, 
(a) already received, 
(b) promised for the future. 
iv. Public subscription, 
(a) amount already received, 
(b) pledges anticipated. 
If the hospital is to be partly financed by means of 
a mortgage, debentures or other loans, give details 
of proposal. 

14. The municipality has (has not) agreed to con- 
tribute, and a vote was taken on the by-law by 
electors of the municipality and the result was 
Stree eee formiand jee ee Paka uIst, 


15. Proposed date of start of building project. 


16. Expected date of completion of building project. 


Chairman or Secretary of the Board 


O. Reg. 149/58, Form 4. 
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Regulation 522 


under The Public Hospitals Act 


GRANTS—MAINTENANCE 
1. In this Regulation, 


(a) “active medical staff’? means the members 
of the medical staff who are appointed by the 
board of a hospital to attend indigent patients; 


(b) “organized out-patient department’? means a 
department established and maintained by a 
hospital and approved by the Commission 
for the examination, diagnosis and treatment 
of out-patients and that has an annual average 
of sixty or more visits per month made by 
out-patients; 


(c) “out-patient”? means a person who, 
(i) is not a patient, and 


(ii) attends an organized out-patient de- 
partment for the purpose of receiving 
examination, diagnosis or treatment. 
O. Reg. 215/59, s. 1. 


2. A maintenance grant equal to the amount for 
which a municipality is liable under section 18 of the 
Act shall be paid for the treatment of every patient 
who is an indigent person or who is a dependant of an 
indigent person and who has resided in unorganized 
territory for a period of three months within the period 
of six months next prior to his admission to a hospital, 
for each day the patient receives treatment. O. Reg. 
DAS SO se 2: 


3. A maintenance grant in the amount determined 
by the method set out in section 4 shall be paid in 
each year to a hospital that, 


(a) maintains an organized out-patient depart- 
ment; and 


(b) provides therein, 


and nursing, 
assistants im 


(i) active medical staff 
technical and _ other 
regular attendance, 


(ii) adequate equipment, and 


(iii) facilities and clerical staff for keeping 
records. O. Reg. 215/59, s. 3. 


4. The amount payable shall be determined at the 
rate of $1.50 for each visit to an organized out-patient 
department on which an out-patient receives examina- 
tion, diagnosis or treatment. O. Reg. 215/59, s. 4. 


5.—(1) Subject to subsection 2, where a hospital 
maintains a venereal-disease clinic as part of an 
organized out-patient department, each visit to the 
clinic on which an out-patient receives examination, 
diagnosis or treatment, shall be counted as a visit to 
the organized out-patient department in computing the 
amount payable under sections 3 and 4. 


(2) The maintenance grant in respect of a venereal- 
disease clinic shall be payable on the condition that the 
hospital, 


(a) permits the Director of the Division of Ven- 
ereal Disease Control of the Department of 
Health and a medical inspector from the 
Commission to inspect the records, equip- 
ment, administration and treatment services 
of the clinic at any time; 


o 


causes such examination, treatment, super- 
vision and after-care for venereal disease, as 
may be necessary, to be given to any person 
who applies at the clinic; and 


(c) makes no charge for a service given under 
clause b. 


(3) The maintenance grant for a venereal-disease 
clinic is payable in four quarterly payments during the 
year. ©. Reg. 215/59) s. 5. 


6. Visits to a mental-health clinic established under 
The Mental Hospitals Act shall not be included in the 
computation of the grant payable under sections 3 and 
4. O. Reg. 215/59, s. 6. 


7. A maintenance grant shall be paid to a Group F 
and a Group G hospital for the treatment of every 
patient therein who, 


(a) is an indigent person or a dependant of an 
indigent person; and 


(6) resides in Ontario but is not a resident of a 
municipality and is not a patient for whose 
treatment a grant is payable under section 2, 


at a rate equal to the amount for which a municipality 
is liable under section 18 of the Act for each day the 
patient receives treatment. O. Reg. 215/59, s. 7. 


8. In computing the amount of any grant, the day 
of departure of a patient shall not be included. O. Reg. 
215/59, s. 9. 


9. The Lieutenant Governor in Council may 
suspend or withhold any grant or may make a deduc- 
tion from any grant. O. Reg. 215/59, s. 10. 
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Regulation 523 


under The Public Hospitals Act 


HOSPITAL MANAGEMENT 
INTERPRETATION 
1. In this Regulation, 


(a) ‘‘active medical staff’ means members of the 
medical staff who are appointed by the board 
to attend indigent patients in the hospital; 


(b) “attending physician’ means a_ medical 
practitioner who attends a patient in the 
hospital; 


(c) “consultant medical staft’’ means members of 
the medical staff who are appointed by the 
board to act as consultants; 

(d) “medical practitioner’ means a_ legally 

qualified medical practitioner; 


(e) ‘‘medical staff’? means the medical practi- 
tioners who attend patients in a hospital; 


(f) “neonatal death” means the death of a child 
within one month after birth; 


(g) “president’’ means the president of the medical 
staff; 


rel 
(h) ‘“‘secretary’’ means the secretary of the medica 
staff; 


(7) “still-birth”? means the complete expulsion or 
extraction from its mother after the twenty- 
eighth week of pregnancy of a foetus that 
did not, at any time after being completely 
expelled or extracted from the mother, breathe 
or show any other sign of life; 


(7) “surgeon” means a member of the medical 
staff who performs a surgical operation on a 
patient; 


(k) ‘vice-president’? means the vice-president of 
the medical staff. O. Reg. 216/52, s. 1; 
O. Reg. 41/56, s. 1. 


MANAGEMENT 


2.—(1) Subject to subsection 2, a hospital shall 
be governed and managed by a board elected or 
appointed in accordance with the provisions of the 
authority under which the hospital is created, estab- 
lished or incorporated. 


(2) The president is ex officio a member of the board. 
O. Reg. 216/52, s. 2 (1, 2). 


(3) Where a hospital, 


(a) is classified as a Group A or a Group B 
hospital; and 


(b) has a total bed capacity of at least 100 beds, 


the vice-president is ex officio a member of the board. 
O. Reg. 41/56, s. 2. 


3. The board is responsible for the enforcement 
of the Act, this Regulation and the by-laws of the 
hospital. O. Reg. 216/52, s. 3. 


4. The superintendent is responsible to the board 
for the due observance and enforcement of the Act, 
this Regulation and the by-laws of the hospital. O. Reg. 
216/52, s. 4. 


5. The superintendent is the officer represent - 
ing the hospital with whom the Minister, an inspector 
and officers of the Commission deal in respect of 
hospital matters. O. Reg. 216/52, s. 5. 


6.—(1) The board shall provide for, 


(a) the appointment and functioning of, 
(i) a superintendent, 


(ii) a medical-staff advisory committee, on 
the recommendation of the medical 
staff, 


(iii) a medical staff, 
(iv) a nursing staff, and 
(v) an auditor; and 


(6) the establishment of an administrative and 
accounting system. 


(2) An auditor shall not be appointed for a hospital 
unless he is licensed under The Public Accountancy 
Act. O. Reg. 216/52, s. 6; O. Reg. 41/56, s. 3. 


7. The fiscal year of a hospital shall end with the 
3ist day of December in each year. O. Reg. 216/52, 
SPR 


8. An annual meeting of the hospital shall be held 
between the 1st day of January and the 30th day of 
April in each year on a day fixed by the board. O. Reg. 
216/52, s. 8. 


9. The board may fix the days for all meetings of 
the board. O. Reg. 216/52, s. 9. 


10. An inspector may, 


(a) administer and enforce this Act and the 
regulations in a hospital; 


(b) inspect and inquire with respect to the prem- 
ises, management and operation of a hospital; 


(c) require the superintendent, a member of the 
medical staff or a hospital employee, 


(i) to furnish any information in his posses- 
sion or under his control, and 


(ii) to make returns, reports or statements 
in writing, 


relating to the hospital but only for the purpose 
of the Act and this Regulation; 


(d) examine and audit all hospital books, accounts 
and records; and 


(e) investigate and require information from a 
person in possession of information in respect 
of any hospital matter or the financial con- 
dition of a patient. O. Reg. 216/52, s. 10. 


11. The board shall permit an inspector, 


(a) to examine and audit all hospital books, 
accounts and records; and 
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(6) to inspect or receive information from any 
book or record relating to the patients, 


at any time, but only for the purpose of the Act and 
this Regulation. O. Reg. 216/52, s. 11. 


12. All information, applications, returns, reports 
and communications required to be furnished or made 
to the Minister, Deputy Minister or inspector under the 
Act or this Regulation shall be sent to the Commission. 
Om Ree 216/525 ss. 12s 


13.—(1) An application for the approval of the 
creation, establishment or incorporation of a hospital 
under subsection 2 of section 4 of the Act shall be in 
writing in Form 1. 


(2) Before approval is given, an applicant for the 
approval of a hospital shall send to the Commission a 
copy of an architect’s plan in triplicate showing, 


(a) the proposed number and arrangement of 
beds and services; and 


(6) a block plan of the property and elevations 
of the buildings. O. Reg. 216/52, s. 13. 


14. When a hospital is to be altered by enlarging 
or remodelling, a description of the alteration with a 
copy of an architect’s plan in triplicate showing, 


(a) the alteration; and 


(6) the proposed number and arrangement of 
beds and services to be affected by the altera- 
tion, 

shall be sent to the Minister. O. Reg. 216/52, s. 14. 


15.—(1) A hospital shall provide accommodation 
for the isolation of patients. 


(2) The superintendent shall cause to be isolated 
a patient who is or is suspected to be infected with a 
communicable disease named or declared under The 
Public Health Act or the regulations thereunder. 
O. Reg. 216/52, s. 15. 


16.—(1) Subject to subsection 2, a hospital shall 
have on duty at all times sufficient nursing staff to give 
such nursing care to every patient in the hospital as is 
required for the patients’ care and treatment. 


(2) A hospital shall have on duty, 


(a) during the period from midnight until 
8 o'clock in the forenoon, at least one regis- 
tered nurse for each fifty patients or fraction 
thereof; and 


(b) during the period from 8 o'clock in the 
forenoon until midnight, at least one registered 
nurse for each thirty-five patients or fraction 
thereof. O. Reg. 41/56, s. 4. 


17. A hospital shall keep a register of patients. 
OF Res, 2016/5 2asens 


18.—(1) When a patient is admitted to a hospital, 
the patient shall be issued a register number. 


(2) For the purposes of subsection 1, a baby 
born alive in a hospital shall be deemed to be ad- 
mitted at the time of birth. O. Reg. 216/52, s. 18. 


19. The register numbers shall be issued to patients 
by, 


(a) assigning the number ‘‘1”’ to the first patient 
admitted in the fiscal year and thereafter 
assigning numbers in the order of admission; 
and 


Vol. 3—Sig.18 


(b) adding after the number given under clause 
a, a virgule and the last two digits of the num- 
ber of the year in which it is issued. O. Reg. 
ZAG O2Nsal Oe 


20.—(1) A patient shall retain the same register 
number until his discharge from the hospital. 


(2) All records relating to the patient shall bear 
his register number. O. Reg. 216/52, s. 20. 


MEDICAL SERVICES 


21. A board shall fix a time and place for the first 
meeting of the medical staff, which shall be held within 
one month after the first patient is admitted to a 
hospital after its creation, establishment or incorpora- 
tion (On Reo 16/o2 a6 2 


22.—(1) The medical staff shall hold, 
(a) an annual meeting in each fiscal year; and 
(b) subject to subsection 2, monthly meetings. 


(2) Where the medical-staff advisory committee 
submits a request in writing to the board, the board 
may authorize the medical staff, 


(a) to omit the monthly meeting for the month of 
July; 


(b) to omit the monthly meetings for the months 
of July and August; or 


(c) subject to subsection 3, to omit monthly 
meetings. 


(3) Where the medical staff is authorized to omit 
monthly meetings, 


(a) the medical staff shall hold at least four 
meetings in each fiscal year; 


(6) the medical-staff advisory committee shall 
meet monthly to consider reports of all 
committees of the medical staff; and 


(c) the medical staff in each department of the 
hospital shall hold at least ten monthly 
meetings in each fiscal year. O. Reg. 41/56, 
Sao 


23.—(1) At the first meeting held under section 21 
and at each annual meeting the medical staff shall, 


(a) elect a president, vice-president and secretary 
from among themselves; and 


(6) fix a time and place for, 
(i) the next annual meeting, and 


(ii) the meetings of the medical staff to be 
held for the following year. 


(2) The president, vice-president and secretary 
shall hold office until the next annual meeting. O. Reg. 
41/56, s. 6. 


24.—(1) The medical-staff advisory committee 
shall appoint annually a member of the medical staff 
as physician in charge of the obstetrical nursery. 


(2) The superintendent shall send to the Commis- 
sion the name of the physician in charge of the obstet- 
rical nursery, within one week after his appointment. 


(3) The physician in charge of the nursery shall 
report to the Commission and to the superintendent, 
within twenty-four hours after their appearance, any 
signs and symptoms that indicate that a baby in the 
nursery has a communicable disease or infection. 
O. Reg. 41/56, s. 7. 
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25. The secretary shall take the minutes at all 
meetings of the medical staff. O. Reg. 216/52, s. 25. 


26. If a member of the active medical staff is 
unable to perform his duties in the hospital, he shall 
notify the president or secretary of the medical staff 
who shall notify the superintendent and arrange for 
another member of the active medical staff to perform 
the duties. O. Reg. 216/52, s. 27 (1, 2). 


27. When a member of the medical staff who is 
attending a patient other than a public-ward patient 
is unable to perform his duties in the hospital, he shall 
arrange for another member to perform his duties and 
notify the superintendent. O. Reg. 216/52, s. 28. 


28. If the superintendent believes that a member 
of the medical staff is unable to perform his duties in 
the hospital, the superintendent shall notify the 
president or secretary of the medical staff, and there- 
upon the president or secretary, as the case may be, 
shall arrange for another member of the active medical 
staff to perform the duties. O. Reg. 216/52, s. 29. 


29. Where a medical practitioner sends any person 
to a hospital for admission and the medical practitioner 
knows or suspects that that person is or may become 
for any reason dangerous to himself or to other patients, 
the medical practitioner shall notify the superintendent 
of the danger. O. Reg. 216/52, s. 30. 


30. Only a member of the active medical staff 
shall be permitted to attend a patient for whose treat- 
ment a municipality is liable under section 18 of the 
Act to pay the charges. O. Reg. 216/52, s. 31. 


31.—(1) When a patient is no longer in need of 
treatment in a hospital, the attending physician shall 
write an order that the patient be discharged. 


(2) A patient shall be deemed to be discharged 
when the attending physician writes the order under 
subsection 1 and communicates it to the patient. 


(3) When a patient is discharged, he shall leave 
the hospital but, with the approval of the superin- 
tendent, the patient may at his option remain in the 
hospital for a further period not exceeding twenty-four 
hours, 


(4) When a patient under the age of sixteen years is 
discharged, the person liable for his maintenance shall 
remove him from the hospital but at the request of the 
person so liable the patient may, with the approval of 
the superintendent, remain in the hospital for a further 
period not exceeding twenty-four hours. O. Reg. 
LOPS Sad: 


32.—(1) When a person is admitted to a hospital, 
he shall give the name and address of a relative or 
friend to be notified under subsection 3. 


(2) The attending physician shall notify the super- 
intendent when he believes that a relative or friend 
should be present at the hospital with the patient. 


(3) The superintendent shall so notify the relative 
or friend. O. Reg. 216/52, s. 33. 


33.—(1) A hospital shall be equipped with a clinical 
laboratory with facilities and staff able to make 
routine laboratory investigations necessary for the 
treatment of the patients in the hospital. 


(2) When a laboratory investigation, 


(a) is necessary for the treatment of a patient; 
and 


(b) cannot be made ina laboratory in the hospital, 


the superintendent shall cause the investigation to 
be made in a laboratory that has the facilities and 
staff able to make the investigation. O. Reg. 216/52, 
s. 34. 


_ 34.—(1) A surgeon shall not dispose of any 
tissues removed from a patient during an operation or 
curettage. 


(2) Subject to subsection 3, the superintendent 
shall send the tissues removed, together with a short 
history of the case and a statement of the findings at 
the operation, to a laboratory for an examination and 
report: ‘O} Ree. 216/925, o5mcly 2). 

(3) Where the tissue removed is an arm, finger, 
foot, hand, hemorrhoid, leg, prepuce, tonsil, toe or 
tooth, the tissue shall not be sent to a laboratory unless 
the surgeon desires an examination and report. O. Reg. 
41/56, s. 9. 

_ (4) A report, if any, of a pathologist shall be 
included in the medical record of the patient that is 
prescribed by section 37. O. Reg. 216/52, s. 35 (4). 

35.—(1) All orders for treatment shall be, 

(a) in writing on a paper attached to the medical 
record of the patient that is prescribed by 
section 37 or in a book designated for physi- 
cians’ orders; and 


(6) dated and signed by an attending physician 
or a medical practitioner authorized by him, 


but an attending physician or a medical practitioner 
authorized by him may dictate by telephone orders for 
treatment to a person designated by the superintendent 
to take the orders. 

(2) The person to whom the order has been dictated 
shall transcribe and sign it and endorse thereon the 
name of the medical practitioner and the date and 
time of receiving the order. 

(3) When a medical practitioner has dictated an 
order by telephone, he shall sign the order on his first 
visit to the hospital thereafter. O. Reg. 216/52, s. 36. 

36. Within seventy-two hours after the admission 


of a patient, the board shall cause a medical practitioner 
to, 


(a@) write a medical history of the patient; 


(b) make a physical examination of the patient 
and record his findings; and 


(c) make and record a provisional diagnosis of 
the patient’s condition. O. Reg. 216/52, 
s. 37, revised. 


37. The board shall cause to be compiled for each 
patient a medical record including, 


(a) identification; 
(b) history of present illness; 
(c) history of previous illnesses; 
(d) family history; 
(e) provisional diagnosis; 
(f) orders for treatment; 
(g) progress notes; 
(h) reports of, 
(i) condition on discharge, 
(ii) consultations, 
(iii) follow-up care, 


(iv) laboratory examinations, 
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(v) medical, surgical and obstetrical treat- 
ment, 


(vi) operations and anaesthesia, 
(vii) 


(viii) radiological examinations, and 


physical examinations, 


(ix) post mortem examination, if any; and 


(t) final diagnosis. O. Reg. 216/52, s. 38. 

38.—(1) A person who makes any part of a record 
prescribed by sections 36 and 37 shall deliver the part 
to the superintendent. 


(2) The superintendent is responsible for the safe- 
keeping of all records relating to a patient. O. Reg. 
216/52, s. 39. 


39.—(1) When a patient dies, the attending 
physician shall complete Form 2 and deliver it to the 
superintendent for the medical record of the patient. 


(2) Where the attending physician completes the 
medical certificate of death that is required by sub- 
section 3 of section 17 of The Vital Statistics Act and 
delivers a copy to the superintendent, subsection 1 does 
not apply. O. Reg. 148/56, s. 1. 


40. When a medical practitioner performs a post 
mortem examination on the body of a patient, he shall 
make and sign a report of the examination and deliver 
it to the superintendent. O. Reg. 216/52, s. 41. 


41.—(1) Subject to subsections 2 and 3, a board 
shall not permit any person to remove, inspect or 
receive information from a medical record. 


(2) Subsection 1 does not apply to, 
(a) a person with a process, 


(i) issued in Ontario out of a court of record 
or any other court, and 


(11) ordering the removing of, the inspecting 
of or the receiving of information from 
a medical record; or 


(6) an inspector. O. Reg. 216/52, s. 42 (1, 2). 


(3) A board may permit, 
(a) the attending physician; 


(6) the superintendent of another hospital who 
makes a written request; 


(c) a person who presents a written request 
signed by, 


(i) the patient, or 


(ii) where the record is of a former patient, 
deceased, his personal representative; 


(d) a member of the medical staff but only for, 
(i) teaching purposes, or 


(i) scientific research that has _ been 
approved by the medical-staff advisory 
committee; 


(e) a person with a written direction from the 
Deputy Minister of Veterans Affairs (Canada) 
or some person designated by him, where the 
patient is a member or ex-member of Her 
Majesty’s military, naval or air force of 
Canada; or 


(f) the Director of the Division of Medical Statis- 
tics of the Department or an officer or em- 


ployee of the Commission who is designated 
by the Chairman, 


to inspect or receive information from a medical record. 
O. Reg. 216/52, s. 42 (3); O. Reg. 6/54, s. 1; O. Reg. 
41/56, s. 10. 


(4) Any information received under clause f of 
subsection 3 shall not be used or disclosed to any 
person for any purpose other than the purpose of 
compiling statistics for the Department and the Com- 
mission in respect of cancer or psychiatric disorders. 
O. Reg. 6/54, s. 2. 


42. No surgical operation shall be performed on 
a patient unless a consent in writing for the performance 
of the operation has been signed by, 


(a) the patient; 


(6) the spouse, one of the next of kin or parent of 
the patient if the patient is unable to sign 
by reason of mental or physical disability; or 


(c) the parent or guardian of the patient if the 
patient is unmarried and under eighteen years 
of age, 


but if the surgeon believes that delay caused by obtain- 
ing the consent would endanger the life of the patient, 


(d) the consent is not necessary; and 


(e) the surgeon shall write and sign a statement 
that a delay would endanger the life of the 
patient. O. Reg. 216/52, s. 43. 


43.—(1) Before any anaesthetic is administered to 
a patient, a record of the patient that includes, 


(a) a history of the present and any previous 
illness; and 


(0) the findings on a physical examination, 


and that is sufficient to enable the anaesthetist to choose 
a suitable anaesthetic for the patient shall be made by 
the anaesthetist, but the record is not required if the 
surgeon believes that a delay in the operation would be 
caused by obtaining the record and would endanger 
the life of the patient and if the surgeon writes and signs 
a statement to this effect and a diagnosis and delivers 
them to the anaesthetist. O. Reg. 41/56, s. 11, revised. 


(2) The anaesthetist shall deliver the signed state- 
ment and diagnosis to the superintendent after the 
operation. QO. Reg. 216/52, s. 44 (2). 


44.—(1) Before a surgical operation is performed 
on a patient, the surgeon shall, 


(a) make a physical examination of the patient 
sufficient to enable the surgeon to make a 
diagnosis; and 


(b) enter or cause to be entered on the medical 
record of the patient, and shall sign, a state- 
ment of his findings on the physical examina- 
tion and his diagnosis. 


(2) Where a surgeon performs a surgical operation 
in a hospital, the surgeon shall prepare, or cause to be 
prepared by a medical practitioner who has observed 
the entire operation, a written description _of the 
operative procedure and findings and the diagnosis 
made at the operation. 


(3) The surgeon shall deliver the written descrip- 
tion to the superintendent after the operation. 


(4) The surgeon who performs an operation on a 
patient is responsible for directing the post-operative 
care of the patient. O. Reg. 41/56, s. 12. 
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45. The anaesthetist shall prepare a record. with 
respect to each patient that shows the, 


(a) type and amount of anaesthetic administered 
and duration of anaesthesia; 


(b) medication given in contemplation of anaes- 
thesia; and 


before, during, and after the 


(c) condition 
Reg. 216/52, s. 46; O. Reg. 


operation. O. 
41/56, s. 13. 


46.—(1) When a patient in the ante-menopdausal 
period is in a condition, 


(a) of abortion; 

(6) of threatened abortion; 

(c) where a therapautic abortion is indicated; 
(d) where a dilation and curretage is indicated; or 
(e) where a hysterectomy is indicated, 


the surgeon shall notify a member of the active medical 
staff or consultant medical staff who is not the anaes- 
thetist for the operation, who shall examine the patient 
before any operation is undertaken and shall make 
and sign a record of his findings on the examination, his 
diagnosis and his opinion as to the need for the opera- 
tion. 


(2) Where the surgeon believes that a delay in the 
performance of a hysterectomy would be caused by 
obtaining the record prescribed in subsection 1 and 
would endanger the life of the patient, 


(a) the preparation of the record is not required; 
and 


(b) the surgeon shall write and sign a statement 
of his reasons for believing that a delay would 
endanger the life of the patient. 


(3) The member of the medical staff who prepares 
the record required by subsection 1 shall deliver the 
record to the superintendent. 


(4) Asurgeon who prepares a statement required by 
clause b of subsection 2 shall deliver the statement to 
the superintendent after the operation. O. Reg. 41/56, 
s. 14, revised. 


47. Before an operation is performed on an indigent 
patient, two surgeons, one of whom is a member of the 
active medical staff, shall, 


(a) examine the patient; and 


(b) record in writing and sign their findings and 
recommendations and deliver those findings 
and recommendations to the superintendent. 
O. Reg. 216/52, s. 48. 


48.—(1) Where a person takes blood from a person 
for a transfusion, the person taking the blood shall make 
a record showing, 


(a) the name, address, blood-grouping and 
Rh-factor typing of the person from whom 
the blood is taken; 

(b) the date of taking of the blood; 

(c) the amount of blood taken; and 

(d) the result of any Wasserman or Kahn test 


made on a sample of the blood taken for the 
transfusion. 


(2) The person making the record shall deliver it 
to the superintendent. O. Reg. 216/52, s. 49. 


49. If the attending physician knows or suspects 
that a maternity patient is suffering from puerperal 
sepsis or any infection, the attending physician shall 
forthwith notify the superintendent. O. Reg. 216/52, 
S500; 


50.—(1) A maternity patient who is suffering from 
or is suspected to be suffering from puerperal sepsis 
or any infection shall be isolated in a room separated 
from other patients. 


_ (2) The nurse who cares for a maternity patient 
isolated under subsection 1 shall not attend, 


(a) a patient who is not infected; or 


(b) a surgical patient. O. Reg. 216/52, s. 51. 

51. When a patient dies as a direct or indirect 
result of pregnancy, the superintendent shall complete 
and deliver a report in Form 3 to an inspector within 
twenty-four hours after the death. O. Reg. 216/52, 
s. 52. 


52. When a stillbirth or neonatal death occurs 
in a hospital, the superintendent shall complete and 
deliver a report in Form 4 to the Commission within 
twenty-four hours after the occurrence of the stillbirth 
or neonatal death. O. Reg. 216/52, s. 53. 


53.—(1) When an indigent patient, 
(a) is critically ill; or 
(6) remains in hospital for a period of thirty days, 
at least two members of the active medical staff shall, 
(c) hold a consultation; and 


(d) record in writing and sign their findings and 
recommendations in respect of the patient 
and deliver the record showing the date of 
the consultation to the superintendent. 


(2) At the end of each three-week period during 
which an indigent patient remains in a hospital after 
the end of thirty days from the date of admission, at 
least two members of the active medical staff shall 
comply with clauses c and d of subsection 1. O. Reg. 
VAG (OQ S aoe. 


_ 54. A board shall not use or permit to be used 
within the hospital milk that has not been pasteurized 


within the meaning of The Public Health Act. O. Reg. 
ZAG 52,85 55: 
HOSPITAL EMPLOYEES 
55.—(1) For the purpose of this Regulation, 


hospital employees are divided into Group 1 and Group 
os 


(2) Group 1 is composed of, 
(a) graduate and student nurses; 
(b) interns; 
(c) graduate and student physiotherapists; 
(d) graduate and student occupational therapists; 


(e) nursing assistants, ward maids and ward 
orderlies; 


(f) laboratory technicians; 
(g) x-ray technicians; 
(h) school teachers; and 


(t) social workers. 
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(3) Group 2 is composed of all hospital employees 
not listed in subsection 2. O. Reg. 216/52, s. 56. 


56.—(1) An employee in Group 1 shall receive a 
tuberculin test and an x-ray film of the lungs within 
thirty days of employment. 


(2) A physical examination of student nurses shall 
be made annually. 


(3) Every employee in Group 1 who has a negative 
tuberculin reaction shall receive an additional tuber- 
culin test within six months of the date of the first 
test and shall receive an additional test within six 
months of the date of each test where the result of 
the test is negative. 


(4) Employees referred to in subsection 3 shall 
receive an x-ray film of the lungs annually. 


(5) Every employee in Group 1 who is found to have 
a positive tuberculin reaction shall receive an x-ray 
film of the lungs forthwith and every six months there- 
after. 


(6) Every employee in Group 1 whose x-ray film 
shows evidence of abnormal shadowing shall forth- 
with receive further examination to determine the 
nature of the disease. 


(7) No tests other than the intra-dermal (Mantoux) 
test, using one-twentieth of a milligram of Old Tuber- 
culin, or the patch test shall be used in the tests given 
under this section. O. Reg. 216/52, s. 57. 


57.—(1) An employee in Group 2 shall receive an 
x-ray film of the lungs within thirty days of employment 
and annually thereafter. 


(2) Every employee in Group 2 whose x-ray film 
shows evidence of abnormal shadowing shall receive 
forthwith further examination to determine the nature 
of the disease. O. Reg. 216/52, s. 58. 


58. No employee found to be suffering from active 
tuberculosis shall be permitted to work in the hospital, 
and the superintendent shall report the case within 
twenty-four hours to the medical officer of health of 
the municipality in which the employee resides. O. Reg. 
21G/S2 456.59: 


59. Where a medical practitioner believes or 
suspects that a person admitted to a hospital is suffering 
from tuberculosis, he shall notify the superintendent 
forthwith. O. Reg. 216/52, s. 60. 


60. No employee shall be detailed to care for a 
patient believed or suspected to be suffering from 
tuberculosis until the employee has received instruction 
as to the necessary technique to protect himself and 
others against infection and, where possible, the em- 
ployee so detailed shall be a reactor to tuberculin. 
O. Reg. 216/52, s. 61. 


61. Upon ceasing to be employed, every employee 
who has been employed for four or more months shall 
receive an x-ray film of the lungs. O. Reg. 216/52, s. 62. 


62. Nothing contained in sections 55 to 61 shall 
prevent an employee from being employed in a hospital 
when his tuberculosis is inactive. O. Reg. 216/52, s. 63. 


63.—(1) The superintendent shall keep a permanent 
-record of all examinations and tests of every employee 
of the hospital and, if requested, shall send a copy of 
every record, including the x-ray films, to the Work- 
men’s Compensation Board or to the Commission. 


(2) Any officer of the Department who is authorized 
by the Deputy Minister, any officer of the Commission 
who is authorized by the chairman, or any officer of 
the Workmen’s Compensation Board who is authorized 
by its chairman may inspect the medical records of 
employees at any time. O. Reg. 216/52, s. 64. 


64. The hospital is responsible for all examinations 
of the employees and none of the expenses thereby 
incurred are payable by the employees. O. Reg. 
Z1G/O2F SOS 


65. Where an employee shows evidence of tuber- 
culosis, the superintendent shall give to the Workmen’s 
Compensation Board written notice thereof and a 
complete report of the medical findings within seven 
days of the time of diagnosis. O. Reg. 216/52, s. 66. 


HOSPITALS FOR THE CHRONICALLY ILL 


66. A certificate under section 13 of the Act for 
the admission of an indigent person or the dependant 
of an indigent person to a hospital for the chronically 
ill shall be made by two medical practitioners in Form 5. 
O. Reg. 323/52, s. 2. 


FIRE PRECAUTIONS 


67. The board of a hospital shall maintain a fire- 
alarm system of sounding devices so located that when 
the alarm is given the sound can be heard in every 
place in the hospital. O. Reg. 216/52, s. 68. 


68. The board of a hospital shall maintain on each 
floor and in the basement, 


(a) one-quart vaporizing-liquid pump-type fire- 
extinguishers; 


(b) fifteen-pound carbon-dioxide fire-extin- 
guishers; 


(c¢) two-quart pressure-type vaporizing-liquid fire- 
extinguishers; or 


(d) dry chemical-type fire-extinguishers, 


in sufficient numbers and so located that one fire- 
extinguisher is within fifty feet of every part of the 
flooring in each floor and in the basement. O. Reg. 
216/52, s. 69. 


69.—(1) The board of a hospital shall maintain 
pipes in sufficient numbers and so distributed that 
any fire in the hospital can be effectively reached with 
water from seventy-five-foot lays of unlined linen-hose. 


(2) All stand-pipes shall be fitted with not more 
than seventy-five feet of unlined linen-hose. O. Reg. 
ZG Se Se: 


70. Fire-exits shall be, 


(a) so located throughout a hospital that no 
point in the hospital is more than 100 feet 
from an exit; 


(b) so constructed that all patients can be 
removed from the hospital; and 


(c) lighted at all times. O. Reg. 216/52, s. 71. 


71. The board of a hospital shall maintain on each 
floor sufficient devices for the removal of all patients 
on the floor from the hospital. O. Reg. 216/52, s. 72. 


72. The superintendent shall, 


(a) inspect or cause to be inspected the fire-alarm 
system, fire-extinguishers, stand-pipes and 
hose equipment at least once a month; 


(b) give or cause all fire equipment to be given a 
working test at least twice a year; 


(c) establish a procedure to be followed with 
the duties of the staff and patients when a 
fire-alarm is given; 
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(d) instruct the staff and patients in the procedure 


established under clause ¢; 


(e) post written instructions of the procedure 


(f) keep for at least two years a written record of 


the inspections and tests and the findings 


thereon made under this section. 


DIGIS2Z; S5u(3e 


established under clause c in every room in 


the hospital; and 


Form 1 


The Public Hospitals Act 


O. Reg. 


APPLICATION FOR APPROVAL OF A NEW HOSPITAL 


make application for approval under subsection 2 of section 4 of the Act, of the creation, establishment or incor- 


poration of an institution, building or other premises or place in the 


Form 2 


The Public Hospitals Act 


CERTIFICATE OF DEATH 


Name of patient 


Date and hour of death 


CAUSE OF DEATH 


(read instructions on reverse side) 


I 
IMMEDIATE CAUSE—State the 


disease, injury or complication that 
caused death, not the mode of dying, 
such as heart failure, asphyxia, as- 
thenia, et cetera. 


MORBID CONDITIONS, if any, 
giving rise to immediate cause (state 
in order backwards from immediate 
cause). 


II 


OTHER MORBID CONDITIONS (if 
important) contributing to death but 
not causally related to immediate 
cause. 


O. Reg. 216/52, Form 1. 


Approximate interval 
between onset 
and death 


~ 
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INSTRUCTIONS 
1. The morbid conditions relating to death are divided into two parts. In Part I are those conditions causally 


related to the “IMMEDIATE CAUSE” and in Part II those not causally related thereto. 
completion of Part I will be sufficient. 
preferable in cases where a single cause is sufficient, as in Example I. 


I In most cases the 
Detailed certification is not required, the entry of a single cause is 
Where the person completing the 


certificate finds it necessary to record more than one cause, it is important that the causes be stated in the 
position provided on the form as indicative of their mutual relationship. 


2. Follow these instructions: 


ile 


Name first the ‘‘Immediate Cause” of death, i.e., the disease, injury or complication that caused death 
(not mode of dying or terminal condition). 


Then give the other morbid conditions (if any) of which the immediate cause was the consequence, in 
order of causal relationship, stating the most recent one first and then the others in order. 


. Part II is reserved for other important contributory morbid conditions, particularly when death was due 


to a combination of maladies, none of which would have been fatal alone. 
Use accepted terms for morbid conditions and never record mere symptoms. 


Maternal deaths—qualify all diseases resulting from childbirth, miscarriage or abortion by the word 
“puerperal”, for example, puerperal septicaemia; distinguish between septicaemia originating in abortion 
and in child-birth. 


Cancer—specify the organ or first part affected. 


Violent deaths—where a death was due to a violent cause, the person completing the medical certificate 
shall indicate clearly whether the death was due to accident, suicide or homicide, and the manner and 
nature of the injury that resulted in death; where the death was due to accident, the circumstances shall 
be stated as fully as possible, for example, an automobile accident shall always be designated as such. 


3, The following examples illustrate the essential principles in the use of the form: 

I | Example 1 Example 2 Example 3 Example 4 Example 5 
IMMEDIATE CAUSE (a) Lobar (a) Pulmonary |(a) Acute (a) Broncho (a) Uraemia 
State the disease, injury or pneumonia tuberculosis peritonitis pneumonia 
complication that caused due to due to due to due to due to 
death, not the mode of dying, | 
such as heart-failure, asphyxia, | | 
asthenia, et cetera. | 
MORBID CONDITIONS, IF\(b)........... CBS PRA ce: (6) Acute (6) Operation |(b) Chronic 
ANY, GIVING RISE TO! | appendicitis | nephritis 
IMMEDIATE CAUSE (state} due to due to due to due to due to 
in order backwards from im- 
mediate cause). IKGreo y oucre cee R nor: (Coe Ae AU (Ores ar een 2a cs. (G) Strancilated|(C)\iame raaictee 

| inguinal 
hernia 

II 
OTHER MORBITDICO NID IE ee ees eee ee eee eee all ee eee oe Chronic inter- |Chronic 
TIONS (if important) con- stitial nephritis |bronchitis 
tributing to death but not 
causally related to immediate 
cause. 


report that 


Form 3 


The Public Hospitals Act 
REPORT OF MATERNAL DEATH 


O. Reg. 216/52, Form 2. 


eG OID a es als BORE Bee a SEs ODOT OF DD Co da cko cree ie Seek ye ee , superintendent of 
SATE ction ye Coe pe SEE E E caehey Oe OP eRe ee ey CET arte a Td Re erent OL fois + MADARA SON hye ale oso saree 
(name of hospital) (municipality) 
Sa as E a Boe. CUM Ph Per eR ae Contes Se PRE PERC te aC re tee Glinwod auodecmnenen wasponreomc SoCo Lo 
(name of patient) (address of patient) 
Bball OL tne erat euckeseca ss a as os GavgOles serene oro ee aiyaes i ow Oe 


died in the above-named hosp 


and give the following information with respect to this former patient: 
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8. umerot death intrelationttolabour and delivery:45 > see tem ee oon te ee ee ented et eet hy teary 
Oe Name of physician ii attendanceat time of "death. senor. ame cots te seine meee cece ee ns oe nee 


10. Cause of death: 


Approximate interval 
between onset 
and death 


I 
VME DIAS <GAU SE — States they a(a)erescas an hens sere de anes 


disease, injury or complication that due to 
caused death, not the mode of dying, 

such as heart failure, asphyxia, as- 
thenia, et cetera. 


MORBID SI CONDWRION Ss aiieamyen \(U)\tet cit. saan ius ty tener 
giving rise to immediate cause (state due to 

in order backwards from immediate 

cause), (Clee, I stick de. RR ee Ret Pb erect Sones A eae cote TR aE 


II JUSTE SS MESS TETAS 


OTHER MORBID CONDITIONS (if 
important) contributing to death but 
not causally related to immediate | 
OED EYEE Og Ee Ce ec ecko Cte oo REE y errr SCAN Se Ceo a ee ee BP 


da. ANTENATAL CARE 


If the patient received antenatal care from a legally qualified medical practitioner indicate, 
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Sistecatin eligi’): w eel sialsia, Sov eel elise, stele (a letietatas eae el's) en eterer ev eneiie 
dire) 's oljelss ce) 6 lear eia: oie) 0/0: <ikéi016 06 a \5\\») 9\re)el 6.0, elle) ele ieerisi #8) akere) 8,4) ele GUA Aya) 616 /6) sis (6)'6 <0. 6/6174 0\.b S04) 0400) 4) 0 60 ele 


12. LABOUR 


Where labour took place in the hospital, 


14, POSTPARTUM 


Describe the postpartum condition of the patient as follows: 


(a) did the temperature rise to 100.4 ° Fahrenheit or over, twice or oftener between the 2nd and 10th 


(signature of superintendent) 


O. Reg. 73/56, s. 1. 
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Form 4 
The Public Hospitals Act 
REPORT OF STILLBIRTH OR NEONATAL DEATH 


TROT ete Es eer es Wich EUG alongs pins MEANOM CRS TeRe nee Bae te SROLaCR SE iake oe. tole aT ER ea eee , superintendent 

LAC meter aN Ste le eee gore Ene nol ek SPS ee hospital imtheseis.. oc eek ak co eee ee ete 
(city, town, township 
Bois pono aoe GbE aon an eee OLE ceca Sint clearer es sya eco ane Salirev ae petals teens naropars bb Le oY = eC cee es Ove Bharat ey hn, Rei he oy- 
or village) (county or district) 
OL ere aero mane TEES ce report thatiar ky. apiegh-ccrarcdorywontetelesseaty oe ee Pe AE ME ROM rare teva 
(stillbirth or neonatal death) 

occurred in the above-named hospital on the...................-. Gay xOlers chy nts 8 ac eat oro aera Oe 
BUR opto F pSie elem emanate tee Mie oclockunthes oi:...cseee sense oe noon 


1. Father, 


3. If mother is dead give, 


4. Ifa stillbirth give, 


5. Ifa neonatal death give, 


OVALS On RE OE ary, Se nce aE OCT Rie Gee che rnb ocr Oe CPO PhtnCe aI M Oe Ear Re ARS ora ar Sete eer 
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I 


ENUNVUE DAC as CONUS State meth enai((2)) pence, en oc eae ener ea Oe PE ot vases ds neciee  eae 
disease, injury or complication that due to 
caused death, not the mode of dying, 
such as heart failure, asphyxia, as- 
thenia, et cetera. 
| 
| 


MORBID CONDITIONS, if any, (6) 
giving rise to immediate cause (state due to 
in order backwards from immediate 
cause). (c) 


II 


OTHER MORBID CONDITIONS (if 
important) contributing to death but 
not causally related to immediate 
cause. 


INSTRUCTIONS 


1. The morbid conditions relating to death are divided into two parts. In Part I are those conditions causally 
related to the “IMMEDIATE CAUSE” and in Part II those not causally related thereto. In most cases the 
completion of Part I will be sufficient. Detailed certification is not required, the entry of a single cause is 
preferable in cases where a single cause is sufficient, as in Example J. Where the person completing the 
certificate finds it necessary to record more than one cause, it is important that the causes be stated in the 
position provided on the form as indicative of their mutual relationship. 


2. Follow these instructions: 


1. Name first the ‘‘Immediate Cause’’ of death, i.e., the disease, injury or complication that caused death 
(not mode of dying or terminal condition). 


2. Then give the other morbid conditions (if any) of which the immediate cause was the consequence, in 
order of causal relationship, stating the most recent one first and then the others in order. 


3. Part II is reserved for other important contributory morbid conditions, particularly when death was due 
to a combination of maladies, none of which would have been fatal alone. 


4. Use accepted terms for morbid conditions and never record mere symptoms. 

5. Maternal deaths—qualify all diseases resulting from childbirth, miscarriage or abortion by the word 
‘“‘puerperal’’, for example, puerperal septicaemia; distinguish between septicaemia originating in abortion 
and in child-birth. 

6. Cancer—specify the organ of first part affected. 

7. Violent deaths—where a death was due to a violent cause, the person completing the medical certificate 
shall indicate clearly whether the death was due to accident, suicide or homicide, and the manner and 


nature of the injury that resulted in death; where the death was due to accident, the circumstances shall 
be stated as fully as possible, for example, an automobile accident shall always be designated as such. 


3. The following examples illustrate the essential principles in the use of the form: 


I Example 1 Example 2 Example 3 Example 4 | Example 5 
IMMEDIATE CAUSE (a) Lobar (a) Pulmonary |\(@) Acute (a) Broncho — (a) Uraemia 
State the disease, injury or| pneumonia tuberculosis peritonitis pneumonia 
complication that caused due to due to | due to due to due to 
death, not the mode of dying, | 
such as heart-failure, asphyxia, 
asthenia, et cetera. | 
MORBID CONDITIONS, IF\(d)........... GN ints ceree.o, Gener (b) Acute —_—_-((b) Operation (6) Chronic 
ANY, GIVING RISE TO appendicitis nephritis 
IMMEDIATE CAUSE (state} due to due to due to due to due to 
in order backwards from im- | 
mediate cause). CC) beerer erin KCN eects sees rated HCG) cick ate salhaieerae (c) Strangulated (eo) ante eters oo" 

inguinal 
hernia 

II 
OTHER MORBID CONDI-...........++. Gti one Le ee Mee Chronic inter- |Chronic_ 
TIONS (if important) con-) ‘stitial nephritis |bronchitis 
tributing to death but not 
causally related to immediate | 


cause. 
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Sole elete le ead Semel 6) elem ele isis « «mee ea Elm Cie ween) aU (mi weer ay RM, elle @) Welt 


OO iw le Sie 8.6 SIRES ee Ble we © wielel eS wi cudubiie (el ale (eliviptv pebieie o 61) ee ole eS) sels cre 6 & 


14. Type of any operative interference 
( (i) forceps (mid, high or low), (ii) version, (iii) Caesarian, (iv) other (specify) ) 


15. Any abnormalities or complications met during labour or delivery:............. 20 ccc cece cece eee reeee 


1G euby peor any: Cranial injUubyiat Dirks ja. 4, chad sea eee eta EM Me olen ais oa loversiaiie ec aakinicie aie ornare Risa rae are aerate 


17. If mother received antenatal care, 


18. Any illness of parents that may have caused the stillbirth or neonatal death:.................0 cee eeeuee 


19. Name of attending medical practitioner: 


20. Prevention, 


(signature of superintendent) 


O. Reg. 216/52, Form 4. 
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Form 5 
The Public Hospitals Act 


CERTIFICATE FOR ADMISSION TO A HOSPITAL 
FOR THE CHRONICALLY ILL 


Deere teers LIS ee atta eR eee cu Slce ie Chinas » mr dnc ere Tey oP RCRS RM NCEP ee GE. os sh , a legally qualified 
MVLEGi CAlpPLactition Cia LEsidin ora Gyn seein ae er ictre au ene ota e Rene eR PRE eb ere chances a Gthcnse a stolen in the 
(post office address) 
County cola te aaah eer oes siete NY ate Seer esoo ats grb stars Oe certify: 
District 


1, That I personally examined 


OBIS et Buc. crater eee ie ies Sinise ede dts eAernay Yb dvd pane ecatetene orleans OURO Oat ten ncicnhue x) sani day of 
(post office address) 
AP ietat et cs nae iv anand vey, SP Lope 
DES ARIS ONC sKONbEItG by nientan coterie oto ote to beiapproximately snes aeeiremineiee 2 caut oe years of age. 
(him or her) 
See Uhatel ound aris aererate ns rare oe toibea chronicallyill’persomsuttenine fromilan on aeaeaie seneiieinin ne 
(him or her) (diagnosis) 
Ae Te atee RR Catena weet ate ibs Beek is a chronically ill person. 
(he or she) 
Se well lnatia. ape dete tReet oar eer AL requires treatment in a hospital for the chronically ill for the following reasons: 
(he or she) 
iD Eee toe ere ce I eC ORT RE Ee rar Fee 19) 


(signature of legally qualified medical practitioner) 
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Regulation 524 


under The Public Lands Act 


SALE OF PUBLIC LANDS 


1.—(1) The lands described in Schedule 1 are open 
for sale under Part I of the Act or for location and sale 
under Part II of the Act to actual settlers. O. Reg. 
SYS, Ge tl (I), 


(2) In any sale of land in the townships in items 
ii to ix, xi to Xiv, Xvi, xix to XXli, XxXV, XXVi, XXiX tO XXXil, 
XXXV, XXXvi, xl, xliii to xlvii and xlix of paragraph 2 of 
Schedule 1, and items iv, xiii and xxvii of paragraph 10 
of Schedule 1, for settlement under Part | or II of the 
Act, the mines and minerals are reserved to the Crown. 
OmReomi 29 55us ale 


SALE OF PUBLIC LANDS TO ACTUAL SETTLERS 


2. An application to purchase public lands open for 
sale to actual settlers for agricultural purposes shall be 
in Form 1. O. Reg. 85/53, s. 2. 


3.—(1) The price at which the public lands are to 
be sold to actual settlers for agricultural purposes is 
fixed at $2 an acre. O. Reg. 85/53, s. 3 (1); O. Reg. 
80/60, s. 1. 


(2) The purchase price shall accompany the appli- 
cation. O. Reg. 85/53, s. 3 (2). 


_ 4,—(1) Subject to subsection 2, an applicant is en- 
titled to purchase, in that part of Ontario described in, 


(a) Schedule 2, not more than a _ half-lot or 
quarter-section, containing 160 acres; 


(b) Schedule 3, not more than a lot containing 
100 acres, or half-lot or quarter-lot, containing 
80 acres; or 


(c) Schedule 4, not more than a lot or half-lot, 
containing 100 acres. 


(2) Where a person, 


(a) owns more than 300 acres in that part of 
Ontario described in Schedule 2 or 4; 


(6) owns more than 160 acres in that part of 
Ontario described in Schedule 3; 


(c) is a purchaser under Part I of the Act; 


(d) is a locatee or purchaser under Part II of the 
Act; 


(e) is the spouse of a person referred to in clause a, 
b, c or d; or 


(f) is under eighteen years of age, 


he is not entitled, under the Act or this Regulation, 
to purchase any land or any more land, as the case 
may be, described in Schedule 1. O. Reg. 85/53, s. 4. 


5. The acceptance of an application to purchase 
public lands open for sale to actual settlers for agricul- 
tural purposes shall be in Form 2. O. Reg. 85/53, s. 5. 


6.—(1) Subject to subsection 2, a purchaser of 
land under subsection 1 of section 4 shall, 


(a) complete the construction of a habitable house 
having at least 320 square feet of floor space; 


(b) reside in the house within six months of the 
date of acceptance of his application; 


(c) continue to reside on the land until he has 
complied with clause d; and 


(d) place under cultivation not fewer than two 
acres of the land each year until, 


(i) at least 10 per cent of the acreage of the 
land is under cultivation, where the 
land is in that part of Ontario described 
in Schedule 2, or 


(ii) not fewer than fifteen acres are under 
cultivation, where the land is in that 
part of Ontario described in Schedule 3 
or 4. O. Reg. 85/53, s. 6 (1); O. Reg. 
129 /5Sioe 2) (1): 


(2). Where the purchaser of land under subsection 1 
of section 4, at the date of acceptance of his application 
to purchase land, 


(a) owns a farm of not less than forty acres 
that is not farther than 2.5 miles from the 
land being purchased, measured between the 
nearest points thereof; 


(6) resides in a habitable house having at least 
320 square feet of floor space on the land that 
he owns; and 


(c) has under cultivation, 


(i) at least 10 per cent of the acreage of 
the land that he owns, where that 
land is in that part of Ontario de- 
scribed in Schedule 2 or 4 and is at 
least 50 per cent arable, or 


(ii) not fewer than forty acres of the land 
that he owns, where that land is in 
that part of Ontario described in 
Schedule 3, 


he shall, in respect of the land being purchased, 


(d) commence to cultivate the land not later 
than eight months from the date of accept- 
ance of his application to purchase; 


(e) place under cultivation not fewer than two 
acres of the land each year until, 
s 


(i) at least 10 per cent of the acreage of 
the land is under cultivation, where 
the land is in that part of Ontario 
described in Schedule 2 or 4, or 


(ii) not fewer than thirty acres of the land 
are under cultivation, where the land 
is in that part of Ontario described in 
Schedule 3; and 


(f) continue to own and reside upon the land in 
clause a until the letters patent for the pur- 
chased land are issued. O. Reg. 129/55, s. 2 (2). 


(3) Where an applicant places under cultivation, 
after the date of the acceptance of his application, any 
additional acreage of the land that he owns, he may, 
for the purposes of subclause ii of clause e of subsec- 
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tion 2, deduct from the number of acres set out in 
subclause ii each acre so placed under cultivation, but 
the number of acres so deducted shall not exceed 
twenty. O. Reg. 85/53, s. 6 (3). 


7.—(1) An application for letters patent for public 
Jand sold to an actual settler for agricultural purposes 
shall be in Form 3. O. Reg. 85/53, s. 7 (1). 


(2) Where application in Form 3 is made, an officer 
or agent of the Department shall make an inspection 
and complete an inspection report. O. Reg. 129/55, s. 3. 


(3) An inspection report shall be in Form 4. 


(4) Where the inspection report shows that the 
applicant has complied with the terms and conditions 
of sale and of settlement, the Minister may direct the 
issue of letters patent to the applicant. 


(5) Notwithstanding that application in Form 3 has 
not been made, the Minister may, 


(a) direct an officer or agent of the Department to 
make an inspection and complete an inspec- 
tion report; and 


(b) where the inspection report shows that the 
terms and conditions of sale and of settlement 
have been complied with, direct the issue of 
letters patent to the purchaser or to any per- 
son claiming under him. O. Reg. 85/53, 
s. 7 (3-5). 


FREE GRANTS OF LAND FOR AGRICULTURAL PURPOSES 
TO FORMER MEMBERS OF THE FORCES 


8.—(1) In sections 9, 15, 16, 18 and 19, ‘‘former 
member of the forces’’ means a person who at the time 
of enlistment was domiciled in Canada, and 


(a) served in a theatre of actual war in Her 
Majesty's Active Service Forces or in the 
Active Service Forces of any of Her Majesty’s 
Allies during the war of, 


(i) 1914 to 1918, or 
(ii) 1939 to 1945; or 


left Canada or the United States of America 
before the 27th day of July, 1953 to partici- 
pate in military operations undertaken by the 
United Nations to restore peace in the 
Republic of Korea, 


and has been honourably discharged or permitted 
honourably to resign or retire. O. Reg. 129/55, 
s. 4, revised. 
(2) In subsection 1, ‘theatre of actual war’’ means, 
(a) in respect of World War I, 


(i) a zone of operations of Her, Majesty’s 
Active Service Forces or the Active 


Service Forces of any of Her Majesty’s 
Allies, on the continent of Europe, 
Asia or Africa, as applied to the 
military or air forces, and 
(ii) the high seas or wherever contact has 
been made with forces of the enemy, as 
applied to the naval forces; and 


(b) in respect of World War II, 


(i) any place outside the Western Hemis- 
phere, 


(ii) any place in a sea-going ship-of-war, or 


Gii) any place in an aircraft outside Canada 


and the United States of America and 
the territorial waters thereof. 


(3) For the purpose of subclause 1 of clause } of 
subsection 2, ‘‘Western Hemisphere’? means the 
continents of North America and South America, the 
islands forming part thereof and the territorial waters 
thereof, including Newfoundland, Bermuda and the 
West Indies, but excluding Greenland, Iceland and the 
Aleutian Islands. O. Reg. 85/53, s. 8 (2, 3). 


9.—(1) Application for a free grant of public lands 
by a former member of the forces shall be in Form 5. 


(2) The application shall be accompanied by the 
applicant’s certificate of discharge, resignation or re- 
tirement from the Active Service Force in which he 
served. O. Reg. 85/53, s. 9. 


10. Subject to subsections 1 and 2 of section 12, and 
sections 13 and 15, an applicant is entitled to a free 
grant not exceeding 160 acres of public lands in the 
area described in Schedule 1. O. Reg. 85/53, s. 10. 


11. A free grant under section 10 may be made on 
the terms and conditions that the applicant, 


(a) complete the construction of a habitable 
house having at least 320 square feet of floor 
space; 


(b) reside in the house within six months of the 
date of acceptance of his application; 


(c) continue to reside on the land until he has 
complied with clause d; and 


(d) place under cultivation at least two acres 
of the land each year until, 


(1) at least 10 per cent of the acreage of the 
land is under cultivation, where the 
land is in that part of Ontario described 
in Schedule 2, or 

(ii) not fewer than fifteen acres are under 

cultivation, where the land is in that 

part of Ontario described in Schedule 3 

or 44 Ox, Regu8s/os seid; OF Reg. 
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12.—(1) An applicant who is the owner of fewer 
than 300 acres, or the locatee or purchaser of fewer 
than 160 acres of unpatented land, may apply for a 
free grant of additional land, where the additional land 
comprises a whole lot or an aliquot part of a lot. 


(2) A free grant of additional land under sub- 
section 1 shall not increase the total land held by 
an owner beyond 300 acres or the total unpatented 
land held by a locatee or purchaser beyond 160 acres. 


(3) Where the free grant of additional land under 
subsection 1 is for not more than eighty acres, and the 
applicant, 


(a) resides upon the land of which he is the owner, 
or the locatee or purchaser; and 


(b) has under cultivation, 
(i) at least 10 per cent of the acreage of the 
land, where the land is in that part of 
Ontario described in Schedule 2, or 
(ji) not fewer than fifteen acres, where the 


land is in that part of Ontario described 
in Schedule 3 or 4, 


the Minister may direct the issue of letters patent to 
the applicant for the additional land. O. Reg. 85/53, 
S02: 


13. An applicant who is, 


(a) the owner of 300 acres or more; 
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(6) the locatee or purchaser of 160 acres or more 
of unpatented land; or 


(c) the patentee of public lands under section 18, 


is not entitled to a free grant of public lands. O. Reg. 
SSoons on 


14. The acceptance of an application for a free 
grant under section 9 shall be in Form 6. O. Reg. 
85/53, s. 14. 


15. Subject to subsection 1 of section 12, a former 
member of the forces is not entitled to more than one 
free grant of public lands. O. Reg. 85/53, s. 15. 


16. Part II of the Act, except subsections 1 to 6 
of section 47 and sections 48, 49, 50, 52 and 53 and sub- 
sections 2 to 5 of section 54 and subsection 2 of sec- 
tion 55 and section 59, applies to free grants to former 
members of the forces. O. Reg. 85/53, s. 16, revised. 


17.—(1) An application for letters patent for public 
land allotted or appropriated as a free grant to a 
former member of the forces shall be in Form 7. 


(2) Where application in Form 7 is made, an officer 
or agent of the Department shall make an inspection 
and complete an inspection report in Form 4. 


(3) Where an inspection report shows that the 
applicant has complied with the terms and conditions 
on which the free grant was made, the Minister may 
direct the issue of letters patent to the applicant. 
O. Reg. 85/53, s. 17 (1-3). 


(4) Notwithstanding that application in Form 7 
has not been made, the Minister may, 


(a) direct an officer or agent of the Department 
to make an inspection and complete an in- 
spection report; and 


(6) where the inspection report shows that the 
terms and conditions on which the free grant 
was made have been complied with, direct the 
issue of letters patent to the locatee or to any 
person claiming under him. O. Reg. 129/55, 
SiO: 


18. Notwithstanding that the terms and conditions 
of sale or location have not been complied with by a 
person who, 


(a) is the locatee or purchaser of public lands for 
agricultural purposes; 


(b) has resided on those lands before or during 
World War II; 


(c) subsequently enlisted in or entered Her 
Majesty’s Active Service Forces or the Active 
Service Forces of any of Her Majesty’s Allies; 


(d) served outside Canada or in Canada for a 


period of not less than one year during 
World War II; 


(e) has been, 


(i) honourably discharged, or 


(ii) permitted honourably to resign or 
retire, 


from Her Majesty’s Active Service Forces or 
the Active Service Forces of any of Her 
Majesty’s Allies; and 


(f) has resumed residence on those lands, 


the Minister, upon application being made therefor, 
may cancel the balance of the purchase price and in- 
terest outstanding and direct the issue of letters patent. 
O. Reg. 85/53, s. 18. 
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19. Where a former member of the forces has died 
on active service, his widow or her widower, as the case 
may be, shall be deemed to be a former member of the 
forces for the purpose of sections 9 to 18. O. Reg. 
85/53, s. 19. 


SALE OF PUBLIC LANDS FOR 
SUMMER RESORT LOCATIONS 


20.—(1) In this section and sections 21 to 27, 


(a) “commercial use’ means any use of a summer 
resort location, other than private use; 


(b) “cottage’’ means a building in which facilities 
are provided for cooking and for shelter for 
one or more persons living therein, as a single 
and non-profit housekeeping unit; 


(c) ‘‘frontage’’ means any limit of a summer resort 
location contiguous to or adjacent to a lake 
or river, road or railway right of way but, 
where a summer resort location has limits 
contiguous to or adjacent to a lake or river and 
a road or railway right of way, ‘‘frontage”’ 
means the limit contiguous to or adjacent to 
the lake or river; 


(d) “irregular area’’ means a summer resort loca- 
tion having frontage longer than twice the 
width of the location; 


(e) “‘private use’’ means the use of a summer 
resort location for the erection and main- 
tenance of a cottage; 


(f) “regular area’’ means a summer resort location 
having frontage not longer than twice the 
width of the location; 


(g) “side” means a limit of a summer resort loca- 
tion that meets a frontage of the location; 


(h) “width” means, 


(i) where a summer resort location has only 
one side, the distance measured in a 
straight line between the ends of that 
side, 


(ii) where a summer resort location has only 
two sides and the sides are parallel, the 
distance between the sides, measured 
perpendicularly, 


(iii) where a summer resort location has only 
two sides and the sides are not parallel, 
the distance between the sides, meas- 
ured in a straight line from the mid- 
point of each side, or 


(iv) where a summer resort location has 
three or more sides, the distance that is 
longest when measured in a straight 
line between the mid-points of two 
sides meeting the same frontage. 
OM Reo 85/535, s1 2001): 


(2) Sections 21 to 27 do not apply to the sale of a 
lot on a plan registered in the Registry Office for the 
Registry Division of the County of Norfolk as No, 436. 
O. Reg. 38/59, s. 1. 


21. An application to purchase a summer resort 
location for private or commercial use shall be in 
Form 8. O. Reg. 85/53, s. 21. 


22.—(1) Subject to section 24, the Minister may 
sell to an applicant who is twenty-one years of age or 
over, for private use, 


(a) a regular area not smaller than one-half an 
acre and not larger than three acres and 
having a width not under 100 feet and not 
over 300 feet; 
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(>) an irregular area not smaller than one-half an 
acre and not larger than three acres; or 


(c) an island containing not less than one-third 
of an acre and not more than three acres. 
O. Reg. 85/53, s. 22 (1); O. Reg. 81/57, s. 1; 
O. Reg. 129/55, s. 7 (1). 


(2) The maximum width and the maximum acreage 
of a regular area fixed by clause a of subsection 1 does 
not apply to the sale of a summer resort location, the 
plan of survey and field notes of which have been filed 
in ue Department on or before the 12th day of April, 
1957. 


(3) The maximum acreage of an irregular area 
fixed by clause 6 of subsection 1 does not apply to the 
sale of a summer resort location, the plan of survey 
and field notes of which have been filed in the Depart- 
ment on or before the 12th day of April, 1957. O. Reg. 
NOS VSS iSeadle 


(4) Subject to section 24, the Minister may sell to 
an applicant who is twenty-one years of age or over, for 
commercial use, 


(a) a regular area not smaller than one-half an 
acre and not larger than two acres and having 
a width not under 100 feet and not over 200 
feet; 


(b) an irregular area not smaller than one-half 
an acre and not larger than two acres; or 


(c) an island containing not less than three acres 
and not more than fifteen acres. O. Reg. 
85/56snl2 On Regal 29/Sorrsh (2): 


23.—(1) Subject to subsection 4 of section 22, the 
purchaser, or the patentee and owner, of a summer 
resort location for commercial use may apply for addi- 
tional land abutting his summer resort location, for 
commercial use, but the summer resort location and 
the additional land together shall not, 


(a) where the summer resort location and addi- 
tional land comprise a regular area, have a 
width of over 1,200 feet or an area larger than 
fifteen acres; or 


(b) where the summer resort location and addi- 
tional land comprise an irregular area, have 
an area larger than fifteen acres. 


(2) Where an application to purchase additional 
land under subsection 1 is accepted, the purchaser shall 
comply with subsection 4 of section 27. O. Reg. 
Shy Sih She RE 


24.—(1) The purchaser, or the patentee and owner, 
of a summer resort location sold for private use is not 
entitled to purchase another summer resort location for 
private use. 


(2) Subject to section 23, the purchaser, or the 
patentee and owner, of a summer resort location sold 
for commercial use is not entitled to purchase another 
summer resort location for commerdial use. O. Reg. 
193/58, s. 2. 


25.—(1) The price at which the public lands of 
which an adequate plan of survey and field notes are of 
record in the Department or consisting of a lot on a 
registered plan of subdivision are to be sold for summer 
resort locations is fixed at, 


(a) subject to clause 6, for a regular area for 
private use, 


(i) $400, or 


(ii) $150 and an additional $2.50 for each 
foot of frontage, 


whichever is the greater; 


PUBLIC LANDS 


Reg. 524 


(b) for a lot for private use, on a plan filed in the 
Office of Land Titles at Kenora as No. M-387, 
$150 and an additional $1 for each foot of 
frontage; 


(c) for an irregular area for private use, 
(i) $650, or 
(ii) $150 and an additional $2.50 for each 
foot of frontage up to and including 
200 feet and $1 for each foot of frontage 
in excess of 200 feet, 
whichever is the greater; 
(d) for an island for private use, 


(i) $500, or 


(i) $150 and an additional $350 for each 
acre, 


whichever is the greater; 


(e) for a regular or irregular area for commercial 
use, 


(i) $1500, or 
(ii) $300 and an additional $4 for each 
foot of frontage and $100 for each acre 
in excess of eight, 
whichever is the greater; and 
(f) for an island for commercial use, $300 and an 


additional $350 for each acre. O. Reg. 80/60, 
S. 23 On Reo. 209/60. 8. 1s 


(2) The price at which public lands, other than 
those mentioned in subsection 1, are to be sold as 
summer resort locations for private use is fixed at, 

(a) for a regular area, 
(4) $300, or 


(ii) $50 and an additional $2.50 for each 
foot of frontage, 


whichever is the greater; 
(6) for an irregular area, 
(i) $550, or 
(ii) $50 and an additional $2.50 a foot for 
each foot of frontage up to and in- 
cluding 200 feet and $1 for each foot 
of frontage in excess of 200 feet, 
whichever is the greater; and 
(c) for an island, 
(i) $350, or 
(it) $350 for each acre, 
whichever is the greater. 
(3) The price at which public lands, other than 


those mentioned in subsection 1, are to be sold as 
summer resort locations for commercial use is fixed at, 


(a) for a regular or irregular area, $4 for each foot 
of frontage and an additional $100 for each 
acre in excess of eight; 


(b) for an island, $350 for each acre. 


Oi. Ree: 
80/60, s. 2. ; 
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26. The acceptance of an application to purchase 
a summer resort location shall be in Form 9. O. Reg. 
85/53, s. 26. 


27.—(1) A purchaser of a summer resort location 
shall, 


(a) where the location is surveyed, pay the pur- 
chase price with his application; 


(b) where the location is not surveyed and the 
Minister has instructed the Surveyor General 
to cause the location to be surveyed, pay $175 
of the purchase price with his application and 
the balance of the purchase price within thirty 
days of the date on which he is notified in 
writing of the amount of that balance; or 


(c) where the location is not surveyed and the 
Minister does not cause the location to be 
surveyed, 


(i) pay $25 of the purchase price with his 
application, 


(ii) file with the district forester within six 
months of the date of his application 
for the approval of the Surveyor 
General a plan, and field notes, of sur- 
vey of the location on transparent 
linen, certified by an Ontario land 
surveyor, and a metes and bounds 
description of the location, and 


(iii) pay the balance of the purchase price 
within thirty days of the date on which 
he is notified in writing of the amount 
of the balance. O. Reg. 85/53, s. 27 (1); 
O. Reg. 80/60, s. 3; O. Reg. 129/55, s. 9 


(2) Where the summer resort location is sold for 
private use, the purchaser shall erect on the location 
within twenty-four months from the date on which he 
paid the full amount of the purchase price a cottage 
having at least 320 square feet of floor space and in the 
construction of which he has expended labour and 
material valued according to the prevailing wage rates 
for labour and prices for material in the locality at 
not less than, 


(a) $1,000, except on a lot mentioned in clause 0; 
or 


(6) $2,500 on a lot on a plan of subdivision filed 
in the office of Land Titles at Bracebridge as 
No. M-312. O. Reg. 26/59, s. 1. 


(3) Subject to subsection 4, where the summer 
resort location is sold for commercial use, the pur- 
chaser shall erect on the location within twenty-four 
months from the date on which he paid the full amount 
of the purchase price a building or buildings of the type 
required for the commercial use for which the land 
was sold and in the construction of which he has ex- 
pended labour and materials valued at not less than 
$3,000 according to the prevailing wage rates for labour 
and prices for materials in the locality, and 


(a) in the case of a regular area, $2,000 for each 
100 feet of width over 600 feet; or 


(b) in the case of an irregular area or of an island, 
$2,000 for each acre over 10 acres. O. Reg. 
129/55 555.9) 


(4) Where the purchaser of a summer resort loca- 
tion sold for commercial use, whether or not letters 
patent for the location have issued, subsequently pur- 
chases an abutting summer resort location for com- 
mercial use, he shall expend labour and materials on 
the location or on the abutting location, or on both, 
valued, 
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(a) in the case of a regular area, at not less than 
$2,000 for each 100 feet of width; or 


(6) in the case of an irregular area or of an island, 
at not less than $2,000 for each acre. O. Reg. 
85/53, s. 27 (4). 


28.—(1) An application for letters patent for land 
sold for a summer resort location shall be in Form\10. 


(2) Where application in Form 10 is made, an 
officer or agent of the Department shall make an in- 
spection and complete an inspection report in Form 4. 


(3) Where the inspection report shows that the 
purchaser has complied with the terms and conditions 
of sale, the Minister may direct the issue of letters 
patent to the applicant therefor. O. Reg. 85/53, 
s. 28 (1-3). 


(4) Notwithstanding that application in Form 10 
has not been made, the Minister may, 


(a) direct an officer or agent of the Department 
to make an inspection and complete an in- 
spection report; and 


(b) where the inspection report shows that the 
terms and conditions of the sale have been 
complied with, direct the issue of letters 
patent to the purchaser or to any person 
claiming under him. O. Reg. 129/55, s. 10. 


FEES FOR LICENCES OF OCCUPATION 
OR LAND USE PERMITS 


29.—(1) In this section, ‘‘lines’’ means the towers, 
poles, wires, cables and other conductors used for the 
purpose of conveying or distributing electricity or 
energy for telegraph, telephone, or electric light, heat 
or power purposes. 


(2) The fee for a licence of occupation or a land use 
permit permitting the holder thereof to occupy public 
lands is, 


(a) for the erection, operation and maintenance 
of lines where the area comprises, 


(i) not more than 100 acres, 50 cents an 
acre, or $25, whichever is the greater, 


(ii) more than 100 acres but not more than 
500 acres, $50 and an additional 
35 cents for each acre in excess of 100, 


(iii) more than 500 acres, $190 and an addi- 
tional 25 cents for each acre in excess 
of 500; 


(b) for the construction, operation and main- 
tenance of roads not more than sixty-six feet 
in width, 

(i) $4 a mile or part thereof, or 
(ii) $25, 
whichever is the greater; 


(c) for the erection, operation and maintenance 
of sawmills and depots for woods operations, 
including log storage, 


(i) $10 for each acre up to and including 


five acres and an additional $2 for each 
acre in excess of five acres, or 


(ii) $50, 
whichever is the greater; 


(d) for the erection, operation and maintenance 
of booms for the purpose of log storage, 
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(i) the sum of $10 for each acre up to and 
including five acres, 50 cents for each 
acre in excess of five acres and 15 cents 
for each foot of frontage in excess of 
3,000 feet, or 


(ii) $50, 
whichever is the greater; 
(e) for the cutting and removal of hay, 
(i) $1 a ton, or 
(ii) $10, 
whichever is the greater; 
(f) for grazing purposes, 
(i) 50 cents an acre, or 
(ii) $10, 
whichever is the greater; 
(g) for a site for a private residence, 
(i) not in excess of one acre, $25, or 
(ii) in excess of one acre, $25 and an addi- 
tional $10 for each acre in excess of 
one acre; 
(h) for the tapping of maple trees, 
(i) 5 cents for each spile, or 
(ii) $15, 
whichever is the greater; 


(2) for the removal of sphagnum moss, $25 and 
an additional 5 cents for each 100 pounds; 


(7) for the removal of peat moss, $25 and an 
additional 24% cents for each 100 pounds; 


(k) for a site for the erection and operation of a 
camp for commercial use in connection with 
angling or hunting, 


(i) $45, if the site is contiguous to a lake 
or river, or to a road allowance along 
a lake or river, or 


(ii) $35, if the site is not contiguous to a 
lake or river, or to a road allowance 
along a lake or river. 


(3) A fee of $20 is prescribed for a land use permit 
permitting the holder thereof to occupy the public 
land therein described as a site for a camp for private 
use in connection with angling or hunting. 


(4) The holder of a licence of occupation or a land 
use permit for a purpose set out in subsection 2 or 3 
shall pay the prescribed fee for each year or part thereof 
that the licence of occupation or land use permit is in 
effect. O. Reg. 80/60, s. 5S. 


30.—(1) Subject to subsection 2, the fee for a lease 
or a licence of occupation permitting the holder thereof 
to occupy public lands covered with water, except the 
Great Lakes and interconnecting waters, is, 


(a) for the erection and maintenance of a boat- 
house for private use, 


(i) $15, or 
(ii) $15 for each acre, 


whichever is the greater; 


(0) 


(¢) 


(d) 


(e) 


(f) 


(h) 


(7) 


(Rk) 
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for the erection and maintenance of a dock 
for private use, 


(i) $15, or 
(ii) $15 for each acre, 
whichever is the greater; 


for the erection and maintenance of a boat- 
house and dock for private use, 


(i) $30, or 
(ii) $30 for each acre, 
whichever is the greater; 


for the erection and maintenance of protection 
works and groynes for private use, 


(i) $10, or 
(ii) $10 for each acre, 
whichever is the greater; 


for the erection and maintenance of a boat- 
house for commercial use, 


(i) $30, or 
(ii) $30 for each acre, 
whichever is the greater; 


for the erection and maintenance of a dock for 
commercial use, 


(i) $30, or 
(ii) $30 for each acre, 
whichever is the greater; 


for the erection and maintenance of a boat- 
house and dock for commercial use, 


(i) $60, or 
(ii) $60 for each acre, 
whichever is the greater; 


for the installation and maintenance of pro- 
tection works and groynes for commercial use, 


(i) $20, or 
(ii) $20 for each acre, 
whichever is the greater; 


for the erection, operation and maintenance 
of a marina for commercial use, 


(i) $60, or 
(ii) $60 for each acre, 
whichever is the greater; 


for the purposes of an airport for commercial 
use, 


(i) $50, or 
(ii) $50 for each acre, 
whichever is the greater; 
for the installation, operation and mainten- 


ance of intake and outfall pipes or sewers for 
commercial use, 
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(i) $50, or 
(ii) $50 for each acre, 
whichever is the greater; 


(1) for the installation, operation and mainten- 
ance of a pipe line for commercial use, 


(i) $35, or 
(ii) $35 for each acre, 
whichever is the greater. 


(2) The fee for a lease or a licence of occupation 
permitting a municipality to occupy, for municipal 
purposes, public lands covered with water, except the 
Great Lakes and interconnecting waters, is $25 or 
$25 for each acre, whichever is the greater. 


(3) The holder of a lease or licence of occupation 
for a purpose set out in subsection 1 or 2 shall pay the 
prescribed fee for each year or part thereof that the 


lease or licence of occupation is in effect. O. Reg. 
80/60, s. 5. 


Schedule 1 


i. In the Territorial District of Algoma, composed 
of the following geographic townships: 


i. Aberdeen. 
ul. Aberdeen Additional. 
ili. Awenge. 
iv. Aweres. 
v. Bright. 
vi. Bright Additional. 
vii. Cobden. 
vili. Day. 
ix. Galbraith. 
x. Gladstone. 
xi. Gould. 
xii. Grasett. 
xiil. Haughton. 
xiv. Hilton. 
xv. Jocelyn. 
xvi. Johnson. 
xvii. Kirkwood. 
xviii. Korah. 
xix. Lefroy. 
xx. Parke. 
xxi. Parkinson. 
xxii. Patton. 
xxiii. Plummer. 
xxiv. Plummer Additional. 
xxv. Prince. 
xxvi. Rose. 
xxvii. St. Joseph. 
xxviil. Scarfe 
xxix. Shedden. 
xxx. Striker. 
xxxi. Tarbutt. 
xxxii. Tarbutt Additional. 
xxxill. Thompson. 
xxxiv. Victoria. 


2. In the Territorial District of Cochrane, com- 
posed of the following geographic townships: 


i. Barker. 
ii. Beatty, excepting therefrom, 


(a) the northwest quarter of Lot 1 in 
Concession 3; 


(b) the southwest quarter of the south half 
and the north half of Lot 2 in Con- 
cession 3; and 
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(c) the northwest quarter of the south half 
and the south half of the south half of 
Lot 2 in Concession 4. 


iii. Blount. 
iv. Bond. 

v. Bowman. 
vi. Brower. 
vii. Calder. 
viii, Calvert. 
ix: Garr 

x. Casgrain. 
xi. Clergue. 

xii. Clute. 

xiii. Colquhoun, 

xiv. Currie. 

xv. Devitt. 

xvi. Dundonald. 

. E/ilber. 

. Fauquier. 

xix. Fournier. 
xx. Fox. 
xxi. German. 
xxii. Glackmeyer, 
xxiil. Haggart. 
xxiv. Hanlan. 
xxv. Hanna. 
xxvi. Hislop. 

xxvii. Idington. 

xxvili. Kendall. 

xxix. Kendrey. 
xxx. Kennedy. 
xxxi. Lamarche. 

xxxil. Leitch, excepting therefrom lots 1, 2, 3, 4, 5 

and 6 in Concession X. 

Lowther. 

Machin. 

Matheson. 

McCart, excepting therefrom, 


XXXIll. 
XXXIV. 

XXXV. 
XXXVI. 


(a) the south half of Lot 11 in Conces- 
sion 6; and 


(b) the south half and the northeast quarter 
of Lot 12 in Concession 6. 


McCrea. 
xxxvili. McCowan, 
xxxix. Nansen. 
xl. Newmarket, excepting therefrom Lot 12 in 
Concession VI. 
xli. O’Brien, 
xlii. Owens. 
xliii. Playfair. 
xliv. Pyne. 
xlv. Shackleton. 
xlvi. Stock. 
xlvii. Taylor. 
xIviii. Walker. 
xlix. Williamson. 


XXXVI, 


3. In the Territorial District of Kenora, composed 
of the following geographic townships: 


i. Aubrey. 

ii. Britton. 

iii. Drayton. 
iv. Eton. 

v. Jaffray. 

vi. Langton. 
vii. Melgund. 
vill. Melick. 

ix. Mutrie. 

x. Pellatt. 

xi. Redvers. 
xii. Rowell. 
xiii. Rugby. 
xiv. Sanford. 
xv. Southworth. 
xvi. Temple. 
. Van Horne. 
. Wabigoon, 
xix. Wainwright. 
xx. Zealand. 
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4. In the Territorial District of Muskoka, composed 
of the following geographic townships: 


i. Cardwell. 
ii. Chaffey. 
il. Sinclair. 
iv. Stisted. 


5. In the Territorial District of Nipissing, composed 
of the following townships: 


i. Badgerow. 
ii. Bastedo. 
iit. Bonfeld. 


iv. Caldwell. 

v. Calvin. 

vi. Crerar. 

vii. East Ferris. 
viii. Falconer. 

ix. Field. 

x. Gibbons. 

xi. Grant. 

xii. Hugel. 

xiii. Kirkpatrick. 
xiv. Lauder. 

xv. Macpherson. 
xvi. Mattawan. 
xvii. Papineau. 
xviii. Phelps. 

xix. Springer. 
xx. West Ferris. 
xxi. Widdifeld. 


6. In the Territorial District of Nipissing, composed 
(a) Lot 6 in Concession XXIII in the geographic 
Township of Cameron; and 


(b) Lot 22 in Concession VI in the geographic 
Township of Sabine. 


7. In the Territorial District of Parry Sound, com- 
posed of the following geographic townships: 


i. Armour. 
ii. Bethune. 
ili. Chapman. 
iv. Christie. 


Ver Groit 
vi. Ferguson. 
vii. Foley. 


vill. Hagerman. 
ix. Humphry. 
x. McDougall. 
xi. McKellar. 
xii. MceMurrich. 

xiii. Monteith. 

xiv. Perry. 

xv. Proudfoot. 

xvi. Ryerson. 

xvii. Spence. 


8. In the Territorial District of Rainy River, com- 
posed of the following geographic townships: 


i. Atwood. 

ii. Aylsworth. 
iii. Barwick. 
iv. Blue. 

v. Burriss. 
vi. Carpenter. 
vil. Crozier. 
villi. Curran, 
ix. Dance. 

x. Devlin. 
xi. Dewart. 
xii. Dilke. 
xili. Dobie. 
xiv. Farrington. 
xv. Halkirk. 
xvi. Kingsford. 
xvii. Lash. 
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xvill. Mather. 
xix. McCrosson. 
xx. MclIrvine. 
xxi. Miscampbell. 
xxii. Morley. 
xxiii. Morley Additional. 
xxiv. Morson. 
xxv. Nelles. 
xxvi. Pattulo. 
xxvii. Potts. 
XXViii. Pratt. 
xxix. Richardson. 
xxx. Roddick. 
xxxi. Roseberry. 
xxxii. Shenston. 
xxxiii. Sifton. 
xxxiv. Spohn. 
xxxv. Sutherland. 
xxxvi. Tait. 
xxxvil. Tovell. 
Xxxvill. Watten. 
xxxix. Woodyatt. 
xl. Worthington. 


9. In the County of Renfrew, composed of Lot 22 
in Concession XI and Lot 254, Range B, South Opeongo 
Road, in that part of the Township of Brudenell and 
Lyndoch that was formerly the Township of Brudenell. 


10. In the Territorial District of Sudbury, composed 
of the following geographic townships: 


i. Appleby. 
ii. Awrey. 
iil. Baldwin. 
iv. Bigwood. 
v. Blezard. 
vi. Broder. 
vii. Burwash. 
viii. Capreol. 
ix. Casimir. 
x. Cleland. 
xi. Cosby. - 
xii. Creighton. 
xiii. Delamere. 
xiv. Denison. 
xv. Dill. 
xvi. Drury. 
xvii. Dryden. 
xviii. Dunnet. 
xix. Fairbank. 
xx. Garson. 
xxi. Graham. 
xxii. Haddo. 
xxiii. Hagar. 
xxiv. Hallam. 
xxv. Hanmer. 
xxvi. Harrow. 
xxvii. Hawley. 
xxvill. Henry. 
xxix. Hoskin. 
xxx. Jennings. 
xxxi. Lorne. 
xxxil. Loughrin. 
xXxxill. Louise. 
xxxiv. Lumsden. 
xxxv. Maclennan. 
xxxvi. Martland. 
xxxvil. May. 
xxxvill. McKim. 
xxxix. Merritt. 
xl. Nairn. 
xli. Neelon. 
xlii. Ratter. . 
xliii. Rayside. 
xliv. Salter. 
xlv. Secord. 
xlvi. Shakespeare. 
xlvii. Snider. 
xIvili. Tilton. 
xlix. Trill. 
l. Waters. 
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11. In the Territorial District of Thunder Bay, 
composed of the following geographic townships: 


i. Blake. 
ul. Conmee. 

ili. Crooks. 

iv. Devon. 

v. Dorion. 

vi. Forbes. 

vii. Fowler. 

. Gillies. 

1x. Goldie. 

x. Gorham. 

xi. Jacques. 

xii. Lybster. 

. Lyon. 

. MacGregor. 

xv. Marks. 

. McIntyre. 

. McTavish. 

. Neebing. 

. Nipigon. 

xx. O’Connor. 
xxi. Oliver. 
xxii. Paipoonge. 
xxiil. Pardee. 
xxiv. Pearson. 
xxv. Scoble. 
xxvi. Stirling. 

xxvii. Strange. 

xxvili. Upsala. 

xxix. Ware. 


12. In the Territorial District of Thunder Bay, 
composed of the east half of Lot 2 in Concession IV 
in the geographic Township of Sibley. 


13. In the Territorial District of Timiskaming, 
composed of the following geographic townships: 


i. Armstrong. 
ii. Barber. 

iii. Beauchamp. 
iv. Benoit. 

v. Brethour. 
vi. Bucke. 
vii. Burt. 
. Cane. 

ix. Casey. 

x. Chamberlain. 
xi. Dack. 
xii. Dymond. 
. Eby. 
. Evanturel. 
xv. Firstbrook. 
i. Harley. 
. Harris. 
. Henwood. 
xix. Hilliard. 
xx. Hudson. 
xxi. Ingram. 
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XX1i. 
XXill. 
XXIV. 
XXV. 
XXV1. 
XXVIi. 
XXVIil. 
XXIX. 
XXX. 
SRK 
XXXIl. 
XXXIil. 
XXXIV. 


James. 
Kerns. 
Lorrain. 
Marquis. 
Marter. 
Otto. 
Pacaud. 
Pense. 
Robillard. 
Savard. 
Sharpe. 
Truax. 
Tudhope. 


O. Reg. 85/53, Sched. 1; O. Reg. 206/56, s. 1; 
O. Reg. 29/57, s. 1; O. Reg. 163/57, s. 1. 


Schedule 2 


1. The territorial districts of Algoma, Kenora, 
Manitoulin, Rainy River, Sudbury, and Thunder Bay. 


2. The geographic Township of Lorrain in the 
Territorial District of Timiskaming. 


3. That part of the Territorial District of Nipissing 
lying northerly of a line located as follows: 


Beginning at the southwesterly angle of the geo- 
graphic Township of Falconer; thence easterly along 
the southerly boundary of that township and its 
easterly production to the boundary between the terri- 
torial districts of Nipissing and Parry Sound; thence in 
a general easterly direction along the last-mentioned 
boundary to the point where the southerly boundary 
of the geographic Township of West Ferris meets the 
water’s edge of Lake Nipissing; thence northwesterly 
along the water’s edge to the northerly boundary of 
the last-mentioned township; thence easterly along the 
northerly boundary of that township to the westerly 
shore of Trout Lake; thence northerly and easterly 
along the westerly and northerly shore of Trout Lake 
and along the northerly shore of the Mattawa River 
to the westerly shore of the Ottawa River; thence east 
astronomically to the boundary between Ontario and 
Quebec. O. Reg. 85/53, Sched. 2. 


Schedule 3 
1. The Territorial District of Cochrane. 
2. The Territorial District of Timiskaming, except- 


ing therefrom the Township of Lorrain. O. Reg. 85/53, 
Sched. 3. 


Schedule 4 


That part of Ontario not included in schedules 2 
and 3. O. Reg. 85/53, Sched. 4. 
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Form 1 


The Public Lands Act 


APPLICATION TO PURCHASE PUBLIC LANDS OPEN FOR SALE 


TO ACTUAL SETILERS FOR AGRICULTURAL PURPOSES 


Reg. 524 


(post office address) 


1. The name of my wife 
husband, 


1S 


in the Township of 


containing 


Her post office address is 


I apply to purchase 


The land is wholly unoccupied and unimproved except 


if any, is 


I am the Purchaser or Locatee of the following unpatented land: 


County 


Concession Township Territorial District Acreage 


6. 


I am the Owner of the following land: 


- 


County | 


Concession Township Territorial District Acreage 


Wife 


7. My Husband 


is the Purchaser or Locatee of the following unpatented land: 


Lot 


County 


Concession ‘Township Territorial District Acreage 


Reg. 524 PUBLIC LANDS 543 


8 My Wiehe is the Owner of the following land: 


| County | Th 
Concession Township Territorial District Acreage 


9. Do you own a farm of not less than 40 acres that is not farther than 2.5 miles from the land described in 


paragraph 3, measured between the nearest points thereof? ................ 
( Yes ors 2Noiw) 


10. If the answer in paragraph 9 is ‘‘Yes’’, 
(1) In what Lot, Concession and Township is the land situate? 


my vileia. alia Neils) 6.60 [bl ai ers) 616) ole" 6161816 16)'e (6166 16: 6: ol aieiniole\ellé)-<) si) Simin siege) piso mia) e) & 6 6 el 4).8\ apie 5/8) 610) @)o\ e206. btu, oe! ela «> le)» ses) vies an6) 0.6 


@)P Dovwvoumesidein ithe. «eae 
(Yes or =Noy’ 


(4) How many acres of the land are under cultivation? ................ 
(acres) 


11. To the best of your knowledge and belief is there any adverse claim to the land described in paragraph 3? 


(ves or “‘No’’) 


I certify that the information given in this application is true and complete. 


Dated ther senna Gay; Olesya ee ear cerae it kt Sap ogee S| ya re eR ORI Cade 


(signature of witness) (signature of applicant) 


RE COMMENDATION se fro ensu sae oes co HPs aren hapa Ones tel Cocca oh ree oP ie deer eemtice tle Mcnced eu Ma ede terhsl Meanie comet cele ouplaray/ Ste aamehe Meret aay tra Teen 


(signature of district forester) 


O. Reg. 129/55, s. 12. 
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Form 2 
The Public Lands Act 


ACCEPTANCE OF APPLICATION TO PURCHASE LANDS OPEN FOR SALE 
TO ACTUAL SETTLERS FOR AGRICULTURAL PURPOSES 


A oy Shas ess Oe nee a eee ae eee ae PMR Peren Pers 8 cre.) On Ge Gel ah eee te eR Oe tarmac Cait Rate met ACE 
(name in full of applicant) 

PR PRIOR Ise te Rats wie Sukie ia kha Sea cs ay Re Ne SR eee 

Your application, dated the............ day fOk eee ae eee tec coer: Pat) oe Sa , to purchase the 

Pec ipa utseinsraeesxu sn Ol Obiagegscomccseenst Giaresaeretan COU CESSIOL Aran een task en UChe SLOW NS pcole mares 

IMEC MMeLILLOnal a DISCriCt.Ol ails atanven gai ae ee oltre ne ee etree eee ce MACORPAIDIT ON mute ere ener acres, 


is accepted upon the terms and conditions of sale and of settlement fixed by The Public Lands Act and the regu- 
lations. 


Datedithere cies chy Nan Cay Ofsr PA eRe eS. ote ae ra ee 


Minister 


OF Regs 1290755 5salz: 


Form 3 
The Public Lands Act 


APPLICATION FOR LETTERS PATENT FOR PUBLIC LANDS SOLD 
TO AN ACTUAL SETTLER FOR AGRICULTURAL PURPOSES 


(post office address) (occupation) 


1. If applicant is not the original Purchaser, state interest 


2 applytor letters: Patenttor pee ee on Ob Gta. na aaa ol , Concession 


rnd Wotan sO acho Ss nome nome , in the County of 
Territorial District 


COMA S512 veeeey ee acres. 


3. How many acres of the land described in paragraph 2 are under cultivation? ................ 
(acres) 


6. If the answer to paragraph 5 is ‘‘Yes”, how long have you resided on the land?.................---.---- 
7. If the answer to paragraph 5 is ‘‘No’’, on what land do you reside? 


in the County of 
Territorial District 


8. Are you the Owner of the land described in paragraph 7? ................ 
C Yes" or “No) 
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9. What is the total acreage under cultivation of the land described in paragraph 7? ............ 
(acres) 
I certify that the information given in this application is true and complete. 
Dated thetas, vnns accent GAY? Of Mette torr soract eng: jel eae 
CU La Ree ie eten a co Ree Grae , Ontario. 
SMe ieee Sta ee cael Sema ney ake Ata: BAM Reece che ee eas RR cet ste 
O. Reg. 129/55, s. 12. 
Form 4 


The Public Lands Act 
INSPECTION REPORT 


* 

gente Orn nthie:cecyaceeieies eet te Gay Ole rrogamen tien 10) Ser ns peCtedean: teatteee cca unt sa mya amet ai 
OfsLoteacean hee A Goncessionam es tm errr rare patel (Hover IoKnNGlnyoNOie ae oe bea hodtadcoAn kone , in the 
County OLE pro eloescrseslele ch ects COMLAMMID Oem ie nner ACLES PWAMIGIL WaSattanan cer ancniveamarad 


Territorial District 


(summer resort location or agricultural purposes) (full name of Purchaser or Locatee) 


* 2. There is a habitable house on the land. 
is not 


moo Lheretarécs onic t ng square feet of floor space in the house. 


* 4. Does the Purchaser or Locatee reside on the land? ................ 
(“Yes” or “No’’) 


* 5. If the answer to paragraph 4 is ‘‘Yes’’, how long has he resided on the land? .....................055 


* 6. The total acreage under cultivation of the land inspected is................ acres. 


* 7. Where the Purchaser or Locatee does not reside on the lands in paragraph 1, 


(a) The total acreage under cultivation of the land upon which the Purchaser 


(b) The distance between the nearest points of the lands owned and resided on 


Locatee and the lands in paragraph 1 is............ miles. 
af 8.) @uheregis!  ocsteesctrapeeers das building(s) erected on the land, used for 
are 


or Locatee resides is 


by the Purchaser or 


(state if private or commercial use, and if commercial use, state nature of use) 


Os liherevanean seve ee square feet of floor space in the cottage. 
**10. There have been expended labour and materials in the construction of the....... 


valuedtinemy opinion at seman eee , according to the prevailing wage 
prices for materials in the locality. 


elie OchemvemarksiorexplanationsH emer aaer teat race tt teen tre tae sree ere 


Bee oa teats building(s) 


rates for labour and 


(signature of officer or agent of the Department) 


(Nores: *Paragraphs 1, 2, 3, 4, 5, 6, 7 and 11 to be completed on inspections of land sold to actual settlers for 


agricultural purposes or located by former members of the forces. 


**Paragraphs 1, 8, 10 and 11 to be completed on inspections of land sold for summer resort locations. 
***Paragraph 9 to be completed on inspections of land sold for summer resort locations for private use. ) 


O. Reg. 129/55, s. 12. 
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Form 5 
The Public Lands Act 


APPLICATION FOR A FREE GRANT OF PUBLIC LANDS 
BY A FORMER MEMBER OF THE FORCES 


(post office address) (occupation ) 

map ply tOWdOCates nce 5 sare Sak age ee aie 5 SR a ee WOR cee , GEONGCESSIOL A ert ners cna eae: ; 

Marthe evOWNSOIP Olin cw Golo cee emt ee mucher Lermtorial IOistrict Ol once. aeis.c ee. oe arsine She es : 

GOM Calin ere eeeert weet acres. 

Paina male teen ne pare ee years of age. 

female 

Wwenlistedtinethes-..25 5 sees se em eta Ste eee ee OMthenn aso etes Gay Of Ua tS cine. ; 

19..., and served in Her Majesty’s Active Service Forces or in the Active Service Forces of.............-. 
(name of 

Eee exer icone eth SU aetna suk oa Mises cictaze ye UD 6 seca. Sh a pac oP RE tt Ee Me, ccm Maen nT oma oats 

Her Majesty’s ally) (state name of theatre of actual war) 

from service on the.......... day Of, (4 Bere OS dee PSR eee, p19e = For 


Canada 
I left the United States of America before the 27th day of July, 1953, to participate in military operations 
undertaken by the United Nations to restore peace in the Republic of Korea 


and was 


(state whether honourably discharged or permitted honourably to resign or retire) 


from’ Service on the.....«.....52 Ca yG Dives tert, tony weeny 5 LO 


At the time of enlistment were you domiciled in Canada? ................ 
(eves! Of NO. 
The land is wholly unoccupied and unimproved except 


I have previously been located for or purchased the following Crown lands: 


Concession Township Territorial District Acreage 


(oy ER debe) Me Sieitan oakestecuch acres are patented; ............ acres are unpatented; 


for the following reasons 


7. Other agricultural lands owned by me are: 


Lot Concession Township Territorial District Acreage 
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8. To the best of your knowledge and belief is there any adverse claim to the land described in paragraph 1? 


(Gavicsu or JIN) 


I certify that the information given in this application is true and complete. 


Datedhthermnareranrkintr EGE ago Bact ts ect Gari Pe eee 
SW ENA a RASS a tha ie Foe Gere Monee te , Ontario. 
ee (signature of witness) _ "(signature of applicant) 
RECOMMENDADION AS su.d)sid0 35 605 oe Ae EN Oe ey EO eee a ara ae othe, idk hs MgB 
a Sc (signature of district forester) 
@} Reg. 129/555 s. 122 
Form 6 


The Public Lands Act 


ACCEPTANCE OF APPLICATION FOR A FREE GRANT OF LAND 
TO A FORMER MEMBER OF THE FORCES 


AUG Fp cipsagr can soe ea PT Re > cake acho CORA ioe MORO irs ee or SRE 0 cr RP SR 2 Pe 
(name in full of applicant) 

A Cae SA EROS tS. i hock ORME Lb Pe eats Pere er eae 
Vournsapplicavionmdated athens eel ani (GEIS AX) acne ts (it aa Oke re ER a , 19..., to be located 
forzarhree Cran tol vere wat el aes ld eta ae eeeeees OGG earn ta PG ONCESSIOM eres ere ; 
HM TNS WO BAIN a Boda sascoudbuueroa qian ves GietsuueyoeUl IDVSaCROES pen nodhoe seeds Oo bodcaousdoe ; 
COMUBUINT 6 ose h aod as acres, is accepted upon the terms and conditions fixed by The Public Lands Act 
and the regulations. 

Deatedither mcs eres clan tOleee ween merry cme tee Lats eliaes 

TH Vie dey an es a oes ee , Ontario. 

aid EI AEN MU nes bt 
O. Reg. 129/55, s. 12. 
Form 7 
The Public Lands Act 
IME ALICIA OIN, INO IBS IMINIRS JOANN IP INO IPCI IKE IEAIN IDS 
DISPOSED OF AS A FREE GRANT 
TO A FORMER MEMBER OF THE FORCES 

“""(name in full of applicant, in block letters) = (official number) 
nae i oct ae ee Bs A Sache Saya es Be Gees OR WGA MRO rere eet iron db Uae hc Valea chk Soe pao kG eR aoe 
(eel tapplyator Weetters) batentatOiass seme area Obs 160 tye aeae aera CONCESSION a eee eee oe , In the 
slawnshipy olay. tee ee cess ar ,in the County Obed ev oa BO AS eh eee race , containing 

Territorial District 

atts ina cae eae acres 
2, What is the total acreage of the land under cultivation? ...4... a0. a8 te)eetitiee else ee Platine as 
3. Is there constructed on the land a habitable house having at least 320 square feet of floor space?............-. 
(Yes one Now) 
4. If the answer to paragraph 3 is ‘Yes’, do you reside on the land? ................ 


(“Yes” or “No’’) 
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5. If the answer to paragraph 4 is ‘‘Yes’’, how long have you resided on the land? .....................45- 


6. If the answer to paragraph 4 is ‘‘No’’, on what land do you reside? 


Dee Se Soc Eee a Of Ole pian een cnt COUCESSIOUM he pier siartie oe einen Chilo Wiis Myo OLerea teirkanretscnity 
in the County Ole 4: Sake hers Eo eee 
Territorial District 
7. Are you the owner of the land described in paragraph 6? ................ 
(‘‘Yes” or “No’’) 
8. What is the total acreage under cultivation of the land described in paragraph 6? ............ acres. 


I certify that the information given in this application is true and complete. 


Datedtther wes denies cate GAVTOL-AAT peace ia ene pills x5 
NER eet eee Tea Ne oot es tte , Ontario. 
i allel (signature of witness) =” "(signature of applicant) 
O. Reg. 129/55, s. 12. 
Form 8 


The Public Lands Act 


APPLICATION TO PURCHASE PUBLIC LAND FOR 
A SUMMER RESORT LOCATION 


(post office address) (occupation) 
Lee altharms rae ies tah, Berger se years of age. 


2. JI apply to purchase for private use the following public land: 


commercial 
oT Sci mOl Gh Creamer te ae eee ronal Weteat aman Se eee 5, COWEESHION 3.5.50 hoe oe weve , in the Township of 
LAR Soe eC ean ae: , in the County Oho eee ie eae COMLAININ Omen mien er enaekes: 


Territorial District 


STS OLSLANCLAA oho Hao toe ae Gg UNE ree eens ics opposite LOtsss een east + Concession <-aeem ue ce 8 F 
Wer eS MOMMA NG OCS Noo un oqonoee oomecwbs , in the County Ollogucth Revere eae : 
Territorial District 
CONTAC Meee eee rer acres. 
3. The land is wholly unoccupied and unimproved (SNA EIDIRY Le Sete RMD ae aD rT TNT CPR ON wa ere STREET RTE 
4. Where the land is for commercial use, specify the services that will be furnished......................... 
5. Do you now hold other land as a summer resort location in Ontario? ................ 
("Yes or No’) 
6. If the answer to paragraph 5 is ‘‘Yes”’, did you purchase the land from the Crown? ................ 


7. If the answer to paragraph 6 is ‘‘Yes’’, answer the following: 


i. What was the date of your application to purchase the land? 


ii. What is the description of the land? 


Tae Rarceorrcheses-2e 258 Eee at sai eh wee eee ;pGoncession 8.17. Fy 1) Le , in the Township 


GY SRC ere ope RS Cts? , in the County (5) Pees Sa EE) aor MOTULASIEN G2 Sas saa iGy oak 
Territorial District 
acres, or 
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ral Sandan eye ia eee heat tien Barnes cmenks Opposite Lot maar CONCESSION ana Herne tee ; 
ii thes lownship oles. ce eee te , in the County Olen eee ile iaivs cent Ae nea - 
; Territorial District 
Contaiminomect see eee acres. 
ui. Was it purchased. for private’ jWaased 1 §2y4- 1 vere) ee SA Ma a Jas cate eres a Ald whe MA owe eS 
commercial (state use) 


*(Nore: Strike out words not applicable. ) 
8. To the best of your knowledge and belief is there any adverse claim to the land described in paragraph 2? 


(‘‘Yes” or eG 


I certify that the information given in this application is true and complete. 


Watedsthen, wera sehr arya O fey ermine ees xs sa en JONES 
hee aah Se SD 2 2s eee , Ontario. 
iia co I (signature of witness) """"""""(signature of applicant) = 
RECOMMENDATIONS ce oe eye Oe a ee eae Le oes See Ea IA SEL SES SU reer ON ne ae oe 
pare (signature of district forester) 
O. Reg. 129/55, s. 12. 
Form 9 


The Public Lands Act 


ACCEPTANCE OF APPLICATION TO) PURCHASE PUBLIG LAND 
FOR A SUMMER RESORT LOCATION 


ORE PE ck Riise peach he ace Loe PE Wate cs tire gal shares Stu btoec eet eat) RR PATE eT ee Seen AAD Se pens 
(name in full of applicant) 

De Ae Ree Rees Ota OE. Gon uae Co ea hie oes oF 
Your application, dated the.......... dascofs ceere eee WIAA P LONpULCHASCHTORAe ete aioe serena ere 
private USE), in Con oe ee OEM. AM nas: ;Concessioné. 2h, ee wee ae , in the Township 
commercial 
Olsen cae toe , in the County OL Aca Pee et ees COMEAI NINO e hen eaiee AL eerste ees acres, 

Territorial Division 
is accepted upon the terms and conditions of sale fixed by The Public Lands Act and the regulations. 
Dated the: see eae see dayi owes? 29.0. fui palORees, 
Fi awh. OMEN oa cae merc chats , Ontario. 


Minister 


O. Reg. 129/55, s. 12. 
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Form 10 
The Public Lands Act 


APPLICATION FOR LETTERS PATENT FOR PUBLIC LANDS 
FOR A SUMMER RESORT LOCATION 


(post office address) (occupation ) 
1. I apply for Letters Patent for: 
rare COLMENOM en oc clear. Bar telcate OFEO Ge ne ee ae ZOUCESSION: i erences , in the Township 
Olea r eer tetets So oe , in the County (6) Sr TN Cane AaG tee CONtAIMIM Oe @ eraein erie acres. 
Territorial Division 
Le SENG lai pike esas oO one ATI Ayer ep eet eee GpPPOSitewLOLsnnne ne ols PCOMCESSIONN oh nas cate erctoits 3 ‘ 
UE OWMSIMAD ON sashes acral erences sys VCOMALMIN Sy eraae acres. 

** 2. J purchased the land for private use and I have erected upon it a summer cottage having.......... square 


feet of floor space and in the construction of which | have expended labour and materials valued at not 


lesovthan hue cia cmecenenet ss 


<** 73) lepurchased the landi tor commercial usesand W bave erected) a... 44s a oe aee building(s) 


(state if on the land described in paragraph 1 or, if not, describe the land) 
in the construction of which I have expended labour and materials valued at not less than $........... 


4a~ eam the Purchaser, or the Patentee and Owner, of a summer resort location purchased for commercial 
am not 


use, abutting this land. 
5. I have paid the purchase price for the land. 


I certify that the information given in this application is true and complete. 


Wated thesis ae autres GAVKOPS Re rivers aie ee) seh ae Loe 
CO An she pec phi RRS Aa ee , Ontario. 
. (signature of witness) == = (signature of applicant) == 


(Note: * Paragraph 1, strike out words not applicable. 
** Paragraph 2 not to be completed by applicant for commercial use. 
*** Paragraphs 3 and 4 not to be completed by applicant for private use. ) 


O. Reg. 129/53,05.. 12; 
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Regulation 525 


under The Public Libraries Act 


GENERAL 
Part I 
QUALIFICATIONS FOR LIBRARIANS 
1: In this’ Part; 


(a) ‘‘applicant’”’ means an applicant for a Certifi- 
cate of Librarianship; 


(b) “bachelor’s degree from a library school” 
includes a diploma for a one-year course from 
a library school that does not grant a degree; 


(c) ‘fiction books” does not include books classi- 
fied as children’s books by the Director of 
Provincial Library Service; 


(d) “receipts’’ does not include legislative grants. 
OWRegy 281 /o7ns. (Os Regs 12/60) sade 


2.—(1) Subject to subsections 2, 3 and 4, a librarian 
in a library established under Part I, II or III of the Act 
shall hold a Class A, Class B or Class C Certificate of 
Librarianship. 


(2) Subject to subsection 4, a librarian in a munici- 
pality, school section, union school section, township 
school area or police village that has a population of at 
least 3,500 but not more than 4,500 shall hold a Class D 
Certificate of Librarianship. 


(3) A librarian in a municipality, school section, 
union school section, township school area or police 


village that has a population of less than 3,500 shall 
hold a Class E Certificate of Librarianship. 


(4) Where a librarian was employed before the 
Ist day of January, 1947, ina library ina municipality, 
school section, union school section, township school 
area or police village that has a population of under 
4,500, he may hold a Class E Certificate of Librarian- 
ship while he remains employed in that library. O. Reg. 
PRN poily, S74 

3.—(1) Where an applicant holds, 

(a) a bachelor’s degree from a university; and 
(b) a master’s degree from, 


(i) the library school of the University of 
Toronto, or 


(ii) a library school in a course that the 
Minister deems adequate, 


the Minister shall grant him a Class A Certificate of 
Librarianship. 


(2) Where an applicant holds, 
(a) a master’s degree from a university; and 
(b) a bachelor’s degree from, 
(i) a university, and 


(ii) a library school in a course that the 
Minister deems adequate, 


the Minister shall grant him a Class A Certificate of 
Librarianship. O. Reg. 281/57, s. 3. 
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4. Where an applicant holds, 
(a) a bachelor’s degree from a university; and 
(6) a bachelor’s degree from, 


(i) the library school of the University of 
Toronto, or 


(ii) a library school in a course that the 
Minister deems adequate, 


the Minister shall grant him a Class B Certificate of 
Librarianship. O. Reg. 281/57, s. 4. 


5. Where an applicant holds a diploma from a 
library school for a one-year course that the Minister 
deems adequate, the Minister shall grant him a Class C 
Certificate of Librarianship. O. Reg. 281/57, s. 5. 


6. Where, after the 31st day of December, 1946, an 
applicant successfully completes at the Library School 
of the Ontario College of Education a course comprising 
at least two summer sessions of not less than six weeks 
each, the Minister shall grant him a Class D Certificate 
of Librarianship. O. Reg. 281/57, s. 6. 


7. Where a librarian, 


(a) was employed before the ist day of January, 
1949, in a library established in a munici- 
pality, school section, union school section, 
township school area or police village that has 
a population of at least 3,500; and 


(b) has successfully completed in the year 1954 
the course prescribed under section 6, 


the Minister shall grant him a Class D Certificate of 
Librarianship. O. Reg. 281/57, s. 7. 


8. Where, after the 1st day of January, 1946, an 
applicant successfully completes a course in librarian- 
ship that is of at least four weeks in duration and that 
the Minister deems adequate, the Minister shall grant 
him a Class E Certificate of Librarianship. O. Reg. 
281/57, s. 8. 


9. Notwithstanding sections 3 to 8, the Minister 
may grant a Class A, Class B or Class C Certificate 
of Librarianship to, 


(a) a librarian in a library established under 
Part I, II or III of the Act but only where the 
librarian has successfully completed a course 
in librarianship that the Minister deems 
adequate; or 


(b) a person whom the Director of Provincial 
Library Service recommends as having made 
an outstanding contribution to the develop- 
ment of public-library service in Ontario. 
OP Regn 281 Siiiss 9) 


10. Class A, B, C, D and E Certificates of Librarian- 
ship shall be in Forms 1, 2, 3, 4 and 5 respectively. 
O. Reg. 281/57, s. 10. 


11. After a hearing, the Minister may suspend or 
cancel the certificate of a librarian for inefficiency, 
misconduct or any act he considers detrimental to the 
best interests of a public library. O. Reg. 281/57, s. 11. 
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USE OF ACCOMMODATION AND EQUIPMENT 


12. The board of a public library, a public library 
association or a county, district or regional library 
co-operative shall not use its accommodation or equip- 
ment in any manner contrary to the best interests of 
public-library service. O. Reg. 281/57, s. 12. 


TRAVELLING AND LIVING EXPENSES FOR STUDENTS 


13. Where a student attends the course prescribed 
by section 8, the Minister may pay thim $50 for travel- 
ling and living expenses. O. Reg. 281/57, s. 13. 


Part II 
GRANTS 
14.—(1) In this Part, 


(a) ‘‘assessment”’ for a year means the assessment 
of a municipality, police village or school 
section on which taxes were levied for the 
support of a board for the preceding year; 


(6) “‘assessment per capita’ means the provincial 
equalized assessment divided by the popula- 
tion, and, in the case of a school section 
established on Crown land or on any lands 
that are exempt from taxation for school 
purposes, the assessment per capita shall be 
deemed to be $1,800; 


(c) “board”? means any board established under 
the Act; 


(d) ‘“‘provincial equalized assessment’ means the 
assessment as defined in clause a, adjusted by 
the provincial equalizing factor; 


(e) ‘“‘provincial equalizing factor’? means the 
factor determined by the Department of 
Municipal Affairs to adjust the local assess- 
ment of a municipality to the assessment 
used for grant purposes. O. Reg. 72/60, s. 2. 


(2) In determining the population for the purpose 
of calculating the grant of a board for a year, the 
population shall be deemed to be, 


(a) where the board is established in a munici- 
pality or police village, the total population 
of the municipality or police village as shown 
on the assessment roll on which taxes were 
levied for the preceding year, less the number 
of inmates of public institutions; and 


(6) where the board is established in a school 
section, the average attendance in the public 
school in the preceding year. O. Reg. 72/60, 
s. 2; O. Reg. 108/60, s. 1. 


(3) For the purposes of this Part, The Municipality 
of Metropolitan Toronto shall be deemed to be a 
county. O. Reg. 72/60, s. 2. 

15. The legislative grants for boards shall be, 


(a) apportioned and distributed to boards in 
accordance with this Regulation; and 


(6) applied to such library purposes as the board 
receiving the grants deems expedient. O. Reg. 
TZ 6ORSHD, 
16.—(1) In sections 16 to 25, 


(a) “approved cost’ means, 


(i) where a board is established under 
Part I of the Act, the cost of main- 


tenance and of permanent improve- 
ments for the board not in excess of $1 
per capita and 20 per cent of the cost 
in excess of $1 per capita, 


(ii) where a library association is estab- 
lished under Part II of the Act, the 
cost of maintenance and permanent 
improvements not in excess of $600, 


(iii) where a county library co-operative 
board is established under Part III of 
the Act, the cost of maintenance and 
permanent improvements for the board 
not in excess of 25 cents per capita and 
20 per cent of the cost in excess of 
25 cents per capita, and 


(iv) where a county library board is 
established under Part 1V of the Act, 
the cost of maintenance and permanent 
improvements for the board not in 
excess of $1.25 per capita and 20 per 
cent of the cost in excess of $1.25 per 
capita; 


(b) “cost of maintenance”’ means the expenditures 
incurred by a board for library purposes other 
than the cost of permanent inprovements, 
less, 


(i) current revenue from rent and from 
another library board for services 
supplied to the other board, and 


(i1) 1n the case of a board established under 
Part I or Part IV of the Act, fines and 
fees from borrowers; 


(c) “cost of permanent improvements” for a year 
means expenditures for bookmobiles, land and 
buildings used exclusively for public library 
purposes and for library equipment other 
than books, which expenditures are made, 


(i) by the council on behalf of the board 
in respect of principal and _ interest 
due in the year, and 


(ii) by the board from current funds in the 
preceding year. O. Reg. 72/60, s. 2; 
OQ. Reg. 108/60, s. 2. 


(2) Approved cost is subject to the approval of the 
Minister. O. Reg. 72/60, s. 2. 


17.—(1) A public library board established under 
Part I of the Act and having in a year an assessment 
per capita in column 1 of the following Table shall be 
paid the percentage of the approved cost for the board 
in the preceding year set opposite thereto in column 2: 


TABLE 
Assessment Percentage 
per capita Rate 
Col. 1 Col2 
$2000 or more 7% 
1975 but less than $2000 8 
TOSO ne ae A198 9 
1975 aeons “1950 10 
1900; =" = 1925 11 
Sion eek «~~ 1900 12 
S50 es Se tSis 13 
E8259 “~~ 1850 14 
1800 “ 4 = 1825 15 
Wise e ae Ea 9800 16 
1 TSOmmece ees Bay 75 17 
Ri2oe ees 2 e eS 50 18 
00 Sak S fy yh725 19 
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Assessment Percentage 

per capita Rate 

Col. 1 Col. 2 

$1675 but less than $1700 20% 
1650 ne 21675 21 
1625 ae ae “1650 22 
NSD. SE e625 23 
SG “~~ 1600 24 
ISSO) 2 SS 25 
15250) Sore SUS SO 26 
1500 Rae e525 Di} 
LATS ene “1500 28 
1450" “ s So 1475 29 
14257 See “1450 30 
1400S oe “1425 31 
Igey 9S 9 “~~ 1400 32 
1350s SS) 33 
13250 aes e350 34 
13005 ee e325, 35 
12S aes Sent 300) 36 
1250 & bl aS 37 
1:22 S es cae l250 38 
1200R ee C225 39 
1175S) Se Pel 200 40 
1150 hae aS) Al 
12S eke 2 TED 42 
1100Ce Ss TS ee A25 43 
IM & CeO) 44 
(O50) GG NOS 45 
1025s ee ac se 050 46 
LOCOS OYA) 47 
Cs, © : “~~ 1000 48 


950s . 975 49 
OD Sans . 950 50 
Miho - 925 Sil 


yy Set S 900 52 
S50 mee mane : 875 53 
bye WG - 850 54 
ct bs 825 55 


775 y : . 800 56 
ms * © Fe 88 
OO Oo 8 “ 725 59 


—700 60 


(2) Where the local levy for a public library 
established under Part I of the Act is less than 50 cents 
per capita, the grant calculated under section 17 is not 
payable. O. Reg. 72/60, s. 2. 


18. The board of a public library association shall 
be paid a grant of 15 per cent of its approved cost. 
O. Reg. 72/60, s. 2. 


19. A county library co-operative board established 
under Part III of the Act shall, on the recommendation 
of the Director of Provincial Library Service, be paid 
a grant of, 


(a) (i) $4,000, if the county grant received by 
the board was at least $4,000 but less 
than 10 cents per capita, and 


(ii) $6,000, if the county grant was at least 
10 cents per capita; and 


(b) the percentage of the approved cost deter- 
mined under the Table to section 17. O. Reg. 
72/60, s. 2. 


GRANTS FOR A DISTRICT OR REGIONAL LIBRARY 
CO-OPERATIVE BOARD 


20. A district or regional library co-operative 
board established under Part III of the Act shall, on 
the recommendation of the Director of Provincial 
Library Service, be paid a grant of, 


(a) $15,000 for each territorial district included 
in the co-operative; and 


(6) 25 per cent of the fees received from the 
organizations that are members of the 
co-operative. O. Reg. 72/60, s. 2. 

21. A county library board established under 
Part LV of the Act shall be paid a grant of, 


(a) (1) $8,000, if the tax received from a 
county was at least 25 cents per capita 
but less than 50 cents per capita, or 


(ii) $12,000, if the tax was at least 50 cents 
per capita; and 


(b) a percentage of the approved cost determined 
under the Table to section 17. O. Reg. 72/60, 
suds 


22.—(1) For each librarian who held a valid Certi- 
ficate of Librarianship in column 1 of the following 
Table and was employed by the board during the 
preceding year, the board shall be paid a grant in a 
year of an amount set opposite thereto in column 2: 


TABLE 
Column 1 Column 2 
Certificate Grant 
1. For each Class A $600 
2. For each Class B 480 
3. For each Class C 180 
4. For each Class D 120 
5. For each Class E 60 


O. Reg. 72/60, s. 2; O. Reg. 108/60, s. 3. 


(2) Where the librarian was employed for less than 
a year, the grant under subsection 1 shall be one- 
twelfth of the amount shown in the Table for each 
month of employment. O. Reg. 72/60, s. 2. 


23.—(1) Upon the recommendation of the Director 
of Provincial Library Service and with the approval 
of the Minister, a grant not exceeding $200 shall be 
paid to a board that has undertaken in the previous 
year a new plan to secure higher library standards 
through co-operation with other boards, but the total 
amount paid to all boards under this subsection shall 
not exceed $4,000 in any year. 


(2) Where a state of emergency exists for a board 
and the Director of Provincial Library Service recom- 
mends a grant, subject to the approval of the Minister, 
a grant not exceeding $200 may be paid to the board, 
but the total amount paid to all boards under this 
subsection shall not exceed $1,000 in any year. O. Reg. 
72/60, s. 2. 


24. Where a public library board, a county 
library board, a county district library co-operative 
or a regional library co-operative is newly established, 
the grant for the year in which the board is established 
shall be calculated on the conditions for the current 
year and no grant shall be paid for a board that is 
discontinued. O. Reg. 72/60, s. 2. 
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25.—(1) Where a board does not comply with the 
Act or this Regulation, the Minister may withhold 
the whole or any part of a grant payable to the board. 


(2) Where in any year the amount voted by the 
Legislature for the grants under this Regulation is 
insufficient or more than sufficient to pay the grants in 
full, the Minister may make a pro rata reduction or 
increase, as the case may be. O. Reg. 72/60, s. 2. 


26. The board of a public library, a public library 
association, or a county, district or regional library 
co-operative shall transmit its annual report to the 
Minister not later than the 15th day of March in each 
year, and, where the accounts therefor have not been 
audited at that time, the board shall notify the Minister 
in writing of the date the audit is completed and forward 
the auditor’s statement. O. Reg. 281/57, s. 29. 


Form 1 
The Public Libraries Act 

CLASS A CERTIFICATE OF LIBRARIANSHIP 
AUlitswGHtOncertihya tia te twas teva 2 ova cee pee 
having complied with the regulations under The Public 
Libraries Act is hereby granted a Class A Certificate of 
Librarianship. 
Dated at Toronto, this..... GANG They 49. rales ceee 2s Yate LO ese 


Resistered INO». s6 : ase sea oe 


Registrar 


Minister of Education 


O. Reg. 281/57, Form*1. 


Form 2 
The Public Libraries Act 

CLASS B CERTIFICATE OF LIBRARIANSHIP 
ihisus to centiry that. ses. serra eto tie altos es ae a 
having complied with the regulations under The Public 
Libraries Act is hereby granted a Class B Certificate of 
Librarianship. 
Dated at Toronto, this..... GEINAC Wks Gomes G Mo ae 


ecisteneuLiINOn: 0 racic le 


@.8:0:6) 05019) 6)[0 10) 0.8.58) 19:101 0) 0 8.88: 


Registrar 


Minister of Education 


O. Reg. 281/57, Form 2. 


Form 3 
The Public Libraries Act 
CLASS C CERTIFICATE OF LIBRARIANSHIP 
hiss to: centily: Linsite nek ae, acim tai aR eeis Seine «eae 
having complied with the regulations under The Public 
Libraries Act is hereby granted a Class C Certificate of 
Librarianship. 
Watediat Leromto, Boise... «Gaye iGls. eae eee or, 19. 


Registered Nos. ......+.+-- 


Registrar 


Minister of Education 


O. Reg. 281/57, Form 3. 


Form 4 
The Public Libraries Act 

CLASS D CERTIFICATE OF LIBRARIANSHIP 
This isstexcertifse thas face ie deeds teass eel ie rae eee 
having complied with the regulations under The Public 
Libraries Act is hereby granted a Class D Certificate of 
Librarianship. 

Dated at Toronto, this..... Gay Or tere Mae an Ppl Oka 


Registered No.....2:5.-..- 


Registrar 


Minister of Education 


O. Reg. 281/57, Form 4. 


Form 5 
The Public Libraries Act 
CLASS E CERTIFICATE OF LIBRARIANSHIP 
This-is to: certily thatheurase ver Jue oe eee ee 
having complied with the regulations under The Public 
Libraries Act is hereby granted a Class E Certificate of 
Librarianship. 


Dated at Toronto, this..... Gal rut coset ewe 10. 


Registered No,............ 


Registrar 


Minister of Education 


O. Reg. 281/57, Form 5. 
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under The Public Service Act 


GENERAL 


LIST OF APPLICANTS AND DESIGNATION OF APPOINTEES 


1.—(1) The Commission shall establish and main- 
tain a list of applicants eligible for appointment to the 
civil service in the classes in Schedule 1. 


(2) No appointments in respect of the classes in 
Schedule 1 shall be made to a position in the civil 
service at the seat of government in Toronto except 
from the list. 


(3) Persons appointed to the service of the Crown 
as set out in Schedule 2 are designated appointees who 
are not civil servants. O. Reg. 135/53, s. 1. 


(4) The maximum period for which an appoint- 
ment of a superannuate may be made under section 7 
of the Act is six months. O. Reg. 89/58, s. 1. 


PREFERENCE TO VETERANS 


2. Where the qualifications of applicants for any 
position in the civil service are equal, preference shall 
be given to those who were honourably discharged or 
retired from active service in Her Majesty’s forces in 
respect of, 


(a) the War of 1914 to 1918; or 
(6) the War of 1939 to 1945. O. Reg. 135/53, s. 2. 


OFFICE HOURS 


3.—(1) Each civil servant on the administrative 
staff of the civil service shall attend, 


(a) on each day other than Saturday, a holiday 
and any other day set apart for a holiday, 
from 8.30 a.m. to 5 p.m.; and 


(b) on Saturday when required to do so by the 
deputy minister of the department in which 
the civil servant is employed. 


(2) Civil servants may take a recess for refresh- 
ments each day from 12.30 p.m. to 1.45 p.m., or, in 
special cases to meet the requirements of the office, at 
such other time between 11.30 a.m. and 2.15 p.m. as 
the official in charge, with the approval of the deputy 
minister, determines. 


(3) Each deputy minister shall cause all public 
offices in his department to be kept open during the 
recess. O. Reg. 135/53, s. 3. 


CREDIT SYSTEM FOR REGULAR ATTENDANCE 


4.—(1) A system of credits is established under 
which a civil servant is entitled to a credit of 14% days 
for each month of regular attendance. 


(2) The credits shall be cumulative and entered 
in a register in Form 1 maintained in the office in 
which the civil servant is employed. 


(3) Where a civil servant has accumulated sick- 
leave credits before the 28th day of July, 1953, the 
civil servant is entitled to credits equal in number to 
the sick-leave credits in addition to any credits to 
which he becomes entitled under subsection 1. 


(4) Where a civil servant, 


(a) was appointed before the 1st day of June, 
1 . 


(b) has completed twenty-five years of service; 
and 


(c) was not entitled to a superannuation allowance 
on the 3rd day of February, 1949, 


he is entitled to a further credit of sixty days. 


(5) There may be paid to a person having more than 
five years’ service who ceases to be a civil servant or to 
his personal representative or, failing a personal repre- 
sentative, to such other person as the Commission 
determines, an amount computed on the basis of his 
pay at the date of leaving the service for a period equal 
to 50 per cent of the value of his credits or fraction 
thereof, but the amount shall not, 


(a) exceed six months’ pay; or 


(b) be computed on any credits earned by a civil 
servant after he ceases to contribute to the 
Public Service Superannuation Fund. 


(6) No credits shall be given to a civil servant in 
any month who is absent from duty in that month, 


(a) for more than six days for any reason other 
than vacation leave-of-absence; or 


(b) without leave. O. Reg. 135/53, s. 4. 


LEAVE OF ABSENCE 


5.—(1) Subject to subsection 2, no civil servant 
shall receive pay for absence caused by sickness in 
excess of his accumulated credits. 


(2) Where a civil servant who has served one year 
in the service is absent because of sickness for a period 
in excess of his accumulated credits, the minister of 
his department may grant him pay for not more than, 


(a) thirty days of the excess absence, upon certi- 
ficate of the Commission; or 


(b) ten days of the excess absence, without certi- 
ficate. 


(3) Any payments in excess of credits made under 
subsection 2 shall be charged against the future credits 
to which the civil servant may become entitled. 


(4) After three days’ absence caused by sickness, no 
leave with pay shall be allowed unless a certificate of 
a legally qualified medical practitioner is forwarded to 
the deputy minister of the department, certifying that 
the civil servant is unable to attend to his official 
duties. 


(5) Notwithstanding subsection 4, the Commis- 
sion may require a civil servant to submit the certificate 
required by subsection 4 for a period of absence of less 
than three days. 


(6) Upon any special or compassionate grounds, 
a minister may grant leave of absence with pay for 
not more than six days in any fiscal year to a civil 
servant in his department, and the period of the leave 
shall be charged against the credits of the civil servant. 


(7) Where a civil servant, 
(a) because of injuries caused by another person, 


is absent for a period in excess of the civil 
servant's accumulated credits; and 
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(b) recovers by way of action or settlement from 
the other person damages in excess of the 
amount required to pay the civil servant’s 
actual out-of-pocket expenses caused by his 
injuries, 


the civil servant shall, to the extent of the excess, 
refund to the Treasurer any payments of salary re- 
ceived in excess of his credits. 


(8) Where a civil servant has, 
(a) been injured; or 


(6) in the course of employment contracted an 
industrial disease within the meaning of The 
Workmen's Compensation Act, the civil servant 
may, on the certificate of the Commission, be 
granted leave with pay for a period of not 
more than three months, and the period of 
leave shall not be charged against the credits 
of the civil servant. O. Reg. 135/53, s. 5. 


SPECIAL LEAVE OF ABSENCE 


6. A minister may grant a leave of absence to a 
civil servant in his department, 


(a) without pay for not more than six months; 


(b) for the purpose of taking naval, military or 
air-force training for two weeks of which one 
week shall be with pay, in any fiscal year, 


and, upon the certificate of the Commission and subject 
to the approval of the Lieutenant Governor in Council, 
any additional leave of absence with or without pay. 
O. Reg. 135/53, s. 6. 


VACATIONS 


7.—(1) Vacation leave-of-absence for a civil servant 


(a) three weeks in each year during the first 
twenty-five years of his service; and 


(b) four weeks in each year of his service there- 
after. 


(2) Vacation leave-of-absence shall, 
(a) accumulate pro rata for each month of service; 
(b) be taken within eighteen months, 


(1) of his appointment to the civil service, 
or 


(ii) from the date of return to duty from 
the last vacation leave, 


whichever is the later date; and 


(c) be taken at such time as the deputy minister 
determines. 


(3) A civil servant is not entitled to a vacation 
leave-of-absence under subsection 1 until he has com- 
pleted six months’ service in the civil service. 


(4) Subject to the approval of the deputy minister 
of a department, a civil servant in the department may 
accumulate vacation leave-of-absence for a period of 
not more than two years, and the deputy minister shall 
report forthwith his approval of the accumulation to 
the Commission. O. Reg. 135/53, s. 7 (1-4). 


(5) A civil servant who has accumulated vacation 
leave-of-absence under subsection 4 shall take the 
accumulated vacation leave-of-absence before the end 
of the second year. O. Reg. 77/56, s. 1. 


(6) Special holidays granted during vacation leave- 
of-absence shall be computed as part thereof, but no 
other holidays shall be computed therein. 


(7) Vacation leave-of-absence shall not accumulate 
in respect of any period of leave-of-absence without 
pay or suspension from duty. O. Reg. 135/53, s. 7 
(6, 7): 

ATTENDANCE 


8.—(1) Each department shall maintain an attend- 
ance register in Form 2, 


(2) A civil servant whose regular duties are dis- 
charged in the office in which he is employed, except a 
deputy minister and a civil servant exempted by the 
minister of his department, shall register in person 
upon his arrival and departure and at the recess in the 
attendance register. 


(3) The attendance register shall be accessible only 
at the time set for the daily arrival, departure and recess 
of civil servants. 


(4) A civil servant who is exempted from signing 
the attendance register shall, 


(a) complete a personal attendance register in 
Form 3; 


(b) certify the personal attendance register; and 


(c) deliver the register at the end of each week to 
the official in charge of attendance records in 
his department. 


(5) No civil servant shall absent himself from duty 
during office hours unless he, 


(a) obtains permission of the deputy minister of 
his department or the official in charge of his 
branch; and 


(b) registers the time of leaving and enters into 
the remarks column of the attendance register 
the rank of the person granting him permis- 
sion. 


(6) A civil servant whose regular duties lie partly 
inside and partly outside the office shall, 


(a) register in the regular way when employed in- 
side the office; and 


(6) comply with subsection 4 in respect of the 
time spent in the discharge of his duties 
outside the office. O. Reg. 135/53, s. 8 (1-6). 


(7) The deputy minister of a department, 


(a) is responsible for keeping the attendance 
registers in the special branches or offices of 
his department; and 


(b) shall send to his minister and the Commission 
on or before the 15th day of each month an 
attendance report in Form 4 for the preceding 
month. O. Reg. 135/53, s. 8 (8). 


OVERTIME 


9.—(1) In this section, ‘‘overtime’’ means a period 
of work of at least one hour, approved under subsection 
5 and performed in addition to the regular working 
period or performed on a holiday or other day that is 
not a regular working day, and is computed to the 
nearest half hour. 


(2) A civil servant is entitled to compensating 
leave for overtime equal to the overtime performed. 


(3) Where a civil servant is required to report for 
work on a holiday or other day that is not a regular 
working day, he is entitled to a credit of a minimum of 
four hours of overtime for the purpose of compensating 
leave. 
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(4) Compensating leave for overtime may be 
taken at a time determined by the deputy minister or 
an official of his department who is authorized by him 
for the purpose, and notice of the determination shall 
be given at least one day before the day on which the 
leave is proposed to be taken. 


(5) Overtime shall be approved in writing by the 
deputy minister or an official of his department who is 
authorized by him for the purpose, and the approval 
shall be given before the overtime is performed, but, 
where in an emergency it is not practicable to approve 
the overtime before it is performed, it shall be approved 
immediately after the approving official receives notice 
of its performance. 


(6) Immediately after the 1st day of July and the 
31st day of December in each year each deputy minister 
shall report to the minister of his department and to 
the Commission the amount of overtime for which 
compensating leave has not been taken that stands to 
the credit of each civil servant in the department on 
those dates. 


(7) Where a civil servant performs three hours or 
more of overtime in a twenty-four period, he shall be 
paid an allowance for a meal of $1.25. O. Reg. 305/60, 
oa 


OFFENCES AND PENALTIES 
10. Where a civil servant, 
(a) is habitually late in the time of his arrival; 
duty 


(b) absents himself without leave from 
during office hours; or 


(c) uses, 


(i) the long distance telephone service for a 
personal call, or 


(ii) postage stamps for personal mail, at 
the expense of Ontario, 


the minister presiding over his department or the 
deputy minister, upon the authorization of the minister, 
may, after a hearing, impose upon the civil servant a 
fine equal in amount to not more than six days’ pay ora 
penalty of suspension from duty without pay for not 
more than twelve days. O. Reg. 135/53, s. 9. 


DEATH OF CIVIL SERVANT 


11. Where a civil servant who has served more than 
six months dies, there shall be paid to his personal 
representative or, failing a personal representative, to 
such person as the Commission determines, the salary, 


(a) for the balance of the month in which he died; 
and 


(b) for any vacation leave-of-absence accruing to 
the civil servant in excess of the period repre- 
sented by the amount paid. O. Reg. 135/53, 
S10: 


TRANSFERS OF CIVIL SERVANTS 
12.—(1) Upon the certificate of the Commission, 


(a) a civil servant appointed by the Lieutenant 
Governor in Council may be changed in class 
or salary or transferred only by the Lieu- 
tenant Governor in Council; and 


(b) a civil servant appointed by a minister may be 
changed in class or salary or transferred by 
the minister. 


(2) A civil servant shall not be transferred from 
one department to another except with the concur- 
rence of the deputy ministers of the departments 
concerned. 


(3) A transfer of a civil servant from one depart- 
ment to another to a position in the same class shall not 
carry with it a rate of salary higher than the salary that 
the civil servant is receiving in the department from 
which he is transferring. O. Reg. 135/53, s. 11. 


OUTSIDE EMPLOYMENT 


13. Except after application in writing to the Com- 
mission and with the consent of the minister of the 
department, a civil servant shall not engage in any 
professional, trade or business undertakings for personal 
gain. O. Reg. 135/53, s. 12. 


OATH OF ALLEGIANCE 


14. The persons holding the appointments set out 
in Schedule 3 are designated as persons to administer 
the oath of allegiance and the oath of office and secrecy. 
OF Reg 135/S3es. 13: 


JOINT ADVISORY COUNCIL 


15. The Joint Advisory Council is continued. 


O. Reg. 135/53, s. 14. 


16.—(1) The Joint Advisory Council shall consist of 
seven members, four of whom shall be appointed by 
the Lieutenant Governor in Council who shall designate 
one of those appointees to act as chairman, and three of 
whom shall, upon the recommendation of the Civil 
Service Association of Ontario, be appointed by the 
Lieutenant Governor in Council who shall designate 
one of those appointees who is recommended by the 
Association for the purpose to act as vice-chairman. 
O. Reg. 23/59, s. 1, part. 


(2) Where the chairman and vice-chairman are 
unable to attend a meeting of the Council, the Treas- 
urer of Ontario shall appoint a member to act as chair- 
man of the meeting. O. Reg. 23/59, s. 1, part; O. Reg. 
245/60, s. 1 (1). 


(3) The Council shall appoint a secretary who shall 
not be a member of the Council, and it is the duty of 
the secretary to take minutes of the meetings, prepare 
reports and other material and assist in the establish- 
ment and operation of departmental and branch coun- 
cils, and to perform such other duties as are assigned 
by the Council. O. Reg. 23/59, s. 1, part. 


(4) Four members of the Council constitute a 
quorum. O. Reg. 245/60, s. 1 (2). 


(5) The Council may require the deputy minister 
of a department, or his designated representative, to 
attend a meeting of the Council to discuss matters 
pertaining to his department. 


(6) The Council may require any official in the 
civil service or in any governmental agency to give his 
opinion or supply information in respect of any matter 
requested by the Council. O. Reg. 23/59, s. 1, part. 


17. The functions of the Joint Advisory Council 
shall be, 


(a) to study and consider, with regard to the 
civil service, 


(i) the general principles governing ap- 
pointment, promotion, remuneration, 
vacations, hours of work, superannu- 
ation, and discipline, including suspen- 
sion and dismissal, 


(ii) the improvement of methods for carry- 
ing on the public business and the 
provision of means whereby the ideas 
and experienced of the members of the 
civil service may be considered and 
utilized, 


(iii) the development of a career service, 
including methods for training members 
of the civil service along lines that will 
better fit them for promotion and 
for charting and publicizing the avenues 
along which members of the civil 
service in various classifications may 
progress to higher positions within the 
service, and 


(iv) proposals for legislation affecting mem- 
bers of the civil service in relation to 
their employment; and 


(6) to make such recommendations as are deemed 
proper to the Executive Council, or to any 
other appropriate authority. O. Reg. 23/59, 
Srlsparis 


18.—(1) The Joint Advisory Council shall arrange 
for the establishment for each department of a depart- 
mental council and such branch councils as it deems 
necessary. 


(2) The Joint Advisory Council may appoint sub- 
committees of its members or of other persons or both 
for such purposes as it deems proper. O. Reg. 23/59, 
sols part: 


DEPARTMENTAL AND BRANCH COUNCILS 


19.—(1) Each departmental council and each 
branch council shall consist of six members, three of 
whom shall be appointed by the minister of the depart- 
ment and three of whom shall be elected by the civil 
servants in the department or branch for which the 
council is established. 


(2) A deputy minister is not eligible to serve on a 
council and the official in charge of the branch is not 
eligible to serve on a branch council. O. Reg. 23/59, 
Sy le reei an 


20.—(1) The Joint Advisory Council shall supervise 
the election of members to a council. 


(2) Subject to subsection 2 of section 19, every 
civil servant with at least one year of continuous 
service is eligible for election to the council of the 
department or branch in which he serves. 


(3) Every civil servant is eligible to vote in the 
election of members to the council of the department 
or branch in which he serves. 


(4) The vote shall be by secret ballot. 


(S) Where a council is first established, the members 
shall be appointed or elected in December to take office 
on the 1st day of January in the following year, and 


(a) of those appointed, one shall be appointed for 
a one-year term, one for a two-year term and 
one for a three-year term; and 


(b) of those elected, one shall be elected for a 
one-year term, one for a two-year term and one 
for a three-year term. O. Reg. 23/59, s. 1, 
part. 


(6) Each voter may vote for three candidates and, 


(a) the candidate who receives the greatest num- 
ber of votes is elected as a member for a three- 
year term; 


(b) the candiate who receives the second greatest 
number of votes is elected as a member for a 
two-year term; and 


(c) the candiate who receives the third greatest 
number of votes is elected as a member for a 
one-year term. O. Reg. 245/60, s. 2 (1). 
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(7) When the term of a member expires, the vacancy 
shall be filled by appointment or election, as the case 
may be, for a term of three years, made or held during 
the December at the end of which the term expires. 
O. Reg. 23/59, s. 1, part. 


(8) The Minister may appoint an alternate for each 
member appointed by him and the Joint Advisory 
Council may appoint an alternate for each elected 
member with the approval of the member, and the 
alternate may act for the member in his absence. 


(9) When a member of a council dies or resigns 
before the expiration of his term, 


(a) if the member was appointed, the minister 
may appoint a member for the unexpired 
term, OF 


(6) if the member was elected, the Joint Advisory 
Council, with the approval of the other 
elected members, may appoint a member to 
serve until the next annual election at which 
time the vacancy shall be filled by election. 


(10) An an annual election, each voter may vote 
for the number of candidates equal to the number of 
vacancies to be filled and, 


(a) the candidate who receives the greatest num- 
ber of votes is elected for the expired three- 
year term; 


(6) where there is one vacancy under clause b of 
subsection 9, the candidate who receives the 
second greatest number of votes is elected for 
the remainder of the unexpired term; and 


(c) where there are two vacancies under clause } 
of subsection 9, the candidate who receives the 
second greatest number of votes is elected for 
the vacancy with the greatest unexpired term 
and the candidate who receives the third 
greatest number of votes is elected for the 
vacancy with the shortest unexpired term. 


(11) Where the result of an election is a tie vote, 
the returning officer shall cast the deciding vote. 
O. Reg. 245/60, s. 2 (2). 


21.—(1) Each council shall meet at least once every 
three months at the call of the chairman. O. Reg. 
23/59, s. 1, part. 


(2) At the first meeting of a council in each year, 
a chairman and vice-chairman shall be elected from 
among its members and a secretary who is not a member 
shall be appointed. O. Reg. 245/60, s. 3 (1). 


(3) At least three days in advance of any meeting, 
the secretary shall send an agenda of the subjects 
for discussion to each of the members, and other items 
may be added at the discretion of the meeting. O. Reg. 
23/59, s. 1, part. 


(4) Four members of a council constitute a quorum. 
O. Reg. 245/60, s. 3 (2). 


22.—(1) The functions of departmental councils 
are, 


(a) to secure the greatest measure of co-operation 
between the administration and the staff in 
all matters affecting the department; 


(b) to study and consider the improvement of 
methods for carrying on the public business 
in the department and the provision of means 
whereby the ideas and experience of the mem- 
bers of the department staff may be considered 
and utilized; 
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(c) to discuss any matters pertaining to the well- 
being of the civil servants in the department 
and to make recommendations together with 
supporting facts to the appropriate authori- 
ties; 


(d) to make recommendations to the Joint Ad- 
visory Council on matters of general signi- 
ficance that involve the public service and 
that do not lie within the jurisdiction of the 
departmental council; and 


(e) to deal with any complaints, individual or 
otherwise, on matters within the authority and 
competence of a departmental or branch 
council. 


(2) Recommendations of a departmental council 
shall be signed by the chairman and vice-chairman 
and the civil servants directly concerned shall be in- 
formed of its contents. 


(3) The functions of a branch council are the 
same for the branch as those of a departmental council 
are for the department, except that its recommenda- 
tions shall be made to the departmental council or to 
the official in charge of the branch. O. Reg. 23/59, s. 1, 
part. 


BOARD OF REVIEW 


23.—(1) There shall be an advisory committee, to 
be known as the Civil Service Board of Review, com- 
posed of, 


(a) the chairman of the Commission or such 
other member or official of the Commission 
as the chairman of the Commission designates, 
who shall act as chairman of the Board; 


(b) one member to be appointed by the Ontario 
Civil Service Association; and 


(c) one member to be appointed by the Lieu- 
tenant Governor in Council. O. Reg. 176/57, 
Si. 


(2) Whenever it is proposed to dismiss a civil 
servant, the deputy minister of his department shall 
deliver to the civil servant a notice of the proposed 
dismissal, setting forth the reasons therefor and advising 
him of his right to a hearing before the Board. 


(3) A civil servant who has received a notice under 
subsection 2 and who believes he is being dismissed 
unjustly may, within ten days of the receipt of the 
notice, deliver to the chairman of the Board a notice of 
application to the Board, setting forth the reasons for 
his belief. O. Reg. 161/57, s. 1. 


(4) No recommendation for the dismissal of any 
civil servant shall be made to the Lieutenant Governor 
in Council until after the lapse of the time herein 
limited for delivery of the notice of application, or, 
where the notice has been delivered, until after the 
report of the Board has been considered by the minister 
concerned. 


(5) When a notice of application to the Board is 
filed, 


(a) the chairman of the Board shall deliver a copy 
thereof to the deputy minister concerned; 


(b) the deputy minister concerned shall deliver a 
copy of the notice of the proposed dismissal to 
the chairman of the Board; and 


(c) the chairman of the Board shall fix a time, 
which shall be not later than seven days after 
the delivery of the notice of application, anda 
place for the hearing, and shall deliver notice 
thereof to the civil servant and the deputy 
minister concerned. 


(6) The Board has all the powers that may be 
conferred upon a commissioner under The Public 
Inquiries Act. 


(7) When an application has been heard, the Board 
shall make a report of its findings to the minister con- 
cerned, and any recommendation to the Lieutenant 
Governor in Council for the dismissal of the civil 


servant shall be accompanied by the report of the 
Board. 


(8) A copy of the report of the Board shall be 
delivered to the civil servant by the deputy minister 
concerned, 


(a) when the minister or the Lieutenant Governor 
in Council decides against dismissal of the 
civil servant; or 


(b) when the Lieutenant Governor in Council dis- 
misses the civil servant. 


(9) The delivery of any document mentioned herein 
shall be effected by personal service or by sending it 
by registered mail addressed to the person to whom 
it is delivered at his latest known address. 


(10) Where a department has no deputy minister, 
the expression ‘‘deputy minister’ in this section means 
the senior officer of the department. 


(11) This section does not apply to civil servants, 
(a) whose period of service is less than one year; 


(6) who were not appointed by the Lieutenant 
Governor in Council; or 


(c) who are members of the Ontario Provincial 
Police Force. O. Reg. 135/53, s. 18 (3-10). 


Schedule 1 


Clerk Typist 1 

Clerk Typist 2 

Senior Clerk Typist 

Clerk Stenographer 1 
Clerk Stenographer 2 
Senior Clerk Stenographer 
Secretary 1 

Secretary 2 
Administrative Secretary. 


OANDAWE WHR 


O. Reg. 274/59, s. 1. 


Schedule 2 
1. Persons who are employed, 
(a) part-time; 
(b) in a consultative capacity; or 
(c) at hourly, daily or weekly rates of pay. 
2. Persons who resign or are dismissed before taking 
the oath of allegiance and the oath of office and 


secrecy. O. Reg. 135/53, Sched. 2; O. Reg. 88/55, 
Sal 
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1. In 
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Schedule 3 


the Department of Agriculture: 


i, Deputy Minister 
ii, President, Ontario Agricultural College 


. Principal, Ontario Veterinary College 

. Principal, Kemptville Agricultural School 

. Director, Western Ontario Agricultural School 
and Experimental Farm 


i. Director, Horticultural Experiment Station 


ie 


In 
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the Department of Highways: 


Deputy Minister 
. Personnel Officer 


iii. Chief Clerk 

», Executive Officer 

7, Chief Purchasing Officer 
i. Senior Solicitor 


. Financial Comptroller 
. Accountant 4, 5 and 6 
. Chief Engineer 


1 g J x. Engineer 4, 5, 6 and 7 
Vil. Chief Agricultural Officer xi. Director, Services Branch 
viii. Director of Extension xii. Director, Planning and Design Branch 
ix. Solicitor xiii. Director, Personnel Branch 
x. Chief Accountant xiv. Management of Operations 
xi, Personnel Officer xv. Superintendent of Properties 
xvi. Superintendent of Engineering Audits 
xvii. Inspector of Surveys 3 


2. In the Department of the Attorney General: 


. nue 8. In the Department of Labour: 
i. Deputy Minister 


ii. Crown Attorney 


i. Deputy Minister 
i. Clerk of the Peace 


il. Chief Accountant 


iv. Chief Accountant 
v. Personnel Officer : 
vi. Assistant Commissioner, Ontario Provincial 9. In the Department of Lands and Forests: 
Police : ee 
vii. Deputy Commissioner, Ontario Provincial i, Deputy Minister 
Police ii. Assistant Deputy Ministers 
viii. Police Executive Officer ili. Chief Forest Ranger 
iv. District Forester 


. Assistant District Forester 


; vi. Personnel Officer 
£3. In the Department of Economics: 


i. Deputy Minister 10. In the Department of Mines: 
ii. Director, Economic Statistics Branch 
iii. Director, Finance Branch 

. Director, Inter-Governmental Relations 


Branch 


i. Deputy Minister 
ii. Chief Accountant 
iii. Chief, Mining Lands Branch 


_ 
_ 


In the Department of Municipal Affairs: 
4. In the Department of Education: ' 
i. Deputy Minister 
i. Deputy Minister ii. Director, Special Projects Branch 

ji. Superintendent, Department of Education 


. Superintendent, Business Administration 


12. In the Department of Planning and Development: 


iv. Superintendent, Ontario School for the Deaf 
v. Assistant Superintendent, Ontario School for -D Minis 

the Deaf a re ee a ee ae) We. 
vi. Superintendent, Ontario School for the Blind ate poem pe OF ENE FLOVINCS G1 \IDEAFIO 19 
vii. Assistant Superintendent, Ontario School for  Solici 

the Blind ute renee 
viii. Principal, Provincial Technical Institute as em Aiea 
ix. Vice Principal, Ryerson Institute of Tech- pees EROS Cee 

7 vi. Personnel Assistant 


nology 
x. Principal, Teachers’ College 


xi. Director, Special Services 13. In the Department of the Prime Minister: 
xii. Personnel Officer 
i. Secretary of the Cabinet 
di. Executive Assistant to the Prime Minister 
5. In the Department of Energy Resources: iii, Clerk of the Executive Council 
i, Deputy Minister 14. In the Office of the Provincial Auditor: 
ii. Executive Officer 
i. Provincial Auditor 
ii. Assistant Provincial Auditor 
6. In the Department of Health: 
; AS 15. In the Department of the Provincial Secretary: 
i. Deputy Minister 
ii, Solicitor 4 we i. Deputy Minister 
ili. Hospital Business Administrator ii. Deputy Registrar General 
iv. Bursar, Psychiatric Hospital iii. Executive Officer, Registrar General’s Branch 
v. Laboratory Director 
vi. Medical Officer in charge of Tuberculosis Pre- 
vention Clinic 16. In the Department of Public Welfare: 
vii. Medical Officer in charge of Mental Health 
__, Clinics i. Deputy Minister 
viii. Head Clerk, Laboratory Division ii. Personnel officer 


ix. Personnel Officer iii. Personnel Assistant 
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17. In the Department of Public Works: 


18. 


19. 


20. 


i. Deputy Minister 

ii. Assistant to the Deputy Minister 
iii. Principal Clerk 

iv. Personnel Officer 

v. Personnel Assistant 

vi. Construction Superintendent 2 
vil. Construction Superintendent 3 


In the Department of Reform Institutions: 


i. Deputy Minister 

ii. Superintendent 
iii. Jailers of the Territorial Districts of Ontario 
iv. Executive Officer 


In the Department of Transport: 


i. Deputy Minister 
ii. Registrar of Motor Vehicles 
iii. Assistant Registrar of Motor Vehicles 
iv. Chief Examiner 
v. Personnel Officer 
vi. Chairman, Ontario Highway Transport Board 


In the Department of Travel and Publicity: 
i. Deputy Minister 


ii. Director 
iii. Chief Accountant 


Zale 


De 


Wisk 
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In the Treasury Department: 


i. Deputy Provincial Treasurer 
il. Comptroller of Finances 
ii. Executive Officer and Departmental Secretary 
iv. Director, Savings Office Branch 
v. Assistant Director, Savings Office Branch 


In the Liquor Control Board of Ontario: 
i. Comptroller 

i. Chief Accountant 

it. Director of Personnel 


iv. Supervisor of Stores 
v. Warehouse Superintendent 


In the Liquor Licence Board: 
i. Registrar 
il. Chief Licence Inspector 
In the Civil Service Commission: 


i. Commissioners 


In the Public Service Superannuation Board: 


i. Secretary O. Reg. 274/59, s. 2. 
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Form 1 
The Public Service Act 


REGISTER 


ee Bape had oh cba chil cece ah Teens Seah Te re 0 a RS CULL ee ee ee a nye Ce 


(permanent or temporary ) 


Date 


Apr. 
May 


June 


July 


Aug. 


Sept. 
Oct. 

Nov. 
Dec. 


Jan. 
Feb. 
Mar. 


Totals 


Credit 


Pay Pay Pay Pay Pay Pay 


Compassionate or 
Absence caused Special Leave Total Leave Vacation 
by Sickness of Absence Absence of Absence Leave 

Without | of 
Leave Absence 
With | Without | With | Without With | Without 


O. Reg. 135/53, Form 1 


Reg. 526 


Department of 


Branch or Office 


PUBLIC SERVICE 563 


Form 2 
The Public Service Act 


ATTENDANCE REGISTER 


A.M.—in 


Noon—out Noon—in P.M.—out 
Remarks 


Signature 


Time 


Signature | Time | Signature Time | Signature | Time 


O. Reg. 135/53, Form 2. 
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Form 3 
The Public Service Act 
PERSONAL ATTENDANCE REGISTER 
1 EVGYS RUCeVel otal 0 hay ec a a ean eM pre-e eR ore Me eal oe eles See olsctes icecahagd Gots Ganka A craueee. 5 asc. Ae ORAM raPlEA che: Caer NDMER RSs OI 
IN EAST a ee eae ee ae Tre meen oe nA Ao raced. | Rapes nd Ne dit nen: oA ACER” AG MR GION one Dic oni) SE OM A aS 
LIB YTB cies coe rae se aR eee ete a Ta een Rae Bee EPO ES eI EON N GA CERIN Jas 14 r Rope irre ear oir aan pene Qc 
PERTAIN GU perspec aS Sed STE Bah ge ta Ay Savard yea OMENSE I Fie tev OS Vena SRS eRe EMRE ties zt Or oes Receten ie GR er pe a a RNG renee 
Location Commenced Work Noon Hour Ceased Work 
.M. P.M. 

TY Cohn Sener tae a Fern tat cate ae ae, <r pO Res Pere PE erate Cree Roar Ln ers csesincs-o Lay aren ASS Usa Nel| tea ECR CE tor OmGOUNTO 1D -CNoCHE 
LNW Ea eres eA a Ne 2 ia anata tata Feral esa ae a OA ARR Pt str Cert art Nearer ue RP ic: $e Tarlac es Gy PEMA ORC CHC8s OC 
EES Leeper racer cr ak Uae tS eager ts es Oe RD Cg MERE Se atria rhrer so nbc tee ohh caren (meant 4 Osea rab Cec serey ey Orie Ca 
lO UT Soeur ae ener Rak Bacchi cera tee aren nN ct eR feos eof cea Pe rai cf oh a cu Narn ci Ropar ncucheaeeroecuncornencsrs 
| gl ape ards Pes OA Ys cerry Peta eee et CRON rae REE a ree ee incre aA carr gens CCE eH aU CHAD CoPat yasNT GAC 
Sat 


THIS IS TO CERTIFY that I have been in full attendance at my departmental duties during the week in 
question with the exceptions and for the reasons noted below: 


(date) 


(signature) 


O. Reg. 135/53, Form 3. 
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Form 4 
The Public Service Act 


Deparuinemt ores ae eeeese a ee NMOS: Ae ene eee ee 5a ee 
ATTENDANCE REPORT 
Branch on Offices... ae 


Name |1/2/3)4)5 1/6] 7) 8) 9 |10)11)12/13)14)15)16)17| 18] 19)20)21)22|23/24/25|26/27/28)29|30/31)| Total || marks 


Deputy Minister 
O. Reg. 135/53, Form 4. 
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Regulation 527 


under The Public Service Act 


GRIEVANCE PROCEDURE 
1. In this Regulation, 


(a) “Board” means the Public Service Grievance 
Board; 


(b) “deputy minister’’ includes the administrative 
head of any board or commission of the 
government of Ontario whose duties are not 
supervised by a deputy minister; 


(c) “employee association’? means a duly con- 
stituted association of public servants which 
has for one of its purposes the representation 
of public servants in matters relating to 
employment and to which the majority of 
the public servants belong; 


(d) “employee representative’ means a person 
who is the nominee of a public servant or of 
an employee association selected by the public 
servant and nominated to act on his behalf 
in respect of a grievance; 


(e) “grievance’’ means any complaint made by a 
public servant in respect of working conditions 
or terms of employment in the department, 
board or commission in which he is employed; 


(f) “public servant’”” means a person employed 
continuously by a department, board or 
commission of the government of Ontario 
for a period of at least six months. O. Reg. 
DISS OV AGS ip 


2. A board is established to be known as the 
Public Service Grievance Board, composed of not less 
than three members appointed by the Lieutenant 
Governor in Council who shall designate one of the 
members as Chairman. O. Reg. 256/59, s. 2. 


3. A public servant may present a grievance under 
this Regulation personally or may be represented or 
assisted by an employee representative. O. Reg. 
256/59, s. 3. 


4.—(1) Any public servant with a grievance may, 
within fourteen days of his becoming aware of the 
grievance, present it to his supervisor, and the public 
servant and his supervisor shall endeavour to resolve 
the grievance by informal discussion. 


(2) If the grievance is not resolved under sub- 
section 1, the public servant may present the grievance 
in writing to the supervisor within fourteen days 
of the date of the informal discussion and the super- 
visor shall give his decision in writing to the public 
servant within seven days of the presentation. O. Reg. 
256/59, s. 4. 


5.—(1) If the public servant is not satisfied with 
the decision of his supervisor, or if he does not receive 
the decision within the specified time limit, he may 
present his grievance in writing within seven days, 


(a) of the date he received the decision; or 
(6) of the date on which the time limit expired, 
as the case may be, to a person or persons, other than 


the supervisor, designated by his deputy minister for 
the purpose. 


(2) The person or persons designated by the 
deputy minister under subsection 1 shall give the public 
servant his or their decision in writing within seven 
days of the presentation. O. Reg. 256/59, s. 5. 


6.—(1) If the public servant is not satisfied with 
the decision of the person or persons designated by the 
deputy minister, or if he does not receive a written 
decision in respect of the grievance from such person 
or persons within the specified time limit, he may 
present his grievance in writing to the deputy minister 
within seven days, 


(a) of the date he received the decision; or 
(b) of the date on which the time limit expired, 
as the case may be. 


(2) The deputy minister shall give his decision in 
writing to the public servant within fourteen days of 
the presentation. O. Reg. 256/59, s. 6. 


7.—(1) If the public servant is not satisfied with 
the decision of the deputy minister in a grievance 
relating to classification or concerning a promotion to 
a higher classification, or if he does not receive notice 
of the decision within the specified time limit, he may 
apply in writing to the Civil Service Commission within 
seven days, 


(a) of the date he received the decision; or 
(b) of the date the time limit expired, 
as the case may be, for a hearing of the grievance. 


(2) If the public servant is not satished with the 
decision of the deputy minister in a grievance other 
than one to which subsection 1 applies or if he does 
not receive notice of the decision within the specified 
time limit, he may apply in writing to the Board 
within seven days, 


(a) of the date he received the decision; or 
(b) of the date the time limit expired, 


as the case may be, for a hearing of the grievance. 


O. Reg. 256/59, s. 7. 


8. Where an application under section 7 is made 
to the Board or the Commission for the hearing of 
a grievance, the Board or the Commission, as the case 
may be, shall hold a hearing within one month of 
the date of the application and, at least fourteen 
days before the hearing, shall notify the public servant, 
the employee association and the deputy minister 
concerned of the date, time and place of hearing. 
O. Reg. 256/59, s. 8. 


9. The decision of the Board or the Commission in 
respect of a grievance shall be communicated in writing 
personally or by registered mail to the public servant, 
the employee association and the minister and deputy 
minister of the department, board or commission con- 
cerned. O. Reg. 256/59, s. 9. 


10. Where, at a hearing of a grievance before the 
Board, the interpretation of any legislation, regulation 
or rule relevant to the grievance is disputed, the Board 
may request the Attorney General for a_ written 
opinion. QO. Reg. 256/59, s. 10. 


Reg. 527 PUBLIC 


11. The determination of a grievance by the Board 
or by the Commission is final. O. Reg. 256/59, s. 11. 


12. Upon any hearing under this Regulation, the 
Board has all the powers that may be conferred upon 
a commissioner under The Public Inquiries Act. 
O. Reg. 256/59, s. 12. 


13. The Board or the Commission may, of its own 
motion, 


SERVICE 567 


(a) abridge the procedure set out in this Regu- 
lation and hear the grievance at any time 
under section 8; or 


(6) extend the time limits specified in this 
Regulation, 


in respect of a grievance for which application for a 
hearing may be made to the Board or the Commission 
under section 7. O. Reg. 256/59, s. 13. 
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Regulation 528 


under The Public Service Superannuation Act 


GENERAL 


1. Each of the following branches of the civil service is designated for the purposes of subsection 2 of 
section 8 of the Act: 


1. The Province of Ontario Savings Office. 

2. Office of the Commissioner of Agricultural Loans. 

3. Office of the Public Trustee. 

4. Office of the Official Guardian. 

5. Office of the Accountant of the Supreme Court of Ontario. O. Reg. 135/53, s. 19. 


2. The following boards or commissions are designated as boards or Commissions to which Part I of the 
Act applies: 


1. The Liquor Control Board of Ontario. 
2. The Liquor Licence Board of Ontario. 
3. The Niagara Parks Commission. 
4 


. The Teachers’ Superannuation Commission. 


n 


. The Alcoholism Research Foundation. O. Reg. 135/53, s. 20; O. Reg. 24/59, s. 1. 
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Regulation 529 


under The Public Trustee Act 


GENERAL 


1. With the approval of the Advisory Committee, 
charges may be made for the services rendered by the 
Public Trustee in the management of the property or 
estates under The Mental Hospitals Act and The 
Charities Accounting Act. C.R.O. 1950, Reg. 496, 
s. 4, revised. 


2. The Public Trustee may deduct from the 
property or estates coming into his hands under The 
Crown Administration of Estates Act all disbursements 
made by him with respect to such estates and an 
amount not exceeding 5 per cent of the total value of 
such property or estate. C.R.O. 1950, Reg. 496, s. 5. 


3. With the approval of the Lieutenant Governor 
in Council, the Public Trustee may deduct from the 
property or estates coming into his hands under The 
Escheats Act all disbursements made by him with 
respect to such estates and an amount not exceeding 
10 per cent of the total value of such property or 
estate. C.R.O. 1950, Reg. 496, s. 6. 


4. Payments shall be made by cheque signed by 
the Attorney General or the Public Trustee and 
countersigned by the Chief Accountant or Assistant 
Accountant. C.R.O. 1950, Reg. 496, s. 7. 


5.—(1) Interest shall not be credited to any funds 
unless the funds have been in the hands of the Public 
Trustee for one month and then only at the rate of 
3 per cent per annum on the minimum quarterly 
balance exceeding $500. C.R.O. 1950, Reg. 496, s. 8, 
part. 


(2) Interest shall be computed from the ist day of 
the month next after the month in which the money 
was received by the Public Trustee to the last day of 
the quarter preceding the date of payment out but, in 
respect of Crown estates being administered by the 
Public Trustee, the interest allowed shall be at the rate 
of 144 percent perannum. C.R.O. 1950, Reg. 496, s. 8, 
part. 


6. Notwithstanding section 8, interest shall be 
allowed on money held by the Public Trustee under 
The Child Welfare Act, upon the minimum quarterly 
balance of each account of whatever amount and at a 
rate fixed by the Advisory Board from time to time, 
but not to exceed in any event 3 per cent per annum. 
C.R.O. 1950, Reg. 496, s. 8a. 


7. Money transferred to the credit of the Escheats 
Fund shall cease to bear interest. C.R.O. 1950, 
Reg. 496, s. 9. 


8. Surplus income from investments made by the 
Public Trustee shall from time to time be placed to the 
credit of the Public Trustee Administration Fund. 
C.R.O. 1950, Reg. 496, s. 10. 


9. All books and records shall be kept as the 
Minister directs, and the forms used for directions and 
cheques are subject to his approval. C.R.O. 1950, 
Reg. 496, s. 12. 


10. An auditor shall be appointed by the Minister 
and shall act in accordance with instructions received 
from the Minister. C.R.O. 1950, Reg. 496, s. 13. 


11. An assurance fund shall be established by trans- 
fer from the Public Trustee Administration Fund of 
such amounts as the Advisory Committee from time 
to time deems proper. C.R.O. 1950, Reg. 496, s. 14. 


12. At the end of each month an amount equal to 
the salaries and expenses of the Public Trustee’s Office 
for such month shall be paid to the Treasurer of Ontario 
out of the Public Trustee Administration Fund. 
C.R.O. 1950, Reg. 496, s. 16. 


_13.—(1) A committee is constituted for the super- 
vision of the investments or other dealings with 
property by the Public Trustee. 


(2) The committee shall serve without remunera- 
tion. O. Reg. 168/57, s. 1. 


14.—(1) Applications to the Surrogate Court for 
Letters of Administration in favour of the Public 
Trustee shall be made in accordance with the forms 
hereto. 


(2) Form 2 shall be filed in duplicate and the 
Surrogate Registrar shall forthwith, upon receipt 
thereof, forward the duplicate original to the Treasurer 
of Ontario for the purposes of The Succession Duty Act. 
C.R.O. 1950, Reg. 497. 


Form 1 
INSEE SURROGATES COURTS OF maa. crreeae 
PNG MATTERS ORze cri cere Acetone ie atest net tarseieeate 
ES Ane Gin CeO Oe TE Ora aio took Deceased, 


THE PETITION of the Public Trustee for Ontario 
SHOWETH 


DDT at ios cease ter ern ccc erst ah aes a batene toner sirens Ta ate ah eteemvarokouorsee 
laterof thetencce nis Olefin ier etree seiacenetomerenns : 
in. the: County Of: payers. cuss cistalervetass eekogeusere rokoayes ; 
Le Lone net Meas SaVeiC Uatoretemel eeenrvere al Nero , deceased, 
died on or about the...... day: Of. sate asa eeeneins ; 
ih irene, pacie BEN ds etna pan cae Of Syren een ees : 
ie thes County .otcrsec ere ee , and that the 
said deceased at the time of h...... death hadh..... 
fixed placeof abode’at thes 2... . 1. « ster -toe unter 
Nicictiectteco ath Soe eee OL Eas Tarrio ee tate Rio hs Iie 


ini the, County: OF seers we attest soyeren chat ahaha scaler cisraerer. Eye eats 


2. The deceased left no will, codicil or testamentary 
paper whatsoever. 


3. The deceased left h.... surviving the following 
and no other next of kin and heirs-at-law, namely: 


5/2. PUBLIC TRUSTEE Reg. 529 
Oley bite eee LsthGeryes secre aree o) ieee eee 

Name in Full Relationship | Age Address 
el eae a (Pas alt Ma -) RE and had at the time of... 
Geathihy. wu... fixed place of abode at the............ 
Ol aenee irc ore wns eee aAe AMC ciceeier ae Ode Leas : 
and intestate, and left h...... surviving the following 


4. The Public Trustee claims to be entitled to 
administration of the estate pursuant to The Public 
Trustee Act. 


5. That the value of the whole property of the 


SAI GLAECEASEC a etaero era setare vo ects terra ate ite eae Teravans erate : 
which h.... in any way died possessed of or entitled to 
HSIoict ary 9 SME Re aN ae Be epee fe ieee a rh dollars, 
GOMSISUIN Ge nOltin traces cee RA Ache Tae o Ge dollars, 
PCLSO MAI Uy; FAM Gis os eteueh ety las focal eneuevoue oneverehalevanerer dollars, 
realty. 


6. Wherefore the Public Trustee prays that ad- 
MUIMISEKA LION Olt Gg rrar eae aie eee Seta iets gh -toucit one cent c 


property of the said deceased may be granted and 
committed to him. 


Dated thes... +c... Cayrors.. ccna eine etae eee ron 


Solicitor for Public Trustee 


C.R.O. 1950, Reg. 497, Sched. A. 


Form 2 
IN THE SURROGATE COURT OF DHE? te: ... 


PN THE ESTATE OR .jacasciine 2 4 n10 i arcws aon pines lance eee eae 


OMERCACTE VOL Rt) u lax ceed oeyeciers sere the Chios tie ccna 
TREMOR NO UME Ys Ole trina rte ina tortie eras ae vag 
LEG (Uh = GCM TARGA Ca RNG Oe I EEN ehh oe 
make oath and say: 

1. That the Public Trustee is the applicant for 


grant of administration to the property of............ 
the said deceased. 


2. That I am informed and believe that.......... 


Hate On ERG c ac.dtapiscoeurvaat sent OGlis. b cca Seek : 
these enya as Lie Hie os RSet beeen e082. ; 
deceased, died on or about the.............. day of 
MS ee lOhed 5 tat rahe te aseoeen ee cae, fie 


and no other next of kin and heirs-at-law, namely: 


Name in Full Relationship | Age Address 


3. That the Public Trustee is entitled to Letters 
of Administration pursuant to The Public Trustee Act. 


4. I am informed and believe that the value of 


the whole property of the said deceased, which h.... 
in any way died possessed of or entitled to is the sum 


Olja: s-carelc owe. Sai one Loxintaes = eee dollars, 
CONSISHIMO Olas ia geese sae Cerne mcr met aiereer dollars, 
personalty, ander wt sth acces Scho aerate ask dollars, 


realty, as shown in the attached inventory. 


5. That I am informed and believe that the de- 
ceased died without leaving any will, codicil or testa- 
mentary paper whatsoever. 


6. That the Public Trustee will faithfully ad- 
minister the property of the said deceased by paying 


h.... just debts, and distributing the residue (if any) 


of h.... estate according to law, and will exhibit under 
oath a true and perfect inventory of all and singular 
the said property of the said deceased, and render a 
just and true account of its administration whenever 
required by law so to do. 


SWORN BEFORE me at the 


A Commissioner, etc. 


This Affidavit is filed on 
behalf of the Applicant 


Solicitor 


C.R.O. 1950, Reg. 497, Sched. B. 
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Inventory attached to Form 2 


INSEE SURROGATE COUR Obi errant. 


[Ny THEV ESTAR ROH Mee ie tater oo heel tes ee 


el wy 6) 0:9) 16) se) lel On. 9) wdel-n iw Slaiie) fie. © eiie./s\'9\'01 0. (mi @, #8 (8) \0) 4), (eh 0) 


INVENTORY AND VALUATION of the real and personal 


property of the said deceased. 


General Description of Property 


@lothingyandt iewellenyeee-- es eee 
Household Goods and Furniture....... 
Farming Implements, etc.............. 
Stockeinsiiradesto...4 oe see re nie Ae 


Cattle Aerie cn keto cetearers 
Sheemand Swineseeseer 5 oe eee 
Book Debts and Promissory Notes..... 
Moneys Secured by Mortgage......... 
Moneys Secured by Life Insurance..... 
BankeStockand! Other Stocksay- eee 
Securities Lor dvi Onmeymen neers te eee ate 
@ashton Hand. 2.52 fee eee 


Other Personal Property not before men- 
tioned) (ifvaiy)n.2 2: sete ee ee ae 
Reéalebstatethat ahs oysect anor ptrcis che 


ele! salle ie) *, (©) 10) aireiveiie; stehalie) ot’! sine) fei ols) (sive si wrraiceis ke) (el eifa: 


@alie\ieutaiia! 6. ¢\-6) 18, \ (oe jetieuel el s/s) 6. 81/6) |e) ¢).<\(s)/aiei ete ies, sie: 6 


Value or 
Amount 


C.R.O. 1950, Reg. 497, Sched. B, Inventory. 
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Regulation 530 


under The Public Venicles Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) ‘‘chartered trip’’ means one specific trip for 
which a public vehicle is engaged, hired or 
chartered for the transportation exclusively of 
a group of persons and for which one fare or 
charge only is collected; 


(b) ‘Class A highway”? means the King’s High- 
way; / 


(c) “Class B highway” means a highway other 
than, 


(i) the King’s Highway, 


(ii) a highway under the jurisdiction of The 
Niagara Parks Commission, and 


(iii) a highway under the jurisdiction of the 
council of a city, town or village; 


(d) “‘licensee’’ means the holder of an operating 
licence; 


(e) “school bus” means a public vehicle for which 
a licence is issued restricting the use of the bus 
to school purposes only; 


(f) “special trip’’ means a trip, not being a char- 
tered trip, on which a public vehicle is operated 
to convey passengers at a time and to a point 
not shown on a time-table of the licensee that 
is filed with the Department. C.R.O. 1950, 
Reg. 346, s. 1. 


PUBLIC VEHICLE OPERATING LICENCES 


2.—(1) An operating licence authorizes the licensee 
to®conduct upon a highway by means of a public 
vehicle the business of a carrier of passengers or 
passengers and express freight, subject to the Act, 
this Regulation and the terms and conditions of the 
licence. 


(2) An operating licence expires on the ist day of 
July in each year unless on or before that day the 
licensee has applied for and acquired vehicle licences 
for the current year. 


(3) Where the licensee has acquired his vehicle 
licences as provided in subsection 2, his operating 
licence shall be deemed to be renewed. 


(4) An application for an operating licence shall be 
in Form 1. C.R.O. 1950, Reg. 346, s. 2. 


3.—(1) An operating licence other than a school- 
bus operating licence shall be in Form 2. 


(2) A school-bus operating licence shall be in Form 
Sm (CRO M1 950 Reos4Onces: 


4.—(1) An application for the transfer of an oper- 
ating licence shall be in Form 4 and shall be signed by 
the licensee and by the applicant. 


(2) The application shall be accompanied by, 


(a) a copy of the agreement between the licensee 
and the applicant that covers the sale of the 
business, equipment, vehicles and vehicle 
licences; and 


(6) a statutory declaration showing the liabilities, 
if any, of the licensee, and showing how those 
liabilities are to be liquidated. C.R.O. 1950, 
Reg. 346, s. 4. 


PUBLIC VEHICLE LICENCES 


5.—(1) A vehicle licence authorizes the holder 
to operate the vehicle for which it is issued as a public 
vehicle on the highways designated in his operating 
licence. 


(2) A vehicle licence expires on the 31st day of 
March in each year. 


(3) No vehicle licence shall be issued for a public 
vehicle except to the person registered as the owner 
of the vehicle under The Highway Traffic Act. C.R.O. 
1950, Reg. 346, s. 5. 


6.—(1) A vehicle licence for a vehicle other than 
a school bus shall be in Form 5. 


(2) A vehicle licence for a school bus shall be in 
Form 6. C.R.O. 1950, Reg. 346, s. 6. 


7.—(1) No person shall display any public vehicle 
licence plate issued under the Act on any vehicle other 
than that for which the licence plate was issued. 


(2) No vehicle licence or licence plate shall be 
transferred unless the vehicle for which the licence 
was issued is sold to the transferee and unless the 
transferee holds an operating licence. C.R.O. 1950, 
Reg. 346, s. 7. 


8. A vehicle licence shall be framed and the face 
thereof protected by a transparent cover and shall be 
displayed at all times in a conspicious place in the 
vehicle for which it was issued. C.R.O. 1950, Reg. 346, 
s. 8. 


FEES 


9.—(1) A licensee shall pay to the Minister fees for 
each named month’s operations on or before the 15th 
day of the next succeeding month. 


(2) The fees are 1/20 cent a passenger mile of 
travel over a Class A highway and 1/30 cent a pas- 
senger mile of travel over a Class B highway. 


(3) Passenger miles of travel shall be computed, 
(a) in the case of scheduled trips, by multiplying, 


(i) the seating capacity of each vehicle 
operated, or 


(ii) the average seating capacity where two 
or more vehicles having different seat- 
ing capacities are operated, 


by the number of miles travelled in the month; 


(b) in the case of a chartered trip or a special trip, 
by multiplying the seating capacity of each 
vehicle used by the number of miles actually 
travelled on the trip each way. 
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(4) Seating capacity shall be computed by dividing 
by eighteen the aggregate length in inches of all seats 
provided for passengers, but where a seat is designed 
for the accommodation of one or two passengers only 
the actual aggregate number of passenger seats shall 
be used. 


(5) Where more than one vehicle is operated on a 
scheduled trip, the licensee shall forward to the Depart- 
ment on the day following the trip a report indicating 
the number of vehicles. C.R.O. 1950, Reg. 346, s. 9. 


10. Section 9 does not apply to, 
(a) school buses; and 


(b) public vehicles owned by non-residents of 
Ontario and, 


(i) operated in Ontario on a_ scheduled 
service originating outside Ontario only 
within ten miles of the provincial 
boundary, or 


(ii) operated in Ontario exclusively on 
chartered trips originating outside 
Ontario, 


if the province or state of the non-residents 
grants similar exemptions and privileges for 
public vehicles owned by residents of Ontario. 
C.R.O. 1950, Reg. 346, s. 10. 


TIME-TABLES 


11.—(1) A licensee shall file with the Department 
a time-table showing the scheduled times of arrival 
and departure of public vehicles and the number of 
trips made daily over each route, and the time-table 
shall not become operative until so filed and notice of 
filing has been received by the licensee. 


_ (2) A licensee shall adhere to the time-table filed 
with the Department. 


(3) A licensee shall not permit a public vehicle to 
leave or pass any point except in accordance with the 
filed time-table. C.R.O. 1950, Reg. 346, s. 11. 


CHARTERED TRIPS, SPECIAL TRIPS AND SCHOOL BUSES 


_ 12.—(1) Unless prohibited by the terms and con- 
ditions of his operating licence, a licensee may operate a 
public vehicle on any chartered trip originating from, 


(a) a point on the highway designated in his 
licence; or 


(b) any other point, including a point on the high- 
way of another licensee, if that other licensee 
does not store or maintain a public vehicle at 
that point or within ten miles of that point. 


(2) No licensee shall operate chartered trips in such 
a manner as to constitute a recurring service. C.R.O. 
1950, Reg. 346, s. 12. 


13. Except as provided in subsection 1 of section 12, 
no person shall operate a public vehicle on a chartered 
or special trip without a special licence therefor in 
Form 7. C.R.O. 1950, Reg. 346, s. 13 (1, 2). 


14. A licensee who operates a public vehicle on a 
chartered or special trip shall transmit a report thereof 
to the Department on the day following the trip. 
C.R.O. 1950, Reg. 346, s. 14. 


15.—(1) While operated on a chartered or special 
trip, a public vehicle shall have exposed on the front 
thereof a sign marked ‘‘chartered” or ‘‘special’’, as 
the case may be, and the driver shall have in his 
possession and produce, when so required, to an officer 
of the Department or a member of the Ontario Pro- 
vincial Police Force a copy of the report under section 
14 ‘C.R.O-1950;"Reg. 346; 's215'619: 


(2) While operated on a highway, a school bus 
shall have exposed on the front and rear thereof a sign 
of a colour distinct from that of the body of the vehicle 
and bearing the words ‘‘school bus’’ printed in letters 
not less than eight inches high. O. Reg. 66/51, s. 1. 


SERVICE 


16. No licensee shall operate a public vehicle on a 
highway other than that described in his operating 
licence, unless the highway so described is temporarily 
impassable. C.R.O.41950, Reg. 346, s. 16. 


17. When a public vehicle is disabled during a trip, 
the licensee shall arrange immediately to transport the 
passengers therein to the destination to which they 
were being carried by the vheicle. C.R.O. 1950, 
Reg. 346, s. 17. 


18.—(1) A licensee shall not discontinue any sche- 
duled service except after giving the Department ten 
days’ written notice of his intetttion to do so. 


(2) The Minister may cancel or suspend an operat- 
ing licence where the licensee, 


(a) fails to begin service within thirty days after 
the issue of the licence or within such further 
period as is specified in the licence; or 


(b) fails for a continuous period of thirty days to 
give any service authorized by the licence. 


(3) Where a scheduled service is discontinued for 
more than twenty-four hours, the licensee shall give, 


(a) a written report to the Department ;fand 
(b) a notice to the public in the area affected, 


indicating the cause of the discontinuance and its prob- 
able duration. 


(4) The notice under subsection 3 shall be given 
by publication in a newspaper published in the area 
affected and by posting up at the scheduled stopping- 
places on the highway of the discontinued service. 
C.R.O. 1950, Reg. 346, s. 18. 


INSURANCE 


19.—(1) A licensee shall carry for each vehicle 
operated by him the following insurance with an insurer 
authorized toftransact the insurance in Ontario: 


1. At least $10,000, exclusive of interest and 
costs, against loss or damage resulting from 
bodily injury to or death of any one person 
other than a passenger and, subject to such 
minimum for any one person so killed or 
injured, at least $20,000, exclusive of interest 
and costs, against loss or damage resulting 
from bodily injury to or death of two or more 
persons other than passengers in the same 
accident. 


2. At least $5,000, exclusive of interest and 
costs, for damage resulting from any one 
accident to property other than property 
carried by the public vehicle. 


io) 


At least $10,000 against loss or damage 
resulting from bodily injury to or death of 
any one passenger. 


4. For a vehicle with the seating capacity in 
column 2 the amount against loss or damage 
resulting from bodily injury to or death of 
passengers that is set opposite thereto in 
column 1 of the following Table: 


Reg. 530 
TABLE 
CoLumMN 1 CoLuMN 2 
Seating capacity for 
Item Amount passengers of each 
vehicle 
1 $ 70,000 1 to 7 passengers 
Z 100,000 8 to 12 passengers 
gy 150,000 13 to 20 passengers 
4 200,000 21 to 30 passengers 
5 300,000 31 or more passengers 
aie | ant IO tote 


5. At least $1,000 for damage to property of all 
passengers. 


(2) Paragraph 5 of subsection 1 does not apply to 
school buses. 


(3) Where a licensee is not a resident of Ontario, | 


the insurance required by subsection 1 may be carried 
with an insurer who is authorized to transact the 
insurance in the state or province in which the licensee 
resides, if the insurer files with the Registrar of Motor 
Vehicles, 


(a) a power of attorney authorizing the Registrar 
to accept service of notice or process for itself 
and for its insured in any action or proceeding 
arising out of a motor vehicle accident in 
Ontario; 


(b) an undertaking to appear in any such action 
or proceeding of which it has knowledge; and 


(c) an undertaking not to set up as a defence 
to any claim, action or proceeding under a 
motor vehicle liability policy issued by it a 
defence that might not be set up if the policy 
had been issued in Ontario in accordance with 
the law of Ontario that relates to motor 
vehicle liability policies, and to satisfy up to 
the limits of liability stated in the policy any 
judgment rendered and become final against 
it or its insured by a court in Ontario in any 
such action or proceeding. 


(4) In lieu of the insurance required by subsection 1, 
a licensee may file a bond in a form and amount that 
in the opinion of the Minister affords equivalent 
security for the protection of the public. O. Reg. 
31/58, s. 1. 


VEHICLES AND DRIVERS 


20. A driver of a public vehicle shall be eighteen 
years of age or over, of good moral character and com- 
petent to operate the vehicle under his charge. C.R.O. 
Reg. 346, s. 20. 


21. A licensee shall maintain each of his public 
vehicles in a safe and sanitary condition. C.R.O. 
1950, Reg. 346, s. 21. 


22. Where a public vehicle is used for the trans- 
portation of passengers or express freight, the licensee 
shall provide accommodation therefor so that there 
is no interference with the free and ready ingress and 
egress of passengers to and from the vehicle, and the 
accommodation shall be so constructed as to prevent 
the property or freight from injuring a passenger. 
C.R.O. 1950, Reg. 346, s. 22. 


23. A public vehicle shall be equipped with a speed- 
ometer, which shall be maintained in effective working 
order and located at a convenient place on the instru- 
ment board. C.R.O. 1950, Reg. 346, s. 23. 


PUBLIC VEHICLES 
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24.—(1) A public vehicle shall be equipped with 
an adequate fire-extinguisher. 


(2) The fire-extinguisher shall be kept in effective 
working order and shall be securely mounted in a 
bracket provided therefor at a place readily accessible 
to the driver in the forward part of the vehicle near 
the entrance. C.R.O. 1950, Reg. 346, s. 24. 


25. A public vehicle shall be equipped with one 
or more lights within the vehicle that are so arranged 
as to provide adequate lighting for the whole of the 
interior of the vehicle, and the light or lights shall be 
kept constantly lighted between sunset and sunrise 
when there are passengers in the vehicle. C.R.O. 
1950, Reg. 346, s. 25. 


26.—(1) A public vehicle shall be equipped with, 


(a) such emergency and spare equipment and 
tools as are likely to be required for replace- 
ment or use on a trip; and 


(b) an axe secured in such a manner and place 
within the vehicle as to be readily accessible 
in an emergency. C.R.O. 1950, Reg. 346, 
Ss 203 


27. A member of the Ontario Provincial Police 
Force or an officer of the Department may examine, at 
any reasonable time, any public vehicle, its contents 
and equipment. C.R.O. 1950, Reg. 346, s. 27. 


GENERAL 


28. A licensee shall file with the Department a 
tariff of tolls and any revision thereof, for the approval 
of the Minister. C.R.O. 1950, Reg. 346, s. 28. 


29. A licensee shall keep a record of, 


(a) the hours of labour of all drivers and the 
vehicle or vehicles driven by each during 
those hours; 


(b) the operation of each public vehicle, showing 
each trip on which it is operated; and 


(c) every chartered or special trip operated by the 
licensee, showing the seating capacity of the 
vehicle used on the trip and the date and 
terminals of the trip, 


and shall make the records available at any reasonable 
time within one year of the making thereof for inspec- 
tion by an officer of the Department. C.R.O. 1950, 
Reg. 346, s. 29. 


30. No licensee shall display any advertising sign 
or device on the outside of any of his public vehicles. 
C.R.O. 1950, Reg. 346, s. 30. 


31. An applicant for an operating licence shall file 
with the Department a certificate of the Workmen's 
Compensation Board, certifying that he has provision- 
ally complied with The Workmen's Compensation Act. 
C.R.O. 1950, Reg. 346, s. 31. 


32. It is a condition of an operating licence that an 
officer of the Department may at any reasonable time 
examine all books, records and documents used with 
respect to the business of operating public vehicles of 
the holder of an operating licence. C.R.O. 1950, 
Reg. 346, s. 32. 


33. The powers and duties of the Minister under 
subsections 3 and 4 of section 3, section 10 and section 
12 of the Act are delegated to the Registrar of Motor 
Vehicles. C.R.O. 1950, Reg. 346, s. 33. 
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Form 1 
The Public Vehicles Act 


APPLICATION FOR A PUBLIC VEHICLE 
OPERATING LICENCE 


Department of Transport, 
Parliament Buildings, 
Toronto 2, Ontario. 


An application is hereby made for a public vehicle 
operating licence and the following information is 
submitted: 

SECTION A 


To be completed where the applicant is an individual 
or member of a partnership: 


oy IN eirnn exiras tral eek. Se bea 2 eye erates wpe ee tee te 
PNG ATEGS ty om aires Meni eee ey ato te cc APES ass ca) 
PEND DUGATIES LOR Ce.o cf.me e.het Ok: tat Oe cock 
3. Record of employment during the ten years 
immediately before application................. 
4. Names of all partners where applicable.......... 


Nore: Each partner must complete a separate applica- 
tion. 


SECTION B 

To be completed when the applicant is a corporation: 
3. Name ofthe corporationnin full ese. -.-.- - 
Addressiomheadvomcem=ens sme eee yes ree 
Dat eronnncot pore toneuek. 2 ate tyerasca ane a 
Incorporating authority or jurisdiction.......... 
Publiciow private companys... meee ae © an es 
President ahs ae ee Be Se VER Def Saeed PR JS 
Vice-president................ ee eh, Sab es, 
OCHO L ALN ce Ale TL toate nT eee TEE. Cie ea EE 


PET EEEORSI efoto och ae ee 


Notre: The application must be executed by the 
president and secretary and the corporate seal 
must be affixed. 


PUBLIC VEHICLES 
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SECTION C 
To be completed by every applicant: 
6. Existing public vehicle operating licence, if any... 


7. Nature and route of proposed service........... 


8. Names of existing licensees operating over any 
portion of the proposed route or serving the same 


9. Date and particulars of any conviction under the 
Criminal Code (Canada), or under any statute of 
any province of Canada, for an offence for which 
the maximum penalty prescribed by that Act is 
a fine in excess of $25, imprisonment or suspension 
or cancellation of a motor vehicle permit, or 
operator's or chauffeurs licence. ....644-.-+.-.>> 


10. Date and disposition of any previous application 
to the Ontario Municipal Board or the Ontario 
Highway Transport Board for a certificate ap- 
proving the issuance of a licence in the same or 


similar terms to the one now applied for........ 
Dated at Aer ae dit be reps peres Ofuee was aie this 
Canlolz «:caepeaeeny ark cen es 


O. Reg. 108/56, s. 1. 
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Form 2 
The Public Vehicles Act INOS inch chine bie 


PUBLIC VEHICLE OPERATING LICENCE 


Under The Public Vehicles Act and the regulations, and subject to the limitations thereof, this licence is 


HGSUICCIEL Oop ced Ser ean rire ites, ney nRS ene caper ee 


to conduct by means of a public vehicle upon the highway described hereunder the business of a carrier of passen- 
gers or passengers and express freight, subject to the under-mentioned conditions. 


Highway: 
Conditions: 
Countersigned Daiteteer. acon SA sate Spe neucicsr ee Sine SES Cor Oe vb aC ae See ar eR RAR CRTSE 
Minister of Transport 
"Registrar of Motor Vehicles 
C.R.O. 1950, Reg. 346, Form 2. 
Form 3 ING@ia atic latins 


The Public Vehicles Act 
PUBLIC VEHICLE (SCHOOL BUS) OPERATING LICENCE 


Under The Public Vehicles Act and the regulations, and subject to the limitations thereof, this licence is 


ASSTLO CAL OM EL EE IN Mee staivecdh cee race oe Epc eae 


to conduct by means of a public vehicle upon the highway described hereunder the business of a carrier of passengers 
in school buses for school purposes only, subject to the under-mentioned conditions. 


Highway: 
Conditions: No chartered trip may be operated under this licence. 
Countersigned IDAtee ta ese mca Cure eer Ome 


Registrar of Motor Vehicles 


Form 4 
The Public Vehicles Act 


APPLICATION FOR TRANSFER OF A 
PUBLIC VEHICLE OPERATING LICENCE 


Department of Transport, 
Parliament Buildings, 
Toronto 2, Ontario. 
Application is hereby made for the transfer of a public 
vehicle operating licence to the applicant, and the 
following information is submitted: 

SECTION A 


This section is to be completed when applicant is an 
individual or a member of a partnership: 


its. ANE TaYO Gnkp Ubud les me riee rae aloe ay arate Peto chin ci or eee 
HNakobiiechia' Sains & cocker oce a cen el otha camera 
Wek oy iteeh me Cet ena red aero 3 SOx sti Ae ees 


3. Record of employment during the ten years 
immediately before application date............ 


Minister of Transport 


C.R.O. 1950, Reg. 346, Form 3. 


Note: Each partner must complete a separate applica- 
tion form. 


SECTION B 


This section is to be completed when applicant is a 
corporation: 


Se Namen corporation) taller: aitats. cote ine 
Wddress ot meadOnices ae. usec ges see eae 
Dateroiincorporatiomeren aires ci - penis ttalete <r tel 
Incorporating authority or jurisdiction.......... 
Bubliccom pity aveicOllpa Myia ee arena get Ect tet 
[BRS ale, one neva eh See bab Aen od anmatiS Je. 
WORSE i Saget eoandecensnemamdagoouNd ac 
SIS TRIAS LE con aera onan Es rom eared 0 
| DY (CICLO RA ase na A ko eae es cma ty Mera eincere © 


580 PUBLIC VEHICLES Reg. 530 


Authorized capital, giving number and class of shares the maximum penalty prescribed by that Act 
is a fine in excess of $25, imprisonment or suspen- 
sion or cancellation of a motor vehicle permit, or 
operator’s or chauffeur’s licence................ 


Note The application must be executed by the 
presidentrand secretaryand the corporate+seal gi Wy gee cee yak she ition tel Rode aioe ane ete 
must be affixed. 

SECTION C 


This section is to be completed by every applicant: 


LOT ated tate sires in the 
6. Particulars of licence sought to be transferred.... 
TT eee oe Gli tee ec Pe ea en We ie ee Pegi 
Wi ee. an Bist Al eh ha ie aa ee PERS A RSL OE aera orl Abies oho ( Transferee) 
thismed: avo Oteemk wert ater: k 
RUM Le re srs Fee 5 Pret, See Se ne RR a Leo ee ne 
(MeN ametand addresstofetramsrerOrrs.,, sncurciayere creck enll cn ail aan | rc eco ee ee ee 
ae Bigg eres & Sona eee eae ern Enea. eect a 11. Consent is hereby given to the transfer of Public 
8. Particulars of Agreement of Sale, including con- Vehicle Operating Licence No.................: 
sideration and vehicles to be transferred......... 
Datediat. ss? oes in the 
EE Bago aan a ac ae Csi eA eee 
PS AAs Ne AS ei Ail Ais dl sveynene pats Ey CS mabe eer vcars |parmeiccene mie arto ae 
BERRA se Re oie ea cs te Sede Po el nc VI ee ic ee ae 
9. Date and particulars of any conviction under (Transferor) 
the Criminal Code (Canada), or under any statute 
of any province of Canada, for an offence for which O. Reg. 108/56, s. 1. 
Form 5 


The Public Vehicles Act 


PUBLIC VEHICLE LICENCE 
Under The Public Vehicles Act and the regulations, and subject to the limitations thereof, this licence is 


MEST CHILO R ger) stata ent, Ae Se teeta eee RO ace ey Ol eit oe citeetied mune 5 yond oe ee 
to operate the vehicle described hepundee on the highway described hereunder. 


Make of Vehicle Style Serial Seating | Registration} Year P.V. Operating 


Capacity No. Licence No. 


iter lipraryars, Ragan. scr eee Teac eRe eet eT ces rn ooo) se On beer evs salen 
This licence expires on the 31st day of March, 19 
Countersigned ated eich woe enn pk OF ne 
Registrar of Motor Vehicles ssss—s Minister of Transport 


C.R.O. 1950, Reg. 346, Form 5. 


_ = oo 


Reg. 530 PUBLIC VEHICLES 581 


Form 6 


The Public Vehicles Act 


PUBLIC VEHICLE (SCHOOL BUS) LICENCE 
Under The Public Vehicles Act and the regulations, and subject to the limitations thereof, this licence is 


TSSUCC tO wee Pos ee onere Ce ia ene ee ee este OL Sa ear erie ene ty oe meer an aoe Meri er tots tat ign cn Soc otoe 
to operate the vehicle described hereunder on the highway described hereunder. 


Make of Vehicle Style Serial Seating | Registration] Year P.V. Operating 
Capacity No. Licence No. 


Registrar of Motor Vehicles Minister of Transport 


Norte: ‘School bus’”’ means a public vehicle for which a licence is issued restricting the use of the bus to school 
purposes only. 


C.R.O. 1950, Reg. 346, Form 6. 


Form 7 
The Public Vehicles Act 
SPECIAL LICENCE FOR CHARTERED OR SPECIAL TRIP 


Under The Public Vehicles Act and the regulations, and subject to the limitations thereof, this special 


NIGENCEM SASSI ECHO ta ek err ce Tae erreur ee aed ee (0 Or eee ro ecg tty NERS cI Ee Pee ce PS 
the holder of operating licence No............. toxoperateca, public vehicle Ollalmracstiea ee een ere 
(chartered ) 

Re He vere yee rat Se (pion S80) elem ore A chee Se cate Shans trCwO TIE a OM IO NOE OMe Cid: enn ten Beene co 
(special) (origin) (destination) 

OUREME My mir eth es er eee OLR Nepean ate ee ohne ee aa 5 IY) 

Dated eas oer ss ors eee ee , 19 

Countersigned 

“Registrar of Motor Vehicles — ‘"""" Minister of Transport 


C.R.O. 1950, Reg. 346, Form 7. 
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Regulation 531 


under The Race Tracks Tax Act 


RATE OF TAX 


1. There shall be paid to persons charged with the collection of the tax imposed by the Act a remuneration 
of 3 per cent of the tax so collected. O. Reg. 58/56, s. 1. 


2. The rate of tax payable under section 3 of the Act is 6 per cent. O. Reg. 58/56, s. 2. 
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Regulation 532 


under The Railway Fire Charge Act 


CHARGES FOR FIRE PROTECTION 


1. The sum to be paid annually by the owner or tenant of railway lands under subsection 1 of section 3 
of the Act is $12.80 for every square mile or fraction thereof of such railway lands. O. Reg. 189/56, s. 1. 
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Regulation 533 


under The Real Estate and Business Brokers Act 


REGISTRATION 
APPLICATION 


1.—(1) An application for registration as a broker 
by a person other than a corporation shall be in Form 1, 


(2) An application for registration as a broker by a 
corporation shall be in Form 2. 


(3) An application for registration as a salesman 
shall be in Form 3, O. Reg. 1/60, s. 1. 


BONDS 


2.—(1) The amount of the bond required under 
section 10 of the Act shall be, 


(a) where the applicant is a broker, $5,000; and 
(b) where the applicant is a salesman, $1,000. 


(2) The bond shall be in Form 4, Form 5 or Form 6, 
as the case may be. O. Reg. 1/60, s. 2. 


3. The classes of negotiable security that may be 
accepted as collateral security for a bond are, 


(a) bonds issued or guaranteed by Canada; or 


(b) bonds issued or guaranteed by any province 
of Canada. O. Reg. 1/60, s. 3. 


FEES 


4. Fees payable to the Registrar are as follows: 


1. Upon application for registration as a broker 
or renewal thereof, 


(a) where the applicant trades in 
real estate in a municipality 
having a population of 10,000 
or more according to the last 
revised assessment roll........ $25 .00 


(b) where the applicant trades in 
real estate in a municipality 
having a population of less than 
10,000 according to the last 
revised assessment roll........ 


(c) where the applicant has one or 
more branch offices, for each 
pranchvo ficenrr rare c arte seo ae $10.00 


2. Upon application for registration as a 


salesman or renewal thereof.......... 5.00 
3. Upon registration as a salesman under 

subsection 2 of section 4 of the Act... 3.00 
4. For written examination by a broker or 

Salesmiameapplicall tasers: at anita 5.00 


O. Reg. 1/60, s. 4. 


EXAMINATION OF BROKERS AND SALESMEN 


5.—(1) An applicant for registration as a broker 
who has not been registered as a broker for a period of 
twelve consecutive months during the immediately 
preceding three years shall pass a written examination 
based on the Act and the contents of schedules 1 and}2, 
and such further material as the Superintendent 
prescribes. 


(2) An applicant for registration as a salesman who 
has not been registered as a salesman or as a broker for 
a period of twelve consecutive months during the 
immediately preceding two years shall pass a written 
examination based on the Act and the contents of 
schedules 1 and 2, and such further material as the 
Superintendent prescribes. 


(3) The examination shall be conducted_in the 
presence of a presiding officer appointed by the Superin- 
tendent. 


(4) The examination papers shall be marked by the 
Superintendent or his nominee. 


(5) Not less than 75 per cent shall be considered a 
pass mark for the examination. O. Reg. 1/60, s. 5S. 


EXEMPTIONS 


6. Every person is exempted from registration in 
respect of any trades in real estate by the Public 
Trustee. O. Reg. 1/60, s. 6. 


7. When making application for registration, trust 
companies registered under The Loan and Trust 
Corporations Act and their salesmen are exempt from 
filing a bond. O. Reg. 1/60, s. 7. 


588 REAL ESTATE AND BUSINESS BROKERS Reg. 533 


Form 1 
The Real Estate and Business Brokers Act 
BROKER’S APPLICATION 
COLE PICA UIOML tera ci ceseve 4) sires ei lel tester ALOE 
Application of 


(name under which business will be carried on) 


The undersigned applies to the Registrar for registration as a broker under The Real Estate and Business 
Brokers Act, and for the purpose of procuring registration gives the following information: 


1. The applicant is an individual and will carry on business alone. His name in full and his business and home 
addresses and telephone numbers are set out below: 


or 
The applicant is a partnership and the name under which the partnership proposes to trade in real estate, 


the address of the main office, the names in full and the business and home addresses of every partner and 
limited partner and the office (if any) held by each and telephone numbers are set out below: 


Name in Full Residence Address City or Town Res. Tel. No. 


Business address for service of individual, or partnership..................0.0000- Bus. Vel INOie stu.cd eee ee 


2. Ontario Branches, if any: 


3. Have you (or any partner of the applicant) heretofore been registered or applied for registration as a real 
estate broker or salesman? If so, give particulars: 


4. Has the applicant (or any partner) ever been refused a licence or registration or has licence or registration of 
either been revoked or suspended in any province or state. If so, give particulars: 


5. During the year immediately before the date of this application, the place of residence of the applicant 
(individual), or each partner of the applicant-partnership, was as follows: 


6. The following is a short business record, during the past three years of: 
(a) the applicant (individual); or 


(6) each partner of the applicant-partnership and of the partnership. 


7. Will the applicant (or any partner of the applicant) be engaged, occupied or employed in any business, occu- 
pation or profession other than real estate brokerage? If so, give particulars: 
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Detailed description of the applicant, if an individual, or of each partner if a partnership: 


INES HY Beers MERE choo iicacey Sao eC ERS GOTO ee a ey MygNationalitysissn. erence Goes see 
Kam single...2..... Number of persons, if any, dependent on me for support...............000cceeeeeeeuee 

Marriedaeck te NG ena at: Height..... 
Complexionian sty tance eee ee Weights... diane tare reer eer eh Build raced cc.ctt cn darcaee 
SpecialiMarks' een re tialato ae sean Plait pe Stee etrcahs ss ee eee Eyesinn ssned ec cease 


8. To each of the following named persons the business reputation of the applicant is well known, and references 
may be made to them for further information (at least three names must be given): 


City or Town Street Address Business or Occupation 


9. The applicant has credit at the following bank: (State bank. If no credit arranged, state bank and branch 
through which business ts transacted.): 


10. Have you arranged to keep proper books and accounts, and to maintain a trust account under section 35 of 
The Real Estate and Business Brokers Act? 


11. Is the applicant (or in the case of a partnership, any partner) an undischarged bankrupt? If so, give full 
particulars: 


12. Is there any unpaid judgment against the applicant or any partner? If so, give particulars: 


13. Has the applicant (or in the case of a partnership, any partner) been charged, indicted or convicted under any 
law of any country, or state, or province thereof, of a criminal offence or named in any injunction in connection 
with proceedings taken on account of fraud, or are there any proceedings now pending that may lead to a 
conviction or injunction? If so, give particulars: 


The applicant asks for registration for the period ending on the 30th day of April, 19.... 


(witness) 


Note: If the applicant is a partnership the application must be signed by all partners and the affidavit below 
completed by one of the partners. 


AFFIDAVIT 
Province of Ontario } le 6 abt eec code Aon pn Gao Ban OCOD OED SoMiOcG Goad oun cote 
Gountyiolean. nee eee as I) <NGe epAeeooeccdourasaoocce oven son poco Ue Ose aEmonbnoUNOOGodo Sn 
rial HC Clay bhel sh? ile on tee as Ge AIT OMIA On OG DUE Oe COGIC ONG Othe HO GRT.Ggr 
To wit: 


| 
| make oath and say: 
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1. Iam the applicant (or partner of the applicant) herein for registration as a broker, and I signed the foregoing 
application. 


2. The information given by me in the application is true. 


SWORN before me at the 


A Ie CRONIN AE EAC oP in the 
GOUTEY. Obvecc occa bitte es 
thisws ike bast cerns day of 
eieaatibaties Mia e Sas eae 19) cs 

A Commissioner, etc. 

O. Reg. 1/60, Form 1. 
Form 2 
The Real Estate and Business Brokers Act 

BROKER'S APPLICATION BY CORPORATION 

DAtElOLPA DD MCAtION ae ewer cei eietanreeis eieraersne oh. 


Application of 


Mine! sel Gis awle 8! al sim (ele 6, 4)6) 57 mi wud b. 6) OUN wL® lief wile p)|s 0,\e, o's 610116 S816: \0, 0.6 & 9, B we! ee] Wisi \@] Beeld S's 6) 8s) Se ms wi Wile & wale le ab, a'64) eh im © 0.8659. 018 


(name under which business will be carried on) 


The undersigned applies to the Registrar for registration as a broker under The Real Estate and Business 
Brokers Act, and for the purpose of procuring registration gives the following information: 


1. Theapplicant isa corporation. Its head office is in Ontario and the names, residence addresses and telephone 
numbers of its directors and officers are set out below: 


Name in Full Residence Address | City or Town | Res. Tel. No. Officers State 
| whether 
President active or 
—______—_—_——] non-active 
Vice-President in Real 
Estate 
Secretary Brokerage 


Treasurer 


or 
Sec’ty-Treasurer 


or 
General Manager 


DIRECTORS 


Bisiness:address tor-service On tie ConporatlOie sash archon - cone leaden wren a/cisen graves SRN IE avs oe eed Msi 
IZSUMESS CELE PMO EMI UINl Dely Bara ten cy New NS ee Beant egg Motes cys en ded ap erestal arched ate tlt aise viel nent te eee he 


2. Ontario Branches, if any: 


3. Has the applicant or any officer or director heretofore been registered or applied for registration as a real 
estate broker or salesman? If so, give particulars: 


4. Has the applicant or any officer or director ever been refused a licence or registration or has licence or regis- 
tration been revoked or suspended in any province or state? If so, give particulars: 
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Se 


Peesollowing is a short business record, during the past three years, of the applicant and of each officer of the 
applicant. 


ImporTANT NOTE: State age and nationality of each person mentioned. 


During the year immediately before the date of this application, the place of residence of each officer of the 
applicant was as follows: 


Will the applicant (or any officer or director of the applicant) be engaged, occupied or employed in any business, 
occupation or profession other than the real estate brokerage business? If so, give particulars: 


To each of the following named persons the business reputation of the officers of the applicant is well known, 
and reference may be made to them for further information (at least three names to be given for each officer): 


City or Town Street Address Business or Occupation 


10. 


11. 


2s 


13. 


14. 


Set out name of chartered bank, loan or trust company, or Province of Ontario Savings Office and branch in 
which you will maintain an account designated as a trust account and in which you will deposit all moneys 
coming into your hands in trust for other persons in connection with your real estate business. 


Have you arranged to keep proper books and accounts, and to maintain a trust account under section 35, 
subsection 2, of the Act? 


Is there any unpaid judgment against the applicant or its directors or officers? If so, give particulars: 


Is the applicant or any director or officer of the applicant an undischarged bankrupt? Ifso,givefull particulars: 


Has the applicant or any director or officer of the applicant been charged, indicted or convicted under any 
law of any country, or state, or province thereof, of a criminal offence or named in any injunction in connection 
with proceedings taken on account of fraud, or are there any proceedings now pending that may lead to a 
conviction or injunction? If so, give particulars: 


Have you received your charter?............ If so, give date of receipt thereof 


The applicant asks for registration for the period ending on the 30th day of April, 19.... 


fos ude see eke as 3. cee ee en eee By asta ees: eee: eh Be et tse 
rhcrepaic tensa neReroraa nS Gees Aaiete ions S ine ates aoe ee site een ea Cae 
BS clock ene oc ea Fa ota Some SAGE eS Soiree Oy reg rene etree 
Ma aie setaatretets ee BE tren Seon cree ide ese) Se ee a Sandee 


Norte: The application must be signed by all the officers of the company. 
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AFFIDAVIT 
Province of Ontario | eNO Men Cee ere re Ae MORAN, Sane Rey mae tie 
{ fey aA dates ea ted eee ee ah RARE icy en Sin en yikes oer aie 
WO GUITIE VI Oberst pre ara 6 iso crete sie Sheawe 
| in the COUNT YROE crab isis ccdieis ote eue) wrote cnet er tine wocteme ac oletieianae sans 


make oath and say: 
1. I am an official of the applicant herein for registration as a broker, and I signed the foregoing application. 


2. The information given by us in the application is true. 


SWORN before me at the } 
Dae eC LOE in the 
Gon tysole eee o osererri 
thishe ees. oh eer day of 
Save eect Neha Bierses LO 

A Commissioner, etc. 

O. Reg. 1/60, Form 2. 
Form 3 
The Real Estate and Business Brokers Act 
SALESMAN’S APPLICATION 

AT CLOLM ADP MCATON ciety tele cess peser quis ucun este tas anete ct ef otaes si hesae 
LAPP CATION Olom mrtgee Saker ere ws che cae aie ca eee ie crestor 

(print name) 
Romresistrationas salesman fOr tetas. a perv alsin aati mice irae Real Estate Broker. 


(print name) 
The following application must be completed in al] details: 
| IS eheateeecrors Cacrt act oe R UIE a IS ec CERRO , hereby make application for registration under The Real 


Estate and Business Brokers Act as a salesman for....................-- , a registered broker, and in support 
of this application give the following information: 


1. During the year immediately before the date of this application I have resided at the following places: 


(Gwe LAS) 4N.9 1924 OO) ee eS UA Ae © 16 18d 8 e166.) B DISKS, TOl,e 6) sw Cele eh Ae BRO O 6 @ eic0 0p) (0) «bm 40) (6) 6 8, ae jefe. (ae eile) SSL 07 ew iN ale ee leis (Shes Se, 


Drm ESIC CN CETAGULESS ASarvarsiere tania site Pers eve mrcbe ee re oe yasccweya nie tev ck borates SRT ra ate eer oS eae RT eer 
(city, street and number) 

SeENEYy COUNUVAOL Lat MLS te Naa clese cette cri nat tare teereue in tones een T omen eemetattriete courte oie cir eantermtety ontte 
mo My mattOonalitvas, <2 cme cc. es abet tide Dean toisrruce cela selinate rei Sea igh ge rae inet Olean exer, tn ratte ilcresctene any ote 
5. Iam 

single fay male | 

married [] female [] Number of persons, if any, depending on me for support:.......- 
6. Will you be engaged or employed in any business, occupation or profession other than real estate?......... 


If so, give particulars: 


7. Following are particulars of my occupation during the past three years: 


| 


Period of Employment | Residence during 
Name and Address | Nature of Business Nature of my (Give exact dates) said Employment 
of Employer of Employer Employment | From: Toe (City, Street and 
Number) 
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ue Lavesyourevetsbeentconvictedsol-averiminal ofenceeay- amare aie CL ee A eee awed: alsa selevet ob ate 
If so, give particulars of any and all convictions (attach separate schedule if necessary). .......e.s.eeeeeees 


Seaiib iy) wileriv\ (pl wpiwiceiia) 4) ledini e\ol +!) 5) ip! 'o) ol siis@eliele.inl(s) ise iS Jele vel: piles’ o\ielielie/s\ie)'s e\'s\’el's| a] (tie! \61 61 6 eh sl elia| la) Aw hits) eiiei/e) wiis\{eire (4 (a 8113/16) 6) oe) w Lele) «\/6. (0: le/ (0.6) ei4) > 


9. Has any judgment been rendered against you in any civil court for damages arising from fraud? ......... 


Efiso, sive particularsensaapyasks va aeetee titer one ete meee CM Ca IE PAE rac owrcale gnc omen eee 


10. Have you ever been discharged by an employer for cause involving any criminal offence or fraud in con 
nection with a trade in realestate? ...........-..0-000) 


TE SOS CIVE: Dar tiCUlaLse-qr cen ee Mars acer eee esl Cee te ol teed Se TR TOT Te ore ake SUNGU Fol ford aut nuances 


SU wiumie i ienel allel oles) lis teice) ©) sities ial s] wife) cela) ‘aj le).ei'e, wilel sf tali's! elle (w\'s\i'eiie] (4) (pls) a) ce\Ka\ wie) ie) si iel)/= (pire ia; 6)/ajielfelie\'e (a) 0). 6} /0%’s\ th e,/0) oi e)\e) sc! /6\'a\ oe] €\ 6) 60a. 0: eh olan ‘mie /ararele 


11. Have you ever been licensed or registered to trade in real estate in the Province of Ontario or elsewhere?...... 


12. Has any licence or registration been refused you, or suspended or cancelled? sw. ke eee ee eee 


Tf. Go coive Particulars craig: ahr eee ee ee Re ECD tae eR Perec ecard san Gnh anancra nck Geechee pate eee 


GIVE DETAILED DESCRIPTION 


Datetof Binthy sacaeetumeaciess al: hairiness Hielp Mt ee pati ot woncers atelaton IBihltaly HAAS Abbie edo 
Month Day Year 
Gomplexion: apc ere eee ch re merei oer rene MINGev ed a A A A eR ei Aa RAR id Rie P AL AiS 2 
SpecialiNiarlcs sa 3rosant cerecnn on MNES cere lnEhive a Ra ace ee cee ae ELVES spar REN cactd PER Te 
The Applicant asks for Registration for the period ending on the 30th day of April, 19...... 
WHEN eSS.« 65.2 a Ae eee Ie Rear hes ns x Sas tie nee aes INOW oo nna o due cds Gov enaee Ioan pe denod os 
(signature of witness) (signature of applicant) 
UNG edyeciold NASUONECRIS Ge Si ae od abet amos ab chen ea Dae aba eee cdo HO Oooo es Tom OOM OEM mse OE Oma com MoD Oomad 
AFFIDAVIT 
Province of Ontario LEAR PEs Ons Aer vs aetna. Per Tio erica Ores fut ert oD aac 
(print name) 
KC Oum Ey Ola rom nd ata er earnera eae 
Pay eg cle 2 atone er ec 9 iL nee are ME NAD EiEe staan ey nice 5G 
To wit: (ein the County: ofersy nmi shath ct cris ii cere to aii trey uri rt baan fa iei-s trie ienee ts 


make oath and say: 
1. Iam the applicant herein for registration as a salesman, and I signed the foregoing application. 


2. The information given by me in the application is true, the name set out in said application is in fact my true 
name, and I will hold myself out in no other manner. 
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3. I undertake that I will not trade in real estate until I receive notification from the Registrar that I am 
registered to do so. 


SWORN before meat thes... occu scan diva eee rete rae 


Dntche | Gounty Of. 22:.nes5 con cas eh eh eect icin (signature of applicant) 


A Commissioner, etc. 


CERTIFICATE OF EMPLOYER 


eomee Tate tieen tether cigs; ial emt eer eee (name of intended employer) hereby certify that the information 


PLUGIN tarp kente aber aes ao Paine te as he Se (name of applicant) in the foregoing application is to the best of 
my knowledge and belief true, and request that the application be granted. I further certify that he will not 
share in either the expenses or the profits of my/our real estate business but will be paid a commission or salary 
for work performed; and that I will not employ the applicant unti! I in fact receive his licence certificate. 


ay elie) 6 0 careNale)e: Ca) ule ¢. Sime ise) 81S, 0) ¢ ms Siu) ay we 8 aoa al Ose 


Be OWS OSE VSG oe CHG O NEES ODS Be Ole M6 Ole mS ae Be ee 


(address of employer) 


O. Reg. 1/60, Form 3. 
Form 4 


The Real Estate and Business Brokers Act 
BOND OF A GUARANTEE COMPANY 


SES Ey oon AGES (hereinafter called the Surety) as Surety are held and firmly bound unto Her Majesty 


in right of Ontario (hereinafter called the Obligee) in the sum of 


of lawful money of Canada, to be paid unto the Obligee, her successors and assigns, for which payment well and 


truly to be made, I, 


(name of principal) 


bind myself, my heirs, executors, administrators and assigns, and we 


(name of surety) 
bind ourselves, our successors and assigns jointly and firmly by these presents. 


The total liability imposed upon the Principal or Surety by this Bond and any and all renewals thereof 
shall be concurrent and not cumulative and shall in no event exceed the penal sum written above or the amount 
substituted for such penal sum by any subsequent endorsement or renewal certificate. 


SEALED with our seals and dated this............ LARVA ane nen es 

THE CONDITION of the above obligation is such that if the said obligation does not by reason of any act, 
matter or thing at any time hereafter become or be forfeit under The Real Estate and Business Brokers Act, then 
the obligation shall be void but otherwise shall be and remain in full force and effect and shall be subject to for- 
feiture as provided by the Act. 


SIGNED, SEALED AND DELIVERED Principal: 


in the presence of 


A168 6.0 h Rie 8 S'S KD OM C'S ASA 6 6.0 TREC Ces a ew 6 CCAM Dia ee Owe a ae eS oie ae ele 
ee 
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Form 5 
The Real Estate and Business Brokers Act 
PERSONAL BOND 
BOUd NOV ctecercyagecce stagger ts Amount 
KNOW ALL MEN BY THESE PRESENTS, that I, 


Recs arse tessct arena ae. (hereinafter called the Obligor) am held and firmly bound unto Her Majesty in 
theimehtof Ontario (hereinaftericalled the Oblizee) im the sumof.s-ecsese sees se ada e eds. cheeks awe ce: 
of lawful money of Canada, to be paid unto the Obligee, her successors and assigns, for which payment well and 


ieilivabOy ectiia Cees [nat brat ap aia A yom Melee Oe vi cata oo eee bind myself, my heirs, executors, administrators 
and assigns, and I, 


<lEPOSit Waknothe: © Di gees maces natn mais clas toad a ane iva open eee aN Ret ici Se, eee a tO ak a 
as collateral security to this Bond. 

The total liability imposed upon the Obligor by this Bond and any and all renewals thereof shall be con- 
current and not cumulative and shall in no event exceed the penal sum written above or the amount substituted 
for such penal sum by any subsequent endorsement or renewal certificate. 

SEALE Diwathimiyasealandidated tthistheey. ee aera. CEN AOMe cpain ite tr ot Siemans Sete ae 

THE CONDITION of the above obligation is such that if the said obligation does not by reason of any 
act, matter or thing at any time hereafter become or be forfeit under The Real Estate and Business Brokers Act, 
then the said obligation shall be void but otherwise shall be and remain in full force and effect and shall be subject 
to forfeiture as provided by the Act. 

SIGNED, SEALED AND DELIVERED 


in the presence of 


O. Reg. 1/60, Form 5. 


Form 6 
The Real Estate and Business Brokers Act 
BOND OF GUARANTOR 
OTHER THAN GUARANTEE COMPANY 


(hereinafter called the Guarantor) as Guarantor are held and firmly bound unto Her Majesty in the right of 
@ntario (hereinafter called the Obligee)'in the stim Of.........-.-.-12sees- essere eas: Dollarsi(Gaeaeee ere 
of lawful money of Canada, to be paid unto the Obligee, her successors and assigns, for which payment well and 


{ HOU BYR Woy oY es gaV-Val creel le Neenrar RON cotaey meres cher CreRPNARN crcl tr vcs MO SYR oO oN bind myself, my heirs, executors, adminis- 
(name of principal) 


tratonsandiassions matic da tueIsald sewn canrisiist samira ies crcrsk ae crete tel she oe) meer MMe Reni eels eles etetis Bes oot aon teem 
(name of guarantor) 

giarantee the Payinent Of the ISU) Ofe vie sais sesie isles is co lomien ieee Dollars (Ginette nei ) to the 

.Olelieger acta Wi he aaa ion Oe Meet er noo ck to ting tone cogs GocMiow o manmedubom so: cl Re NGOnIonn Dh cuiEn TOI obirid oc 


(name of guarantor) 
bind myself, my heirs, executors, administrators and assigns, jointly and firmly by these presents and by depositing 


with: the © bligeesis.. ataram.citus bays 1513 cbs Giclees: susk As Sbses Stats He Apo Meher as collateral security to this Bond. 
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The total liability imposed upon the Principal or Guarantor by this Bond and any and all renewals thereof 
shall be concurrent and not cumulative and shall in no event exceed the penal sum written above or the amount 
substituted for such penal sum by any subsequent endorsement or renewal certificate. 


SEALED with our seal and dated this................ CAnvtOL cc Cen encte erie Ries each oe 5 eres 


THE CONDITION of the above obligation is such that if the said obligation does not by reason of any act, 
matter or thing at any time hereafter become or be forfeit under The Real Estate and Business Brokers Act, then 
the said obligation shall be void but otherwise shall be and remain in full force and effect and shall be subject to 
forfeiture as provided by the said Act. 


SIGNED, SEALED AND DELIVERED 


in the presence of 


IRBIuC nivel leer peer nett a ottobre tae, fos cos tere sce. aan uestuetione si eno ene a erate 


GUA Ta COR See eae aiagode orgs eke Gaon inate Aceh cha geeete eee ata tae 


The following words and phrases are frequently used in respect of real estate transactions. 


(SEAL) 
O. Reg. 1/60, Form 6. 
Schedule 1 
GLOSSARY 


The definition 


given pertains to the real estate meaning. The word “property” refers to real property. 


1. 


Ze 


~m 
Nm 


Abstract 
Administrator 
Adverse 
Possession 

Agent 

Agreement of sale 


Agreement to 
lease 


Amortization of 
a mortgage 


Appurtenances 


Assessed value or 
assessment 


Business 


Chattels 


Cloud on title 


Commission 


Consideration 


Contract 


Deed 
Deposit 
Depreciation 


Easement 
Encumbrance 
Equity 


Executor 


A written history of the title to a parcel of real estate as recorded in a Jand registry office. 


A person appointed by the Court to manage the estate of a deceased person who did 
not by will appoint an executor. 


When an individual, not the owner, takes actual possession of the property, hostile to, 
and without the consent of the owner. 


One who legally represents a person or company in business transactions. 
A contract by which one party agrees to sel! and another agrees to purchase. 


A contract by which one party agrees to rent real estate to another party for a rental 
or other compensation. 


Arrangements for the paying off of a mortgage by instalments or periodic payments toa 
sinking fund. 


All the rights that go with the property although not within the limits of the deed. 


Valuation placed on property by a municipality for taxation purposes. 


As defined in clause } of section 1 of the Act. 


Moveable possessions, personal property (generally items that may be removed without 
injury to the freehold estate). 


Any encumbrance or claim that affects title to real property. 


Remuneration paid to an agent on sale or lease of property, usually as a percentage of the 
amount involved. 


Compensation, payment. 


An agreement between two or more parties upon lawful consideration, to do or refrain 
from doing some act (if affecting real estate, it must be in writing). 


A written instrument that has been signed, sealed and delivered. 
Payment of money or other valuable consideration as pledge for fulfillment of contract. 
Amount by which property over a period of time has decreased in value. 


A right to some use of adjoining land or buildings, for example, a right of way or a right 
to light. 


Outstanding claim or lien recorded against property or any legal right to the use of the 
property by another person whe is not the owner. 


The difference between the market value of the property and the mortgages, liens, etc., 
against the property. 


Person appointed by testator to carry out the provisions of his will. 
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The giving of the sole right to sell the described property according to the terms of the 
agency agreement. 
The highest estate or absolute right in real property. 


Permanent improvements to property that may not be removed at the expiration of 
the term of lease or tenure. 


The person who receives the legal transfer of property from another. 
The person who conveys or legally assigns property to another. 


Ownership of land by two or more persons whereby on the death of one, the survivor 
or survivors take the whole estate. 


The decision of the Court. 

The person from whom another holds tenancy. 

Contract between landlord (lessor) and tenant (lessee) for the occupation or use of the 
landlord’s property by the tenant for a specified time and for a specified consideration 
(rental). 

Tenant under a lease. 

The person who grants use of property under lease to a tenant. 


A right of encumbrance affecting any property. 


(legal phrase, Latin) Notice of the commencement of a Court action recorded on the 
title of property in the land registry office. 


A claim filed in the land registry office by an individual, or company, for labour or material, 
or both, supplied for the improvement of the property. 


A conveyance of property to a creditor as security for payment of a debt with a right of 
redemption at a specified date. 


The one to whom property is conveyed as security for the payment of a debt; the lender 
or creditor. 


The one who makes the mortgage; the borrower or debtor. 


A right given by the owner of property to another (for a valuable consideration) to buy 
certain property within a limited time at an agreed price. 


All property, except land and the improvements thereon. 

Delegated written authority to a person to legally act on behalf of another. 

The person or company who employs the agent; re money—constitutes the original sum 
invested or loaned. 

A general release of all claims or rights to a parcel of land. 


As defined in clause e of section 1 of the Act. 


The accurate mathematical measurements of land and buildings thereon, made with the 
aid of instruments. 


One who occupies land or tenement under a landlord. 


Ownership of land by two or more persons; unlike joint tenancy in that interest of deceased 
does not pass to the survivor, but is treated as an asset of the deceased’s estate. 


O. Reg. 1/60, Sched. 1. 
Schedule 2 


Explain the difference between a broker and a salesman as defined in the Act. (See sections 1 (a), 1 (2), 


What is the duty of a broker and a salesman to the vendor who has listed his property for sale? 


What is their duty to the purchaser? 


Does any change in the membership of a partnership extinguish existing registration? Be specific. (See 
subsection 2 of section 3 and section 42 of the Act.) 


What are the penalties provided for offences against the Act? (See section 55 of the Act.) 


Reg. 533 
23. Exclusive listing 
24. Fee simple 
25. Fixtures 
26. Grantee 
27. Grantor 
28. Joint Tenancy 
29. Judgment 
30. Landlord 
31. Lease 
32. Lessee 
33. Lessor 
34. Lien 
35. Lis Pendens 
36. Mechanic’s Lien 
37. Mortgage 
38. Mortgagee 
39. Mortgagor 
40. Option 
41. Personal 
property 
42. Power of 
Attorney 
A3. Principal 
44. Quit Claim Deed 
45. Real Estate 
46. Survey 
47. Tenant 
48. Tenants-in- 
Common 
Le 
3 and 48 of the Act.) 
Ue 
Ss 
4. 
Oh. 
6. 


From whom only may a salesman receive commission or other remuneration for trading in real estate? 
(See section 48 of the Act.) 
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~I 


10. 


11. 


12. 


16. 


Ue 


18. 


19; 


bho 
to 


23. 


24. 


28. 


29; 


30. 


Does termination of a salesman’s employment suspend his registration and, if so, how may he obtain another 
registration? (See subsection 2 of section 4 of the Act.) 


May a broker or salesman continue in business after April 30th of any year if proper application has not been 
made to the Registrar for renewal? (See section 15 of the Act.) 


At what time of the year must proper application for renewal of registration be made? (See section 15 of 
the Act.) 


Is it compulsory for a broker and salesman to notify the Registrar immediately in writing of any change in 
address, or of discontinuance of the salesman’s employment? (See section 16 of the Act.) 


In the case of a limited company, can any change in the officers be made without consent of the Registrar? 
(See section 3 of the Act.) 


Is it compulsory that every broker keep a separate sales record sheet with respect to every trade in real 
estate with complete details for each trade? (See section 35 of the Act.) 


What detailed information must a broker keep in his books of account? Be specific. (See section 35 of the 
Act. ) 


Are deposits, received by a broker or salesman, trust funds? Where must such funds be placed by the broker 
pending lawful disbursement? (See section 36 of the Act.) 


What constitutes lawful disbursement in respect of the above and to whom only may a broker issue cheques 
drawn on his trust account? (See section 36 of the Act.) 


Has the Registrar the right to examine books, documents and records of a broker? (See section 37 of the 
Act.) 


Can a person (including a company) successfully bring an action for commission with respect to a trade in 
real estate if that person is not registered? (See section 39 of the Act.) 


Under what circumstances only may a broker bring an action for commission with relation to a trade in real 
estate or business? (See section 40 of the Act.) 


Under what circumstances only may a broker or salesman make any representation that he or any other 
person will, 


(a) re-sell or in any way guarantee or promise to re-sell any real estate offered for sale by him; 
(b) purchase or sell any of the purchaser’s real estate; 

(c) procure a mortgage, extension of a mortgage, lease or extension of a lease; or 

(d) purchase or sell a mortgage or procure a loan? 

(See section 41 of the Act.) 


May a broker carrying on business alone trade under any name other than his own? (See section 42 of the 
Act.) 


May a broker or salesman commence to trade in real estate before he has been notified in writing by the 
Registrar that he is registered? (See section 43 of the Act.) 


In case of a partnership, under what conditions may a surviving or remaining partner continue to operate 
the business under the originally registered trade name? (See section 42 of the Act.) 


What provision does the Act make for the business of a deceased sole-proprietor broker being carried on after 
his death? (See section 14 of the Act.) 


May a registration be suspended or cancelled if, in the opinion of the Superintendent, such action is in the 
public interest? (See section 7 of the Act.) 


May a broker pay commission to a salesman, or cther expenses of his business, by cheque drawn on the 
broker’s trust account? (See section 36 of the Act.) 


May a broker be required to file a certificate as to his financial position signed by an accountant approved 
by the Superintendent? (See section 38 of the Act.) 


What does the Act require in connection with a broker’s advertising to purchase, sell, exchange or lease real 
estate? (See section 46 of the Act.) 


What does the Act require with respect to letterheads and circulars of registered partnerships and incorporated 
companies? (See section 45 of the Act.) 


What does the Act provide with respect to the basis of a broker’s remuneration or commission and with 
respect to commission being arranged as the difference between the listing price and the sale price? (See 
section 52 of the Act.) 


May a broker employ or pay a commission or remuneration to the salesman of another broker or to an 
unregistered person? (See section 47 of the Act.) 
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32. 


33. 
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40. 
41. 


42. 


May a salesman trade in real estate on behalf of a broker other than his registered broker employer or accept 
commission therefrom? (See section 48 of the Act.) 


Under what circumstances only may a registered broker or salesman purchase for himself, directly or in- 
directly, or acquire an interest for himself, directly or indirectly, in real estate listed with him for sale? (See 
section 49 of the Act.) 


May a broker or salesman induce any party to a real estate contract to break that contract for the purpose of 
entering into a contract with another principal? (See section 50 of the Act.) 


Where a trade in a business is negotiated by a broker or his salesman, what does the Act require the broker 
or the salesman, as the case may be, to deliver to the prospective purchaser before the offer is accepted by the 
vendor? Be specific. (See section 51 of the Act.) 
Under what circumstances only may a broker or a salesman not have to deliver to the purchaser the profit 
and loss statement, and statement of assets and liabilities, as required by subsection 1 of section 51 of the 
Act? (See subsection 2 of section 51 of the Act.) 


Is it compulsory that a broker or salesman forthwith deliver to the person who has signed a listing agreement 
a true copy thereof? (See section 53 of the Act.) 


Set out the three circumstances under which a signed listing agreement is invalid. (See subsection 2 of section 
53 of the Act.) 


Is it compulsory that a broker or salesman shall deliver immediately to each of the purchasers and vendors 
signed copies of an accepted offer and retain one signed copy? (See section 54 of the Act.) 


In drawing up an offer to purchase, should a broker or salesman set out frontage and depth of the property 
and details of any right of way? Why? 


What is the annual rate of interest on a $5,000 loan when the quarterly interest payments are $68.75? 


What is the amount of commission due a salesman on a $7,000 sale where the broker receives 314 per cent 
commission, and the salesman 45 per cent of the broker’s commission? 


The owner employs a registered broker to sell his farm, and gives an agreement in writing to pay to the 
broker a commission of 5 per cent of the selling price. 


There is a mortgage on the farm dated June ist, 1956, in the amount of $2,000 bearing interest at 6 per 
cent per annum, which mortgage will be assumed by the purchaser. 


Two instalments—each in the amount of $250 have been paid off the principal. 


The interest on the mortgage has been paid by the vendor to June 1st, 1958. The broker secures a pur- 
chaser and the vendor agrees to sell for $13,500. The date of closing is June 30th, 1958. 


(a) What is the amount of commission, in dollars, due the broker? 

(b) What is the amount of interest owing to the purchaser by the vendor as at the date of closing? 

(c) Assuming that the vendor has paid the annual taxes of $110 in full for the year ending Decem- 
ber 31st, 1958, and that there were no arrears in taxes, what is the amount of adjustment or 


allowance with relation to taxes due to the vendor by the purchaser as at the date of closing? 


O. Reg. 1/60, Sched. 2. 
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Regulation 534 


under The Real Estate and Business Brokers Act 


SALES RECORD SHEET 


1. The sales record sheet under subsection 1 of 
section 35 of the Act shall be in Form 1. O. Reg. 
227/59 4s) ots 


Form 1 


The Real Estate and 
Business Brokers Act 


Sale No.: | 
SALES RECORD SHEET |—————— 
Co-op No.: 


Name of Broker 


I have today sold the property knownas.............. 


TOW MIVA eel Ce oversee ogee ee au cis een sods Cots uentore alias Sie Si fol eae 
aba pliceOlipeen eens. sale to be completed.......... 


(have taken’a deposit.of $.jone.n ease e nan ne cash 
cheque 


TOTAL COMMISSION $...... 


(Spied iam nen cuereen sy Pete ee eee eeds Ones Sie ayer sce re 
(Salesman) 


COM MISSION—Receivable 


—Listing Broker 


—Selling Broker 


—Listing Salesman | 


—Selling Salesman 


—Real Estate Board 
—Office 


Turis SPACE FOR OFFICE USE ONLY: 


DEPOSITED IN Trust (date) 
Starement torvendorm(Uateene mee eee teres 


Remitted to vendor (date)...... Cheque No... eee 


Chee Cee erererrreecre steer ense 


Purchaser’s Solicitor 


Transferred commission to Gen. Acct. (date).......... 


Paid Salesmani(dare\aracoriecijor vsicwucisiarieraneeee tee 


Ce 


Vendor’s Solicitor 
ADDITIONAL NECESSARY INFORMATION: 


O. Reg. 227/59, Form 1. 
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Regulation 535 


under The Reciprocal Enforcement of Judgments Act 


APPLICATION OF ACT 


1. This Act applies to the provinces of, 
(a) Alberta; 


(b) British Columbia; 
(c) Manitoba; 
(d) New Brunswick; and 


(e) Saskatchewan. C.R.O. 1950, Reg. 350, s. 1. 


2. This Act applies to the Northwest Territories. O. Reg. 192/55, s. 1. 
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RECIPROCAL ENFORCEMENT OF MAINTENANCE ORDERS 


Regulation 536 


under The Reciprocal Enforcement of Maintenance Orders Act 


RECIPROCATING STATES 


1. The states named in the Schedule are declared to 
be reciprocating states for the purposes of the Act. 
O. Reg. 107/60, s. 1. 


Schedule 


1. The following Provinces and Territories of 
Canada: 


i. Alberta. 

ii. British Columbia. 

iii. Manitoba. 

iv. New Brunswick. 

v. Newfoundland. 

vi. Northwest Territories. 
vii. Nova Scotia. 
. Prince Edward Island. 
ix. Quebec. 

x. Saskatchewan. 
xi. Yukon. 


2. The following State of the United States of 
America: 


i. Michigan. 
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3. The following States and Territories of Australia 


Vill. 
4, 
5: 


6. 


i. Capital Territory of Australia. 
ii. New South Wales. 
iii. Northern Territory of Australia, 
iv. Queensland. 
v. South Australia. 
vi. Tasmania. 
vii. Victoria. 
Western Australia. 
England. 
Guernsey, Alderney and Sark. 


Isle of Man. 


- Malta and its Dependencies. 

. New Zealand and the Cook Islands. 
. Northern Ireland. 

. Papua and New Guinea. 

. Southern Rhodesia. 

. States of Jersey. 


. Union of South Africa. O, Reg. 107/60, Sched. 


— 
. 


Olt saltalog 
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Regulation 537 


under The Reformatories Act and The Industrial Farms Act 


MANAGEMENT AND DISCIPLINE 


INTERPRETATION 


1. In this Regulation, 


(a) “‘institution’”’ means a reformatory or an 
industrial farm; 


(b) ‘“hospital’’ means the part of an institution 
that is set apart for the care of those inmates 
who are physically or mentally ill. C.R.O. 
1950, Reg. 410, s. 1, revised. 


SUPERINTENDENT 


2. The Superintendent is the chief administrative 
officer and is responsible for the detailed management, 
custodial care, health, government and discipline of the 
inmates and the direction of all officers and employees 
of the institution. C.R.O. 1950, Reg. 410, s. 4. 


3. The Superintendent shall, with his family, reside 
on the premises but shall not use institution labour 
except for purposes specified by the Deputy Minister 
and he shall not use the services of any officer, employee 
or inmate of the institution for his private advantage. 


C.R.O. 1950, Reg. 410, s. 7. 


4. The Superintendent is responsible for the exer- 
cising of strict economy in the purchase of supplies and 
materials and the use of the supplies and materials for 
the institution. C.R.O. 1950, Reg. 410, s. 9. 


5. The Superintendent shall see that all rules and 
regulations are firmly and impartially enforced and he 
shall grant no privilege to any inmate that cannot be 
earned by each inmate under like conditions. C.R.O. 
1950, Reg. 410, s. 10. 


6.—(1) The Superintendent shall not absent him- 
self from the institution for more than twelve hours 
without giving notice to the Deputy Minister and he 
shall not absent himself from duty for more than 
twenty-four hours without leave of absence or, in the 
case of sickness, reporting himself sick to the Deputy 
Minister. C.R.O. 1950, Reg. 410, s. 11, part. 


(2) When the Superintendent is absent, his duties 
shall be performed and his powers shall be exercised 
by a person designated by the Deputy Minister for the 
purpose. C.R.O. 1950, Reg. 410, s. 11, part, revised. 


7.—(1) When any subordinate officer or employee 
of the institution is found by the Superintendent to be 
unfit for his duties or defective in moral character or 
has been guilty of neglect of duty or disobedience of 
orders, or has otherwise contravened the rules and 
regulations, the Superintendent shall report the case to 
the Deputy Minister, and shall suspend such officer or 
employee from all duty pending the Deputy Minister’s 
investigation into the case and the suspended person 
shall forthwith leave the institution and not return until 
the Deputy Minister has given his decision. C.R.O. 
1950, Reg. 410, s. 12, part, s. 172. 


(2) When an officer or employee is suspended by 
order of the Deputy Minister, wages for the period of 
suspension shall not be paid to him pending the 
decision of the case by the Minister. C.R.O. 1950, 
Reg. 410, s. 12, part, revised. 


8. The Superintendent shall report to the Minister 


| any member of the staff whose conduct whether on or 


off duty tends to bring the name of the institution into 
disrepute. C.R.O. 1950, Reg. 410, s. 13, revised. 


9. The Superintendent shall cause a complete in- 
ventory to be made of all property, clothing or money 
found on the person of an inmate in the ‘Inmates’ 
Effects Record” and the money, if any, and the effects 
shall be handed to an officer designated for the purpose 
for safe keeping and the Superintendent shall see that 
the property is restored to the inmate on his discharge 
or parole. C.R.O. 1950, Reg. 410, s. 15, amended. 


10.—(1) Upon the serious illness of an inmate, the 
Superintendent shall notify a clergyman, preferably 
of the denomination to which the inmate belongs, and 
shall consult the wishes of the inmate as to any par- 
ticular person he desires to see. 


(2) Upon the death of aninmate, the Superintendent 
shall at once report to the Deputy Minister in writing, 
giving particulars as to name, sentence, where from, 
duration of illness, and nature of disease, and shall use 
all reasonable means to inform the nearest relations of 
the deceased and shall record the facts in the register. 


(3) The Superintendent shall also notify the coroner 
and facilitate any investigation or inquest the coroner 
wishes to hold, sending a copy of the verdict of the 
coroner’s jury to the Deputy Minister. 


(4) In the case of the escape of an inmate, the 
Superintendent shall immediately inform the Deputy 
Minister, the Provincial Police and the Chief Constables 
of the neighbouring cities and towns, giving a full 
description of the escaped person and shall take such 
other steps as are necessary to effect his recapture. 
C.R.O. 1950, Reg. 410, s. 16. 


11. When an inmate’s term of sentence expires, the 
Superintendent, with the approval of the Deputy 
Minister, may give instruction for transportation to 
be provided to enable the inmate to return to his 
home. C.R.O. 1950, Reg. 410, s. 17. 


12.—(1) The Superintendent may, at the time of the 
parole or discharge of an inmate, give the inmate a 
gratuity to assist in his re-establishment as a good 
citizen. 


(2) The gratuity shall not exceed $2 for each 
month of imprisonment of the inmate in the institution 
and shall not in any case exceed a total of $20. 
C.R.O. 1950, Reg. 410, s. 18. 


13. In addition to the record required by section 17 
of the Act, the Superintendent shall cause to be kept 
the following records: 


1. A Register, containing the names and descrip- 
tive details relating to the inmate, nature of 
offence and term of sentence. 


2. A Punishment Book, showing the nature of the 
offence and the extent of punishment awarded 
as specified by section 56. 


An Inmates’ Effects Record. 
. An Inmates’ Labour Distribution Record. 


An Officers’ Misconduct Record. 


. A record containing every complaint made by 
an inmate of alleged cruel or unjust treatment 
by an officer or employee. 
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7. An Inmates’ Visiting Book. 
8. An Inmates’ Correspondence Record. 


9. Such other records as are from time to time 
directed by the Deputy Minister. C.R.O. 
1950, Reg. 410, s. 19. 


14. The Superintendent shall make the following 
returns to the Deputy Minister: 


1. A daily return which shall be known as the 
Prisoners’ Daily Log, containing the names 
and register numbers of all prisoners admitted, 
paroled, transferred or discharged, also serious 
illness or accident, deaths, punishments, 
escapes, transfers and all other occurrences of 
importance concerning the inmates of the 
institution. 


bo 


An annual report for the year ending the 31st 
day of March, showing the operations and 
workings of the institution for the year and 
containing such statistical tables and other 
information as are required by the Deputy 
Minister. 


3. Such other returns as are directed from time 
to time by the Deputy Minister. C.R.O. 
1950, Reg. 410, s. 20. 


15.—(1) Upon the order of the Superintendent and 
with the approval of the Deputy Minister, each officer 
required to wear the official uniform shall receive an 
official uniform and such other outer clothing as the 
Superintendent considers necessary for the work to 
which that officer has been assigned. 


(2) The uniform and clothing are the property of 
the institution and shall be of such design and of such 
material as is directed by the Deputy Minister. 


(3) All repairing of such uniforms and clothing 
shall be done at the institution and where repair or 
replacement is necessary because of the carelessness or 
wilful acts of any officer he shall pay the cost of the 
repair or replacement. 


(4) No civilian clothing shall be supplied under any 
conditions. C.R.O. 1950, Reg. 410, s. 21. 


16.—(1) Upon the admission of an inmate to the 
institution, the Superintendent is responsible for having 
the inmate clothed as prescribed by the Deputy Minister 
and for having the inmate’s personal clothing cleaned 
and properly taken care of and restored to the inmate 
at the time of his parole or discharge from the institu- 
tion. 


(2) If¥proper clothing is not provided by or on 
behalf of the inmate when he is paroled or discharged, 
the Superintendent may from the stores of the institu- 
tion issue for the inmate’s use such clothing as he con- 
siders necessary. C.R.O. 1950, Reg. 410, s. 22. 


17. In deciding the punishment of inmates, the 
Superintendent shall take into consideration the age, 
previous condition, history, habits, environment, dis- 
position, mental capacity and probable provocation 
for the offence and he shall take great care to deprive 
his recommendation of even the appearance of vin- 
dictiveness even though there is great provocation. 
C.R.O. 1950, Reg. 410, s. 23. 


18. All applications of inmates for executive 
clemency or for writs of habeas corpus or parole shall 
be referred to the proper official through the Superin- 
tendent. C.R.O. 1950, Reg. 410, s. 162. 


MEDICAL OFFICER 


19. The medical officer shall be a fully qualified 
medical practitioner, duly appointed, and shall control 
and direct the medical and surgical treatment of all 
inmates. C.R.O. 1950, Reg. 410, s. 26. 


20. The medical officer shall, subject to this Regu- 
lation and the instructions of the Superintendent, 
have full control of the hospital and the officers and 
employees detailed to hospital duty. C.R.O. 1950, 
Reg. 410, s. 27. 


_ 21.—(1) The medical officer shall examine every 
inmate at the time of his admission and shall record 
the findings of his physical examination. 


(2) The medical officer shall observe the mental 
condition and personality of the inmate and, where it 
is obvious that the inmate should receive mental 
examination, he shall refer the case to the visiting 
psychiatrist. 


(3) The medical officer shall confirm from the clerk 
of records the inmates’ name, his parents and next of 
kin, date of entrance, nationality and race. C.R.O. 
1950, Reg. 410, s. 28, revised. 


22. Wherever indicated as soon after the prisoner’s 
admission as possible, the medical officer shall under- 
take vaccination and immunization and shall record 
the treatments, together with laboratory findings. 
C.R.O. 1950, Reg. 410, s. 29. 


23. The medical officer shall observe such special 
directions as are issued from time to time by the 
Deputy Minister regarding the record to be kept 
relating to the mental and physical condition of the 
inmates and shall conduct or cause to be conducted such 
correspondence with respect thereto as will enable him 
to compile a full and complete clinical history of the 
inmates. C.R.O. 1950, Reg. 410, s. 30. 


24.—(1) The medical officer shall keep a record of all 
admissions to and discharges from the hospital or any 
other special hospital and of all cases treated by him 
with name, number and the diagnosis and treatment, 
with such observations as assist in forming a perfect 
record of each patient. 


(2) Where a patient is transferred to any other 
institution for treatment or observation, the medical 
officer, on the patient’s return, shall obtain a record 
covering the period of absence from the institution 
and see to it that it forms part of the institution records. 


(3) The medical officer shall see that the nurse or 
officer in charge of the hospital opens a clinical chart 
on each inmate who is placed in bed in the hospital 
ward, or in an emergency hospital ward. C.R.O. 1950, 
Reg. 410, s. 31. 


25. The medical officer shall make a written report 
daily to the Superintendent of the attendance at the 
sick parade in the morning and of the disposition made 
of those reported sick and of all admissions to and 
discharges from the hospital. C.R.O. 1950, Reg. 410, 
s. 32, amended. 


26.—(1) The medical officer shall, at least once a 
week and also whenever requested by the Superinten- 
dent, inspect all the dormitories, cells and other rooms 
used by the inmates as to their cleanliness and ventila- 
tion and sanitary condition and report their condition 
in writing to the Superintendent. 


(2) Once a month a copy of each of these reports 
shall be sent to the medical inspector. C.R.O. 1950, 
Reg. 410, s. 33, amended. 


27. The medical officer shall insure a wholesome 
water supply and proper disposal of sewage so as not to 
endanger the health of the inmates. C.R.O. 1950, 
Reg. 410, s. 34. 
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28.—(1) The medical officer shall, at least once a 
week and whenever requested by the Superintendent, 
examine the quality of the provisions and condition of 
the food provided for the inmates and the place of 
oe and the place or places of preparation of the 
ood, 


(2) Where he finds that any provisions are unwhole- 
some or that the food is insufficient or, for any reason, 
prejudicial to health, he shall immediately make a 
report thereon in writing to the Superintendent. 
C.R.O. 1950, Reg. 410, s. 35. 


29.—(1) Where an inmate claims to be unable to 
work by reason of sickness or other disability, the medi- 
cal officer shall examine the inmate and if, in his 
opinion, the inmate is unfit to work or if his occupation 
should be changed, he shall immediately certify the fact 
to the Superintendent. 


(2) The inmate shall thereupon be released from 
work or have his occupation changed or be admitted 
to the hospital or elsewhere for medical treatment as 
the medical officer directs having due regard for the 
safekeeping of such inmate, for such period as the 
medical officer deems advisable. C.R.O. 1950, Reg. 410, 
s. 36, revised. 


30. When an inmate is injured, the medical officer 
shall examine his injuries, prescribe whatever treatment 
is deemed advisable, including hospitalization if 
necessary, and shall immediately report the nature of 
the injury and its cause in writing directly to the 
Superintendent. C.R.O. 1950, Reg. 410, s. 37, amended. 


31. The medical officer shall, whenever requested 
to do so by the Superintendent, make a careful examina- 
tion of any inmate and make a written report of his 
physical and mental condition. C.R.O. 1950, Reg. 410, 
s. 38. 


32. When an inmate, in the opinion of the medical 
officer, becomes mentally ill, the medical officer shall 
certify the fact to the Superintendent and make a full 
statement of the mental and physical condition of the 
inmate, together with his opinion as to what disposition 
should be made of the case. C.R.O. 1950, Reg. 410, 
s. 39, 


33. If the medical officer observes that an inmate 
is seriously ill, he shall notify the Superintendent or the 
officer in charge in order that the inmate’s relatives 
may be notified. C.R.O. 1950, Reg. 410, s. 40. 


34. When an inmate dies, the medical officer shall 
record the cause of death and all circumstances con- 
nected therewith and shall forward his record, together 
with all medical documents, to the Superintendent for 
his permanent record. C.R.O. 1950, Reg. 410, s. 41. 


35. Where an inmate attempts suicide, the medical 
officer shall notify the Superintendent and arrange 
for the inmate to receive a mental examination by the 
consulting psychiatrist before any criminal charges 
are laid. C.R.O. 1950, Reg. 410, s. 42. 


36. In the event of the death of an inmate, the 
medical officer shall notify the coroner of the county or 
district. C.R.O. 1950, Reg. 410, s. 43, amended. 


37. The books and records of the medical officer 
shall be at all times subject to examination by the 
Deputy Minister and the Superintendent. C.R.O. 
1950, Reg. 410, s. 45, amended. 


38. The medical officer shall report in writing to 
the Superintendent for the information of the Deputy 
Minister the names of the inmates received into the 
hospital or treated in the cells or elsewhere during the 
preceding month, stating their respective ages, diseases, 
previous occupations in the institution, the time they 
have remained in the hospital, cells or dormitories, 
the date of commencement and termination of treat- 
ment, the number of days during which such patients, 


in consequence of sickness, have been relieved from 
work, the deaths and cause thereof, transfers to 
hospitals for the insane and such other facts and such 
recommendations as he desires to submit. C.R.O. 1950, 
Reg. 410, s. 46. 


39. At the end of each year the medical officer 
shall make a report to the Deputy Minister in which 
he shall present, in summarized form, a complete history 
of the operations of his office during the year and such 
other information as is required of him. C.R.O. 1950, 
Reg. 410, s, 47. 


40.—(1) The medical officer shall keep a record 
showing the amount of opium or its derivatives de- 
livered to his department and the dates of the deliveries, 
the amounts prescribed from time to time and the 
persons for whom it is prescribed by his written order. 


(2) The medical officer shall check this record 
monthly, reporting any irregularities to the Superin- 
tendent. C.R.O. 1950, Reg. 410, s. 48. 


OFFICERS 


41. Officers shall not absent themselves from duty 
without the permission of the officer in charge. C.R.O. 
1950, Reg. 410, s. 71, revised. 


42.—(1) Any complaint made by one officer against 
another officer or by an officer against an inmate shall 
be made in writing to the Superintendent. C.R.O. 
1950, Reg. 410, s. 63, revised. 


(2) Any complaint made by an inmate against an 
officer shall be made in writing to the Superintendent 
and when handed to an officer by the inmate shall be 
delivered to the Superintendent forthwith. C.R.O. 
1950, Reg. 410, s. 77, revised. 


(3) Where an inmate makes a complaint against 
another inmate, the officer present shall bring the matter 
to the attention of the officer in charge. C.R.O. 1950, 
Reg. 410, s. 81, revised. 


43.—(1) Officers on duty shall wear the prescribed 
uniforms and preserve proper cleanliness in their 
person and habits. 


(2) Officers off duty shall not wear their uniform, 
but shall wear plain clothes. 


(3) The uniform is not the property of the officer 
but is for his official use while an officer of the institu- 
tion. 


(4) The uniform clothing shall be kept in good 
repair. C.R.O. 1950, Reg. 410, s. 73, revised. 


44.—(1) Officers who are ill and unable to continue 
or go on duty shall immediately report to the officer 
in charge who shall notify the Superintendent. 


(2) The Superintendent may have the medical 
officer attend the officer’s residence, ascertain the cause 
of his illness and report his case to the Superintendent. 
C.R.O. 1950, Reg. 410, s. 74. 


45.—(1) Officers in charge of inmates assigned to 
any branch of the institution are, when on duty, 
responsible to the head of that branch for the proper 
observance of the instructions given by such head. 


(2) When an inmate refuses to work or disobeys 
the rules, the offtcer present shall forthwith report the 
matter to the officer in charge. C.R.O. 1940, Reg. 410, 
S Us 


46. In addition to any other counts directed by the 
Superintendent, when a shift is relieved, the officer in 
charge of the outgoing shift and the officer in charge 
of the incoming shift shall verify the count. C.R.O. 
1950, Reg. 410, s. 60, revised. 
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47. The officer in charge of any shift, whether at 
night or day, shall lose no time in reporting to his 
superior officer any unusual circumstance requiring 
immediate attention. C.R.O. 1950, Reg. 410, s. 69, 
revised. 


48. When an inmate is taken sick or is injured, the 
officer shall at once report the fact to the officer in charge 
and, in the case of serious or fatal injury, the officer shall 
make a complete written report of the matter. C.R.O. 
1950, Reg. 410, s. 79. 


49. When an inmate desires an interview with the 
Superintendent or other official, the officer shall report 
the request to the officer in charge. C.R.O. 1950, 
Reg. 410, s. 82. 


50. Officers shall not indulge in any familiarity 
toward inmates, and they shall not permit inmates to 
act familiarly toward them. C.R.O. 1950, Reg. 410, 
Shy, 


51.—(1) Officers shall not frequent gambling houses 
or other disreputable places when off duty, and shall 
never come on the premises while in the slightest degree 
under the influence of liquor. 


(2) No officer shall use morphine, chloral, cocaine 
or any similar drug generally classed under the title 
“dope”. C.R.O. 1950, Reg. 410, s. 84. 


52.—(1) The watchman’s clock shall be checked 
at such time as is directed by an officer. 


(2) No person shall tamper with the watchman’s 
clock. C.R.O. 1950, Reg. 410, s. 86, amended. 


53. Foremen and employees, other than officers, 
are responsible for the conduct and safe custody of 
inmates under their direct control. C.R.O. 1950, 
Reg. 410, s. 91, revised. 


PUNISHMENT OF INMATES 


54.—(1) No punishments or deprivations of any 
kind shall be awarded to inmates except by the Super- 
intendent. 


(2) The punishments that may be awarded are, 


(a) depriving of books from the library or of some 
other such privilege ordinarily enjoyed by 
inmates; 


(b) confinement ina cell that ismaintainedatacom- 
fortable temperature with or without reduced 
rations consisting of a minimum food allowance 
of five ounces of wholesome bread for each of 
three meals per day and an abundant supply 
of proper drinking water available to the 
prisoner at all times for a period not exceeding 
three days; 


(c) forfeiture of a portion or of all the good con- 
duct remission of sentence earned; or 

(d) the infliction of the strap. C.R.O. 

Reg. 410, s. 106 (1, 2). 


55.—(1) The infliction of punishment by the lash 
shall only be in execution of the sentence of the Court, 


and punishment by the strap shall only be inflicted | 


in extreme cases and for, 
(a) assault with violence on officers; 
(6b) assault with violence on other inmates; 
(c) continued course of bad conduct; 


(d) escape or attempted escape; 


(e) malicious destruction of or injury to property; | 


1950, 


(f) malingering to evade work; 

(g) mutinous conduct; 

(h) repeated fighting after warning; 
(2) refusal to work after warning; 
(j) repeated insolence to officers; 


(Rk) riotous conduct in dormitories, cells, working 
gangs or elsewhere; or 


(1) attempting to commit sodomy and other 
crimes of like character. 


(2) No inmate shall be punished by infliction of the 
strap until the medical officer has certified that the 
inmate is mentally responsible for his actions, and 
physically fit to endure the punishment. 


(3) The Superintendent, or the officer next in com- 
mand to the Superintendent, and the medical officer 
shall be present throughout the time the inmate is 
receiving such punishment. 


(4) The number of blows with the strap shall be in 
proportion to the offence committed, and shall not 
exceed ten at any one application. 


(5) The strap shall not be used except when it is 
clearly necessary to achieve the reformation of the in- 
mate and enforce proper discipline. 


(6) The strap shall be a plain leather strap not 
less than three inches in width without perforations 
of any kind and shall be applied across the bare but- 
tocks, and great care shall be exercised to prevent 
hurting the prisoner elsewhere. 


(7) The application of the strap shall be by an 
officer designated by the Superintendent. C.R.O. 
1950, Reg. 410, s. 106 (3-9). 


56. The following information shall be recorded in 
the Punishment Book: 


1. The date on which the offence was committed. 


2. Name and number of the inmate who com- 
mitted the offence. 


3. Nature of the offence or misconduct com- 
mitted. 


4. Name of the officer making complaint. 
5. Nature of punishment inflicted. 


6. Date of punishment or deprivation. 


~ 


. Signature of the Superintendent, and the 

medical officer in case of infliction of the strap. 
8. Remission granted and reasons therefor. 
C.R.O. 1950, Reg. 410, s. 106 (10). 


57.—(1) When an officer has reported an inmate 
for misconduct, the Superintendent shall investigate and 
take into consideration all the circumstances and 
evidence giving the inmate an opportunity to state his 
case. 


(2) Pending the investigation by the Superintendent 
into the charge contained in the report, and if cir- 
cumstances will not permit of the examination being 
at once proceeded with, the inmate against whom 
the complaint is made shall be locked up in one of the 
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cells, and during such temporary confinement he shall 
not be deprived of any other privileges. C.R.O. 1950, 
Reg. 410, s. 106 (11). 


(3) When the Superintendent has decided on the 
necessary punishment, he shall inform the inmate of 
his decision and immediately upon the infliction of the 
punishment shall have the necessary entries made in 
the Punishment Book. 


(4) Where the Superintendent decides to remit a 
portion of a punishment, or restore privileges with- 
drawn, he shall enter such remission or restoration in 
the Punishment Book and duly date and sign the 
entry and thereupon the portion of the punishment, 
deprivation or withdrawal of privilege is effected. 
C.R.O. 1950, Reg. 410, s. 106 (12, 13). 


58. The Superintendent shall cause an exact copy 
of the Punishment Book to be inserted in the Prisoners’ 
Daily Log that is forwarded daily to the Deputy 
Minister. C.R.O. 1950, Reg. 410, s. 106 (15). 


59.—(1) Where it is necessary, in the opinion of 
the Superintendent, to place handcuffs or leg-irons on 
an inmate for refractory conduct, the handcuffs or leg- 
irons shall be removed during the night, from 5 p.m. 
until 7 a.m., and for one hour during each meal. 


(2) When an inmate is under punishment in a cell 
in irons, he shall be visited by an officer at least once 
every hour and by the medical officer at his daily 
visits. C.R.O. 1950, Reg. 410, s. 106 (16, 17). 


69.—(1) Corporal punishment ordered by the 
sentence of the Court shall not be inflicted until the 
medical officer has certified under his signature, in the 
Punishment Book, to the physical and mental fitness 
of the inmate to undergo such corporal punishment. 
C.R.O. 1950, Reg. 410, s. 107, amended. 


(2) If the medical officer decides that the inmate 
is not mentally responsible for his actions, or is physic- 
ally unfit to receive such corporal punishment, the 
Superintendent shall immediately forward a written 
report to the Chief of the Remission Branch of the 
Department of Justice of Canada, and shall not impose 
the corporal punishment ordered by the Court until 
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the Department of Justice has instructed the Superin- 
tendent respecting the matter. C.R.O. 1950, Reg. 410, 
s. 108. 


DUTIES OF SUPERINTENDENT 


61.—(1) Book agents, insurance agents, solicitors for 
subscriptions to books and papers, and others who 
wish to ply their business in the institution shall not be 
admitted. 


(2) Ex-inmates from the institution or any similar 
institution shall not be admitted without specific 
instructions from the Superintendent. C.R.O. 1950, 
Reg. 410, s. 167, revised. 


62.—(1) Persons permitted to attend the institution 
shall not receive from or confer any present upon the 
inmates, or become the medium of communication 
between them and their friends or others, except when 
to do so is obviously in the best interests of their 
families and will assist in their reformation, 


(2) Any person who contravenes subsection 1 shall 
be barred from future intercourse with inmates, C.R.O. 
1950, Reg. 410, s. 168, revised. 


63. The Superintendent may issue a ration of 
tobacco to inmates and shall designate when and 
where smoking is permitted. C.R.O. 1950, Reg. 410, 
s. 169, amended. 


64. Mail and articles of all kinds sent to and from 
inmates shall be censored by an officer designated by 
the Superintendent and the Superintendent may reject 
that which he considers improper to be sent or received 
but inmates shall be always permitted to send proper 
letters to their solicitors or Minister or Deputy Minister 
or the Attorney General. C.R.O. 1950, Reg. 410, s. 170. 


65. No person shall within the limits of an industrial 
farm give to any person any intoxicating liquor as 
defined in The Liquor Control Act and he shall not 
keep, consume or have in his possession within such 
limits any such intoxicating liquor. C.R.O. 1950, 
Reg. 410, s. 174. 
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Regulation 538 


under The Registry Act 


APPLICATION OF SECTION 32 OF ACT 13. The County of Oxford. 
1. Each of the registry divisions named in the 14. The County of Peel. 
Schedule is designated an area to which section 32 of 
the Act applies. O. Reg. 177/52, s. 1. 15. The County of Perth. 


16. The County of Simcoe. 


Schedule 17. The District of Sudbury, 
1. The County of Essex. 18. The District of Thunder Bay 
(Port Arthur Division), 
2. The County of Halton. 
Be 19. The District of Thunder Bay 
3. The County of Hastings. ) 
ALA aia co (ore Willians Divicion), 
4. The County of H 5 
katie hk Ae 20. The City of Toronto. 
5. The County of Kent. 
21. The County of Waterloo. 
6. The County of Lambton. 
22. The County of Welland. 
7. The County of Lincoln. ae eee 
8. The City of London 23. The County of Wellington. 
9. The County of Middlesex. 24, The County of Wentworth. 
10. The County of Norfolk. 25. The East and West Ridings of the County of 
Yorkie ©; Reow 177/525 Sched) 1; O5pReg 
11. The County of Ontario. 283)/52a54 1 O}) Rega t/53ys- 17 OF Reg: 37/53, 
Syl Om Reg eoo/ Sosy lO. Reg. PAD SiS Seale 
12. The City of Ottawa. O. Reg. OD Saeesen le revised. 
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Regulation 539 


under The Regulations Act 


GENERAL 


1. The Registrar shall advise upon and assist in the 
preparation of regulations. O. Reg. 77/59, s. 1. 


2. Where a Regulation includes a sketch or illustra- 
tion, it shall bea line cut and not greater than 21% inches 
in width, and the cut, plate or other device necessary 
in the printing of the sketch or illustration shall be 
delivered to the Registrar when the Regulation is 
filed. O. Reg. 77/59, s. 2. 


3. When a Regulation is filed, the Registrar shall 
mark the number assigned to the Regulation, the word 
“Filed” and the day, month and year of filing upon 
the Regulation and he shall evidence such marking by 
his signature. O. Reg. 77/59, s. 3. 


4. Filed Regulations shall be available for public 
inspection. O. Reg. 77/59, s. 4. 


5. In publishing Regulations, the Registrar may 
correct clerical, grammatical or typographical errors 
and, for the purpose of obtaining a uniform mode of ex- 
pression, may alter the numbering and arrangement of 
any provision and may make such alterations in 
language or punctuation as are of an editorial nature. 


Op Regs 1i/S9Ns- 5, 


6. The Registrar shall maintain a register and, upon 
the filing of a Regulation, the Registrar shall enter in 
the register, 


(a) the number assigned to the Regulation; 
(b) the subject matter of the Regulation; 


(c) the Act authorizing the making of the 
Regulation; 


(d) the Department or other authority filing the 
Regulation; and 


(e) a statement indicating whether or not the 
Regulation replaces or amends other Regu- 
lations and a reference to the numbers of the 
Regulations so replaced or amended. O. Reg. 
Ndi Sos. O- 


7. The Registrar shall maintain an Act index and, 
upon the filing of a Regulation, the Registrar shall enter 
in the Act index the numbers of all Regulations made 
under each Act. O. Reg. 77/59, s. 7. 


8. The Registrar may designate any solicitor in the 
office of the Legislative Counsel or Registrar of Regu- 
lations as Assistant Registrar of Regulations to perform 
the duties of the Registrar under this Regulation in 
his place and stead. O. Reg. 77/59, s. 8. 


9. Nothing in section 1 or 5 applies to or affects 
the rules made by the Rules Committee established 
under The Judicature Act. O. Reg. 77/59, s. 9. 
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Regulation 540 


under The Rehabilitation Services Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “dependant”? means the child of a handi- 
capped person, who is under eighteen years of 
age and wholly dependent upon the handi- 
capped person for support and maintenance, 
and is, 


(i) under school age, 
(ii) attending school, or 


(iii) unable to attend school because of 
physical or mental impairment; 


(b) ‘‘maintenance allowance’”’ means an allowance 
granted to, or on behalf of, a handicapped 
person to maintain himself, or himself and his 
dependants, during the period he is receiving 
rehabilitation services authorized by the 
Director; 


(c) ‘unmarried person’ includes a widow, a 
widower, a divorced person, a married person 
who is living separate and apart from his 
spouse, and the husband of a recipient of an 
allowance under subclause ii of clause a of 
section 2 of The Mothers’ and Dependent 
Children’s Allowances Act. O. Reg. 27/56, s. 1. 


APPLICATION FOR REHABILITATION SERVICES 
AND FOR A MAINTENANCE ALLOWANCE 


2.—(1) An application for rehabilitation services 
shall be in Form 1. 


(2) An application for a maintenance allowance 
shall be in Form 2. 


(3) An application in Form 2 shall be accompanied 
by a consent to inspect assets in Form 3. 


(4) An application in Form 1 shall be accompanied 
by a report of a duly qualified medical practitioner in 
Form 4. 


(5) The local authority or representative of an 
approved organization shall fill out and complete an 
application in Form 1 or 2 in the presence of the appli- 
cant and the applicant shall sign the application in the 
presence of the local authority or representative of the 
approved organization. 


(6) No local authority or representative of an 
approved organization shall charge any fee to, or 
receive any remuneration from or on behalf of, any 
applicant for the completing of an application in 
Form 1 or 2. 


(7) The local authority or representative of an 
approved organization shall, immediately upon com- 
pletion of an application in Form 1 or 2, send it to the 
Director. 


(8) Where, because of physical or mental impaur- 
ment, an applicant is unable to make an application in 
Form 1 or 2 in person, it may be made in his presence 
by some responsible person on his behalf. O. Reg. 
Zio, s. 2: 


Vol. 3—Sig. 21 


3. A married male handicapped person who in 
order to benefit from rehabilitation services must 
take up residence in a place other than that in which 
his wife resides may be deemed an unmarried person 
for the purposes of this Regulation, where the need for 
maintenance allowance is apparent to the Director. 
OF Regms0/Sisais 


4.—(1) An unmarried person is not eligible for a 
maintenance allowance at a rate greater than will make 
his aggregate income equal to $1,200 a year. O. Reg. 
27/50, s. 3 (1); O. Reg. 46/60, s. 1 (1). 


(2) An unmarried person who has dependants is not 
eligible for a maintenance allowance at a rate greater 
than will make his aggregate income equal $1,680 a year. 
O. Reg. 27/56, s. 3 (2); O. Reg. 46/60, s. 1 (2). 


(3) A married person with no dependants who is 
living with his spouse is not eligible for a maintenance 
allowance at a rate greater than will make the combined 
aggregate incomes of the married person and his spouse 
equal $1,980 a year. O. Reg. 27/56, s. 3 (3); O. Reg. 
46/60, s. 1 (3). 


(4) A married person with dependants who is living 
with his spouse is not eligible for a maintenance 
allowance at a rate greater than will make the combined 
aggregate incomes of the married person and his spouse 
equal $2,100 a year. O. Reg. 27/56, s. 3 (4); O. Reg. 
46/60, s. 1 (4). 


5.—(1) In this section, ‘‘liquid assets’? means cash, 
bonds, debentures, stocks, the beneficial interest in 
assets held in trust and available to be used for main- 
tenance and any other assets that can be readily 
converted into cash, but does not include the amount 
remaining to be paid under a mortgage receivable or 
an agreement for sale or the cash surrender value of a 
life insurance policy. 


(2) An unmarried person is not eligible for a main- 
tenance allowance where he has an amount in excess 
of $1,000 in liquid assets. 


(3) A married person who is living with his spouse 
is not eligible for a maintenance allowance where he 
and his spouse, jointly or severally, have an aggregate 
amount in excess of $2,000 in liquid assets. O. Reg. 
46/60, s. 2. 


INCOME 


6. In computing net revenue from real or personal 
property, all reasonably necessary expenses for pre- 
servation, maintenance and use of the property shall 
be deducted from the gross revenue. O. Reg. 27/56, 
S; Oy 


7.—(1) The net revenue from real property not 
used as the residence of the applicant for, or recipient of, 
a maintenance allowance shall be the gross revenue 
less taxes, insurance, upkeep and other reasonable 
expenses. 


(2) Where the applicant for or recipient of a 
maintenance allowance has his residence in real property 
owned by himself or by his spouse and the owner 
receives revenue from other parts of it, the net revenue 
shall be, 


(a) 40 per cent of the gross revenue from board or 
board and lodging furnished; 
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(6) 50 per cent of the gross revenue from rooms 
rented furnished or unfurnished; and 


(c) 50 per cent of the gross revenue from the use or 
occupation of any other part. O. Reg. 27/56, 
S46: 


8.—(1) Where an applicant for or a recipient of 
a maintenance allowance or his spouse has made, 
within one year preceding the date of application, or 
at any time subsequent thereto makes, an assignment 
or transfer of real or personal property, the applicant 
or recipient shall furnish to the Director full particulars 
of the assignment or transfer. 


(2) If, from the particulars so furnished, the 
Director determines that the assignment or transfer 
was made, 


(a) for inadequate consideration; or 


(b) for the purpose of making the applicant or 
recipient eligible for a maintenance allowance 
or for an amount of maintenance allowance 
greater than he would be otherwise eligible to 
receive, 


the Director may direct that the income or assets be 


computed as though the assignment or transfer had 
not been made. O. Reg. 27/56, s. 7. 


9.—(1) In computing income the Director shall 
include, 


(a) any maintenance allowance paid under the 
Act and this Regulation; 


(6) any allowance, assistance, pension or benefit 
paid to the applicant for or recipient of a 
maintenance allowance, or to his spouse, 
under, 

(i) The Blind Persons’ Allowances Act, 

(ii) The Disabled Persons’ Allowances Act, 
(iil) 
(iv) the Old Age Security Act (Canada), 


The Old Age Assistance Act, 


(v) the Pension Act (Canada), 


(vi) the Unemployment Insurance Act 
(Canada), 
Allowance Act 


(vil) the War Veterans 


(Canada), or 
(vit) The Workmen's Compensation Act; 


(c) net revenue from real property as computed 
under sections 6 and 7; 


(d) any income computed under section 8; 


(e) any payments received by the applicant for 
or recipient of a maintenance allowance or 
by his spouse under a mortgage, agreement 
for sale or loan agreement; 


(f) regular or periodic payments under any 
annuity, pension plan, superannuation scheme 
or insurance benefit; and 


(g) the value of board and lodging, or board or 
lodging, as determined under section 10. 


_ (2) In computing income the Director shall not 
include, 


(a) any payments for rehabilitation services, 
other than a maintenance allowance, made 
to or on behalf of a handicapped person; 


(6) real property used as the residence of the 
applicant for or recipient of a maintenance 
allowance and from which no revenue is 
derived by him or his spouse; 


(c) allowances paid to a spouse under The Mothers’ 
and Dependent Children’s Allowances Act; 


(d) family allowances paid under the Family 
Allowances Act (Canada); 


cost-of-living allowances or supplemental 
allowances paid by a municipality to a person 
in receipt of, 


(e 


Ww 


(i) a maintenance allowance under the Act 
and this Regulation, 


(ii) any allowance under The Blind Persons’ 
Allowances Act, 

(iii) any allowance under The Disabled 
Persons’ Allowances Act, 

(iv) any allowance under The Old Age 

Assistance Act, or 


(v) a pension under the Old Age Security 
Act (Canada); 


(f) pay allotted or assigned by a member of the 
naval, military or air forces of Canada who is 
serving on active service, except where a 
dependant’s allowance, under any law of 
Canada respecting armed forces, has been 
awarded for the applicant for or recipient of 
a maintenance allowance or for his spouse; 


direct relief paid out of moneys provided by a 
municipality or by Ontario; 


Ww 


(g 


(1) donations made by a religious, charitable or 
benevolent organization; 


contributions from any source to provide 
special care for the applicant for or recipient of 
a maintenance allowance or his spouse; 


wa 


(a 


(j) an amount for the purpose of obtaining the 
services of a guide that is received by or for 
the applicant for or recipient of a maintenance 
allowance or his spouse, who is blind within 
the meaning of The Blind Persons’ Allowances 
Act; or 


(k) casual gifts of small value. O. Reg. 27/56, s. 8. 


10.—(1) Where board and lodging or board or 
lodging is or is to be provided free to a recipient of a 
maintenance allowance, the Director shall consider as 
income of the recipient and, in the case of a recipient 
who is married and living with his spouse, of the 
recipient and his spouse, a monthly amount determined 
as follows: 


Unmarried Married 
| recipient recipient 
; | 
Lodging 10 15 
Board 


Board and Lodging 


(2) Where board and lodging or board or lodging 
is or is to be provided to a recipient of a maintenance 
allowance for an amount less than the amounts re- 
spectively set forth in subsection 1, the Director 
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shall consider as income of the recipient and, in the 
case of a recipient who is married and living with his 
spouse, of the recipient and his spouse, an amount 
equal to the difference between the amount as deter- 
mined in subsection 1 and the amount actually being 
paid. O. Reg. 27/56, s. 9. 


ADVISORY COMMITTEE 
11. Anadvisory committee consisting of five persons 
is established to advise the Minister with respect to 
the development and provision of rehabilitation 
services. O. Reg. 27/56, s. 10. 
ADVISORY BOARD 
12.—(1) An advisory board consisting of three 
persons, of whom at least one shall be a duly qualified 
medical practitioner, is established. 


(2) The chairman of the advisory board shall be 


a duly qualified medical practitioner. O. Reg. 27/56, 
Smells 
13.—(1) The advisory board shall assist the 


Director in determining eligibility of applicants by, 
(a) reviewing medical evidence submitted in 
support of the application; 


(6) obtaining any additional necessary evidence; 


(c) furnishing to the Director a report on the 
evidence with a specific finding as to whether 
or not the applicant may benefit from re- 
habilitation services; and 


(d) where the recommended rehabilitation services 
include vocational training, furnishing to the 
Director a report as to whether or not the 
vocational training and the subsequent 
employment would likely be detrimental to 
the health of the applicant. 


(2) At such times as requested by the Director, the 
advisory board shall, 


(a) review each case where rehabilitation services 
are being provided; and 


(6) advise the Director as to whether or not the 
recipient is benefiting from the rehabilitation 
services being provided. O. Reg. 27/56, s. 12. 


KINDS OF REHABILITATION SERVICES AUTHORIZED 


14. The kinds of rehabilitation services that may be 
authorized are the rehabilitation services available 
to a handicapped person under any agreement in 
writing in force from time to time between the Crown 
in right of Ontario and the Crown in right of Canada 
or an approved organization. O. Reg. 27/56, s. 13. 


POWERS AND DUTIES OF FIELD WORKERS 


15.—(1) A field worker shall make such investiga- 
tions and report in writing to the Director on any matter 
concerning a handicapped person as the Director 
requires. 


(2) In the course of an investigation the field worker 
shall personally interview the handicapped person. 
O. Reg. 27/56, s. 14. 


SUSPENSION OR CANCELLATION OF REHABILITATION 
SERVICES 


16. The Director may suspend or cancel the rehabili- 
tation services being provided for a handicapped person 
where, in the opinion of the Director, the handicapped 
person, 


(a) fails to comply with the provisions of the Act 
or this Regulation; 


(b) fails to avail himself of the rehabilitation 
services authorized; 


(c) is not benefiting from 
services being provided; or 


the rehabilitation 


(d) is not making satisfactory progress towards 
rehabilitation. O. Reg. 27/56, s. 15. 


AMOUNT, MANNER AND TIMES OF PAYMENT 


17.—(1) Where an unmarried handicapped person 
is eligible for a maintenance allowance, the Director 
may direct payment of an allowance up to a maximum 
of $60 a month and, where the need is apparent to the 
Director, he may direct payment of a further sum not 
to exceed $20 a month. O. Reg. 27/56, s. 16 (1); 
O. Reg. 46/60, s. 4 (1). 


(2) Where an unmarried handicapped person has 
dependants and is eligible for a maintenance allowance, 
the Director may direct payment of an allowance up 
to a maximum of $90 a month and, where the need is 
apparent to the Director, he may direct payment of a 
further sum not to exceed $20 a month. O. Reg. 27/56, 
s. 16 (2); O. Reg. 46/60, s. 4 (2). 


(3) Where a married handicapped person is living 
with his spouse, has no dependants and is eligible for a 
maintenance allowance, the Director may direct pay- 
ment of an allowance up to a maximum of $105 a 
month and, where the need is apparent to the Director, 
he may direct payment of a further sum not to exceed 
$20 a Soa O. Reg. 27/56, s. 16 (3); O.LReg. 46/60, 
s. 4 (3). 


(4) Where a married handicapped person is living 
with his spouse, has dependants and is eligible for a 
maintenance allowance, the Director may direct pay- 
ment of an allowance up to a maximum of $115 a 
month and, where the need is apparent to the Director, 
he may direct payment of a further sum not to exceed 
$20 a aes O. Reg. 27/56, s. 16 (4); O. Reg. 46/60, 
s. 4 (4). 


18. A maintenance allowance shall be paid by 
cheque, monthly in arrears, computed from the first 
day of the month in which a handicapped person 
receives rehabilitation services and shall cease to be 
paid from the first day of the month after the month 
in which the rehabilitation services are suspended, can- 
celled, discontinued, terminated or completed. O. Reg. 
21/50. s) ie 


19. The Director may direct payment of the cost of 
medical services to a handicapped person receiving a 
maintenance allowance provided under any agreement 
in writing in force from time to time between the Crown 
in right of Ontario and the Ontario Medical Association. 
O. Reg. 27/56, s. 18. 


ADDITIONAL DUTIES OF THE DIRECTOR 


20.—(1) In determining the eligibility of an 
applicant for a maintenance allowance and the amount 
thereof, and in directing payment, the Director shall, 


(a) cause an investigation to be made of the facts 
and of the circumstances of the applicant and 
spouse; and 


(b) satisfy himself as to, 


(i) the residence and marital status of the 
applicant, 


(ii) the ages of the dependants of the appli- 
cant, and 


(iii) the income and assets of the applicant 
and spouse. 


(2) The Director may from time to time rescind or 
amend any previous determination or direction so that 
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maintenance allowances conform to any changes in (ii) the real property of the recipient or of 
circumstances coming to his notice from investigations, his spouse; 
reports and information obtained under subsection 3. 


(3) In order that the Director may rescind or amend (b) undergo such periodic examinations by duly 
any determination or direction, each recipient shall, qualified medical practitioners as the Director 


(a) report forthwith to the Director any increase, appoints; and 


or decrease, in the amount of, 


(i) his income and assets, or of the income (c) furnish such information as the Director deems 
and assets of his spouse, or necessary. O. Reg. 27/56, s. 19. 


Form 1 
The Rehabilitation Services Act 
APPLICATION FOR REHABILITATION SERVICES 


To the Director, Rehabilitation Services Branch, Department of Public Welfare, Parliament Buildings, 
Toronto. 


I apply for rehabilitation services under The Rehabilitation Services Act, and in support of my application 
I make the following statements: 


1. Name and Address: 


(Surname) (Given names—underline name in common use) 
““"(Number and street orruralroute) ==s—<“<i‘ i!!! O(Municipality or post office) 
ANGRsaatslob4 S16) ey Ae Siow: coun Gecko egca eRe ci Gate Re ESO Comntyeorn Dis tid Gt On waa eae eee eer en ye al ae 
WOtuar ns eos oe Goncessionm hs see IRESICESEW TUL. Au teeth coe: es erated emer le ater oe ex mee SLA a ae ee ae ee 
(Name) (Relationship) 
Reach my residence from Highway No......... ISL NL OWS24.» cin tks, Porras, SeR bene eke ee ae ee eee ee 


2. Indicate whether applicant has previously made application in Ontario under any Act administered by the 


Deparntmentom re ubieNVellarcsm accel NOs Mien Ves. cine: detatlscume oe ciate acy wey aneein seen 


iS 


3. Sex: Male [] Female [J 


4, Marital Status: Single Married _] Widow [] Deserted [] Separated [] Divorced [J 
Widower 


If ‘‘Married”’, indicate whether applicant is living with spouse: Yes [] No []. 


State number of dependent children living with applicant: ............ 


Name of appicant spi ysiClane: .. 5. cm sc-ualemie lew nre an tye Seana a ALS US Ca betes ee te ee ae CE es 
8. Indicate whether applicant is in receipt of compensation under The Workmen's Compensation Act: Yes (] No[] 
LE ' Ves river detatlss..0: tite ota tenisce tales Sots olen aee ene eee tae es wn cerry IY RT YAY Ser EE 


9. Indicate whether applicant or spouse has served in the armed forces: Yes [] No []. If ‘Yes’, complete 
Table A below. 


10. Applicant's education and training: 
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11. 


12: 


14. 


15. 


16. 


Enlistment Discharge ; 
Type of Service |———___$__ | ____— Theatre of war in 
Service by: service number Date Place Date Place which service rendered 
Applicant 
Spouse 


BLESEN tOCCUNDA TION! OF SPOUSES aayefers tele sree Phat seis ero eT Ree POAT ER tenia) asain os 
Indicate whether applicant has ever received or applied for rehabilitation services under a rehabilitation or 
Curse Stenleye jyeeeieng WES |} We [ob Wi Was”, GOCE, coon coacarcscounoonvunueucuuoanadetor 


. (a) If vocational training is provided for applicant, state whether applicant can arrange to take care of living 


expenses while training: Yes [] No [] 


(b) State whether applicant is prepared, if necessary, to live away from home for vocational training: Yes [J 


No []. 


(c) If, after training, employment is not available in home community, state whether applicant is prepared 
to accept employment wherever it may be secured: Yes [] No [] 


EXPplica iter elerredmMormre labilita LOnEseigva CES ys erent mem rare wenn eer Peer eee ee er 
(Name of organization or person) 
Moray MemtAd oraraculeah ean Ware are ae eang vee ERR ate is a 
Signatures: 
Datedtatyneas. cs iam ty eee this aa ee Gaydon CR a ate ae Pa Ah ae ae 
"(Signature of local authority or representative of approved (Signature of applicant) 
organization completing application) or 
(Signature of person making applica- 
tion on behalf of applicant) 
bio ahaa omcaeas bdo Suettien Seve eee v a aeons 
Authorization: 


I hereby authorize the Ontario Department of Public Welfare and its representatives to release infor- 
mation with respect to my handicapped condition and my application for rehabilitation services to such 
agencies, persons or employers as are concerned with my rehabilitation, 


(signature of applicant) 


TABLE A 


SERVICE IN ARMED FORCES BY APPLICANT OR SPOUSE 


(i) Indicate whether application has been made for a Military Pension: Yes [1] No [. 


MESS Vies'2 wit haw hatiresul isa crtaremer cite cre nie reine cetera neato ees eee ete enero ete ter ic se tetan ete 


(ii) Indicate whether application has been made for War Veterans’ Allowance: Yes [] No (J. 


AV eo with: whatsresult?s sae meister ore in eilar ata Pee sha ere Otte nine ate en tetrrues wleta em Par ea 
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TABLE B 


OccuPATIONAL History: (If space insufficient, attach separate sheet) 


Dates Employed | P 
Employer and Address Wieser anon Type of Work Wages Reason for Leaving 
From To (Wk. or Mth.) 


(i) State whether applicant is registered with the National Employment Service for employment: 


BYES ie [iallae NO Fah oe Bi eaey CS WINere acy oh New eds cep eerme RMeMEe 2 arse heat ia AAA cg Cen rue ne ere ee 


(Gi) Unemployment insurances Noms Applicant... 4.6 eens een ae S POUSC He ecient eet eee 


NARRATIVE: (Use separate sheet for narrative giving full details under the following headings) 


(1) Additional Information: Record under this heading any additional information to supplement that 
given in the application that may be helpful in determining whether applicant might benefit from 


rehabilitation services. 

Gi) Recommended Rehabilitation Plan: Specify type or types of services that seem to be required for 
the rehabilitation of the applicant and, in particular, give recommendations for training, where 
applicable. 

(iii) General Observations and Comments: Give general impressions of applicant, attitudes, motivation, 
suitability, competence, etc. 


O. Reg. 27/56, Form 1. 
Form 2 
The Rehabilitation Services Act 
APPLICATION FOR A MAINTENANCE ALLOWANCE 
To the Director, Rehabilitation Services Branch, Department of Public Welfare, Parliament Buildings, Toronto. 


I apply for a maintenance allowance under The Rehabilitation Services Act, and in support of my application 
I make the following statements: 


Ale ad 
15, UNE UNOA rane ehh. are aren tae oem am mitch acreones etme nee ered JING TESS xereaa des a eloe arene CREE He ACIS NATE Be 
2. State how long applicant has resided in Ontario immediately before the date of this application: 
sig ioustectenatee rab Wears een a... euonths. 
3. MARITAL STATUS OF APPLICANT: Single [J 
Married [] Widow [(_] Widower [J] Deserted [J Separated (] Divorced [J 


Date of death 
Date Place or desertion Place Date Place 
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4, DEPENDENT CHILDREN: (List children under 18 years of age who are wholly dependent upon the handicapped 
person for support and maintenance, and who are under school age, or attending school, or unable to attend 
school because of physical or mental impairment.) 


Names of Dependent Attending School Living with Applicant 
Children Date of birth | Place of birth (yes or no) (yes or no) 


5. Pusiic ASSISTANCE: 
Indicate whether applicant or spouse is in receipt of any form of public assistance, such as: Direct Relief, Old 
Age Assistance, Old Age Security, Blind Persons’ Allowance, Disabled Persons’ Allowance, Mothers’ Allow- 
ance, Workmen’s Compensation, Military Pension or Allowance, Unemployment Insurance: Yes [] No [] 


ifeevesws state parbiculanecn vam. ces mize mriptrctqe eters tober ae eC ee Ne Pe eT ER TAS ce hah oat eet ee ee 


6. PERSONAL PROPERTY OR Liquip Assets: Cash, bank or savings accounts, moneys in trust, loans, securities, 
investments, bonds, stocks, debentures, etc. For all bank or savings accounts, attach separate statements. 


Description AS Ono: Value 
7. REAL PROPERTY: 
Description Mortgages Rented, 
Address of (House, Apt., A. | Owned Taxes | Fire Ins. Vacant or 
Property Duplex, Store, | or | or Life Interest per per Occupied 
Farm, Lot, etc.) | S. | Lease | Principal Rate Year Year by A. & S. 
% 


8. TRANSFER OF PROPERTY: 


Indicate whether applicant or spouse has assigned or transferred any real or personal property to any person(s) 
within one year preceding the date of this application: Yes [] No [). 


If ‘Yes’’, attach full report. 

9. INCOME: (a) List all income received by applicant and spouse, such as gross earnings from employment, 
income from business ventures (give gross and expenses), farm income, rentals, roomers and boarders (names 
to be given), estates, annuities, pension plans, superannuation schemes, insurance benefits, income from 
mortgages receivable or agreements for sale, contributions, etc. 

Where applicant or spouse has earnings from employment, attach ‘Statement of Earnings”’. 


Where income is received through the operation of a farm, attach ‘‘Farm Report”’. 
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A. Amount 
Description of Income or Received from ee SS 
Se Week Month Year 


(b) Will income listed above continue at the same rate during the next twelve months? Yes [] No (). 
If ‘‘No’’, give full details in Field Worker’s Remarks. 


10. Does applicant or spouse expect any increase in assets or additional income, other than those already listed? 
Yes [1] No (). If ‘Yes’, give full details in Field Worker’s Remarks. 


11. Livinc ConpITIONs: 


i. Is applicant boarding or lodging? Yes [J] No (J. If ‘Yes’, amount paid: 


(Week or Month) 
ii. Does applicant receive free board or lodging? Yes [] No []. 
VPreeV OSE MS EA TC UREA SOM (Site, ash Se drcte cotey ene tency ayais ac ev Ata vcieee mT Pee rate ceae teat ae ae ete ee ee eR eee oe ; 


and state amount applicant will pay if a maintenance allowance is granted: 


(Week or Month) 


iii. Does applicant make any other contribution, or render services for board or lodging? Yes [] No (]; 


12. Livinc ExPEeNsEs: (Complete only where applicant and spouse maintaining own quarters.) 


Monthly Monthly 
Cost of Amount | Paid by Whom Cost of Amount | Paid by Whom 

[Remit oemeee eeucreton. Laan eaten [ol eRe Ars. A UG Lie aang ae es aks hohe a ea | eaten aac cre EFS Feros 
Taxes on property 

COVCTELbG ov (Ta prt cS i ERT SRO eS Vale Abell ctnon Gusta e 1D reir iprtcmen saeoareor of A Se Rea tl eRe eRe dane Bek 
Waters Pane. seamcg neta ots Seem « <i | Seances, Seeks ene Phones ote tace ake Cen Ee ten Ae ee 
Fire Insurance....... Derrin h cry GO ens «Geer ie mee: Coalt olliaowere. ser ce re Rig dA Iruieny Vat eA Pinter iH 2 
Mortgage interest on 

property occupied: os s< a5 oalecee se Aes ee GaSe tee ke Dee SEA re ee aaa ee 

HeLa Cid ere eee oS See erie Sat ae tte cate mae OLIN ee tes COE ee RR Soe cee ce oe] Wt on PO a 

13. DeEBrs: 
By 


Owing to Whom? AOL: For What? Amount 
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14. VERIFICATION: 


I hereby certify that all the statements in this application are true to the best of my knowledge and belief, 
and no information required to be given has been concealed or omitted. 


(Signature of applicant) 
or 
(Signature of person making application on behalf 
of applicant) 


PART 2 FIELD WORKER’S REMARKS AND VERIFICATION 
In this section give full details under the following headings: 
Ci HOME? GONDITIONS® (eserille) sa - se.as cece oecters Goes noe NO UO ee eee ont ee BEY Bh ee oe 


(2) ADDITIONAL INFORMATION: Give any necessary additional information to supplement that given in Part 1; 
classify your remarks under appropriate headings, and, where possible, refer to the relevant paragraphs or 
subparagraphs of the form by number. 

(3) therfollowine forms) documents, certificates, etc, areyattached's . ays. tees es ives aileron « etaieieye se ents 

(4) The following forms, documents, certificates, etc. are to be forwarded later: 


(5) VERIFICATION: 


I certify that I have verified the following information given by the applicant in completing Part 1 of this 
application: 


1. Residence as shown in paragraph 2. 
. The children listed in paragraph 4 as being “‘dependent”’ as defined. 
. Personal and real property as shown in paragraphs 6 and 7. 


2 

3 

4. Income as shown in paragraph 9. 

5. Living expenses as shown in paragraph 12, 
6 


. Debts as shown in paragraph 13. 


aed eile. o)a//alw.io. #0 \ei'9, 614.16) Siena! o/s cel(e si-e) e's euie¢ a6) A 6) 8 Bom mar 9) Oe 6.806 Rs 8678, 0) 2/01) 0/98, 44) 


(Signature of field worker) 
O. Reg. 27/56, Form 2. 
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Form 3 
The Rehabilitation Services Act 


CONSENT TO INSPECT ASSETS 


(complete only where applicable) 


spouse of the above applicant, consent that: 
1. Any investigator under the Act may inspect and have access to any account held by me alone or jointly in any 


bank, trust company or other financial institution or to any assets held in trust for me by any person, or any 
records relating to any of them. 


2. Any investigator under the Act may secure information in respect of any life or accident insurance policy on my 


late spouse, 


Dated ia terete teen ce eetaer ie n ie tees = EMU S cSt, Oona een Rarity (GEA) Gal ais et ee, Ma mene ely ee aes Bien plus 
eer (signature of applicant) 
“§ otee Sp AG ORO pee erence so eens Oy a 1 

a tec vate orcas aeite sea Ga ae etre och ree: Oe il pee rene iret: Geek) Gawkonn ounce ieee ae eee Reece Og 
'"" (signature of spouse—if included) 
LC Ane oe ee oe ee Be eet wie ‘° Gein Senne: 
O. Reg. 216/56, s. 1. 

Form 4 


The Rehabilitation Services Act 
MEDICAL REPORT 
NOTE TO EXAMINING PHYSICIAN: The information submitted on this form will be used in conjunction 
with relevant social data to assist in determining whether or not the handicapped person might benefit from 


rehabilitation services that may enable him (her) to engage in remunerative employment. 


To the Director, Rehabilitation Services, Department of Public Welfare, Parliament Buildings, Toronto. 


NAME OROPERSO NE XAMINE Ds piston cute a cieahare oe aetna tear a coihis. chee ae easels san tuasvrne cuenta 
(surname—please print) (given name(s) ) 


1. SEX; Male [ ] Female [] NUE Oc eee eine meee years 


2. GENERAL MEDICAL APPRAISAL: (Nature and duration of illness or disability and diagnosis; pertinent 
physical findings) 


@ [pF O e408 0S Cw 0) Oe hE S888 1S Oe 6 (nO Sa eee Os Bef oe oe aw Celle «6.01 4)6.,6) 61s © 80) alee 6 06.06 8 66 4 8.8 $0 0 166 vb wid ose ew ws we Oe Gee ble 
SP BO Oe) © 8, 6.0 1614S. $06,081.96 mG 61.0.6 1610 SLA P18) eS eb. OO) e810 1es 60) 6) ev) weiss ce) W o/ G neela 6010.6 Sie «i's 468 00 sels) e ps, 6 mm KGa See 6 Bose © 6S 


9G BR eae (a (6) v10)M (o6..6.618 16. 6816 «6 6 om O18) 6) eleie aie) 616 6 nile 0 \0\/w\'e\ ele 6) lale's 2 1e (elm S's) asim ls) p) Wieie (6 See ipe 8 (60) * 6 0xe.0.6 06 » ees elas B08) sso ae 


3. SPECIFIC FACTORS OR CONDITIONS LIMITING EMPLOYMENT: (Please specify any physical 
activities, working conditions or occupations that are to be avoided.) 


CRS e tO eee Oe We Ae p's ww OS 8 eG 6 018 6S be 60. © 08, OMS 8 DO WSS 66 0 DLO Ae CS Wa 6 SSSR RWS CK Kaw £6 RS Wee 8S 6 wee 618) 6s © 


ASC S vid 606 sie sis Bs Sia Win wie we oe 6 Sie 6 Oe in 6 ws wb ole elas 0.6101s 6.6 ue wee Sle b B16 ele 6 yl e 616s ISIS UA © OLS ule oO e OF 6 Sols o Chale we aS 
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4, May work or commence training............ hours per daya beginninpererierrie: Melts cee een cisela ais ara ie 
(date) 
Batic timenworks orm training beguniminy seenieemteiaereciiee ee cee 
(date) 
5. Will condition probably improve?............ Wrorsenit.s.om -cscrorercr: Remainjunchanged py. ..-.. ei es 
Is patient continuing treatment?........... Will treatment interfere with work or training?............ 


Nature of Treatment: (Present or recommended) 


[eV ON(e BT01,6) (Gl(n/ ia) 8 lee! wiellt:16)-6 ep 6ire 1c) \a),e)\e) 0, ellonieeveir4.. ef (0\(e)'0) (el ete) ea. 61/6 (6.011914) [6 o. 6) 01.9) oer euibelislicl ela eh eiviel.ehejeieia/iellsiv. 4.6 106.\0 0 60/4) 0/6 0, |61!e)10) 8\-0.6)\01.0) 


Bile a) O60 016 @ 00 00 0 0 bas 6 08 6 656 0 0 +6 Glu 0.0) 0.6: 0118)9 010 © 6.6 0 0 + 6 6 6 v0 00 99 018 000 *@ wea © 9196) 0.610 6160 v6) 0 6 0 0 60 6 € cle © 0 066.0, 9 0 @ 


(print name in capital letters) 


examined the above-named) person ataqv44-. a oe nib eens (oY SOE OR ORIG PICO ORIOL fre 
(date) 


and this report contains my findings and considered opinions at that time. 


Gi'e)-ee ie) ee, 416 eles) + «114) 4/l0 Je) sie )0. ©: s 0).s/s 6) 0)els) e 6.6 elelele si 9168 


(address) 
O. Reg. 46/60, s. 5. 


ee ir) 


(signature) 


aie 


oet 
1 Tie 


ay | 
ee i: 
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oo ay! itis Si mee 
ai Petes a5 @ a. mi leon 
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Regulation 541 


under The Rural Power District Service Charge Act (R.S.O. 1950, c. 344) 


SERVICE. CHARGES 


1. In this Regulation, 


(a) ‘commercial service’? means a service rendered 
to a business establishment, including a 
church, school, public hall, boarding-house or 
other establishment used wholly or in part for 
business or community purposes; 

(b) ‘Commission’? means The Hydro-Electric 

Power Commission of Ontario; 


(c) ‘farm service’’ means a service rendered to 
lands and buildings thereon used for the 
production of food or industrial crops on 
that land; 


(d) “hamlet service’? means a service rendered to 
a domestic establishment; 


(e) “kw” means kilowatt; 
(f) “summer service’”’ means a service rendered to 
any kind of establishment normally used 


during summer months only. C.R.O. 1950, 
Isetsex, SIS}ei, Gy tle 


2.—(1) The classes of service rendered by the 
Commission in a rural power district are, 


(a) commercial, represented by the letter ‘‘C’’; 
(b) farm, represented by the letter ‘‘F”’; 

(c) hamlet, represented by the letter ‘‘H’’; and 
ewes 


(d) summer, represented by the letter 


GRIOF1I950s Regasssms: 25h): 
(2) Class ‘‘S”’ is divided into sub-classes as follows: 
1. S20 being for a 20-ampere two-wire service. 


2. S35 being for a 35-ampere three-wire service. 


Go 


S50 being for a 50-ampere three-wire service. 
CORO), MO. Ieee, Sesh, Ss Be Os Ieee 
136/52, s. 1. 


MAXIMUM SERVICE CHARGE 


3.—(1) The maximum service charge for the class 
of service rendered by the Commission in a rural 


power district shown in column 1 is as set forth in 
column 2 of the Schedule. C.R.O. 1950, Reg. 353, 
Soul)? 


(2) For all summer service where the demand 
exceeds that in sub-class S50, the maximum annual 
service charge is $5 a kw. O. Reg. 136/52, s. 3. 


(3) A discount of 10 per cent of the maximum 
annual service charge is allowed for prompt payment. 
CREO MMOS OR Resa g53Sou(3)e 


MINIMUM NUMBER OF CONSUMERS PER MILE 


4. The minimum number of consumers of different 
classes of service per mile of transmission line required 
for construction of works by the Commission in a rural 
power district or part thereof is fixed at the number set 
opposite each of the classes as follows: 


Proposed num- 
ber of Consum- 
ers required per 


Class mile of line 
TES el antes has 5 te eee 2.00 
AMET IPI CONAT IC Wass spate atsis Scare aa eh oars 3.33 
Ele mror wand OVetens © cain seen ae 2.50 
CAP up itordskiwasttgectne.en 2 kere: 880) 
Go soplowzancduovetn canton aera ass 2.50 
SM Pep ator icwaae tec isilas cae eae 5.00 
Sie) WOlewi and over. eee coe cetera 3.33 
C.R.O. 1950, Reg. 353, s. 4. 
Schedule 
Column 1 | Column 2 
Item 
Class or sub-class Maximum annual | 
of service service charge 
1 C | § Nil 
2 F Nil 
3 H | Nil 
4 $20 | 16.67 
5 $35 IERIE) 
6 $50 25.00 


O. Reg. 136/52, s. 2. 
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Regulation 542 


under The Sanatoria for Consumptives Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) ‘Director’ means the Director of the Division 
of Tuberculosis Prevention of the Depart- 
ment; 


(6) ‘‘Deputy Minister’’ means the Deputy Minis- 
ter of Health. C.R.O. 1950, Reg. 354, s. 1. 


MANAGEMENT AND OPERATION 


2. The Lieutenant Governor in Council may ap- 
point one member of the board in respect of sanatoria 
other than sanatoria established by municipal corpora- 
tions. C.R.O. 1950, Reg. 354, s. 2. 


3. Every board shall furnish to the Minister, not 
later than the 1st day of November in each year, a 
statement of the names and addresses of the members 
and the officers thereof, and shall forthwith give 
written notice to the Minister of any change therein. 
C.R.O. 1950, Reg. 354, s. 3. 


4.—(1) The superintendent is responsible to the 
board for the due observance and enforcement of the 
Act, this Regulation and the by-laws of the sanatorium, 
and he is the officer representing the sanatorium with 
whom the Minister, the Director, the inspectors and 
the other officers of the Department shall ordinarily deal 
with regard to sanatorium matters. 


(2) Subject to the by-laws and directions of the 
board, the superintendent has control of the admission, 
treatment, conduct and discharge of and accommoda- 
tion to be furnished to patients. C.R.O. 1950, Reg. 
354, s. 4. 

5. Every sanatorium shall employ such qualified 
medical practitioners, nurses, orderlies and other 
employees as are required for the treatment of the 
patients as the Director requires. C.R.O. 1950, 
Reg. 354, s. 5. 

SANATORIUM EMPLOYEES 


6.—(1) For the purposes of this Regulation, sana- 
torium employees are divided into Group 1 and Group 2. 


(2) Group 1 employees are, 
(a) graduate and student nurses; 
(b) internes; 
(c) graduate and student physiotherapists; 
(d) graduate and student occupational therapists; 


(e) nurses’ assistants, ward maids and ward order- 
lies; 


(f) laboratory technicians; 
(g) x-ray technicians; and 
(h) school teachers. 


(3) Group 2 employees are all sanatorium employees 
not listed in subsection 2. C.R.O. 1950, Reg. 354, s. 6. 


7.—(1) Every Group 1 employee shall receive a 
tuberculin test and an x-ray film of the lungs within 
thrity days of his employment. 


(2) A physicial examination of student nurses shall 
be made annually. 


(3) Every Group 1 employee who has a negative 
tuberculin reaction shall receive an additional tuber- 
culin test within six months of the date of the first 
test and shall receive an additional test within six 
months of the date of each test of which the result is 
negative. 


(4) Employees referred to in subsection 3 shall 
receive an x-ray film of the lungs annually. 


(S) Every Group 1 employee who is found to have 
a positive tuberculin reaction shall receive an x-ray 
film of the lungs forthwith and every six months there- 
after. 


(6) Every Group 1 employee whose x-ray film 
shows evidence of adnormal shadowing shall forthwith 
receive further examination to determine the nature of 
the disease. 


(7) No tests other than the intradermal (Mantoux) 
test, using 1/20 of a milligram of Old Tuberculin, or 
the patch test shall be used in the test given under 
this section. C.R.O. 1950, Reg. 354, s. 7. 


8.—(1) Every Group 2 employee employed shall 
receive an x-ray film of the lungs within thirty days of 
employment and annually thereafter. 


(2) Every Group 2 employee whose x-ray film 
shows evidence of abnormal shadowing shall receive 
forthwith further examination to determine the nature 
of the disease. C.R.O. 1950, Reg. 354, s. 8. 


9. No employee found to be suffering from active 
tuberculosis shall be permitted to work in the sana- 
torium and the superintendent shall report the case 
within twenty-four hours to the medical officer of health 
of the municipality in which the employee resides. 
C.R.O. 1950, Reg. 354, s. 9. 


10. No employee shall be detailed to care for a 
patient believed or suspected to be suffering from 
tuberculosis until the employee has received instruction 
as to the necessary technique to protect himself and 
others against infection and, where possible, the 
employee so detailed shall be a reactor to tuberculin. 
C.R.O. 1950, Reg. 354, s. 10. 


11. Upon ceasing to be employed, every employee 
who has been employed for four months or more shall 
receive an x-ray film of the lungs. C.R.O. 1950, 
Reg. 354, s. 11. 


12.—(1) The superintendent shall keep a permanent 
record of all examinations and tests of every employee 
of the sanatorium and if requested shall send a copy of 
every record, including the x-ray films, to the Work- 
men’s Compensation Board or to the Department. 


(2) Any officer authorized by the Deputy Minister 
or the Chairman of the Workmen’s Compensation 
Board may inspect at any time the medical records 
of employees. C.R.O. 1950, Reg. 354, s. 12. 
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13. The sanatorium is responsible for the examina- 
tion of the employees and any expense thereby incurred. 
C.R.O. 1950, Reg. 354, s. 13. 


14. Where an employee shows evidence of tuber- 
culosis, the superintendent shall give written notice 
thereof and a complete report of the medical findings 
to the Workmen’s Compensation Board within seven 
days of the time of diagnosis. C.R.O. 1950, Reg. 354, 
s. 14. 


15. Nothing contained in sections 6 to 14 shall 
prevent an employee from being employed in a sana- 
torium when his disease is inactive. C.R.O. 1950, 
Reg. 354, s. 15. 


INSPECTION 


16. The Director and the inspectors shall, with 
respect to a sanatorium, 


(a) administer and enforce the Act and the regu- 
lations; 


(b) inspect and make inquiries regarding the 
premises, management and operation; 


(c) require that returns, reports, statements and 
other information relating to the sanatorium 
be furnished to them or to the Minister, 
periodically or otherwise, by the superinten- 
dent or any other officer or member of the 
staff of the sanatorium; 


(d) collect and compile such information and make 
such reports, returns and statements as the 
Minister requires; 


(e) investigate the financial condition of any 
patient and, for this purpose, require any 
person to furnish any relevant information in 
his possession; and 


(f) investigate any matter affecting any sana- 
torium and, for this purpose, require any per- 
son to furnish any relevant information in his 
possession. C.R.O. 1950, Reg. 354, s. 16. 


17. Every application, report, return, statement or 
other written communication required to be made or 
furnished to the Minister, inspector or Department 
under the Act or this Regulation shall be addressed 
to the Director. C.R.O. 1950, Reg. 354, s. 17. 


ADMISSIONS 


18. No person who has previously been discharged 
from a sanatorium because of misconduct or lack 
of co-operation shall be re-admitted as a patient with- 
out the consent of the superintendent. C.R.O. 1950, 
Reg. 354, s. 18. 


19. Where a medical practitioner sends to a sana- 
torium for admission as a patient any person who may 
become dangerous to other patients, the medical prac- 
titioner shall give such information to the superinten- 
dent or person acting in his place as is necessary to 
enable proper precautions to be taken for the pro- 
tection of other patients. C.R.O. 1950, Reg. 354, s. 19. 


ISOLATION 


20.—(1) Until a proper diagnosis can be made, 
every sanatorium shall provide suitable accommodation 
for the temporary isolation of patients suspected to be 
suffering from any communicable disease other than 
tuberculosis. 


(2) When a patient is found to be suffering from a 
communicable disease other than tuberculosis, the 
superintendent shall take steps to isolate the patient 
to prevent the spread of the disease. C.R.O. 1950, 
Reg. 354, s. 20. 


LABORATORY 


21. A clinical laboratory shall be provided in a 
sanatorium and special examinations that cannot be 
made in the laboratory shall be referred to a laboratory 
approved by the Minister. C.R.O. 1950, Reg. 354,s. 21. 


22.—(1) When a patient has a surgical operation or 
curettage performed upon him, the surgeon operating 
shall immediately set aside any tissues or sections of 
tissues removed. 


(2) The superintendent shall then forward the 
tissues or sections of tissues together with a short 
history of the case and a statement of the findings at 
the operation to a laboratory approved by the Minister 
for examination but no sections of nerve, bones, tooth, 
tonsil, prepuce, haemorrhoid, finger, toe, hand, foot, 
arm or leg removed or amputated shall be so forwarded 
unless the surgeon desires a special examination. 
C.R.O. 1950, Reg. 354, s. 22. 


23.—(1) Any report from a laboratory shall become 
part of the patient’s case record. 


(2) Every report shall show the date of performance 
of the test reported. C.R.O. 1950, Reg. 354, s. 23. 


CASE RECORD 


24. A medical history, including the result of 
physical examination and provisional diagnosis, shall 
be made in writing within fourteen days of the patient’s 
admission to a sanatorium and shall become part of the 
patient’s case record. C.R.O. 1950, Reg. 354, s. 24. 


25. The board shall require the medical staff, 
medical interne or clinical clerks to prepare a com- 
plete medical record of every patient, including 
identification, complaint, present history, family 
history, physical examination, reports of consultations, 
laboratory examinations, x-ray, provisional diagnosis, 
medical or surgical treatment, pathological findings, 
progress notes, condition on discharge and follow-up 
records and other special reports and, in the event of 
death, a note as to the cause of death. C.R.O. 1950, 
Reg. 354, s. 25. 


26. Within thirty days after the admission of the 
patient, the superintendent shall send a report of the 
patient’s condition to the medical practitioner who 
referred the patient to the sanatorium. C.R.O. 1950, 
Reg. 354, s. 26. 


SURGERY 


27.—(1) No surgical operation shall be performed 
on any patient without the consent in writing signed 
by the patient or his guardian. 


(2) Where the patient is unable to give consent, 
and where in the opinion of the surgeon delay would 
endanger the patient’s life, the consent is not required. 
C.R.O, 1950, Reg. 354, s. 27. 


28.—(1) Before a patient is submitted to any 
anaesthetic or surgical operation, the operating surgeon 
or any medical practitioner authorized by him shall 
furnish a complete history, physical examination and a 
written pre-operative diagnosis. 


(2) Where the surgeon is of the opinion that the 
delay occasioned in obtaining the history and examina- 
tion would be detrimental to the patient, he shall so 
state in writing and the pre-operative diagnosis shall 
be furnished in writing and signed by the operating 
surgeon. C.R.O. 1950, Reg. 354, s. 28. 


29. The surgeon or any medical practitioner author- 
ized by him shall fully describe in writing every oper- 
ation performed in a sanatorium, and the written 
description shall form part of the patient’s record. 
C.R.O. 1950, Reg. 354, s. 29. 
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30. Every anaesthetist shall furnish a record show- 
ing the type of anaesthetic given, the amount used, the 
length of anaesthesia and the condition of the patient 
after the operation. C.R.O. 1950, Reg. 354, s. 30. 


31. When a post-mortem examination has been 
performed on the body of a patient, an autopsy report 
signed by the medical practitioner who has performed 
the examination shall be filed in the patient’s record 
by the superintendent. C.R.O. 1950, Reg. 354, s. 31. 


PROVINCIAL AID 


32. No provincial aid shall be paid for treatment 
of any patient who at the time of admission, 


(a) was not a resident of Ontario; 


(6) wasa person for whose maintenance the Indian 
Health Services Division of the Department 
of National Health and Welfare (Canada) is 
hable; 


(c) was a person for whose maintenance the De- 
partment of Veterans’ Affairs (Canada) is 
liable; or 


(d) wasa person for whose maintenance individual 
liability is imposed upon employers in 
Schedule 2 under The Workmen's Compensa- 
tion Act. C.R.O: 1950) Reg. 354, s: 32. 


33. Where, upon investigation, the Director or an 
inspector is of the opinion that any patient is a person 
liable to be deported under the laws of Canada, and 
that the superintendent has not informed the Minister 
of Immigration of the admission of the patient, no 
provincial aid shall be paid for the treatment of the 
patient. C.R.O. 1950, Reg. 354, s. 33. 


34.—(1) The Minister may determine from the 
annual financial and statistical returns from sanatoria 
the standard cost for the year of any service rendered 
by sanatoria, and the standard cost of a service is 
the average expense to all sanatoria of providing one 
unit of the service during that year. 


(2) The total standard cost to a sanatorium for 
the maintenance and treatment of in-patients for any 
one year is the sum of the products of the units of service 
rendered by the sanatorium during that year when 
multiplied by the respective standard cost for the year 
of the service. C.R.O. 1950, Reg. 354, s. 34 (1, 2). 

(3) The units of service allowed for in-patients are, 


(a) the overhead expense of each patient-bed, 
including the overhead expense of, 


(1) the general maintenance department, 
(ii) the administration department, and 


(iii) depreciation on furniture, equipment 
and apparatus; 


(b) the daily expense of providing routine care for 
each in-patient, including the expense of, 


(i) the medical superintendent’s office, 

(ii) the general wards and surgical wards, 
exclusive of the proportion determined 
by the Minister as applicable to 
surgery, 

(ii) radiology, 


(iv) the medical records, 


dietary for patients only, 


ww 


(v 


(vi) housekeeping for patients only, 


(vii) the laundry, 
(viii) the garage, and 
(ix) social service; 


(c) the expense of surgical operations, including 
the expense of, 


(i) the operating room, and 


(ii) the proportion of ward expense attribut- 
able to surgery as determined by the 
Minister; 


(d) the expense of laboratory examination; 
(e) the expense of dental treatment; 
(f) the net expense of patients’ education; and 


(g) the net expense of occupational therapy and 
rehabilitation. C.R.O. 1950, Reg. 354, 
s. 34 (3); O. Reg. 238/59, s. 1 (1, 2). 


(4) The standard daily cost to a sanatorium for 
any one year for the treatment of an in-patient is the 
total standard cost to the sanatorium for the main- 
tenance and treatment of in-patients for that year 
divided by the collective days’ stay of all in-patients. 


(S) The daily provincial aid that the Minister may 
pay to a sanatorium during any one year for the 
treatment of each in-patient, other than those named 
in section 32, shall be equal to the standard daily 
cost to the sanatorium during that year, less 50 per 
cent of the daily revenue collected by the sanatorium 
from the patients, other than those named in section 32. 


(6) Where the Minister for any reason is of opinion 
that provincial aid should be withheld from a sana- 
torium under this section, the Minister shall not 
pay provincial aid to that sanatorium but shall submit 
a report thereon, together with his recommendation, 
to the Lieutenant Governor in Council and provincial 
aid shall not be restored except by order of the Lieu- 
tenant Governor in Council. C.R.O. 1950, Reg. 354, 
s. 34 (4-6). 


35.—(1) Notwithstanding section 34, where a 
sanatorium occupies a part of premises owned by the 
Crown in right of Ontario, provincial aid shall be paid 
to that sanatorium in an amount equal to the actual 
cost of treatment of patients therein. 


(2) Before the 31st day of December in each year, 
the sanatorium shall submit an estimate of the expense 
of the treatment of patients for the year next ensuing. 
O. Reg. 173/60, s. 1. 


36.—(1) Where, with the approval of an inspector, 
a patient has been transferred to a hospital approved 
under The Public Hospitals Act in order that he may 
have performed on him a surgical operation for a 
tuberculosis condition, provincial aid shall be paid to 
the sanatorium as though the surgical operation had 
been performed in the sanatorium. O. Reg. PAY SS..65 Me 


(2) The provincial aid shall not exceed the amount 
paid by the sanatorium for the surgical operation and 
associated procedures. O. Reg. 238/59, s. 3 (2). 


37.—(1) In this section, ‘‘institution’’ means an 
institution, 


(a) located in the District of Cochrane; 


(b) maintained by the Indian Health Services 
Division of the Department of National 
Health and Welfare (Canada); and 


(c) having facilities for the care and treatment 
of persons suffering from tuberculosis. 


632 


SANATORIA FOR CONSUMPTIVES 


Reg. 542 


(2) Where an indigent person who suffers from 
tuberculosis, 


(a) is not a person referred to in section 33; and 


(b) is admitted at the request of the Director to 
an institution, pending transfer to a sana- 
torium, 


the Minister shall pay to the institution an amount not 
exceeding $8 a day for each day the person so admitted 
receives treatment in the institution. O. Reg. 281/52, 
s. 1; O. Reg. 106/58, s. 1. 


38.—(1) The Minister may deduct from any 
money payable to a sanatorium for provincial aid the 
standard daily cost for each day a person who is not 
suffering from tuberculosis is a patient. 


(2) Notwithstanding subsection 1, the standard 
daily cost may be paid for a person believed to be 
infected with tuberculosis who is a patient but in no 
case shall the standard daily cost be paid for more 
than thirty days without the consent of the Director. 
C.R.O. 1950, Reg. 354, s. 37. 


39.—(1) In this section, ‘insured patient’? means a 
patient who is an insured person and entitled to insured 
services under The Hospital Services Commission Act, 
and the regulations made thereunder. 


(2) A sanatorium shall not charge a patient who is 
not an insured patient for whom provincial aid is 
payable more than $3 for each day the patient receives 
treatment. O. Reg. 238/59, s. 4. 


40.—(1) For every baby born in a sanatorium, the 
Department may pay provincial aid at the rate of $1 
a day for every day up to three months after birth 
that the baby is in the sanatorium. 


(2) Every sanatorium shall do everything necessary 
to ensure that any baby born in the sanatorium does 
not contract tuberculosis or any other infection. 
C.R.O. 1950, Reg. 354, s. 39. 


41. In this section and in sections 42, 46, 47, 49 and 
50, 


(a) “capital grant’? means a grant to a sanatorium 
toward the capital cost of, 


(i) accommodation for beds for the treat- 
ment of patients, or 


(ii) nurses’ residences, 
provided by means of a building project; 
(b) “building project” means, 


(i) the acquisition of existing buildings 
and the alteration thereof, 


(ii) new construction, or 


(iii) additions or alterations to sanatorium 
buildings; 


(c) “sanatorium-construction capital grant”’ 
means a capital grant for accommodation 
for beds for the treatment of patients; 


(d) “nurses’ residence’ means living accommoda- 
tion for nurses and other employees who are 
engaged in nursing patients in a sanatorium; 


(e) “renovation project” means a building project 
for the major renovation or alteration of a 
sanatorium or a nurses’ residence, or any part 
thereof, that has become obsolete or other- 
wise inadequate, made for the purpose of 
providing adequate accommodation therein. 
O. Reg. 260/51, s. 1; O. Reg. 238/59, s. 5. 


42.—(1) A sanatorium-construction capital grant 
shall not be paid to a sanatorium except upon applica- 
tion in Form 1. 


(2) A capital grant for a nurses’ residence shall not 
be paid toa sanatorium except on application in Form 2. 


(3) No capital grant shall be paid unless the building 
project has been approved under subsection 2 of section 
2 of the Act. O. Reg. 260/51, s. 1. 


43. In this section and in sections 44 and 45, 


(a) “detention ward’’ means the part of a sana- 
torium that is established and maintained 
for the accommodation of recalcitrant patients; 


(b) “recalcitrant patient’? means a patient in a 
sanatorium who, 


(1) has been ordered to be detained in a 
sanatorium under section 46 of the 
Act, 


(ii) has been ordered to be segregated from 
other patients under section 50 of the 
ENCES (oe 


(iii) is detained under section 48 or section 
49 of the Act. O. Reg. 95/57, s. 1. 


44. Where a sanatorium establishes a detention 
ward, the Minister shall pay to the sanatorium a 
detention ward capital grant in an amount equivalent 
to the actual cost of alterations to establish the de- 
tention ward, or $1,500 for each bed, whichever amount 
is the lesser. O. Reg. 95/57, s. 1. 

45.—(1) The application for the grant shall be in 
Form 3 and shall be accompanied by a sketch plan 
prepared by an architect and showing the alterations 
required. 

(2) The Director may make any changes in the 


plan referred to in subsection 1 that he considers 
necessary. 


(3) The grant shall be paid when the alterations 
have been completed and approved by the Director. 
O. Reg. 95/57, s. 1. 


46.—(1) A capital grant for a renovation project 
shall not exceed, 


(a) $2,000 for each bed improved; or 
(b) one-third of the total cost, 
whichever is the lesser. 
(2) A capital grant for a renovation project shall 
not be paid to a sanatorium except on application in 


Form 4. O. Reg. 238/59, s. 6. 


47.—(1) In this section, “estimated cost'’ means 
the estimated cost of, 


(a) the purchase of existing buildings; 
(b) new construction; or 
(c) alterations or additions, 


and includes the estimated cost of furnishings and 
equipment under clauses a, b and c. 


(2) A sanatorium-construction capital grant shall 
not exceed, 


(a) $2,500 for accommodation for each bed; or 
(b) 50 per cent of the estimated cost, 


whichever is the lesser. 
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(3) A capital grant for a nurses’ residence shall 
not exceed, 


(a) $1,000 for accommodation for each bed; or 
(b) 50 per cent of the estimated cost, 


whichever is the lesser. O. Reg. 260/51, s. 1. 

48. When required by the Minister, the superin- 
tendent of the sanatorium shall submit a preliminary 
sketch plan in triplicate of the existing buildings 
acquired or proposed to be acquired and the alterations 
necessary thereto or of the new construction, additions 
or alterations, as the case may be. O. Reg. 260/51, s. 1. 


49.—(1) A capital grant toward the capital cost of 
an alteration of an existing sanatorium building or an 
addition of one or more storeys to an existing sana- 
torium building and the necessary alterations thereof 
shall be paid in instalments as follows: 


1. One-quarter when one-quarter of the work is 
completed. 


2. One-quarter when one-half of the work is 
completed. 


. One-quarter when three-quarters of the work 
is completed. 


Ww 


4. The balance when the altered building or 
addition is completed, furnished and equipped 
and ready to receive patients. 


(2) A capital grant toward the capital cost of new 
construction or additions or alterations to existing 
sanatorium buildings other than those mentioned in 
subsection 1 shall be paid in instalments as follows: 


1. One-quarter when the ground floor con- 
struction and exterior walls are completed. 


i) 


One-quarter when the roof is completed. 


3. One-quarter when the interior of the building 
is completed. 


4. The balance when the new construction, 
altered building or addition is completed, 
furnished and equipped and ready to receive 
patients. O. Reg. 260/51, s. 1. 


50. A capital grant for nurses’ residence may be 
paid to a sanatorium where the alterations, additions 
or construction has been commenced but not completed 
before the 1st day of April, 1951. O. Reg. 260/51, s. 1. 


51. The Minister may provide and pay an amount 
not exceeding $18 a week for the treatment outside 
a sanatorium of a former patient who has recovered to 
such an extent that in the opinion of the Director or 
an inspector the former patient is fit to be discharged 
and is not a resident. C.R.O. 1950, Reg. 354, s. 47; 
O. Reg. 101/52, s. 1. 


52.—(1) In this section, ‘‘pneumothorax treatment” 
includes pneumoperitoneum treatment. O. Reg. 76/54, 
x 


(2) The Minister may pay any medical practitioner, 
sanatorium clinic or hospital clinic approved by the 
Director for carrying out pneumothorax treatments. 
C.R.O. 1950, Reg. 354, s. 48. 


(3) Subject to subsection 4, the amount to be paid 
is $6 for each treatment. 


(4) Where pneumothorax treatment is carried out 
in the organized out-patient department of a public 
hospital, the amount paid for the treatment to the 
public hospital under Regulation 522 of Revised 
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Regulations of Ontario, 1960, shall be deducted from 


the amount payable to the hospital under this section. 
O. Reg. 173/60, s. 2. 


(5) Where it is necessary for a medical practitioner 
to travel for the purpose of giving a treatment, the 
Director may authorize payment of a travelling allow- 
ance of eight cents a mile each way. C.R.O. 1950, 
Reg. 354, s. 48 (3). 


(6) Where treatments are given in a hospital clinic, 
the medical practitioner in charge thereof shall inform 
the Director as to the manner in which payment is to 
be made to the members of the staff of the clinic who 
are associated in the treatment. 


(7) Where hospital facilities are required in giving 
pneumothorax treatments, the medical practitioner or 
clinic giving the treatments shall make any arrange- 
ments necessary for the use of the facilities. 


(8) Any fee paid for a pneumothorax treatment 
shall include the remuneration payable for any neces- 
sary fluoroscopic examination. C.R.O. 1950, Reg. 354, 
s. 48 (5-7). 


Form 1 
The Sanatoria for Consumptives Act 
APPLICATION FOR A 
SANATORIUM-CONSTRUCTION CAPITAL 
GRANT 
To the Minister of Health, 
Parliament Buildings, 
Toronto, Ontario. 
(name of sanatorium) 
applies for a sanatorium-construction capital grant 
under the Act and regulations and in support gives 
the following information: 
iy ocation of sanatorium: aaaeeicsee nino aa 
2. Nature of project: 
i. Acquisition of existing buildings.......... 
is INI COU MCU OM Ranogouse Loadadsacoadé 
iii. Addition to or alteration of existing sana- 
tontumy buildings esse as antenna rernerene 
on Presentabedicapacity sar aaeen vance rir rater etek 
4. Number of new beds proposed......... 


Number of existing beds to be abandoned 
becauserof project. wearin eine 


Net gainlin bed capacitysuses seni ee 


5. Number of existing beds to be abandoned 
because of obsolescence.............+-. 


6. Percentage of occupancy of present beds 
during the last calendar year........... SSS 


7. Average number on waiting list during 
jeKIcigsecromeMdly 56 ooocrooengdanacsart 


8.—(1) The new beds proposed require extension of 
other sanatorium services, including, 


(a) staff buildings; 
(b) dietary; 


(c) heating plant; 
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(d) laundry; and 
(e) other (specify). 


(2) Details of extension of other sanatorium 
services: 


Ciel eree Moers eJece: 0 bo) Si s:'6, 016. 8 10 8 616 ob (kino \8)'0l'@ Dust ale 


9. Details of estimated cost of proposed project or 
projects, including furnishings and equipment: 


10. Details of method of financing the proposed 
projects: 


ol siu(ie) opis) sce neice weer els Roe) eve a Usl wie: a) a ies ede te eel elie (ei eyes) woh 


11.—(1) Plans and drawings have (not) been prepared 
for proposed project. 


(2) Copy of the plans and drawings are (not) 
attached. 


12. Name and address of architect: 
13. Certified copy of resolution or by-law of the Board 


C0 Fe o(clc bape Pe ee , 19..., authorizing 
application for a capital grant is attached. 


Chairman or Secretary 


of the Board 
C.R.O. 1950, Reg. 354, Form 1; 
O. Reg. 260/51, s. 2. 
Form 2 
The Sanatoria for Consumptives Act 


APPLICATION FOR A CAPITAL GRANT 
FOR A NURSES’ RESIDENCE 


To the Minister of Health, 
Parliament Buildings, 
Toronto, Ontario. 

(name of sanatorium) 
applies for a capital grant for a nurses’ residence under 
the Act and regulations and in support gives the 
following information: 


1. The project involves, 


(a) the acquisition of existing buildings and the 
alteration thereof; 


(6) new construction; or 


(c) additions or alterations to sanatorium build- 
ings. 


2. The number of beds for nurses, 
(@)iavaillableatipresentas.. les eure site eens sis 
CD) PLODOSEd sae Reh laseehi: tems Cokh Eee 


(Countosbe abandoned srascws oy Mite eo. exert. ene 


a. Grief description, of the projective sa)> se aremsi ae 


CONSUMPTIVES 


5. Cost of project: 
i. Estimated cost of the acquisition of existing 
buildings and the alteration thereof, new 
construction or additions or alterations to 


Savavoriuim: Dudldinass ean teers 


iii. Total estimated cost of project............ 
6. Date of commencement of project............... 
7. Expected date of completion of project........... 
8. Proposed method of financing, including: 

Cash on hand 

Loans 

Other assets 

Public subscription 

Municipal contribution 

Provincial grant 

Federal grant 


Dated). F5 weet e ee e Se Uae 


Chairman or Secretary 
of the Board 


O. Reg. 260/51, s. 1. 


Form 3 
The Sanatoria for Consumptives Act 


APPLICATION FOR A DETENTION WARD 
CAPITAL GRANT 


To the Minister of Health, 


Parliament Buildings, 
Toronto, Ontario. 


Ee atercaek Pot eyecla SORT ALi Sete SePnaeRe applies for a 
(name of sanatorium) 

detention ward capital grant under the Act and regu- 

lations and in support gives the following information: 


1. Details of alterations required for the establish- 
ment of the detention ward: 


Estimated cost of alterations: 
Estimated cost of furnishings and equipment: 


Name and address of architect: 


a 


sketch plan prepared DY...... sso. ces aes 
is attached. 


Chairman or Secretary 
of the Board 


O. Reg. 95/57, s. 1. 


Reg. 542 


SANATORIA FOR CONSUMPTIVES 


635 


Form 4 
The Sanatoria for Consumptives Act 


APPLICATION FOR A CAPITAL GRANT FOR 
A RENOVATION PROJECT 


To the Minister of Health, 
Parliament Buildings, 
Toronto, Ontario. 


(name of sanatorium) 
applies for a capital grant for a renovation project under 
the Act and regulations and in support gives the follow- 
ing information: 


1. Reasons for considering the proposed project to be 
a major renovation project: 


2. Date(s) when building(s) to be renovated was 
(uere) MAnst CONStUGtEC Maas + aol aeine tee 
3. Years of expected life of building(s) after renova- 


ELOLI PLOT CCUM Ry eae ye arene een. cre tereakorn cokers 


4. The number of beds of all types that will be aban- 


doned because of the renovation..............+. 


5. Have the plans for the renovation project been 
approved by the local Fire Department of the 
municipality in which the sanatorium is located? 


6. Describe the present deficiencies of the existing 


SiMUGLuLe, macliities amd SeLViGeS sacle eierier: 


7. Describe the increased bed accommodation, im- 
provements in facilities, services, efficiency and 
economy, or any other improvements that will 


result from the renovation project.............. 


8. Describe the type of construction, materials, fire- 
proofing, finishes and equipment proposed to be 


used mnithe renovation projects sass ete 


10. Estimated cost of proposed building project in 
detail, including the cost of, 


(a) acquisition of site, if part of this project; 


(b) work on site and landscaping; 


(¢) new construction; 


(d) additions or alterations to or renovation of 
sanatorium buildings; 


(e) acquisition of existing buildings; 

(f) additions or alterations to or renovation of 
existing buildings acquired as part of this 
project; 

(g) fixed equipment; 

(hk) furnishings; 

(z) architect’s fees; 


(j) other professional fees; and 


(k) any other expenditures required for the 
project. 


11. Estimated cost per cubic foot of new construction, 
excluding the cost of fixed equipment and furnish- 
ings. 


12. Name and address of architect or 


consulting 
engineer. 


13. Proposed method of financing in detail: 

i. Cash on hand. 

ii. Other assets, 
(a) already received; 
(b) promised for the future. 

iii. Municipal contributions. 

iv. Public subscription, 
(a) amount already received; 


(b) pledges anticipated. 


If the sanatorium is to be partly financed by means 
of a mortgage, debentures or other loans, give 
details of proposal. 


14. The municipality has (has not) agreed to contri- 
bute, and a vote was taken on the by-law by 
electors of the municipality and the result was 


Dena ele NOE ENG Goudancoun Ghee 


15. Proposed date of start of building project. 


16. Expected date of completion of building project. 


"” Chairman or Secretary 
of the Board 


O. Reg. 238/59, s. 7. 
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Regulation 543 


under The Securities Act 


REGISTRATION 
APPLICANTS FOR REGISTRATION 
1.—(1) An applicant for registration as, 
(a) a broker, broker-dealer or investment dealer; 


(b) any combination of the classes mentioned in 
clause a; 


(c) an investment counsel or securities adviser; or 
(d) a security issuer, 


shall complete and execute Form 1. O. Reg. 40/53, s. 2; 
O. Reg. 82/53, s. 2. 


(2) An applicant for renewal of a registration 
mentioned in subsection 1 shall complete and execute 
Porm 295 Om Regn 40/53 esaoiCl) OmReras2/ Sous s, 
revised. 


2.—(1) An applicant for registration as, 
(a) a salesman; or 
(6) a sub-broker-dealer, 


shall complete and execute Form 3. O. Reg. 40/53, 


S i) 

(2) An applicant for renewal of a registration 
mentioned in subsection 1 shall complete and execute 
Form 4. O. Reg. 40/53, s. 3 (2), revised. 


FEES 


_ 3.—(1) The fee that shall be paid to the Commis- 
sion, 


(a) by a person or company for registration or 
renewal of registration as, 


(i) a broker, investment dealer or 
broker-dealer, 


(ii) a broker and investment dealer, 
(iii) a broker and broker-dealer, 


(iv) a broker, investment dealer and 
broker-dealer, or 


(v) an investment dealer and_ broker- 


dealer, 
where the principal place of business in 
Ontario is in the city of Ottawa, Toronto, 
Hamilton, Windsor or London, is....... $150 


(b) by a person or company for registration 
or renewal of registration as, 


(i) a broker, investment dealer or 
broker-dealer, 


(ii) a broker and investment dealer, 
(iii) a broker and broker-dealer, 


(iv) a broker, investment dealer and 
broker-dealer, or 


(¢) 


(d) 


(e) 


(f) 


(g) 


(h) 


(7) 


(9) 


(k) 


(v) an investment dealer and broker- 
dealer, 


where the principal place of business in 
Ontario is in a city with a population of 
25,000 or more according to the last re- 
vised assessment roll, other than the cities 
of Hamilton, London, Ottawa, Toronto, 


ANCEVWINGSOnti St wee are aoe ree $ 


by a person or company for registration or 
renewal of registration as, 


(i) a broker, investment dealer or 
broker-dealer, 


(ii) a broker and investment dealer, 
(ii) a broker and broker-dealer, 


(iv) a broker, investment dealer and 
broker-dealer, or 


(v) an investment dealer and broker- 
dealer, 


other than as set out in clauses a and 0,'is 


by an individual for registration or renewal 
of registration as a sub-broker-dealer, is. . 


by a company for registration or renewal 
of registration as a security issuer is..... 


by an individual for registration or re- 
newal of registration as a salesman, is... 


by a person or company for registration or 
renewal of registration as, 


G) WaTsecnities ad ViSeriiSssselaatemeee 
or 


(ii) an investment counsel, is........ 


for each branch office in Ontario of a 
broker, investment dealer, broker-dealer, 
security issuer or investmenticounsel,tis. . 


upon the filing of a prospectus under sec- 
tion 38 of the Act, including any financial 
statements and reports, 


(i) where the prospectus does not 
involve more than one property, 
Cee ee cere Rn aM ee ae oe 


(ii) where the prospectus_involves more 
than one property, an additional 
$25 for each property but not ex- 
Geedingeato lalate torre 


upon the filing of a prospectus under sec- 
tion 39 or 40 of the Act, including any 
financial statements or reports, is....... 


upon the re-filing of a prospectus™as re- 
quired by subsection 10 of section 38 of 
the Act, including any financial statements 
and reports, 


(i) where the prospectus does not 
involve more than one property, is 


50 


25 


150 


50 


200 


100 


50 


200 


300 


200 


100 
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(ii) where the prospectus involves more 
than one property, an additional 
$25 for each property but not ex- 
ceeding a cOtaliOfn «usr atanieanreitels 


(1) upon the re-filing of a prospectus as re- 
quired by subsection 10 of section 39 or 
subsection 9 of section 40 of the Act, in- 
cluding any financial statements and 
LEPIORUS MLC My Nes t he reue sae cece eon eee 

(m) (i) upon the filing of an amended pro- 
spectus under section 38, 39 or 40 of 
the Act, not involving the acquisi- 
tion of any interest in property or 
not involving new or amended 
financial statements, Is.......... 


Or 


upon the filing of an amended pro- 
spectus under section 38, 39 or 40 
of the Act, involving the acquisi- 
tion of any interest in property or 
upon the filing of new or amended 
financial statements, is.......... 


(ii) 


but the maximum fee embracing one or 
more amendments to a prospectus filed 
at any one time is $50. 
(2) upon the filing of a prospecting syndicate 
agreement under section 37 of the Act, is 


upon notification of a change in any 
partner, officer or director of a person 
or company registered for trading in 
securities under the Act, is............ 


(0) 


upon transfer of the registration of a sales- 
man from one registered person or com- 
Dany LOmanOkMers Isak wwe ear as amen: BER 


(p) 


unless the Commission otherwise directs, 
for an examination by the Commission or 
its representative under section 36 of the 
Act of the financial affairs of any person 
or company registered under the Act or 
any person or company whose securities 


(q) 


SECURITIES 
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have been the subject of a filing with the 
Commission, is a rate per day per auditor 


Olona ied ee eee ase eee aes $ 25 
$200 
(r) for any other filing not set out in this 
SCCELOU AIG ae eae epic a teenie tare aires 5 
GS) eforavcearchsotceulenis. aa aemntere 25 cents 


100 C.R.O. 1950, Reg. 356, s. 3 (1); O. Reg. 40/53, 
s. 4; 0. Res 82/53 y7s. 4; ©. Ree: 171/55, s.2% 


O} Rego 117, /Si,.s, 2. On Reri329 /60NS. ie 


(2) Where any material is filed with the Commission 
and the material is not complete under the Act, the 
registrar may and shall when so directed by the Com- 
mission return the material to the person or company 
by whom or by which it has been filed, and no refund 
of the fee paid upon the filing of the material shall be 
made unless the Commission otherwise directs. C.R.O. 
1950, Reg. 356, s. 3 (2); O. Reg. 40/53, s. 5 (1). 


DRS) 


(3) Where an application for the registration or 
renewal of registration of any person or company 1s 
submitted to the Commission and the application is 
abandoned by the applicant, no refund of the fee paid 
upon the filing of the application shall be made, unless 
the Commission otherwise directs. O. Reg. 40/53, s. 5. 


50 


4. After the 1st day of January, the fee for the 
registration of any person or company under the Act 
for the period ending on the 31st day of March following 
is one-half the fee for registration set out in section 3. 
C.R.O. 1950, Reg. 356, s. 4; O. Reg. 40/53, s. 6. 


EXEMPTION OF SECURITIES 


5.—(1) Registration of securities issued by, or 
guaranteed by, the International Bank for Reconstruc- 
tion and Development established by the Agreement 
for an International Bank for Reconstruction and 
Development approved by The Bretton Woods Agree- 
ments Act, 1945 (Canada) is not required. 


(2) Sections 38, 39 and 40 of the Act do not apply 
to securities issued by, or guaranteed by, the Inter- 
national Bank for Reconstruction and Development. 
O. Reg. 41/55, s. 1. 


Form 1 


The Securities Act 


APPLICATION FOR REGISTRATION AS BROKER, INVESTMENT DEALER, BROKER-DEALER, 


SECURITY ISSUER, INVESTMENT COUNSEL, OR SECURITIES ADVISER 


(State clearly the registration desired, 1.e., ‘‘Broker’’ or ‘‘Investment Dealer’’ or ‘‘ Broker-Dealer” 
or any combination thereof or ‘‘Security Issuer” or ‘Investment Counsel” or ‘Securities Adviser’’.) 


1. Name under which applicant will carry on business....................-.-. 


So. mAddréesstion Semicg sity Omari Oia. Beye, praises cre acaet Pasar cia crane tres eee icncucin Cay ede esau Poteet 


4. Does applicant apply for registration of any branch offices? If so, state addresses: 
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10. 


CoLuMN 1 CoLuMN 2 | CoLUMN 3 CoLtumNn 4] Cotumn 5| CoLumMN 6 | CoLuMN 7 | CoLuMN 8 | CoLuMN 9|CoLumN 10 


Has the applicant, or any partner, officer or director of the applicant, heretofore been registered, or has he 
applied for registration in any capacity, under any securities Act of Ontario? (Answer ‘Yes’ or “No.” If 
affirmative, give particulars.): 


Has the applicant, or any partner, officer or director of the applicant, been registered or licensed, or is he 
now registered or licensed, in any capacity in any other province, state or country? (Answer ‘‘Yes’’ or 
“No”. If affirmative, give particulars.): 


Has the applicant, or any partner, officer or director of the applicant, been refused a licence or registration, 
or has any licence or registration been suspended or cancelled in any province, state or country? (Answer 
“Ves” or ‘No’. If affirmative, give particulars.): 


Has the applicant, or any partner, officer or director of the applicant, ever been a member of or been refused 
membership in any stock exchange, association of investment dealers, investment bankers, brokers, broker- 
dealers, or similar organization, in any province, state or country? (Answer ‘‘Yes” or ‘No’. If affirmative, 
give particulars. ): 


Has the applicant, or any partner, officer or director of the applicant, ever been suspended from membership 
in any stock exchange, association of investment dealers, investment bankers, brokers, broker-dealers, or 
similar organization, in any province, state or country? (Answer ‘Yes’ or ‘‘No’. If affirmative, give 
particulars.): 


The following information constitutes full disclosure of the business activities and residences of the applicant, 
or each partner, or each officer and director of the applicant, for the full fifteen-year period immediately 
preceding the date of this application, including periods when unemployed, and the persons specified in 
columns 8, 9 and 10, well know the business reputation of the applicant, or each partner, or each officer of the 
applicant, named in Column 1, and reference may be made to them for further information. (Note: Refer- 
ences are not required for directors and non-residents of Ontario.): 


Name and Period of Name of 
address of employment | Residence reference 
business Nature Nature during the (three Address | Business 

Name Office conducted of of From: period was:| references (city, and or 
held or name and business employ- (city, street required: street occupation 
address of ment To: and number)| include one address) 
employer (give dates) bank 
reference) 


le 


The*following information with respect to the financial structure is required from all applicants other than a 
security issuer: 


(a) CAPITALIZATION OF (b) OF A PARTNERSHIP OR 
A CoMPANY AUTHORIZED IssuED PROPRIETORSHIP 

Common stock Paid-tmncapitallis aerate arene 
Other securities 

List below the names of the owners of the issued List below the names of all persons 
securities, showing opposite their names the holdings having a proprietory interest in the 
of each class of shares and the face value of any capital, showing the percentage interest 
obligations outstanding. of each and the face value of any 


obligations outstanding. 
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(c) Is there any person or company whose name is not disclosed in (a) or (b) above, who has any interest 
in the applicant, either beneficially or otherwise? (Answer ‘‘ Yes” or ‘No’. If affirmative, give particulars. ): 


12. For individual applicant, or for each partner, or officer (except directors, salesmen and non-residents of 
Ontario) of the applicant, who, 


(a) will trade in securities within Ontario; or 


(b) in the case of investment counsel or securities adviser, will deal with the public in Ontario under the 
applicant’s registration, give the following information: 


Muni- No. of 
cipality, years 
Name| Home | Office | Nation-|Province, continuous} Com- |Colour}Colour| Mous-| Distin- | Male | Married 
in address | held ality State, |Age |Height|Weight | residence | plexion | hair eyes | tache | guishing or or 
full etc., in marks | Female] Single 
of birth Ontario 


13. If applicant, or any partner, officer* or director of the applicant, has not resided in Ontario for at least one 
year immediately before the date of this application with the intention of making his permanent home in 
Ontario, give particulars, including address where he lived. (*Note: An applicant for registration as a 
security issuer is required to give this information with respect to its officials who will engage in primary distribu- 
tion of its securities in Ontario. ): 


14. (To be completed only by applicants for registration as investment counsel or securities adviser.) 
Attached hereto on stationery of the applicant and marked as Exhibit ‘‘A’’ to the affidavit herein is a letter 


from the applicant, outlining the experience of the applicant, and of each partner or officer of the applicant, 
in advising as to the value of securities and in making analyses of reports concerning securities. 


15. Has the applicant, or any partner, officer or director of the applicant, been, 
(a) charged, indicted or convicted under any law of any province, state or country, regarding the sale of 
securities, or fraud or theft in connection therewith, or been named in any injunction in connection 


with proceedings taken on account of fraud arising out of any trade in any security? (Answer ‘‘Yes”’ or 
“No”. If affirmative, give particulars. ): 


(b) charged, indicated or convicted under any law of any province, state or country, other than as disclosed 
in clause a? (Answer “Yes” or ‘No’. If affirmative, give particulars.) (Note that this question refers 
to all other laws, e.g., criminal, immigration, customs, liquor control, etc., of any province, state or country 
in any part of the world.): 


(c) at any time declared bankrupt, or has he made a voluntary assignment in bankruptcy? (Answer ‘‘ Yes” 
or ‘‘No”. If affirmative, give particulars.): 


16. Has judgment been rendered against the applicant, or any partner, officer or director of the applicant, in 
any civil court for damages arising from fraud? (Answer “Yes” or ‘‘No’’. If affirmative, give particulars.): 
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17. Are there any proceedings now pending that may lead to any indictment, conviction or injunction under 
any law of any province, state or country? (Answer ‘‘Yes” or “No”. If affirmative, give particulars.) 
(Note that this question refers to all laws whatever of every country in any part of the world.): 


Watedatwe ws Nao s see eee ee | CIE Ee) Ai aes Renee meme eee RM croc uss Slaten tance ete 

(name of applicant) 
(EDS eee cree dayrO be anaes ts Pees , 19 BYE ae OM Sears ap Since fe SSramene att eke 

(stgnature of applicant, partner or official) 
Spot adraee cece (oficial em Rote eeinaiaae rites 
AFFIDAVIT 
(By individual applicant or by one of the partners or officials, as the case may be.) 
INTHE MADIER OR TAP Sh CURIMIES ACI 

Province of Ontario | [Rae ee Weeder Le RRS AON She gL Pe. SP Sere 
(CRopTRTVACTS cat eRe Eee AL Cite eR ae C6) UH Che a con Sheen cl tL PER Hao meme cr ite MIR en hit aes Br tt hc 


To Wit: J imeEtherCo winty toler errs wre Ae ee ee eee 
MAKE OATH AND SAY: 
1. Iam the applicant (or a partner or official of the applicant) herein for registration, and I signed the application. 
2. The statements of fact made in the application are true. 


SWORN@beforenme at thes ss 5-4. ie sia 


A Commissioner, etc. 
O. Reg. 40/53, s. 2; O. Reg. 82/53, s. 5. 
Form 2 


The Securities Act 


APPLICATION FOR RENEWAL OF REGISTRATION AS BROKER, INVESTMENT DEALER, 
BROKER-DEALER, SECURITY ISSUER, INVESTMENT COUNSEL OR SECURITIES ADVISER 


Application is made for renewal of registration under The Securities Act for the year commencing the 


Ist day of April, 19...... ase 


(State clearly the renewal desired, i.e., ‘‘Broker’’, or “‘Investment Dealer’, or “Broker-Dealer”, or any 
combination thereof, or ‘‘Security Issuer’, or ‘Investment Counsel” or “Securities Adviser’’.) 


FLERE ca Cees cate cs Sy oh es cs ero sees eT Heh I a PS SN GNCaLSE NN EL 6 YG SG SIs USE OU UAE AA ast oc aor agora PRES eae ae ct 
REED USITESS IAN COLE SS iat Satara Peeks a WIR SCS re ROE Te ooh spose ote sein sate sur eee st sis Tels NOvsnanc use eee 
Ss Nate brea telaass Avsreaa iam Oalwanglaye, oA am ae Oak gD eed om kok oumemorae San yea ene 5 otipe pmo eeot) ou.6 5.0.0 
4 


Have there been any changes in the facts set forth in the latest application on record in the office of the 
Registrar? (Answer ‘Yes’ or ‘‘No’’.): 


(See note below.) 


5. If the answer to item 4 is “Yes”, give full particulars of every change, using the same numbering for each item 
of change as appears in that application form. 


(official capacity) 
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AFFIDAVIT 


(By individual applicant, or, in the case of 
a partnership or company, by one of the 
partners or officials, as the case may be.) 


IN THE MATTER OF THE SECURITIES ACT 


Province of Ontario DR errr he ame Are ier 51) See) Se, Be Glaseha ANSE Soeur G MAT 
(name in full) 
Coumnityscheme eet ater taal eee she OLEH, Sonne erers nee ores le ont elation eeacels chore ee ek Ones OR Papas Stet 
i thet COUMMEV LOL cae icy nee: eis cra os eee eae ie ena ee eee 
To WIT: MAKE OATH AND SAY: 


1. I am the applicant (or a partner or official of the applicant) herein for renewal of registration and I signed 
the application for renewal of registration. 


2. The statements of fact made in the application for renewal of registration are true. 


SWORN before me at thes..0.¢ 454) 086 


A Commissioner, etc. 
Norte: Section 15 of The Securities Act is as follows: 
“Every registration and renewal of registration lapses on the 31st day of March in each year and every 
registered person or company shall apply for renewal of registration on or before the 1st day of March in 
each year giving full particulars of any change in the facts set forth in the latest application form on 
record, and enclosing the prescribed fee.”’ 
TO BE COMPLETED BY THE APPLICANT 


Enclosed is cheque payable to the Treasurer of Ontario for the sum of $..................-. to be applied 
for registration as follows: 


(a) broker; (b) investment dealer; (c) broker-dealer; (d) security issuer; 

(ean vestin ent: COUnSE le emmacedl- Aeneas. hrcnasete eae ie ie aan ieee hee eaua ae aera Gare sAeieira ey erence 

MeettOcCOV Charani cet tak Hei cere ok branchvotiice(S)t cc). esteem an f faee ieepee DD EKO N ye igh 
(state number) 


RECistra lol Oly ane aol eee Galesimmen asulisted: Delowuc. us ann semi ag eae eee eT es 
(state number ) 


Ota le aes beacon oe Slits acre kee 


__ The following is a list of the names of the salesmen employed and for whom applications for renewal of 
registration are attached: 


O. Reg. 40/53, s. 3. 
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Form 3 
The Securities Act 
APPLICATION FOR REGISTRATION AS SALESMAN OR SUB-BROKER-DEALER 


Application is made for registration under The Securities Act as: 


(State clearly the class of registration desired, i.e., ‘‘Salesman’’ or ‘‘Sub-broker-dealer’.) 
and the following statements of fact are made in respect thereof: 


Aneel aie vol scin pl OV ere deguonte x soon ciao rah oes RRO. OE EM en a, SA 8 Sete PS soe 


lena vesesidedunn® cantor commlullolshys Ouray DELIOCNO lente tant t ii at nee en nnn 


If applicant has not resided in Ontario for at least one year immediately before the date of this application 
with the intention of making his permanent home in Ontario, give particulars, including address where he lived. 


3. The following information constitutes full disclosure of the business activities and residences of the applicant 
for the full fifteen-year period immediately preceding the date of the application, including periods when 


unemployed: 
Period of Employ- | Residence during 
Name and Address of Employer Nature of Nature of ment or Activity the period was 
or Place of Activities when Business of Employment | From: Mos (city, street & 
unemployed Employer or Activity (give exact dates) number) 


4, Has the applicant been charged, indicted or convicted under any law of any province, state or country or 
been named in any injunction in connection with proceedings taken on account of fraud arising out of any 
trade in any security, or are there any proceedings now pending that may lead to such indictment, conviction 
or injunction? (Answer ‘‘Yes’’ or ‘‘No’’. If affirmative, give particulars.): 


5. Has the applicant been charged, indicted or convicted under any law of any province, state or country, 
or are there any proceedings now pending that may lead to any indictment, conviction or injunction other 
than as disclosed in item 4? (Answer “Yes” or ‘No’. If affirmative, give particulars.) (Note that this 
question refers to all other laws, e.g., criminal, immigration, customs, liquor control, etc., of any province, state 
or country in any part of the world.): 


6. Has judgment been rendered against the applicant in any civil court for damages arising from fraud? 
(Answer ‘‘Ves’”’ or ‘‘No’’. If affirmative, give particulars. ): 


7. Has the applicant ever been discharged by any employer for any cause involving fraud in connection a a 
trade in any security, or for any criminal offence? (Answer ‘‘Yes"’ or “No”. If affirmative, give particulars.): 
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8. Has the applicant at any time been declared bankrupt or has he made a voluntary assignment in bankruptcy? 
(Answer “Yes” or ‘'‘No'’. If affirmative, give particulars.): 

9. Has the applicant heretofore been licensed or registered to sell securities in Ontario or any province, state or 
country? (Answer ‘‘Yes” or ‘‘No”. If affirmative, ge particulars.): 

10. Has the applicant been refused a licence, or registration, in Ontario, or any other province, state or country? 
(Answer ‘‘Yes’’ or ‘‘No’’. If affirmative, give particulars.): 

Has any licence, or registration, of the applicant been suspended or cancelled? (Answer “Yes’' or “No’’. 
If affirmative, give particulars. ): 

11. Has the applicant ever used, operated under or carried on business under any name other than the name 
hereto subscribed as applicant? (Answer “Yes” or ‘No’. If affirmative, give particulars.): 

12. Has the applicant ever been a member of, or been refused or suspended from membership in, any stock ex- 
change, association of investment dealers, investment bankers, brokers, broker-dealers, or similar organization, 
in any province, state or country? (Answer ‘‘Yes’’ or ‘No’. If affirmative, give particulars.): 

13. To each of the following named persons the business reputation of the applicant is well known and reference 
may be made to them for further information. (Give at least three names, including one bank reference.): 

Name | __P.O. Address Business or 
(give city and street address) Occupation 
14. The following is a detailed description of the applicant: 
INS tad a Ro acts OSI 6 Hletoh ters cetera eee Wiele literneseeeete cae tye eae Complexione..s eee eee 
Colonmhainesnse wie Coloureyesisvnseiunle ao tedee ee eR IMoustaches sar, at eech ree eee 
Maleior females raece nese: Nationalityswsteeen as ee kee 2 Marriedvonsingleis. 2004 9 hot ata ae 
Municipality secrovinces State net: Ob Dintlinr cm oer ra eihsiteete sista edt an aretha eee isn nee neater te 
Distingulishin ena rkesue. ins, acre ct-eus laws carer Miah esn ie Ree uche eRe ear connec resus Doel iccne Gi els ai claves oer Sia 
1 BE, fo LN, as Rt es ee GPA Pett se ane ear = 5 : 
12190 Eee ee aN Cay Ote a cin crane 19 


(signature of applicant) 
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AFFIDAVIT 
IN THE MATTER OF THE SECURITIES ACT 


Province of Ontario Us pee tsb Ahan oA ons ee en ta ae 
Bou mtytOls eee wtistaccan yee sucht 0 eet el Coainers oe ates voeehe CO Ae CS enna FOIA Gah Orc fic Dig nes 0.0 GARE ee oS cee 
To Wit insthe: County otanmereyy er rita ek 5, 0m ee nee A 


(name in full) 
the applicant herein for registration and I signed the application. 
2. The statements of fact made by me in the application are true. 


SW ORENEberonemmetats the aa seen sent ae aera 


A Commissioner, etc. 


CERTIFICATE OF INTENDED EMPLOYER 
To the Registrar: 


I have inquired of the applicant and of persons acquainted with the applicant and, from reports received 
as to his ability and his integrity, I believe that he is suitable for registration. The information submitted by the 
applicant in the foregoing application is, to the best of my information and belief, true and correct; and I request 
that the application be granted. 


1B) Ae Gl eS te ne ae gC a Rin ae BLO Fete Fe MMR eh oe Aen eR. acy Mahe ei >: 2 oo Ae 
(employer ) 
1 Ba reestehle a a esotice: flere BAGO tee taken Dees e, MEME Shin Ad SR 25 wae 
er ee mee ee st eee Re 
A Meier een ahd ae one Pere i eee 
O. Reg. 40/53, s. 2; O. Reg. 82/53, s. 6. 
Form 4 


The Securities Act 


APPLICATION FOR RENEWAL OF REGISTRATION AS SALESMAN OR 
SUB-BROKER-DEALER 


Application is made for renewal of registration under The Securities Act for the year commencing on the 
EStrdayaOte pity Lon ners , as: 


ite UN an See eens oo ea cae et Pe retest acer er RN ce FN = oy Pn ee thn nit I Rey Be iene tein Hie oie, chon Med mM Satie catateote auc 6c 
De Baia repose ta ber Sen eee St ee eA AES Gino natn < chores ciee laeee Dre cled a emus ARGS IN Ov rasdels secu ecereete 


Be N Adress: FOL SOL VICeLII | OMPAT 1 Ocssre cheese tii cacuscrueie Sie eure reuse aici eked Pal cas Sun ean aca ones ceoaeee mewn Rene tae Prey Ret aeg ats 


4. Have there been any changes in the facts set forth in the latest application on record in the office of the 
Registrar? (Answer ‘‘Yes” or ‘‘No’’.) (See note below.) 
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5." If"the answer to Item 4 is ‘‘Yes’’, give full particulars of every change, using the same numbering for each 
item of change as appears in that application form. 


Renewal of registration for above named is 


requested. i 
Bie ieee vik Dpto eter A eae peck: 
13 Ge WORT ea OE NOR EEE ce 0 ||} haantonoommomec Gia Abe minal. Pope C eign Ge TO 
(to be used by partnerships or companies only) (signature of applicant) 
Fa. op eee ee ek Cana Seer gee 
Braitedeaitneree ce tein toe era uae oo ae eee eae F 
WHS wactent GavaOl en iicty savers sek nccaes aise , 19 
AFFIDAVIT 
IN THE MATTER OF THE SECURITIES ACT 

Province of Ontario ALD] (Regn in yeh coh ac ARO Rac RAL Sel eae 4) Ciena acy Lome cee Sov ercs 

| (name in full) 

| 
BOUT tye Olio nti tiacin cave o aelereisvle os eas siete aha RCG) etal Pea ee ANCE, eee CIM re, CARE CET eRe acea onio EES Ec 


To WIT: 
MAKE OATH AND SAY: 


1. I am the applicant herein for renewal of registration and I signed the application. 
2. The statements of fact made by me in the application are true. 


SWORNtbetoreune at tae... teem eo tence ee eee sas 


Age Cy COUIMEY EOL sakes eee uae Gane, Ciaia oe Reeve ee ; | 
#hiSico cs er: May Oh os aka bon Sona ee ae nee eee i 


A Commissioner, etc. 

Nove: Section 15 of The Securities Act is as follows: 
“Every registration and renewal of registration lapses on the 31st day of March in each year and every 
registered person or company shall apply for renewal of registration on or before the 1st day of March 
in each year giving full particulars of any change in the facts set forth in the latest application form on 
record, and enclosing the prescribed fee.”’ 


O. Reg. 40/53, s. 3. 


Form 5 
The Securities Act 
APPLICATION FOR REGISTRATION AS SALESMAN 


Application for registration under The Securities Act as salesman for: 


(name of employer) 
is hereby made and the following statements of fact are made in respect thereof: 


1. Name in full 


2. If applicant has not resided in Ontario for at least one year immediately prior to the date of this application 
with the intention of making his permanent home in Ontario, give particulars, including address where he 
lived. 
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Following are particulars of the occupation of the applicant during the last five years: 


Period of Residence during the 
Name and Address Nature of Nature of Employment Employment was 
of Employer Business Employment From: AOE (city, street 
of Employer (give exact dates) and Number) 


yi) 


10. 


1h. 


aie 


Has the applicant been charged, indicted or convicted under any law of any country, or state or province 
thereof, regarding the sale of securities or fraud or theft in connection therewith, or been named in any 
injunction in connection with proceedings taken on account of fraud arising out of any trade in any security 
or are there any proceedings now pending that may lead to such indictment, conviction or injunction? 
(Give particulars. ): 


Has the applicant been charged, indicted or convicted under any other law of any country, or state or province 
thereof, or are there any proceedings now pending that may lead to any indictment, conviction or injunction? 
(Give particulars. ): 


Has judgment been rendered against the applicant in any civil court for damages arising from fraud? (Give 
particulars.): 


Has the applicant ever been discharged by any employer for any cause involving fraud in connection with a 
trade in any security, or for any criminal offence? (Give particulars.): 


Has the applicant heretofore been licensed or registered to sell securities in any country, province or state? 
(Give particulars.): 


Has the applicant been refused a licence or registration in any country, province or state? (Give particulars.): 
Has any licence or registration of the applicant been suspended or cancelled? (Give particulars.): 


Has the applicant ever used, operated under or carried on business under any name other than the name 
hereto subscribed as applicant? (Give particulars.): 


Has the applicant ever been a member of any stock exchange, or has the applicant ever been refused member- 
ship in or been suspended from any stock exchange? (Give particulars. ): 


To each of the following named persons the business reputation of the applicant is well known and reference 
may be made to them for further information. (Give at least three names, including one bank manager. ): 


P.O. Address ; 
(give city and street address) Business or Occupation 


Vol. 3—Sig. 22 
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13. The following is a detailed description of the applicant: 


ACHE rte fies hari s Height.iGr tg. .22% cee Weight... er sets tei caine ple ald, Paw See. coke 
(SOM PlEKIO Tose i= cia site MAS Sete ere Colourhair: Seer ae oa ee Coloiineyesses 1.22 see 
IMIOUSTACH Ge: qercpemes sew ateints » Maleior Bemalene accor ene peer ee INKS OCICS ea erolo, anager cea See oe 
Married single. in care aretsse nic cis ese eee Ee Couey OL BITtina pers ates See say oer tenes creer Se 
isting iisiimpe WVlaitkessres Se ears akene peeve cos aim ce Ris ace ce an Gee ota Se ctGme nee ae doe ae een 
ID ACEC Ta 1h ewe neta at aeeeeCehe tens arate ote ey dey ene a 
EliSenersiete oem nce GAOL oe: eee trace aE rice ea eee , 19 


(signature of applicant) 


AFFIDAVIT 
IN THE MATT ERO THE SECURITIES ACL 


Province of Ontario {TL eee Doe vient ees SOP aes eee ah a eet 
(Clap benA KONA Gane ey Ole OR ORC mOrT ERC eceitcio Dicker hone | (0) akc OL AE ea eR TREE TEAC ESA NESS, Goo PRS ces et 
To WIt: | qoathex County old eB teat eA Fle eee eraee 

MAKE OATH AND SAY: 
Mea ESI ie ertteis edict oe ects oi arent ch a ctOnrRreRenCre Mp RAM RTT Mactan ae Gace eit TANS i IORI PEELE RTL Cher ate 3 Ceo ou eats 


(name tn full) 
the applicant herein for registration as a salesman and I signed the application. 
2. The statements of fact made by me in the application are true. 


SWORINsbeforesme ates.) nee coer cuae cise cide oe 


A Commissioner, etc. 


CERTIFICATE OF INTENDED EMPLOYER 
To The Registrar: 
I have inquired of the applicant and of persons acquainted with the applicant and, from reports received 
as to his ability as a salesman and his integrity, I believe that he is suitable for registration. The information 


submitted by the applicant in the foregoing application is, to the best of my information and belief, true and 
correct and | request that the application be granted. 


(address of employer) 
QO. Reg. 40/53, s. 7. 
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Form 6 
The Securities Act 


APPLICATION FOR 
RENEWAL OF REGISTRATION 


_ Application is hereby made for renewal of registra- 
tion under The Securities Act for the year commencing 


on the 1st day of April, 19...., as: 


(State clearly the class of registration sought, i.e., broker; 
investment dealer; broker-dealer; sub-broker-dealer; security 
issuer or invesiment counsel.) 


1. Give full particulars of any change in the facts set 
forth in the latest application on record in the office 
of the Registrar, using the same numbering for each 
item of change as appears in said application form. 
(See Note.) 


(to be used by partner- 
ships or companies only) 


AFFIDAVIT 


(By tndividual applicant, or, in the case of 
a partnership or company, by one of the 
partners or officers, as the case may be.) 


In the matter of The Securities Act 
Province of Ontario 


(COS? Oils eres se oF Of they tute ee 


iui the County Olean asoe 


On Wises) MAKE OATH AND Say: 

1. I am the applicant (or a partner or officer of the 
applicant) herein for renewal of registration and I 
signed the application for renewal of registration. 


2. The statements of fact made in the application for 
renewal of registration are true. 


SWORN before meat the......0.....-..-- 


A Commissioner, etc. 


Note: Section 15 of The Securities Act is as follows: 


“Every registration and renewal of registration 
lapses on the 31st day of March in each year 
and every registered person or company shall 
apply for renewal of registration on or before 
the 1st day of March in each year giving full 
particulars of any change in the facts set forth 
in the latest application form on record, and 
enclosing the prescribed fee.”’ 


TO BE COMPLETED BY THE APPLICANT 
Enclosed is cheque payable to the Treasurer of Ontario 


fOmene.sum Ol Sane to be applied for registra- 
tions as follows: 


(a) broker; (b) investment dealer; (c) broker-dealer; 
(d) sub-broker-dealer; (€) security issuer; (f) invest- 
ment counsel. 


(Strike out designations not applic- 


Fee to cover........ Drancheonice(s) inane 
(state no.) 


INeSistiadl OnE Ole meme tari salesmen as 


(state no.) 
listed IbhelowATwwns 209k. oe ose ete SSS ANS. Sean ee 


The following is a list of the names of the salesmen 
employed and for whom applications for renewal of 
registration are attached: 


C.R.O. 1950, Reg. 356, Form™6. 


Form 7 
The Securities Act 


APPLICATION FOR RENEWAL OF 
REGISTRATION AS SALESMAN 


Application is hereby made for renewal of registra- 
tion under The Securities Act as a salesman for the year 
commencing on the Ist day of April, 19..... 

NTI CURSE, AIS east he eee ST hs 2 Lele NO te aero 
wddressifonserviceni Ontanor.. 252 sns sete ne es 
1. Give full particulars of any change in the facts set 
forth in the latest application on record in the office 
of the Registrar, using the same numbering for each 
item of change as appears in said application form. 


(See Note.) 


Renewal of registration for 
above named is requested. 


‘(to be used by partner- 
ships or companies only) 


AFFIDAVIT 
In the matter of The Securities Act 
Province of Ontario 
(CinAKOrios eee oa en Oe P 
To Wir: inuthe County Ohws.. eee 


MAKE OATH AND Say: 
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1. Iam the applicant herein for renewal of registration 
as a salesman and I signed the application. 


2. The statements of fact made by me in the applica- 
tion are true. 


eee aa 


A Commissioner, etc. 


Norte: Section 15 of The Securities Act is as follows: 


“Every registration and renewal of registra- 
tion lapses on the 31st day of March in each 
year and every registered person or company 
shall apply for renewal of registration on or 
before the 1st day of March in each year 
giving full particulars of any change in the 
facts set forth in the latest application form 
on record, and enclosing the prescribed fee.” 


C.R.O. 1950, Reg. 356, Form 7. 


Form 8 


The Securities Act 
NOTICE OF REGISTRATION AS A BROKER 


Noticems hereby, Clvenmtiatan yet 5 secs ete ome 


is’registered under The Securities Actas a 
BROKER 
forthe period. sea. seo. aie to the 31st day of March, 


10 Fo. 


The following only are authorized to trade in 
securities under this registration: 


Registrar 
Ontario Securities Commission 
Norte: Section 1 (a) of The Securities Act states: 

“Droker’’ means any person or company, 
trading in securities in the capacity of an 
agent, who is a member of a stock exchange 
in Ontario and such other person or company, 
trading in securities in the capacity of anagent, 
who is recognized by the Commission as a 
broker. 


The above-named broker is not entitled to trade 
in securities as a principal. 
C.R.O. 1950, Reg. 356, Form 8. 


Form 9 


The Securities Act 


NOTICE OF REGISTRATION 
AS AN INVESTMENT DEALER 


Notice is hereby given that.........2-.-...--+.+ 


is registered under The Securities Act as an 
INVESTMENT DEALER 
for the period........ to the 31st day of March, 19.. 
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The following only are authorized to trade in 


securities under this registration: 


Registrar 
Ontario Securities Commission 


C.R.O. 1950, Reg. 356, Form 9. 


Form 10 
The Securities Act 


NOTICE OF REGISTRATION 
AS A BROKER-DEALER 


Noticeus heLcovenivienst iat caer ete oe 


is registered under The Securities Actasa 
BROKER-DEALER 
for the period........ to the 31st day of March, 19.. 


The following only are authorized to trade in 
securities under this registration: 


Registrar 
Ontario Securities Commission 


C.R.O. 1950, Reg. 356, Form 10. 


Form 11 
The Securities Act 


NOTICE OF REGISTRATION 
AS A SUB-BROKER-DEALER 


Notices hereby piven that 2s ).0)..nn sooo e oe 


is registered under The Securities Act asa 
SUB-BROKER-DEALER 
for the period. «3.2.24; to the 31st day of March, 19.. 


Registrar 
Ontario Securities Commission 


C.R.O. 1950, Reg. 356, Form 11. 


Form 12 
The Securities Act 


NOTICE OF REGISTRATION 
AS A. SECURITY ISSUBR. 


Noticetis hereby*pivenithateivges 4evi. . a. seca ee 


OM es ee ee ee ee ee ee re ee ee ae 


is registered under The Securities Act asa 
SECURITY ISSUER 
for the period........ to the 3ist day of March, 19.. 
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_ The following only are authorized to engage in the 
primary distribution to the public of securities of the 
company’s own issue under this registration: 


Registrar 
Ontario Securities Commission 


Note : Section 1 (s) of The Securities Act states: 
“security issuer’? means a company that 
engages in the primary distribution to the 
public of securities of its own issue. 

The above-named security issuer may engage in 
the primary distribution to the public of securities 
of its own issue only as a principal. 


C.R.O. 1950, Reg. 356, Form 12. 


Form 13 
The Securities Act 


NOTICE OF REGISTRATION 
AS AN INVESTMENT COUNSEL 


Noticesisuherebysciivenwtiat: amie. aaa aerate 


is registered under The Securities Act as an 
INVESTMENT COUNSEL 
for the penods sa. oi. to the 31st day of March, 19.. 


The following only are authorized to act as invest- 
ment counsel under this registration: 


Registrar 
Ontario Securities Commission 


C.R.O. 1950, Reg. 356, Form 13. 


Form 14 
The Securities Act 


NOTICE OF REGISTRATION 
AS AN INVESTMENT COUNSEL 


Notices hereby given thateese aes mics nee sak 


is registered under The Securities Act as an 


INVESTMENT COUNSEL 
for the period........ to the 31st day of March, 19.. 
_ This investment counsel is entitled to engage solely 
in giving continuous advice on the management of 
securities held by any company or person or the heirs, 
executors, administrators or other legal representatives 
of any person and to be paid for such advice on the 
basis of a percentage of the total value of the securities. 


The following only are authorized to act as invest- 
ment counsel under this registration: 


Registrar 
Ontario Securities Commission 


C.R.O. 1950, Reg. 356, Form 14. 


Form 15 
The Securities Act 


NOTICE OF REGISTRATION 
AS A SALESMAN 


Notice is hereby given that 


is registered under The Securities Actasa 
SALESMAN of 
fon Unesperiod sem se to the 31st day of March, 19.. 
The above-named salesman is entitled to act as a 


Salesian OlMOGeOne Denali Ofamer: eet erie nn ett 


Registrar 
Ontario Securities Commission 


Nore: Section 1 (p) of The Securities Act states: 


“‘salesman”’ means an individual registered as 
a salesman under this Act. 


The above-named salesman is not entitled to trade 
in securities as a principal. 


C.R.O. 1950, Reg. 356, Form™15. 
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Regulation 544 


under The Security Transfer Tax Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “bank” means any chartered bank in Canada 
and the Bank of Canada; 


(6) “bond”’ includes a debenture and a share of 
debenture stock; 


(c) “bond dealer’ and ‘‘stock broker’’ include 
any person, firm or corporation that engages 
in the business of buying and selling securities 
either as principal or agent, but does not in- 
clude an investment trust, holding company, 
investment company, person, firm or corpora- 
tion acting solely in a fiduciary capacity as 
purchasing or selling agent; 


(d) “transfer agent” includes any person, firm 
or corporation that undertakes to record or 
register changes of ownership of securities; 


(e) “trust company’? means a company consti- 
tuted or operated for the purpose of agent, 
executor, administrator, liquidator, assignee, 
guardian of a minor’s estate or committee of a 
mentally incompetent person’s estate. C.R.O. 
1950, Reg. 499, s. 1, amended. 


SALES BY STOCK BROKERS 


2. Every stock broker who, as agent, effects the 
sale of any security shall compute the amount of the 
tax payable and shall collect such amount from the 
vendor, transferor or assignor, and every stock broker 
who, as principal, sells any security shall compute the 
amount of the tax payable, and, 


(a) if the sale is effected upon a stock exchange, 
shall remit the amount to the exchange; or 


(b) if the sale is effected otherwise than upon a 
stock exchange, shall remit the amount to the 
Treasurer, either by cash or by affixing Ontario 
security transfer tax stamps of the requisite 
value to the duplicate memorandum of sale 
retained on file in his office. C.R.O. 1950, 
Reg. 499, s. 2. 


SALES BY BANKS, BOND DEALERS AND TRUST 
COMPANIES 


3. Every bank, bond dealer or trust company that, 
as agent, effects the sale of any security shall compute 
the amount of the tax payable and shall collect such 
amount from the vendor, transferor or assignor, and 
every bank, bond dealer or trust company that, as 
principal, sells any security shall compute the amount of 
the tax payable and shall remit the amounts to the 
Treasurer, either by cash or by affixing Ontario security 
transfer tax stamps of the requisite value to the du- 
plicate memorandum of sale retained on file in its office. 
C.R.O. 1950, Reg. 499, s. 3. 


SALES TO BANKS, BOND DEALERS, STOCK BROKERS 
AND TRUST COMPANIES 


4. Every bank, bond dealer, stock broker or trust 
company that, either as principal or agent, buys any 
security from any person other than a bank, bond 


dealer, stock broker or trust company shall compute 
the amount of the tax payable and shall collect the 
amount from the vendor, transferor or assignor and 
shall remit the amount to the Treasurer, either by 
cash or by affixing Ontario security transfer tax 
stamps of the requisite value to the duplicate memo- 
randum of purchase retained on file in its office. C.R.O. 
1950, Reg. 499, s. 4. 


SALES BY PERSONS OTHER THAN BANKS, BOND DEALERS, 

STOCK BROKERS AND TRUST COMPANIES TO PERSONS 

OTHER THAN BANKS, BOND DEALERS, STOCK BROKERS 
AND TRUST COMPANIES 


5. Any person, firm or corporation, other than a 
bank, bond dealer, stock broker or trust company, 
effecting the sale of any security to a person, firm or 
corporation, other than a bank, bond dealer, stock 
broker or trust company, shall compute the amount of 
the tax payable and shall pay the amount to the 
Treasurer, either by cash or by affixing Ontario security 
transfer tax stamps of the requisite value to the dupli- 
cate memorandum of sale retained on file in his or its 
office. C.R.O. 1950, Reg. 499, s. 5. 


BANKS, BOND DEALERS, STOCK BROKERS, TRUST COM- 
PANIES AND PERSONS ACTING AS DEPOSITARIES FOR 
EFFECTING EXCHANGE OF SECURITIES 


6. Every person, bank, bond dealer, stock broker 
or trust company that, acting as depositary for the 
exchange of securities, receives, either from himself or 
from itself as owner, or from any other person, firm or 
corporation, a security to be exchanged for another 
security shall compute the amount of the tax payable 
and shall collect the amount from the person, bank, 
bond dealer, stock broker, trust company or other per- 
son, firm or corporation respectively and shall remit 
the amount to the Treasurer, either by cash or by 
affixing Ontario security transfer tax stamps of the 
requisite value to the duplicate memorandum of receipt 
retained on file in the office of the depositary, but this 
section does not apply if the nature of the transaction 
is such that the tax payable is collectable under section 
2,3, 4, 5 or 7. C.R.O, 1950, Reg. 499) s. 6. 


DELIVERIES BY CUSTODIANS OF SECURITIES HELD IN 
ONTARIO FOR ACCOUNT OF NON-RESIDENTS OF CANADA 


7. The custodian of a security held in Ontario for 
the account of a non-resident of Canada shall, upon 
delivery of the security to a purchaser, transferee or 
assignee or the agent of the purchaser, transferee or 
assignee, compute the amount of the tax payable and 
shall collect the amount from the non-resident and 
shall remit the amount to the Treasurer, either by 
cash or by affixing Ontario security transfer tax 
stamps of the requisite value to a duplicate memoran- 
dum of delivery retained on the file of the custodian, 
but this section does not apply if the nature of the 
transaction is such that the tax payable is collectable 
under section 2, 3, 4,5 0r6. C.R.O. 1950, Reg. 499, s. 7. 


TRANSFERS RECORDED BY TRANSFER AGENTS 


8. Any person, firm or corporation that is duly 
appointed as transfer agent for the issued shares, bonds 
or debenture stock of a company or corporation shall, 
before recording a change of ownership of any such 
security, determine whether the amount of the tax 
payable upon the transaction that caused such change 
has been paid and, if not, shall compute the amount of 
the tax and shall collect the amount from the vendor, 
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transferor or assignor and shall remit the amount to 
the Treasurer, either by cash or by affixing Ontario 
security transfer tax stamps of the requisite value to 
the cancelled certificates retained on its file. C.R.O. 
1950, Reg. 499, s. 8. 


TRANSFERS RECORDED BY COMPANIES, CORPORATIONS, 
ASSOCIATIONS AND SYNDICATES NOT EMPLOYING A 
TRANSFER AGENT 


9. Any company, corporation, association or syn- 
dicate that records the transfer of its own issued 
securities shall, before recording a change of ownership 
of any such security, determine whether the amount of 
the tax payable upon the transaction that caused 
the change has been paid and, if not, shall compute 
the amount of the tax and shall collect the amount 
from the vendor, transferor or assignor and shall remit 
the amount to the Treasurer, either by cash or by 
affixing Ontario security transfer tax stamps of the 
requisite value to the cancelled certificates retained on 
its file. C.R.O. 1950, Reg. 499, s. 9. 


DUTIES OF TRANSFER AGENTS AND OF COMPANIES, COR- 

PORATIONS, ASSOCIATIONS OR SYNDICATES NOT EMPLOY- 

ING A TRANSFER AGENT EFFECTING THE FIRST ISSUE OF 
A SECURITY 


10. Every transfer agent and every company, cor- 
poration, association or syndicate not employing a 
transfer agent effecting the first issue of a security shall 
keep on file, 


(a) a certified copy of the minutes of allotment of 
the security being issued; and 


(b) a certificate of, 


(i) any two officers of the company, cor- 
poration, association or syndicate issu- 
ing the security to the effect that the 
security is being sold on a commission 
basis for the company, corporation, 
association or syndicate, 


(ii) the underwriter or optionee to the 
effect that the Ontario security transfer 
tax has been paid, or 


(iii) any two officers of the company, cor- 
poration, association or syndicate to 
the effect that the company, corpora- 
tion, association or syndicate has sold 
the security direct to the allottee. 
C.R.O. 1950, Reg. 499, s. 10. 


DUTIES OF STOCK EXCHANGE 


11.—(1) At the close of trading on each day, every 
stock exchange shall cause each of its members to file 
a report in writing setting forth complete details of all 
sales effected through the exchange on the day and 
the amount of tax payable thereon and to remit the 
amount to the exchange. 


(2) Not later than Thursday of each week, the 
secretary or other responsible officer of each stock 
exchange shall deliver to the Treasurer a report in 
writing showing the amounts of the tax collected daily 
upon the sales effected through the exchange by each 
member thereof during the previous calendar week and 
the total of such amounts, and the report shall be 
verified by the certificate of the officer certifying that 
the amounts of tax shown as collected by the report 
are the correct amounts payable and that all amounts 
payable have been collected and are included in the 
report. 


(3) Every stock exchange shall send with the report 
required by subsection 2 the difference between the 
amounts of the tax shown as collected in the report 
and a commission of 3 per cent of such amount, but 
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the commission shall be deducted only if the exchange 


has complied in every particular with this section. 
C.R.O. 1950, Reg. 499, s. 11. 


RECORDS TO BE KEPT 


12. Every bank, bond dealer, stock broker and 
trust company that sells a security, either as principal 
or agent, shall, 


(a) prepare a memorandum in duplicate of the 
sale; 


(b) deliver one copy of the memorandum to the 
purchaser; 


(c) retain one copy on file until such time as per- 
mission for its destruction is given by the 
Treasurer; and 


(d) maintain records in detail of all sales and 
deliveries. C.R.O. 1950, Reg. 499, s. 12. 


13. Every bank, bond dealer, stock broker and 
trust company that buys a security, either as principal 
or agent, from a person, firm or corporation other than 
a bank, bond dealer, stock broker or trust company 
shall, 


(a) prepare a memorandum in duplicate of the 
purchase; 


(6) deliver one copy of the memorandum to the 
vendor; 


(c) retain one copy on file in its office until such 
time as permission for its destruction is given 
by the Treasurer; and 


(d) maintain records in detail of all purchases and 
deliveries. C.R.O. 1950, Reg. 499, s. 13. 


14. Every bank, bond dealer, stock broker, trust 
company and person acting as depositary for effecting 
exchange of securities shall, 


(a) prepare a memorandum of receipt in duplicate 
covering details of the security being de- 
posited; 


(b) deliver one copy of the memoradnum to the 
person depositing the security; and 


(c) retain one copy on file until such time as per- 
mission for its destruction is given by the 
Treasurer. C.R.O. 1950, Reg. 499, s. 14. 


AS. Custodians of securities held for account of non- 
residents of Canada shall, 


(a) maintain records in detail of all securities held 
for account of every such non-resident of 
Canada; 


(b) prepare a memorandum of all deliveries made; 
and 


(c) retain such memorandum in its office until 
such time as permission for its destruction is 
given by the Treasurer. C.R.O. 1950, Reg. 
499, s. 15. 


16. Every transfer agent shall maintain a separate 
file for each class of security issued by each company, 
corporation, association or syndicate for which the 
agent acts and the secretary of every company, cor- 
poration, association or syndicate that does not em- 
ploy a transfer agent shall maintain a separate file for 
each class of its issued securities and every such transfer 
agent and secretary shall retain in each such file in 
chronological order of date of transfer the cancelled 
securities until such time as permission for their 
destruction is granted by the Treasurer. C.R.O. 1950, 
Reg. 499, s. 16. 
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AFFIXING AND CANCELLATION OF ONTARIO SECURITY 
TRANSFER TAX STAMPS 


_ 17.—(1) Every person, firm or corporation remit- 
ting the tax by affixing Ontario security transfer tax 
stamps shall, 


(a) affix the stamps securely to whatever docu- 
ment is prescribed under sections 2 to 9; 


(b) cancel each stamp used by it by perforating 
the stamp together with the document to 
which it is affixed; and 


(c) provide an instrument for perforating the 
stamps. 


(2) The perforation of every stamp shall be in the 
form of, 


(a) six holes, each of which shall be not less than 
one-eighth of one inch in diameter; 


(b) the word ‘‘cancelled” or a part thereof; or 


(c) the initial of the name of the person, firm or 
corporation cancelling the stamp. C.R.O. 
1950, Reg. 499, s. 17. 


AGENCY TRANSACTIONS 


18.—(1) Every bank, bond dealer, stock broker, 
trust company or person acting in the capacity of an 
agent for the sale or purchase of a security shall, 


(a) prepare, on the same day as that on which the 
transaction is effected, a memorandum in 
duplicate of the transaction, setting forth in 
detail, 


(i) the name and class of security involved, 


(ii) the actual sale or purchase price of 
such security, 


(iii) the amount of usual or stipulated com- 
mission or brokerage, if any, being 
charged, and 


(iv) in the case of a sale, the amount of the 
tax payable; 


(b) deliver one copy of the memorandum to the 
principal; 


(¢) retain one copy of the memorandum on file in 
its office until permission for its destruction 
is given by the Treasurer; 


(d) keep on file in its office a signed order from the 
principal, or the confirmation from the princi- 
pal of the same date as the agent’s memoran- 
dum, expressed substantially in the terms ‘‘You 
have this day sold for our account’’, or ‘‘You 
have this day purchased for our account”, and 
setting forth in detail the name and class of 
security, the actual sale or purchase price, less 
or plus only usual or stipulated commission or 
brokerage, if any, and in the case of a sale the 
tax payable; 


(e) retain the signed order, or confirmation from 
the principal, on file in its office until permis- 
sion for its destruction is given by the 
Treasurer; and 


(f) furnish evidence that no profit or loss, other 
than usual commission or brokerage, if any, 
or interest incidental to the completion of 
transaction, has been realized. 


(2) Every bank, bond dealer, stock broker, trust 
company or other person who fails to comply with 


subsection 1 in respect of any transaction shall, for the 
purposes of such transaction, be deemed to be a prin- 
cipal and not an agent. C.R.O. 1950, Reg. 499, s. 18. 


First IssuE OF SECURITIES 
SYNDICATE AGREEMENT BETWEEN SECURITY DEALERS 


19.—(1) The underwriting of a security or the first 
transaction whereby ownership or control of a security 
is established shall be deemed not to constitute a sale, 
transfer or assignment within the meaning of the Act 
but a first issue thereof. 


(2) If an original issue of securities is distributed 
or marketed through the medium of a group or groups 
of security dealers acting under a written syndicate 
agreement or agreements, by which members of the 
syndicate or syndicates are obliged to draw down and 
pay for the whole or a definite portion of the issue, the 
distribution of the security to any member of the syn- 
dicate or syndicates or the transfer of the securities by 
any member of the syndicate or syndicates to any other 
member in order to carry out the terms of the syndicate 
agreement or agreements shall be deemed not to con- 
stitute a sale, transfer or assignment within the meaning 
of the Act. C.R.O. 1950, Reg. 499, s. 19. 


ORDERS 
20.—(1) Where an order that is received from, 
(a) a person resident within Ontario; or 


(6) an officer or agent of any firm or corporation 
who is resident within Ontario, 


is executed outside Ontario by, 
(c) a person resident within Ontario; or 


(d) an officer or agent of any firm or corporation 
who is resident within Ontario, 


the execution shall be deemed to constitute a sale, 
transfer or assignment within the meaning of the Act. 


(2) Where an order that is received from, 
(a) a person resident outside Ontario; or 


(6) an officer or agent of any firm or corporation 
who is resident outside Ontario, 


is executed outside Ontario by, 
(c) a person resident within Ontario; or 


(d) an officer or agent of any firm or corporation 
who is resident within Ontario, 


the execution shall be deemed to constitute a sale, 
transfer or assignment within the meaning of the Act if, 


(e) such order is for the sale, transfer or assign- 
ment of a security held in Ontario for the 
account of such non-resident person or of the 
firm or corporation having such officer or agent 
resident outside Ontario; or 


the proceeds from the sale, transfer or assign- 
ment of the security, wherever held, that is 
the subject of such order are received in On- 
tario for the credit of such non-resident person 
or of the firm or corporation having such 
officer or agent resident outside Ontario or for 
the credit of the attorney, trustee or agent of 
such person, firm or corporation. C.R.O. 
1950, Reg. 499, s. 21, revised. 
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21. Where any person acting either as the owner of 
a security or as attorney, trustee or agent for a person, 
firm or corporation, wherever resident or wherever 
having its head office, that is the owner of a security 
does any act within Ontario that has the effect of 
depriving the owner of the control or right to posses- 
sion of the security, the act shall be deemed to con- 
stitute a sale, transfer or assignment within the meaning 
of the Act. C.R.O. 1950, Reg. 499, s. 22. 


CHANGES IN RECORDED OWNERSHIP OF SECURITIES 


22.—(1) A transfer shall be deemed not to con- 
stitute a sale, transfer or assignment within the meaning 
of the Act where a certificate representing the security 
is presented for transfer to a transfer agent or the 
secretary of any company, corporation, association or 
syndicate and is accompanied by a written statement 
signed by the transferor or transferee or the agent 
thereof to the effect that the transfer is being made, 


1. from a client to a broker for purpose of sale; 


2. from a broker to a client, no sale having been 
made; 


3. from a client to a broker as security for a loan; 


4. from a broker to a client, the loan, for which 
the security was held by the broker, having 
been paid; 


5. from a client to a broker for the safekeeping 
account of client; 


6. from a broker to a client from the safekeeping 
account of client; 


7. from a broker to a broker for the account of 
the same client; 


8. from a broker to a nominee of the same broker, 
but this paragraph does not apply unless 
the written statement certifies that no change 
of ownership is involved and unless a certified 
copy of the trust agreement between the 
broker and his nominee is on file in the office 
of the transfer agent or secretary; 


9. from a nominee of a broker to another nominee 
of the same broker, but this paragraph does 
not apply unless the written statement certifies 
that no change of ownership is involved and 
unless a certified copy of the trust agreement 
between the broker and his new nominee 
is on file in the office of the transfer agent or 
secretary; 


10. from a nominee of a broker to the same broker, 
but this paragraph does not apply unless the 
written statement certifies that no change 
of ownership is involved and unless a certified 
copy of the trust agreement between the 
broker and his nominee is on file in the office 
of the transfer agent or secretary; 


11. from the maiden name of a woman to her 
married name, but this paragraph does not 
apply to any such person domiciled in the 
Province of Quebec unless the written state- 
ment is accompanied by evidence proving 
her separation as to property; 


12. from the former name of a person to a name 
that he has acquired by complying with the 
requirements of the law; 


13. from the old name of a company, corporation, 
association or syndicate to such new name of 
the same company, corporation, association or 


14. 


15. 


16. 


WE 


18. 


19. 


20. 


21 


22. 


23, 


24. 
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syndicate as has been authorized by supple- 
mentary letters patent or in other manner 
authorized by law; 


from the name of a company, corporation, 
association or syndicate to the name of the 
liquidator, receiver or trustee of the property, 
or any of it, of the company, corporation, asso- 
ciation or syndicate, where the property is 
transferred for liquidation purposes under the 
provisions of the Bankruptcy Act (Canada), 
the Winding Up Act (Canada), or the Act of 
any state or province providing for the winding 
up of companies, or for purposes of control for 
the benefit of creditors by order of the court; 


from the name of the liquidator, receiver or 
trustee of the property, or any of it, of a com- 
pany, corporation, association or sy ndicate to 
the name of a new liquidator, receiver or 
trustee of the same property; 


from the name of the liquidator, receiver or 
trustee of the property, or any of it, of a com- 
pany, corporation, association or syndicate to 
the name of the same company, corporation, 
association or syndicate; 


from the name of a person, firm or corporation 
or an agent thereof to the name of a trust com- 
pany or corporation for administrative pur- 
poses only, under a duly executed power of 
attorney; 


from the name of a trust company or corpora- 
tion, the certificate having been held for 
administrative purposes only, under a duly 
executed power of attorney of a person, firm 
or corporation to another trust company or 
corporation for administrative purposes only, 
under another duly executed power of attorney 
of the:same person, firm or corporation; 


from the name of a trust company or corpora- 
tion, the certificate having been held for 
administrative purposes only, under a duly 
executed power of attorney of a person, firm 
or corporation to the name of the same 
person, firm or corporation; 


from the name of a person, firm or corporation 
to a trustee for the benefit of the same person, 
firm or corporation, but this paragraph does 
not apply unless the transfer agent or secre- 
tary has on file or receives for his file a certified 
copy of the duly executed trust agreement 
between the person, firm or corporation and 
the trustee; 


from the name of a trustee for a person, firm or 
corporation to the name of a new trustee for 
the same person, firm or corporation, but 
this paragraph does not apply unless the 
transfer agent or secretary has on file or 
receives for his file a certified copy of the duly 
executed trust agreement between the person, 
firm or corporation and the new trustee; 


from the name of a trustee for a person, firm or 
corporation to the name of the same person, 
firm or corporation; 


from the name of an incapable person to a 
tutor, curator or committee of the estate of the 
incapable person; 


from the name of a tutor, curator, or com- 
mittee of the estate of an incapable person to 
a new tutor, curator or committee of the 
estate of the same incapable person; 
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25. from the name of a tutor, curator or committee 
of the estate of an incapable person to the same 
person upon being adjudged capable; 


26. from the name of a decedent to the names of 
the executors, administrators or trustees under 
his will; 


27. from the name of a person who died intestate 
to the administrator or trustee appointed by 
the court; 


28. from the name of an executor, administrator 
or trustee under a will or of a person acting 
under appointment of the court for a decedent 
who died intestate to the name of a new 
executor, administrator or trustee of the 
estate of the same decedent; 


29. from the name of a tutor or guardian of a per- 
son who is a minor to the name of the same 
person, upon such person reaching his majority 
or upon the date that the trust agreement 
appointing the tutor or guardian stipulates 
that the tutorship or guardianship is to be 
terminated; 


30. from the name of a tutor or guardian of a per- 
son who is a minor to the name of a new tutor 
or guardian for the same person; 


31. from the name of an association, partnership 
or syndicate to the names of the individual 
members thereof upon dissolution of the asso- 
ciation, partnership or syndicate but, where 
the distribution of the property of the asso- 
ciation, partnership or syndicate amongst the 
members is not made in the same proportion 
as the pro rata interest of each member in the 
total of the property at the time of dissolution, 
the amount of the securities transferred to 
any individual member that is in excess of the 
proportion to which he woud be entitled 
according to such pro rata interest shall be 
deemed to constitute a sale, transfer or assign- 
ment within the meaning of the Act; 


32. from the name of an officer of a company or 
corporation who has been holding the issued 
security of the company or corporation in 
trust for an employee of such company or cor- 
poration, where the employee has purchased 
the security and is paying for it in instalments, 
to the name of such employee at the time 
when he has made his final payment for 
the security, but this paragraph does not 
apply unless the security represents an original 
issue by the company or corporation or unless, 
the security not representing an original issue 
of the company or corporation, the tax 
imposed by the Act was paid, either at the 
time of sale to the employee or at the time of 
transfer to the officer of such company or cor- 
poration to be held in trust for the employee; 
or 


33. solely to correct an error. 


(2) In this section, ‘‘broker’”’ includes bank, trust 
company and bond dealer. C.R.O. 1950, Reg. 499, 
Ss: 23. 


SECURITIES ENTITLED TO EXEMPTION FROM TAX AT 
TIME OF TRANSFER 


23.—(1) No further tax under the Act is payable 
where the certificate representing a security is presented 
to a transfer agent or to the secretary of any company, 
corporation, association or syndicate for transfer, if 
the certificate, 
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(a) bears thereon a properly signed and dated 
certificate of a broker who is a member of any 
securities exchange in Ontario to the following 
effect: 


“We hereby certify that the Ontario security 
transfer tax payable on the sale of the security 
represented by this certificate has been paid to 


(b) bears thereon a properly signed and dated cer- 
tificate of any stock broker, bank, trust com- 
pany or bond dealer in Ontario to the following 
effect: 


‘We hereby certify that the Ontario security 
transfer tax payable on the sale of the security 
represented by this certificate has been paid, 


(i) by affixing Ontario security transfer tax 
stamps to the duplicate memorandum 
of sale or purchase retained on file in 
our office, or 


(ii) by cash direct to the Treasurer of 
Ontario. 


(c) bears thereon a properly signed and dated cer- 
tificate of any stock broker, bank, trust com- 
pany or bond dealer to the following effect: 


‘We hereby certify that the security repre- 
sented by this certificate is shown by our 
records as having been purchased for the 
account of the transferee, and, as such, that 
no change of ownership is involved in this 
transfer. 


but this section does not apply to the transfer of any 
security bearing the certificate referred to in clause ¢ 
if the security is issued by any company, corporation, 
association or syndicate and the record of its transfer 
is being made within Ontario, where the transfer is 
carrying into effect the sale of the security made 
outside Ontario. C.R.O. 1950, Reg. 499, s. 24. 


(2) In subsection 1, a “‘properly signed certificate” 
includes a certificate bearing the fascimile signature 
produced by a rubber stamp or other mechanical means 
of an officer of the broker, bank, trust company or bond 
dealer, as the case may be, who is authorized to sign 
the certificate by a signed authorization that bears a 
copy of the facsimile signature so authorized and that is 
filed with the Comptroller of Revenue. O. Reg. 83/57, 
sole 


CANCELLED SALES 


24. Where, because any person is unable or un- 
willing to pay for securities that he has undertaken to 
purchase, the vendor repurchases the securities from 
the person without profit or loss, the transaction in 
question shall be regarded as a ‘‘cancelled sale and 
neither the sale nor the repurchase shall be deemed to 
constitute a sale, transfer or assignment within the 
meaning of the Act, if it can be shown, 


(a) that the securities have at no time been 
delivered either to the person or to any agent 
of the person; 


(b) that the full amount of the repurchase price 
has been credited to the person; and 
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(c) that no profit or loss or other consideration 
has accrued to the person. C.R.O. 1950, 
Reg. 499, s. 25. 


DISTRIBUTION OF ASSETS 


25. If any company, corporation, association or 
syndicate for any reason makes distribution of or 
assigns to its shareholders assets consisting of taxable 
securities, the distribution or assignment shall be 
deemed to constitute a sale, transfer or assignment of 
the securities within the meaning of the Act. C.R.O. 
1950, Reg. 499, s. 26. 


SINKING FUND ASSETS 


26. A sale, transfer or assignment of a security 
issued by a company, corporation, association or syn- 
dicate and subject to retirement out of a sinking fund 
to the company, corporation, association or syndicate 
for deposit in the sinking fund shall be deemed not to 
constitute a sale, transfer or assignment within the 
meaning of the Act, but this exemption applies only 
where the security is held in the sinking fund until it is 
redeemed or cancelled by the company, corporation, 
association or syndicate. C.R.O. 1950, Reg. 499, s. 27. 


CONDITIONAL REPURCHASE LOANS 


27. Asale of any bond made by a broker within the 
meaning of The Securities Act to a bank, trust company 
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or loan company, subject to repurchase by the broker 
from the bank, trust company or loan company at a 
date specified in a written repurchase agreement, does 
not constitute a sale, transfer or assignment within 
the meaning of the Act, if, 


(a) the sale is made conditional to a repurchase of 
the bond by the broker in accordance with 
the agreement setting forth the condition 
and the date of repurchase; 


(6) the bond is repurchased by the broker from 
the bank, trust company or loan company on 
the date specified in the agreement at a price 
that will produce the same rate of interest as 
that earned by the bank, trust company or 
loan company pursuant to the agreement; 


(c) no profit accrues to the bank, trust company 
or loan company other than the interest 
produced in accordance with the agreement; 
and 


(d) the broker keeps on file proof, satisfactory 
to the Treasurer, that the sale is a bona fide 
conditional repurchase sale. C.R.O. 1950, 
Reg. 499, s. 28, revised. 


28. The annual return under section 9 of the Act 
shall be in Form 1. C.R.O. 1950, Reg. 499, s. 29. 


Form 1 


The Security Transfer Tax Act 
ANNUAL RETURN 


For the fiscal year ended. . 


1. Full name of company or corporation............ 


bo 


(street and number) 


3. Addressiofichier ofice in Ontario. 42.05. 4200s 


4. Nature of business........... Sah chek Ae a te: 


5. Province or country where incorporated.......... 


6. Share capital and funded debt: 


AGOress Ol ead Oiices,. ona. ee epee ete Nao 


Authorized Issued 
Preferred | No. of shares......... 


Common | No. of shares......... 


Bonds Authorized $........... ESSHOC, Set ee 


No. of shares.. 


No. of shares.. 


No Par Value Shares 


Par Value Book Value 
Se Git es ana eee a share 
PAE hla ..a share a share 
.. Redeemed $........... Outstanding $:.05 ole ae ost 


Syndicate units, mineral deeds, oil royalties, guaranteed trust certificates and investment receipts. 


ASSUCG Bord se ahetete 
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7. Investments: 
i. Total sale value of securities sold during 19... fiscal year $............ 
ii. Total book value of securities held at end of 19... fiscal year $............ 

8. Name and address of each transfer and sub-transfer agent of the company or corporation................. 
if the company or corporation has no transfer agent, give address of each office where a register of the transfer 
OMSECUTITESRISNIKe Dimmer eis hentia ch om Sooke Ney gee ee eA re Pg ga Sy 5c 

9. Every sale, transfer or assignment of registered securities issued by the company or corporation, made or 
carried into effect in Ontario together with the amount of tax collected under the Act during the period 
covered by this return is listed in the case of a, 

(a) bond, debenture or debenture stock in Schedule 1; 

(b) share in Schedule 2; and 

(c) syndicate unit, mineral deed, oil royalty, guaranteed trust certificate or investment receipt in Schedule 3, 

appended hereto. 
10. Was tax paid by, 

(a) affixing security transfer tax stamps? .............. 

(Dy Gaiam baa eee 

(c) stock broker, bond dealer, bank, trust company, person, company or corporation selling, transferring or 

assigning a security or taking or making delivery of a security on behalf of any person? .............. 

11. I hereby certify on behalf of the above-named company or corporation that the statements in this return 

are in agreement with the books and records of the company or corporation and that the schedules and 

the answers to questions required by this return have been completely filled in and answered and that the in- 

formation given herein is true and correct to the best of my knowledge and belief. 

*(signature of an authorized officer of the company or corporation) 

‘DEN Wo Cae sear mt eee On Os fb OMe Sa ccme ane G wee ere tara 


(rank of officer) 


* See section 9 of the Act. 


Exempted transactions: See section 5 of the Act. 


Rates of tax: See section 3 of the Act. 


Penalties: See sections 6, 9, 10, 12, 13, 15, 16 and 17 of the Act. 


Where the space provided is not sufficient, attach supplementary sheets, properly identified, containing full 


inf tion. 
ae ee C.R.O. 1950, Reg. 499, Form 1. 
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Schedule 1 
No. of Par value of 
From To Date securi- | bond, debenture Tax 
ties or debenture 
| stocks 
| : | | 
| | $ | G $ | (on 
| | | 
| 
| | 
| | | | | | 
| | | | 
| | | 
| | | | | 
C.R.O. 1950, Reg. 499, Sched. 1. 
Schedule 2 
No. of Price or 
From Af: Date securi- valuation of Vax 
ties each share 
| | 
$ |G: $ c 
| 
| | 
| | | 
| | | 
| | | 
C.R.O. 1950, Reg. 499, Sched. 2. 
Schedule 3 
Price or value of 
each syndicate 
No. of unit, mineral 
From To Date securi- | deed, oil royalty, Tax 
ties guaranteed trust 


| certificate or in- 
vestment receipt 


C.R.O. 1950, Reg. 499, Sched. 3. 
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Regulation 545 


under The Seed Potatoes Act 


GENERAL 
GRADES 


1. The grades of potatoes that may be planted in 
a seed potato restricted area are, 


(a) Certified Seed grade; and 
(b) Foundation Seed grade. O. Reg. 196/56, s. 1. 
FIELD STANDARDS FOR GRADES 
2. Where potatoes are grown in a field in which, 

(a) aphids or other insects; or 

(6) any other conditions, 
likely to cause serious deterioration of the growing 
potatoes are present, the potatoes do not qualify for a 
grade under this Regulation. O. Reg. 196/56, s. 2. 

3. Potatoes of Certified Seed grade are potatoes 

produced in a field where the percentage of plants 
infected with disease or of foreign varieties in column 1 


did not exceed, 


(a) on first inspection, the tolerance percentage in 
column 2; or 


(b) on any subsequent inspection, the tolerance 
percentage in column 3, 


of the Table as follows: 


TABLE 
Item Column 1 Column 2 |} Column 3 
1 Black-leg 0.5 0.25 
2 Wilts 0.5 0.25 
3 Any one virus 
disease 0.5 0.25 
4 Total of all virus 
diseases 0.5 0.25 
5 Total of all diseases i 0.5 | 
6 | Foreign varieties | 0.5 Nil | 
‘| 


and not more than 3 per cent of the tuber 
units are missing in the field, unless the 
grower has satisfied the inspector that the 
plants had not been rogued for disease; or 


(b) ina field not planted in tuber units, where the 
percentage of plants infected with disease or 
of foreign varieties in column 1 did not 
exceed, 


(i) on first inspection, the tolerance per- 


centage in column 2, or 


(ii) on any subsequent inspection, the toler- 
ance percentage in column 3, 


ot the Table as follows: 


TABLE TABLE 
wal 
Item Column 1 Column 2 |} Column 3 Item Column 1 Column 2 | Column 3 

1 Black-leg 2 1 1 Any one virus 
2 Wilts 2 1 disease 0.25 0.1 
3 Any one virus 2 Total of all virus 

| disease 1 0.5 diseases 0.25 0.1 
4 Total of all virus 3 Total of all diseases 0.5 0.25 

diseases 2, 1 4 Foreign varieties 0.1 Nil 

5 Total of all diseases 3 2 
6 Foreign varieties 1 0.1 


and not more than 5 per cent of the plants were missing 
on first or any subsequent inspection, unless the grower 
has satisfied the inspector that the plants had not been 
rogued for disease. O. Reg. 68/51, s. 3. 


4. Potatoes of Foundation Seed grade are potatoes 
grown, 


(a) in a field planted in tuber units, where the 
percentage of plants infected with disease or 
of foreign varieties in column 1 did not 
exceed, 


(i) on the first inspection, the tolerance 
percentage in column 2, or 


(ii) on any subsequent inspection, the toler- 
ance percentage in column 3, 


of the Table as follows: 


and not more than 2 per cent of the plants 
are missing in the field, unless the grower 
has satisfied the inspector that the plants 
had not been rogued for disease. O. Reg. 
196/56, s. 4. 


CERTIFICATE OF GRADE 


5. At the end of the season, every grower of any 
grade of seed potatoes under this Regulation is entitled 
to receive from the inspector a certificate of grade 
determined on field inspections in Form 1. O. Reg. 
196/56, s. 5. 


DUTIES OF INSPECTORS 
6.—(1) An inspector shall, 
(a) inspect all trucks or other vehicles used for 


moving potatoes in, into or out of a restricted 
area in his jurisdiction; 
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(b) if he finds on inspection that a truck or other 
vehicle or container therein has not been 
adequately disinfected, 


(i) inform the Director immediately, and 


(ii) require such disinfection as is adequate 
and take such further action as is neces- 
sary to prevent seed potatoes from 
being contaminated by any disease; 


(c) issue in Form 2 permits referred to in clause a 
of section 8 of the Act to move potatoes into a 
restricted area in his jurisdiction; 


(d) in addition to the inspection required by 
section 12 of the Act make at least one subse- 
quent inspection of every field of growing 
potatoes in his jurisdiction, found on first 
inspection to be in accordance with a grade 
under this Regulation; 


(e) on inspection of potato fields in his juris- 
diction, make a written report to the township 
and the Director, 


(1) in Form 3, within one week, or 


(ii) before the 1st day of November, show- 
ing the names and addresses of each 
grower, the lot and concession of the 
township, the acreage of potatoes 
grown and the grades thereof, and other 
conditions found in each field of the 
grower; 


(f) on request, issue a certificate of grade to a 
grower; and 


(g) enforce the provisions of the Act and this 
Regulation. O. Reg. 68/51, s. 7 (1); O. Reg. 
196/56, s. 6. 


(2) Where the growers in a restricted area form a 
committee of three from among their number, the 
inspector may confer with the committee from time 
to time with respect to matters within his jurisdiction, 
re out of the operation of the Act. O. Reg. 68/51, 
Se KORE 


EXEMPTIONS 


7. The following classes of persons are exempted 
from the Act and the regulations: 


1. A person who grows not more than one acre 
of potatoes, 


2. Persons comprising members of a household 
who grow in the aggregate not more than one 
acre of potatoes. O. Reg. 196/56, s. 7 (1), 
revised. 


GRANTS 


8. Where a township submits to the Minister on 
or before the 31st day of December in any year a 
statement, certified by its clerk, of the rate of pay and 
all moneys paid to an inspector during the year, 


(a) as salary; and 


(6) as an allowance for expenses necessarily in- 
curred in the discharge of his duties, 


the Minister may make a grant for the purpose of re- 
imbursing the township to the extent of 50 per cent of 
the moneys so paid or expended. O. Reg. 68/51, s. 8. 


Form 1 
The Seed Potatoes Act 
CERTIFICATE OF GRADE 
DETERMINED ON FIELD INSPECTIONS 
(name of inspector) 
an inspector under The Seed Potatoes Act for the Town- 
Ship Glew. bis os oe Ae ot gee in the County of 


Sap ee ok ees for the year........, hereby certify 


(grower) 
Dea ide Re eS ae Ye it a pened 
at lGten ponte CSO ate ehans ees rae ge of the Township in 
eerie ee field of.........acres were found 
(designation of field) 
Cotbevo iam ena grade. 
yaa Clive trastars peace ate a roe: . 
hisses ae GAVEL yee : 
19... 


(signature of inspector) 


O. Reg. 196/56, s. 5. 


Form 2 
The Seed Potatoes Act 


PERMIT TO MOVE POTATOES INTO A 
RESTRICTED AREA 


Under The Seed Potatoes Act and the regulations, 


and subject to the limitations thereof, this permit is 
issued to 


(address) 


LOMITA OV. Gave trtcens sins evrs Rete tee potatoes into the restricted 
(kind or grade) 


area defined in By-law No............ of the Township 
OL OTN Ae PE fel lth e. ComntiwOl acxstes an Garo 
MlUnimioe Ee ADOT O GUL LORIN min rlig Mave wy aft Meyogtind aaah he, ke 
(day) (month) (year) 
NOs (eeieeruc te aac eras cies Bub ieinis Byars obs cas fag raya oo oe 
(day) (month) (year) 
ERC a ye teh eco a Tin AG edhe soe caaeen Pit vate eae 
(day) (month) (year) 


(signature of inspector ) 


O. Reg. 68/51, Form 2. 
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Form 3 Sew Variety. vats rarecteats eerie ote ei sty siete, cv dhona cismecniomeisiate 
The Seed Potatoes Act 6. Conditions found on inspection: 
INSPECTOR’S REPORT daw Cor ciCl Cx mere tata sso) toc nyere,s:sceieuste iso Siete 
BROStH eM LOWS p Of nec. crea an na Ia Oe ee Aten Others CONUIELONS eyes cis ict cue. vvsdne-n!e sbsuecueeeuatens 
Ebiowis, my cepore as, an inspector sundene 216 Secd. |) = Wnercttetrterscielevsieriheteis/csciv cl cis'es vie e) se etate ere 
Potatoes Act: 
Dat eee rE ese avel ees ee save Shs cays: ae ctate ol aRapet 
TN GOW EH aaa a tec na sor FP Ovaddresseprer entice os (day) (month) (year) 
Pee leot Conese LOWAISiIp sey aire Countyn sens 
Bee icidere eree [Ot ae i (signature of inspector) 
see Mat erOuimSpeCciONn seer rccy. ce serene eames eee on = 


(day) (month) (year) O. Reg. 68/51, Form 3. 
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Regulation 546 


under The Silicosis Act 


GENERAL 


1. In this Regulation, 


(a) 


(0) 


(c) 


(d) 


(e) 


(f) 


(g) 


(h) 


(1) 


“‘clinic’’ means a clinic conducted by a medical 
examiner for the medical examination of 
employees; 


“Department”? means the Department of 
Health; 
“Director’’ means the Director of the Division 


of Industrial Hygiene of the Department of 
Health; 


“employee’’ means a person employed in an 
industrial process involving a silica exposure 
in an industry mentioned in section 2; 


“Group I employee’’ means a person, 


(i) who has entered employment in an 
industrial process involving a silica 
exposure in Ontario on or after the 1st 
day of March, 1952, and has not 
previously been so employed, 


who has entered employment in an 
industrial process involving a silica 
exposure in Ontario on or after the Ist 
day of March, 1952, but who had been 
employed in an industrial process 
involving a silica exposure in Ontario 
for less than two years at any time 
within the five-year period immediately 
preceding the date of employment, or 


(ii) 


who is the holder of a health certificate 
that has expired and remains expired 
for three years or more; 


(iii) 


“Group II employee’’ means a person, 


(i) who was employed in an industrial 
process involving a silica exposure in 
Ontario on the 29th day of February, 
1952, 

(ii) who has entered employment in an 
industrial process involving a silica 
exposure in Ontario on or after the ist 
day of March, 1952, and who had been 
employed in an industrial process in- 
volving a silica exposure in Ontario for 
two years or more at any time within 
the five-year period immediately pre- 
ceding the date of employment, or 


who has been the holder of a health 
certificate in good standing for two 
years; 


(iii) 


“health certificate’ means a health certificate 
in Form 1 issued to an employee by a medical 
examiner; 


“medical examination’? means a _ medical 
examination performed upon an employee by 
a medical examiner; 


“medical examiner” means a legally qualified 
medical practitioner appointed or designated 
by the Director for the purpose of performing 
medical examinations upon employees; 


(7) “silica exposure’”’ means exposure of employees 
to the inhalation of dust from materials 
containing silica for fifty hours or more in each 
month while the materials are, 


(i) handled, 
(ii) processed, or 
(iii) used in any manner; 
“temporary health certificate’ means a health 
certificate in Form 2 issued by an employer to 


a proposed employee under section 17. O. Reg. 
204/52ys. I 


(Rk) 


APPLICATION INDUSTRIALLY 
2. This Regulation applies to, 
(a) 


the foundry industries in which sand-moulding 
is used; 


(0) 
(c) 


porcelain, pottery and enamel-ware industries; 


granite-monument and sandstone-monument 
industries; and 

(d) industries in which furnace-lining materials 
for steel production are manufactured or used. 
O. Reg. 204/52, s. 2. 


MEDICAL EXAMINATIONS 
3. The Director, 


(a) shall designate one or more duly qualified 
medical practitioners who are members of 
the staff of the Department of Health; and 


may appoint, with the approval of the Min- 
ister, one or more duly qualified medical 
practitioners who are not members of the 
staff of the Department of Health, 


(0) 


as medical examiners. O. Reg. 204/52, s. 3. 
4. The duties of a medical examiner include, 


(a) the conduct of clinics for the medical examina- 
tions of employees at the place and time 
designated by the Director; 


(b) the performance of medical examinations 
upon employees in the manner prescribed by 
section 6; and 


(c) the issue, renewal and cancellation of health 
certificates in accordance with this Regulation. 
O. Reg. 204/52, s. 4. 


5.—(1) When a clinic is to be conducted by a 
medical examiner, the Director shall, by notice in 
writing to the employer, 


(a) state the date of the proposed examination 
of employees; and 


(b) designate, by name or otherwise, the employees 
proposed to be examined. 


(2) Within seven days after receiving the notice, the 
employer shall, 
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(a) prepare a record in Form 3 for each employee 
referred to in the notice, showing the, 


(i) unemployment insurance number, 
(ii) time-clock number, 
(iii) name, 
(iv) address, 
(v) year of birth, 
(vi) occupation, and 


(vii) period of silica exposure since the last 
medical examination, if any; 


(b) deliver the record to the medical examiner 
whenever requested by him; and 


(c) notify each employee referred to in the notice 
of the date, time and place of the clinic to be 
conducted for the medical examination of 
employees. O. Reg. 204/52, s. S. 


46. The medical examiner’s examination of an 
employee shall be such that the medical examiner can 
determine, 


(a) in the case of a Group I employee, whether 
that employee is free from, 


(i) significant evidence of having had 
tuberculous disease of the respiratory 
organs, 


(ii) evidence of active tuberculosis of the 
respiratory organs, or 


(iii) other disease of the respiratory organs 
that may render him unsuitable for 
employment in an industrial process 
involving a silica exposure; and 


(b) in the case of a Group II employee, whether 
that employee is free from evidence of active 
tuberculosis of the respiratory organs. O. Reg. 
204/52, s. 6. 


HEALTH CERTIFICATES 


7.—(1) Every employee who is not the holder of a 
health certificate and who receives a medical examina- 
tion’and, 


(a) who, being a Group I employee, is found upon 
the medical examination to be free from, 


(i) significant evidence of having had 
tuberculous disease of the respiratory 
organs, 


(ii) evidence of active tuberculosis of the 
respiratory organs, or 


(iii) other disease of the respiratory organs 
that may render him unsuitable for 
employment in an industrial process 
involving a silica exposure; or 


(b) who, being a Group II employee, is found 
upon the medical examination to be free from 
active tuberculosis of the respiratory organs, 


shall be deemed to have received a favourable medical 
finding and is entitled to receive a health certificate. 


(2) The medical examiner shall issue a health 
certificate to every employee so entitled. 


(3) The health certificate shall be in Form 1. 
O. Reg. 204/52, s. 7. 


the medical examiner. 


8. Before a medical examination is performed on 


an employee who is the holder of a health certificate, 


the person in possession thereof shall surrender it to 
O. Reg. 204/52, s. 8. 


9. Every employee who, 
(a) is the holder of a health certificate; 
(b) receives a medical examination; and 


(c) upon the medical examination, is found to be 
in such condition that he would have been 
entitled to a health certificate if he had 
received a medical examination under section 


is entitled to have his health certificate renewed. 
O. Reg. 204/52, s. 9. 


10.—(1) The medical examiner shall renew the 
health certificate of the employees referred to in 
section 9 by endorsing the date of the medical examina- 
tion and signing the certificate in the spaces provided 
thereon. 


(2) The medical examiner shall return the health 
certificate to the employer after it has been renewed. 
O. Reg. 204/52, s. 10. 


11.—(1) The medical examiner shall cancel the 
health certificate of every employee who, 


(a) is the holder of a health certificate; 
(b) receives a medical examination; and 


(c) upon the medical examination, is found to 
be in such condition that he would not have 
been entitled to a health certificate if he had 
received a medical examination under section 


(2) The medical examiner shall, 


(a) cancel the health certificate by endorsing it 
with the word “cancelled” and the date of the 
examination and by signing the certificate; 
and 


(6) deliver the health certificate to the Director. 
O. Reg. 204/52, s. 11. 


12.—(1) After the medical examiner has finished 
ogee examination of employees at the clinic, he 
shall, 


(a) complete the clinic report and send the report 
to the employer; and 


(b) notify the employer of the date upon which 
the next clinic for the medical examination of 
employees is to be conducted. 


(2) Upon receipt of the clinic report, the employer 
shall notify each employee mentioned in the report as 
not having received a medical examination, 


(a) that he has not received the medical examina- 
tion; and 


(b) of the date when the next clinic is to be held 
after being so advised by the Director and 
at least fourteen days before that date. 


(3) The clinic report shall be in Form 4. O. Reg. 
204/52, s. 12. 


13. Where the employee does not attend for the 
examination referred to in clause } of subsection 2 of 
section 12, the medical examiner shall cancel the 
temporary health certificate or the health certificate 
of that employee. O. Reg. 204/52, s. 13. 
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14.—(1) Any person who has ceased to be employed 
in an industry mentioned in section 2, and who, 


(a) is the holder of a health certificate; or 
(b) has ceased to be so employed because, 


(i) the temporary health certificate issued 
to him has been cancelled under 
section 13, or 


(ii) the health certificate issued to him has 
been cancelled under section 13 or has 
expired under section 15, 


may receive a medical examination when a medical 
examiner is conducting a clinic. 


(2) Where the medical examiner finds that any 
person referred to in subsection 1 would have been 
entitled to a health certificate if he had been examined 
under section 7, the medical examiner shall, 


(a) renew the health certificate where the person 
is one referred to in clause a of subsection 1; or 


(b) issue a health certificate where the person is 
one referred to in clause 6 of subsection 1. 


(3) Where any person referred to in subsection 1 is 
a Group II employee and the health certificate issued 
to him expired three years or more before the date of 
the medical examination, his health certificate shall not 
be renewed unless he would have been entitled to a 
certificate as a Group I employee if he had been 
examined under section 7. O. Reg. 204/52, s. 14. 


15. A health certificate expires where the holder 
thereof has not received a medical examination for a 
period of eighteen months from the date upon which 
the health certificate was issued or renewed. O. Reg. 
204/52, s. 15. 


16. Notwithstanding section 15 or subsection 2 of 
section 17, where the employee does not receive a 
medical examination before the expiration of the 
temporary health certificate or the health certificate 
because, 


(a) of his inability to attend upon the medical 
examiner or because of accident or illness or 
any other cause beyond his control; or 


(6) the medical examiner was unable to conduct 
the clinic for the medical examination of 
employees, 


the temporary health certificate or the health certificate 
does not expire but remains in force and effect until 
the next clinic is conducted. O. Reg. 204/52, s. 16. 


17.—(1) An employer may issue a temporary 
health certificate in Form 2 to any person who, 


(a) is not the holder of a health certificate; and 


(b) has made a declaration in Form 5. O. Reg. 
204/52, s. 17 (1), amended. 


(2) The temporary health certificate issued under 
subsection 1 expires when, 


(a) a health certificate has been issued to that 
employee; 


(b) the employee has been examined under sec- 
tion 7 and the medical examiner has found 
that he is not entitled to a health certificate; or 


(c) the employee ceases to be employed by the 
employer who issued the temporary health 
certificate. O. Reg. 204/52, s. 17 (2). 


18. Before commencing work, an employee who is 
the holder of a health certificate shall deliver it to his 
employer. O. Reg. 204/52, s. 18. 


19. An employee who is the holder of a temporary 
health certificate shall deliver it to his employer on the 
first day the employee attends at his employment after 
the temporary health certificate has been issued. 
O. Reg. 204/52, s. 19. 


20. The employer shall, 


(@) retain the health certificate of each employee 
during the period of his employment; 


(b) return the health certificate to an employee 
on cessation of his employment; 


(c) deliver the health certificate to the medical 
examiner before a medical examination is to 
be performed; and 


(d) permit, 
(i) a medical examiner, 


(ii) a member of the staff of the Depart- 
ment who is designated by the Director, 
or 


(iii) an inspector appointed under The 
Factory, Shop and Office Building Act, 


to inspect the health certificates at any 
reasonable time. O. Reg. 204/52, s. 20. 


NOTICE OF MEDICAL FINDINGS 
21.—(1) Where a medical examiner, 
(a) has performed a medical examination; and 


(b) finds that because of his adverse medical 
findings the employee is not entitled to have 
a health certificate issued or renewed, as the 
case may be, 


the medical examiner shall give a report of his decision 
to the employer, the employee and the Director. 


(2) The report to the employer shall be included 
in the clinic report. O. Reg. 204/52, s. 21. 


FEES 


22. The fee for each medical examination of an 
employee is $1. O. Reg. 204/52, s. 22. 


23.—(1) Within sixty days of the examination of 
the employees, the Director shall submit a statement of 
the fees for medical examinations to the employer in 
Form 6. 


(2) Within thirty days of the mailing of the state- 
ment by the Director, the employer shall pay the fees 
to the Director. O. Reg. 204/52, s. 23, revised. 


24.—(1) In this section, ‘“‘medical centre’ means 
the accommodation, equipment and facilities main- 
tained for the medical examination, including an X-ray 
examination of the chest, of employees engaged in an 
industrial process involving a silica exposure. 


(2) Sections 22, 23 and 24 do not apply to an 
industry where the employer, 


(a) maintains a medical centre on the premises 
and employs therein at least one duly qualified 
medical practitioner; 


(b) requires, 


668 


(i) the medical examinations referred to in 
subclause ii to be performed at the 
medical centre, 


(ii) every person proposed to be employed 
in an industrial process involving a 
silica exposure to have a _ medical 
examination, including an X-ray of the 
chest, performed on him at the medical 
centre, and 


(iii) the employees to be so examined at 
least once every eighteen months after 
employment; and 


(c) pays the expense of the examinations under 
subclauses ii and iii of clause 0, 


andjthe duly qualified medical practitioner referred to 
in clause a@ has been appointed a medical examiner 
under clause b of section 3. O. Reg. 204/52, s. 24. 


Form 1 
The Silicosis Act 


Unemployment 
Insurance No. 


HE At He CHR TE Te Aas: 
IName*of Employee... o.s2.- asso Date of Issue 


PROCESS eee ET ee cee) Pee ee: 


Signatiie OmHold crests rea oni eae nee 
I certify that I have performed a medical exami- 


nation upon the above-named employee and that he is 
entitled to this health certificate. 


(signature of medical examiner) 


*ENDORSEMENT 


Serial number of certificate.......... 


Date 
Renewed 


Signature of 
medical examiner 


To be renewed 
before 


*Note: This form of endorsement to be placed on back 
of certificate. 
O. Reg. 204/52, Form 1. 
Form 2 
The Silicosis Act 
TEMPORARY HEALTH CERTIFICATE 


ERs ccbaletn tye siete Re < tee cers. Oo ae having made a 
(name of employee) 


declaration in Form 5 under R.R.O. 1960, Reg. 546, 


(name of employer) 


certify that he is entitled to this temporary health 
certificate. 


Dated atientnndvecte ke Ese AS ae day of Me pea 2 ALS Te 
O. Reg. 204/52, Form 2. 
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Form 3 
The Silicosis Act 
RECORD OF EMPLOYEE 


NAME OF EMPLOYER: 


X-RAY 
PLANT: NUMBER: 
1. Time-clock number 
and name: X-ray 

reading: 
2. Address: 
3. Year of birth: Unemployment 

Insurance 

4. Occupation: No: 
5. Family physician: 
6. Address: 
7. Racial origin: 
8. Age on leaving school: 
9. Period of silica exposure 


since last medical 
examination, if any: | 


10. Employment history: 


Occupation | From | To | Plant 


bates 


(address) 
O. Reg. 204/52, Form 3. 


Form 4 
The Silicosis Act 


CLINIC REPORT OF A MEDICAL 
PRACTITIONER 


(address of employer) 
A clinic for the medical examination of employees was 


conducted by meonthe...... GAVOLe une ater. t nf bares 
and the following is the report thereon: 


1. Number of employees examined. ................ 
2. Number of health certificates issued or renewed.... 


3. Names of employees not entitled to the issuance or 
renewal of health certificates and the reason therefor: 
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i. Active tuberculosis Form 6 


Names of employees 
The Silicosis Act 


ii. Unsuitable for silica exposure 
STATEMENT OF FEES FOR 


Pamce oN erployece MEDICAL EXAMINATION OF EMPLOYEES 
Ba ceeplovece who: failed son oticadect the WCONDUCIEL, ON THES 4. .DAY OF,.:... Gk a, 
clinic: 
Date reece tne  00S«WIL Ok ee 
(name of employer) 
(signature of medical examiner) 
Gener 704/50 hora ee (address) pia 
Form 5 Number of employees examined........2. Serer 
The Silicosis Act <a 
Charge for each examination $1. 
DECLARATION 
1 cocs errs RELA AICO en eS OIE declare that I have Amount owing.....--..s+ 


(name of employee) 
never received a medical examination under the Act or 
the regulations and I have not been refused an Initial 


certificate or Miner’s certificate under The Mining Act. | = we we ween [oe seletcseereces 
Director 
IDEN otra oeio oS aie aes OS OEE 
hs a7. See ee OEE EE Fe Dated.at) Voromto, thisa sees GAy.Olaecr: cee eo 
(signature of employee) 
O. Reg. 204/52, Form 5. O. Reg. 204/52, Form 6. 
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Regulation 547 


under,The Stallions Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “hereditary unsoundness”’ includes the follow- 
ing diseases or malformations: 


1. Bog-spavin. 
Bone-spavin. 
Cryptorchidism. 
Curb. 

Navicular disease. 
Periodic ophthalmia. 
Ring-bone. 

Roaring or whistling. 


Side-bone. 


Bo a pe an Be 


2 


Stringhalt. 
11. Thorough-pin, 


(b) “regular inspection’? means inspection made 
in accordance with section 6; 


(c) “‘secretary’’ means secretary of the Stallion 
Enrolment Board. O. Reg. 42/51, s. 1. 


GRADES 


2.—(1) The grades for stallions are, 
(a) Grade A; 
(b) Grade B; and 
(c) Grade C. 
(2) Grade A consists of stallions that are, 
(a) good specimens of their breed; 
(b) free from hereditary unsoundness; 
(c) smooth in conformation; 
(d) straight and true in action; and 
(€) maintained in good breeding condition. 
(3) Grade B consists of stallions that are, 
(a) good specimens of their breed; and 
(b) free from hereditary unsoundness, 
but"have a minor defect in, 
(c) type; 
(d) conformation; or 
(e) size. 


(4) Grade C consists of stallions that are, 


(a) good specimens of their breed but have an 
hereditary unsoundness; or 


(b) free from hereditary unsoundness but are, 
(i) undersized, 
(ii) plain in type, or 


(iii) rough in conformation. O. Reg. 42/51, 
Sie 


3. The following breeds of stallions are exempted 
from the Act: 


1. Arab. 
2. French Coach. 


Hackney. 


Lagan! 


Hunter. 


un 


. Palomino. 

. Pony. 

. Saddle. 

. Standard-bred. 


SO) 09) STO) 


Thoroughbred. O. Reg. 121/58, s. 1. 


INSPECTION 


4,—(1) Except as provided in subsection 2, the 
maximum interval that may elapse between inspections 
of a stallion is three years but an owner may obtain an 
inspection of his stallion at the time of any regular 
inspection. 


(2) Where a stallion has been inspected while a 
two-year-old, it shall be re-inspected at the time of the 
next regular inspection. O. Reg. 42/51, s. 3. 


INSPECTION DIVISIONS 


5. Ontario is divided into the following inspection 
divisions: 


1, Division 1, comprising the territorial districts 
of Ontario and the Provisional County of 
Haliburton. 


2. Division 2, comprising the counties of Ontario. 
O. Reg. 42/51, s. 4. 


6.—(1) In Division 1, inspection shall be made 
during the months of May, June and July on such 
days as the Board determines. 


(2) In Division 2, inspection shall be made during 
the months of August, September, October, November 
and December on such days as the Board determines. 
O. Reg. 42/51, s. 5. 


SPECIAL INSPECTION 


7. Special inspection shall be made upon pay- 
ment of the prescribed fee and on such days as are 
designated by the secretary. O. Reg. 42/51, s. 6. 
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ENROLMENT 
8.—(1) An enrolment certificate shall be in Form 1. 


(2) An interim enrolment certificate shall be in 
Form 2. O. Reg. 42/51, s. 7. 


9.—(1) An enrolment certificate issued before the 
ist day of August expires on the 31st day of December 
of the year of issue. 


(2) An enrolment certificate issued on or after the 
ist day of August expires on the 3ist day of December 
of the year after the year of issue. O. Reg. 42/51, s. 8. 


10. Where an application for special inspection is 
received from a resident of Division 1, the Board may 
issue an interim enrolment certificate that is valid as an 
enrolment certificate until such time as the stallion 
can be inspected on regular inspection. O. Reg. 42/51, 
s. 9. 


CERTIFICATES 


11.—(1) Where a stallion is enrolled in the name 
of an owner who makes application for a new enrol- 
ment certificate, the owner shall transmit to the secre- 
tary with his application, 


(a) the last enrolment certificate and interim en- 
rolment certificate issued to him in respect of 
the stallion; and 


(b) the prescribed fee. 


(2) Where a stallion has not previously been en- 
rolled, an owner who makes application for an enrol- 
ment certificate shall transmit to the secretary with 
his application, 


(a) a certificate showing the stallion to be regis- 
tered in the name of the applicant in a stud- 
book recognized by the Board; and 


(b) the prescribed fee. 


(3) Where there is a transfer of ownership of a 
stallion, the enrolment certificate issued in respect of 
the stallion shall be deemed to be cancelled, and a new 
certificate may be issued by the Board to the transferee 
upon receipt by the secretary of an application from 
the transferee that is accompanied by, 


(a) the certificate deemed to be cancelled; 


(b) a certificate showing the stallion to be regis- 
tered in the name of the applicant in a stud- 
book recognized by the Board; and 


(c) the prescribed fee. O. Reg. 42/51, s. 10. 


FEES 


_ 12. The fee for an enrolment certificate or an 
interim enrolment certificate is $2, payable to the 
Treasurer of Ontario. O. Reg. 167/56, s. 2. 


13.—(1) The fee for a special inspection is $15 but 
only one fee shall be charged in the case of inspection 
of more than one stallion on the same premises at the 
same time. O. Reg. 167/56, s. 3. 


(2) No fee shall be paid for regular inspection. 
©. Reg. 42/51, s. 12 (2). 


PREMIUMS 


14.—(1) An owner of an enrolled stallion that has 
left five or more mares with foal in a year ending with 
the 31st day of December who transmits to the secre- 
tary on or before the 1st day of July next following the 
end of that year, 


(a) a report containing, 


(i) the names of the owners of mares bred 
to the stallion in that year, 


(ii) a description of the mares and the dates 
on which they were bred, and 


(iii) an identification of the mares left in 
foal; and 


(6) a statutory declaration verifying the report, 


shall be paid out of such moneys as are appropriated 
by the Legislature for the purpose, 


(c) where the stallion is Grade A, a premium of 
$3 for each mare left in foal by the stallion in 
that year; or 

(d) where the stallion is Grade B, a premium of 
$2 for each mare left in foal in that year. 
O. Reg. 42/51, s. 13 (1). 


(2) No premium shall be paid for a Grade C 
stallion. O. Reg. 155/53, s. 1. 


(3) Where in any year the amount appropriated 
by the Legislature for premiums is not sufficient to 


pay the premiums in full, the Board may make a 
pro rata reduction. O. Reg. 42/51, s. 13 (3). 


Form 1 
The Stallions Act 
Bnrolment) Nom... 122-7 
ENROLMENT CERTIFICATE 


Under The Stallions Act and the regulations, and 
subject to the limitations thereof, this certifies that 


[JOE ORM ET orate SCALING TUS eae vere ete teseee tens 
(breed) (name) 
stud-book registration No...... , foaled in the year..., 
O WILE Dy gas fis cubic ls bn hh taslhie Seen Lea aE eae 
(name) 
Nach PREC eee Eee TEEN eas 


is enrolled under The Stallions Act. 

This certificate expires with the 31st day of Decem- 
ber, 19... 

Issued this...... any Ob wee tsielte sss a Nts ae pleats 


Secretary 


O. Reg. 42/51, Form 1. 
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Form 2 
The Stallions Act 
INTERIM ENROLMENT CERTIFICATE 


Under The Stallions Act and the regulations, and 
subject to the limitations thereof, this certifies that 


eiekeyatys cee octets eStalliqiiesacaetenet ert oees sys 
(breed) (name) 
stud-book registration No...... , foaled in the year..., 
Ow Neda eared ctemte mee co od asc EaE Se pve cessdaere eye. 3 
(name) 
eee ator aa lead i ae ES: 


is enrolled under The Stallions Act. 
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This certificate expires at the time next following 
the date of issue when the stallion can be inspected on 
regular inspection. 


Issued this........ GayrOltasiy An sce ov sice rl Olters 


Secretary 


O. Reg. 42/51, Form 2, 


ihe: ols tale 
de > , anf a <)- 
> ig , : ae) as _ 
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oo 
weed ia ‘eee VePee ena) 


Cea 2 < -_ 
yee yee eed Ce 


ni aie ~ . F a » Sh Maw 7 
» ee «4, ‘saan : 7 : ge ooo 
or ogy aco 
v, oF ‘ > oe >to “vee 
rf , ey a rae) nt 
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STOCK YARDS 


Regulation 548 


under The Stock Yards Act 


MANAGEMENT 


1. The Board shall be composed of a manager, 
a secretary and a treasurer and assistant secretary. 


C.R,O. 1950, Reg. 502, s. 1, revised. 


2. The manager shall perform the duties and 
exercise the powers that, from time to time, are assigned 
to him by the Board. C.R.O. 1950, Reg. 502, s. 2 


3. The secretary shall keep a record of all meetings 
of the Board and shall give notice of all meetings of the 
Board and shall perform such other duties as are, from 
time to time, assigned to him by the Board. C.R.O. 
1950, Reg. 502, s. 3 


4. The treasurer and assistant secretary shall have 
the custody of the cash, securities, books and accounts 


of the Board and shall perform such other duties as are, 
from time to time, assigned to him by the Board. 
C.R.O. 1950, Reg. 502, s. 4. 


. Cheques, drafts, bills of exchange and orders for 
the eal of money shall be signed by such officer 
or officers, or person or persons, and in such manner, 
as the Board from time to time determines. C.R.O. 
1950, Reg. 502, s. 5 


6. The corporate seal of the the Board shall consist 
of a quinquefoliate symbol within two concentric 
circles, the inner circle composed of period marks and 
the outer of gross hachure lines, and between the circles 
shall appear the words and symbol “ONTARIO 
STOCK YARDS BOARD-+” and whenever used the 
seal shall be authenticated by the signatures of the 
chairman and the secretary of the Board. C.R.O. 1950, 
Reg. 502, s. 6, revised, 
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Regulation 549 


under The Succession Duty Act 


GENERAL 
AFFIDAVIT OF VALUE AND RELATIONSHIP 


1.—(1) The affidavit required by subsection 2 of 
section 13 of the Act shall be in Form 1. 


(2) Where the aggregate value does not exceed 
$5,000, the affidavit may be in accordance with Form 3. 
CORAOMIOSONIReg=0.03 Sunt. 


2. The affidavit required by subsection 1 of section 
13 of the Act shall be in Form 1, Form 2 or Form 3. 
C.R.O. 1950, Reg. 503, s. 2. 


3. Where the deceased died domiciled outside 
Ontario, the affidavit required by section 13 of the Act 
may be in Form 3. C.R.O. 1950, Reg. 503, s. 3. 


DECEASED OUTSIDE ONTARIO 


4. Where the deceased dies domiciled outside 
Ontario, full particulars shall be given only of property 
situated in Ontario passing on the death of the deceased 
and property in respect of which a disposition is made 
in Ontario on or after the ist day of July, 1892, but 
the gross value of all the property passing on his death 
and of all dispositions shall be set out in a lump sum 
in the affidavit. C.R.O. 1950, Reg. 503, s. 5. 


INTEREST IN EXPECTANCY 


5. Where an interest in expectancy falls into pos- 
session and the duty has not been previously paid, the 
trustee or the person acting in the administration or 
the person who benefits by such interest in expectancy 
shall forthwith furnish to the Treasurer a statement in 
detail, verified by affidavit, showing particulars of the 
property in respect of which such interest in expectancy 
exists and the value thereof at the time of the falling 
into possession. C.R.O. 1950, Reg. 503, s. 6. 


SECURITY FOR DUTY 


6.—(1) Where any payment is made as security 
for any duty, the part of the payment that is sub- 
sequently applied in payment of duty shall be deemed 
to be a payment of duty made on the date when the 
payment as security was made. 


(2) Where any payment of duty is purported to be 
made and only part thereof is subsequently applied in 
payment of duty, subsection 4 of section 15 of the Act 
applies to the part not applied in payment of duty, as 
though the payment so purported to have been made 
had been made as security for duty. C.R.O. 1950, 
Reg. 503, s. 7a. 


7. Under subsection 3 of section 15 of the Act, the 
bond shall, 


(a) in the case of a bond mentioned in clause ¢ of 
subsection 1 of section 15 of the Act, be in 
Form 4; and 


(b) in the case of a bond mentioned in subsection 
2 of section 15 of the Act, be in Form S. 
On Rern90/S5.c2- 


CONSENT OF TREASURER 


8. The consent of the Treasurer or of someone 
authorized by him, referred to in subsection 4 of section 
58 of The Registry Act, shall be in Form 6. C.R.O. 
1950, Reg. 503, s. 11. 


AFFIDAVIT OF DEBTS 


9. A statement under oath of the deductions 
allowed under subsection 5 of section 3 of the Act may 
be filed with the Treasurer and shall be in Form 7. 
G.R.O. 1950, Reg: 503, s. 12. 


10. The consent of the Treasurer under or to be 
attached under, 


(a) section 9 of the Act; 


(b) subsection 6 of section 58 of The Registry Act; 
or 


(c) section 133 of The Land Titles Act, 


shall be in Form 8. C.R.O. 1950, Reg. 503, s. 13, 
amended. 


11. The consent of the Treasurer to be endorsed 
under, 


(a) subsection 6 of section 58 of The Registry Act; 
or 


(6) section 133 of The Land Titles Act, 
shall be in Form 9. C.R.O. 1950, Reg. 503, s. 14. 


12. The general certificate referred to in subsection 
7 of section 58 of The Registry Act shall be in Form 10. 
C.R.O. 1950, Reg. 503, s. 15. 


13. The notice required by subsection 2 of section 
10 of the Act, when payment of insurance moneys 
exceeding $600 and not exceeding $2,500 has been made, 
shall be in Form 11. C.R.O. 1950, Reg. 503, s. 16. 


14. The notice required by subsection 4 of section 10 
of the Act with respect to payment of money on 
joint deposit shall be in Form 12, C.R.O. 1950, Reg. 
908 {se 17, 


15. The consent of the Treasurer required by 
section 11 of the Act shall be in Form 13 or 14, as the 
case may be. C.R.O. 1950, Reg. 503, s. 18. 


INVESTIGATION 


16. The appointment of a special investigator under 
subsection 2 of section 27 of the Act shall be in Form 15. 
C.R.O. 1950, Reg. 503, s. 19. 


17. The appointment of a commissioner under sub- 
section 1 of section 28 of the Act shall be in Form 16 
and shall be signed by the Treasurer. C.R.O. 1950, 
Reg. 503, s. 20. 


18. A notice to produce under section 28 of the Act 
shall be in Form 17. C.R.O. 1950, Reg. 503, s. 21. 


19. An affidavit on production under section 28 of 
the Act shall be in Form 18. C.R.O. 1950, Reg. 503, 
Sh, Pah 


20. A subpoena to a witness under section 28 of the 
Act shall be in Form 19. C.R.O. 1950, Reg. 503, s. 23. 


CONSENT TO DESTRUCTION OF PROPERTY WHEN 
ESTATE UNDER INVESTIGATION 


21. The consent of the Treasurer required by sec- 
tion 32 of the Act shall be in Form 20. C.R.O. 1950, 
Reg. 503, s. 24. 
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TREASURER’S STATEMENT 


22. The notice of appeal under subsection 3 of 
section 34 of the Act shall be in Form 21. C.R.O. 
1950, Reg. 503, s. 25. 


23. The notice of the Treasurer's decision under 
subsection 4 of section 34 of the Act shall be in Form 22 
and shall be signed by the Treasurer or any officer 
delegated by him to sign the notice. C.R.O. 1950, 
Reg. 503, s. 26. 


24. The notice of dissatisfaction under subsection 5 
of section 34 of the Act shall be in Form 23. C.R.O. 
1950, Reg. 503, s. 27. 


25. The reply of the Treasurer under subsection 6 
of section 34 of the Act shall be in Form 24 and shall be 
signed by the Treasurer or any officer delegated by him 
to sign the reply. C.R.O. 1950, Reg. 503, s. 28. 


26. The warrant provided for by section 35 of the 
Act shall be in Form 25 and shall be signed by the 
Treasurer. C.R.O. 1950, Reg. 503, s. 29. 


27. The notice of discontinuance provided for by 
subsection 2 of section 36 of the Act shall be in Form 26 
and shall be signed by the Treasurer or any officer 
delegated by him to sign the notice. C.R.O.1950, 
Reg. 503, s. 30. 


CONSENT TO DESTRUCTION OF DOCUMENTS WHERE 
AGGREGATE VALUE EXCEEDS $50,000 


28. The consent of the Treasurer required by sec- 
tion 39 of the Act shall be in Form 27. C.R.O. 1950, 
Regno0gs sacl. 


CERTIFICATE OF DISCHARGE 


29.—(1) The certificate of discharge provided for 
by section 41 of the Act shall be in Form 28 and shall 
be signed by the Treasurer and countersigned by any 
officer authorized by the Treasurer for the purpose. 


(2) Where the deceased dies domiciled outside 
Ontario, the certificate of discharge shall have a state- 
ment of duty attached. C.R.O. 1950, Reg. 503, s. 32. 


EXECUTION OF DOCUMENTS 


30. Forms 8, 10, 13, 14, 15, 20 and 27 shall bear the 
signature of the Treasurer or his facsimile signature 
written, printed or stamped thereon and shall be 
countersigned by any officer authorized by the Treas- 
urer for the purpose. C.R.O. 1950, Reg. 503, s. 13, 
part. 


31. No affidavit shall be sworn before any person 
on whose behalf it is offered, and no affidavit that is to 
be filed in any action or proceeding in any Court in 
Ontario shall be sworn before the solicitor for the 
person on whose behalf it is filed or before the partner 
or clerk of such solicitor. C.R.O. 1950, Reg. 503, 
s. 33, amended. 


DEFINITION OF SECURITY 


32. In extension of the definition contained in 
clause 7 of section 1 of the Act, security includes any 
title to or interest in the capital, assets, property, 
profits, earnings or royalties of any undertaking or 
enterprise, commonly evidenced by a certificate or 
other like document. C.R.O. 1950, Reg. 503, s. 34. 


33. The following jurisdictions are designated as 
jurisdictions to which section 9 of the Act applies: 


1. The United Kingdom of Great Britain and 
Northern Ireland. 


2. The Union of South Africa. 


3. The Commonwealth of Australia. 


4. Eire. 
5. The Dominion of New Zealand. 
6. The provinces of, 
(a) Alberta, 
(b) British Columbia, 
(c) Manitoba, 
(d) New Brunswick, 
(e) Nova Scotia, 
(f) Prince Edward Island, 
(g) Quebec, and 
(h) Saskatchewan. 
7. The District of Columbia. 


8. Each of the states of the United States of 
America. C.R.O. 1950, Reg. 503, s. 35, revised. 


34.—(1) Under subsection 4 of section 3 of the 
Act, it is determined, 


(a) that every annuity, term of years, life estate, 
income or other estate and any interest in 
expectancy, other than those mentioned in 
clause b, shall be valued according to The 
1937 Standard Annuity Tables (Males) of 
The Actuarial Society of America, and at a 
ee of compound interest of 4 per cent a year; 
an 


(b) that every annuity, term of years, life estate, 
income or other estate and any interest in 
expectancy, payable or arising under a con- 
tract of insurance within the meaning of 
The Insurance Act, shall be valued according 
to the standard of mortality and at the rate 
of interest on which it is based. 


(2) Subsection 1 applies where the deceased died 


on or after the 1st day of January, 1950. C.R.O. 1950, 
Reg. 503, s. 36. 


Form 1 
The Succession Duty Act 


Ths affidavit 1s to be made by all persons applying for 
Probate, Letters of Administration or other like grant. 


AFFIDAVIT OF VALUE AND RELATIONSHIP 
Section 13 (2) of the Act 


CANADA: | 
PROVINCE OF ONTARIO f{ 


In the matter of the Estate of 


NateMOnsE ey tr cn cee ci ote cock es Ole ceca ame commer 

adits Seen ee ee Sees sas dew ohare , deceased 
(occupation) 

TACOLEVE) canoe ea eters ake ce Ae a eee ee 

GUENEs rest nous he of 
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AT A cers ETE Bs ays BE. alas te, SOA ti eee es 
OLR EN Ce fassstoas Sera nuston ess Ob ravers cise baneeers cans Gy erbele s 8 toe 
AIDC cee ot otyArkoeicreuns & Ol Base teak Hale era teoterc tics , 
(occupation) 
EEILCLPS syste sav cy =ch Suets farsa emia oveadsote Catach nae fers 
(ESTO OCR a che ecre ace Offthe sy ota erase Company 


DaeOuulesapplicant empl OM@leLue4ns om swam reaeys ayer seis 
in the Estate of the above deceased who died on or 


ADOUt TNE eid cette deters (0 Ec) CA es A St LO eae i 


2» Phatito the best ofa..0. « .. knowledge, informa- 
tion and belief the schedule hereto annexed and marked 
Schedule ‘“‘A” contains an inventory of all property 
passing on the death of the above-named deceased and 
such inventory shows the value of such property. 


3. That to the best of........ knowledge, informa- 
tion and belief the schedule hereto annexed and marked 
Schedule ‘‘B”’ contains particulars of all gifts and dis- 
positions made during the lifetime of the above-named 
deceased and shows the value of such gifts and disposi- 
tions. 


4. hat to the best of... 4... oe knowledge, informa- 
tion and belief the schedule hereto annexed and marked 
Schedule ‘‘C’”’ contains the name, place of residence 
and degree of relationship to the deceased of every 
person to whom or for whose benefit any property 
passes on the death of the above-named deceased and 
such other information as is required by Schedule ‘‘C”’. 


5. That the value at the date of the death of the 
deceased of all property passing on his death, wherever 


SitUatewasepee as seria 


SEVERALLY SWORN BEFORE ME | 


atten aocree ae Oban heer eal 
HIMCHesE oes eee OleS cto eaee 
UNGAR path Ra ood ober ae day of | 


A Commissioner, etc. 


This affidavit is filed by 


(address) 


Note: If the deceased died domiciled outside Ontario, 
give full particulars of the Ontario assets in the 
space applicable in Schedule ‘‘A” but totals only 
of assets situate outside Ontario. 
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SCHEDULE A 


Inventory in Detail of Property Wheresoever Situate 


In the matter of the Estate of 


late ofsthenmcmcmss cicra oe 0) i PAG, eG in the 


(occupation) 


SUMMARY 
The total of each class of assets must be carried to 


the proper place in this summary, and the summary 
totalled. 


Total 


INeal PIDs tatemmnaress ana f tierce a © aisnsrti Gaunt 
Land Mortgages and Agreements for Sale 
Chattel Mortgages and Lien Notes..... 
Book Debts and Promissory Notes..... 
Insurance and Annuities.............. 


Cash on Hand and Money on Deposit... 


Bonds andwMebentures a. 4.1.10... 20. 
Stocks aacdushanress: 1 semiae cietacens a aeis 


QETETA NSS USe Soret ice ec era ee ea ore 


This is Schedule ‘‘A’’ referred to in the Affidavit of 
Valtevande Welationshiprotaaer rps 11a 


Sworn before meonthe...... (SEIN Mol eerwaackoeene 2 0.8 ; 


Ah cere 


A Commissioner, etc. 


REAL ESTATE 
Date Oh DCA tie aici ae ene een neioly a oerorinkace ame eenene 


Give the registered description of each parcel in 
Ontario. If the registered description is long, the parcel 
may be identified by giving the lot and plan or conces- 
sion number and the number of a registered instrument 
containing the description, and the place of registra- 
tion and, in the case of property under the Land Titles 
system, the parcel number should also be given. In 
either case, the area or dimensions of the property 
must be shown. The street and number must be given 
where possible. 


Foreign realty must be included on this sheet. 


In the outside column, give the value as at time of 
death of the deceased's interest in the property less the 
amount of any lien, encumbrance, mortgage or balance 
owing under purchase agreement. 
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If the space reserved for any class of assets is not 
large enough, use additional pages. 


Particulars 


SUCCESSION DUTY 


chaser, as the case may be. 
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Give, in each case, the name of mortgagor or pur- 


Give also the date of the instrument, the original 


total. 


Particulars 


LAND MORTGAGES AND AGREEMENTS 


Mortgages and agreements for sale covering both 
Ontario parcels and foreign parcels shall be included. 


HOR SATE 


The instructions under the heading of Real Estate re- 
garding descriptions apply here. 


Total. 


Interest 


Principal] Accrued 


Assessed Value of amount, rate of interest and date from which interest 
Value Equity has been accruing. 


Extend to proper columns in each case the balance 
of principal and interest as at death and extend the 


Total 


CHATTEL MORTGAGES AND LIEN NOTES 


Extend to proper columns, in each case, the balance of principal and interest as at death and extend the total. 


Name of 
Mortgagor 


Address 


Particulars, including date of 

instrument, original amount, rate 

of interest and date from which 
interest has been accruing 


Principal 


Dh 
0 


Interest 
Accrued 


PH 
Q 


Total 
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BOOK DEBTS AND PROMISSORY NOTES 


Na ed Ol DEC ECASC Glas irent srakurciotel Serene ere ee ere sects ney. hemes Daterote Deathcore etctas tra tener 


; Extend to the proper columns, in each case, the balance of principal and interest as at death and extend the 
total. 


Particulars 
Debtor ; Principal or Interest For Use of 
Name and Including date debt was incurred | balance of accrued Total Department 
Address or date of note, original amount, principal only 
rate of interest, date from which 
interest has been accruing 
$ $ $ 
| 
| 
| 
Rr Re eee ee ee ero’ 


INSURANCE AND ANNUITIES 


It is essential that full particulars be given as indicated in the columns below. 


Other particulars including face value, 
bonuses, dividends and earned profits, 
No. of Policy | Issued by Name of Relationship | loans against policy, accrued interest to | Amount 
or Contract Beneficiaries | to deceased | date of death or number and amount 
of annuity payments 
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CASH ON HAND AND MONEY ON DEPOSIT 


Give particulars of joint accounts. 


Name of Bank or 


Account Number Depository Address or Branch Principal 
$ G 
otal) chee 
BONDS AND DEBENTURES 
Name Of ADeceased.: 430 « six/icocie tierk 6 hyayce Rt er DR eek toe Date of Death..... 
Description Value 
Serial Name and Head Office of Issuing Interest 
Num-| Face | Authority, Interest Rate, Maturity Per Accrued 
bers | Value | and Interest Dates, Special Privileges Unit to date Total 
of the Issue, etc. of death 
$ $ $ $ 
| 
BW oat tea raeeaseas Say. (cane A $ $ 


Reg. 549 


Interest Total 


For Use of 
Department only 


Increase 
Consent or 
Decrease 


$ 
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STOCKS AND SHARES 


INamesotp) cceasedin aaa vain? ott. 4 Aas Toten AISLE Poe DatetoiDeathwemerey ties cvs conc tee 
Description Value For Use of Department 
only 
’ Name and Head Office of Issuing 
Certificate} Number | Authority, Class of Stock, Par Value, Per Increase 
Numbers | of Shares | Rate of Preferred Dividend, Privi- Unit Total Consent or 
leges of Conversion, Redemption, etc. Decrease 
$ $ $ 
(RO taille were teen tate) | ore ee ae $ $ 


Other Assets Value 


Household coodstand furntturemeas ace eee roe eee 
Bictures, plate-andsewellenyee-eitiet cae ere ae 
Karin implements s produce and stock e me t-l-miise erates oeicr 


Automobiles and other vehicles (make, model, year and serial 
THT DCL oe ee eee eet sete eet Pareto Ree Sica each, obra Moncueeee ete 


Interests in Trusts and other Estates (attach full particulars).... 
Interest in partnership or unincorporated business.............. 


Ariyzo ther: prOpentyirimce sana inert tercn ne etremt eer «ett: 
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SCHEDULE B 
DISPOSITIONS OR GIFTS INTER VIVOS 


Iinvihecmattenon the staterof ..: Ne <ciaes eke hiner role neice see rn ere MIGEESOL LG At teeaie wea eerh eves 
(0) BARS Cees bon 8 Lee ees Pe eine Rape mG ao Botte Nhe TWIN 2 Aa 5 a e e e s Oe , deceased. 
Norte: Trace exact relationship of other than those in direct line or brothers or sisters, e.g., nephew, child of 
sister. 
Other particulars. 
Date of | To Whom Relation- | Descrip- | Amount Where made— | Sees. 1 (f), (m), (0), 
Disposition} Made Address ship tion of or (Within Ontario) | (p) (ix, x);s. 3 (1) (d); 
or Gift Property Value |(Outside Ontario) | s. 3 (3); s. 6 (c), (d) 
This is Schedule “B” referred to in the affidavit of value and relationship of ........-..--..-sscee++eeevsees 
SWORN before me on the....... SIN, 40) GeONNO RSet RT IO OLE os nce LO iemtece 
na eee A Commissioner, etc. 
SICISNOIDAVINELe, (C 
DISTRIBUTION OF ESTATE 
invthemattenournelstate Of pet sem aecee cae ele ciate HlatSorthesn.maseton oe een eee 
OL REET ois unc Pee cle Aen ce. DENCE LL levee: Miia ecclissi Ba ae eet , deceased. 


Note: Chen exact relationship of beneficiaries other than those in direct line or brothers or sisters, e.g., nephew, 
child of sister. 


Name Relationship Address Tenant of or Property Value 


| | 
| Age of Life ‘Nature of Bequest 
| 
| Annuitant | Passing 


This is Schedule ‘‘C’’ referred to in the Affidavit of Value and Relationship of ...................20-. 
SWORN before me on the ....... AV OF 555 0 fore soca eae ee Pan uaey: ee 


A Commissioner, etc. 
C.R.O. 1950, Reg. 503, Form 1. 
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Form 2 
The Succession Duty Act 
This affidavit is to be made by Beneficiaries and Donees. Any number of persons may join in one affidavit. 
AFFIDAVIT OF VALUE AND RELATIONSHIP 
Section 13 (1) of the Act 


CANADA Inithennatterof thesEstate tole waar racme reise niaie reat: i 
Province of Ontario Late@lOisith Gates cas aero ee OD ire ta eee eee at oe sDalns Steere Menten oes 
| CO eR Ree Teeeny ar RCE RAE et, om nee , deceased. 
| (occupation) 
) 
Da ((OLAWIC)) MEE BSH roar erste, teas belo lo tohavay Sates PONS SHES aise SRS Bcin Geman OH ne Reena aera ; 
SY 1a Oa ee Ae eae ores a ree (0) RS anor rire atin ie tera Resins PR er oes, ON Ae tee ones TRIN a NM AEN REP eRRCa o F ; 
(occupation) 
GING! 11 aaa ene Pe EERIE NE a Ol the ede cote ere OLR OP EES. aos cre ee ; 
PTE OR yd ce eee TR ee eS OLS ee ne ns eee MEN ne on es See ee ee ee F 
(occupation) 


make oath and say:— 


1. That Schedule “A” contains an inventory of all property passing on the death of the above-named 
deceased, of which I or we have knowledge, and such inventory shows the value of such property. 


2. That the following are particulars of all gifts or dispositions made to me or us, or to any other person, 
of which I or we have knowledge, during the lifetime of the said deceased, and of the value thereof: 


Date Name *Nature of Gift or Value 
Disposition 


*If none so state. 


3. That Schedule ‘‘B” contains my or our names, place of residence and degree of relationship to the 
deceased, and the name, place of residence and degree of relationship to the deceased of every other person of 
whom I or we have knowledge, to whom or for whose benefit any property passes on the death of the above-named 
deceased, and the amount and nature of such benefit. 


(SEVERALLY) SWORN before me 

EA? Cle cart eee cee Oy ee ach BS ee oR Se oe r Pp Rs Re SURE RS ae oto See Omran Dc 
} 

EONS iiss a: CESOlin ao Omen S oD ORE Nee lO ese i 


A Commissioner, etc. 


Where the Deponent does not know the property of which any class consists, state ‘‘do not know” under 
appropriate heading. 
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SUCCESSION DUTY 


Reg. 549 | 


SCHEDULE A | 


Real Estate: 
Give Lot and Plan and Instrument No. of each 
Parcel, as well as Street and No. 
Show Encumbrances 


Assessed Value | Value of Equity 


Total 


Mortgages, Agreements for Sale, 
Chattel Mortgages and Lien Notes: 
Give Short Description of Property and Instru- 
ment No. Give full details, including Mortgagor, 
Interest Rate, Maturity, etc. 


Book Debts and Promissory Notes: 


Principal Interest 
Owing at Accrued Total 
Death 
Total 
Principal 
Owing at Interest 
Death Accrued Total 


Particulars of Interest, etc. 


Total 


Reg. 549 


No. of Policy 
or Contract 


Account 
No. 


Certificate 
No. 


SUCCESSION DUTY 


Insurance and Annuities: 
Issued by 


Name of Bank 
or Depository 
and Branch 


687 


Net Amount 


Loans, etc. | Dividends, Payable 
To whom Payable Bonuses, etc.| at Death 
Total 
Money on Deposit: 
Principal Interest Total 
(If joint, give particulars) 
Total 
Stocks and Bonds: No. of Shares 
or Face Value | Unit Value Value 


Company 


Particulars, Preferred or Common, etc. 


Total 


of Bonds 
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Other Assets 


Household Goodstamdihurntcure. 1 sieae eee ss ee eck oes $ 
Pictures" Plateand | ewellery< she oor or ees oes eae 
Barn lmplements, Producend* stocks wae eee eee 
Automobiles and other Vehicles (make, model, year and serial No.) 
Interest in Trusts and other Estates (attach full particulars)..... 
Iinterestin Partnership; CtGjst ast exci ntote eee celeusaeie eel eve oie atone 


Any Otneripro pert yin sclmic tives citar aterm oe PGtenien Aires 


Summary 


REAP Staten. emer: os © oe eee ne crete mec rin ee ene $ 
IMonigares HCtCt eatae cds. = Poeriteeeren & apeiees s deren hy Neto ae 
Booka Debts ancdseromissOrye NOLES or | 1c =< tee ieee oc ecient 
husiirance andeAnMtibies:.<Rmmeitesic sts. > Holiness os ce 
Money, One positasnise ai. <teeter Mine tatee = wince a etre ee erate Seeearese oe 
Stocks and (BOMdS vem niet exctarmraria i ietoes <p: bs oktera te folas cere sy cellent 
CP erzANSSets' ee aicnters settee uae Heke eels wrotebacetsy Sia sous ages aaah ae 


SCHEDULE B 


__ Trace exact relationship of beneficiaries other than those in direct line or brothers or sisters, e.g., nephew, 
child of sister. 


Age of 
; f Life Nature Value 
Name Relationship Address Tenant or of or 


Annuitant| Benefit Amount 


C.R.O. 1950, Reg. 503, Form 1A. 


Reg. 549 SUCCESSION DUTY 689 


Form 3 
The Succession Duty Act 


This Form is not to be used where an Application is being made to an Ontario Surrogate Court. Send direct to the 
Succession Duty Office, Parliament Buildings, Toronto, Ontario. Do not file in duplicate. 


AFFIDAVIT OF VALUE AND RELATIONSHIP 


CANADA inethetmattemotetmes stave toler i terriers teri eer 
Province of Ontario: | late! of thetic ate eee Ofer air ccc. ce, sae: eae 
IM: Chess ses ee ee: 0) ee Oa RS Eom io Oe: F 

ey rE Te TORE racer ear , deceased. 

| (occupation) 
DEM cnr Sh ors ee Sent eae POLES ashe oe a Pn nee OL MOE cara Rests See eee 
SUT) Bt inten fa nor 5 cia puree ar ao one eae ree OL eee ee SSS SI . 
(occupation) 
make oath and say: 

1. That the above-named deceased died on or about the.......... day Ole purr ree lanes 


Olsvenitorl ol avols apemuokoee Arne aan ee oy ore 


2. That to the best of my knowledge, information and belief the Schedule marked ‘‘A”’ contains an inven- 
tory of all the property passing on the death of the above-named deceased and such inventory shows the value of 
all the property. 


3. That the gross value, at the date of the death of the deceased, of all the property passing on his death, 


WIELEVIEL Sitllates WaSip cies cicie since sereie ele 


4. That the following are, to the best of my knowledge, information and belief, particulars of all gifts or 
dispositions made during the lifetime of the above-named deceased, together with the value of such gifts or dis- 
positions: 


5. That to the best of my knowledge, information and belief the Schedule marked ‘‘B”’ contains the name, 
place of residence and degree of relationship to the deceased of every person to whom or for whose benefit any 
property passes on the death of the above-named deceased and such other information as is required by Schedule 
Be 


Sworn before me 
Ae (aoc deene pacers ieee: OL aes ie eee ern ee Pe 
{0 Cee een OL Ns eet aaron ee Sa a (deponent signs here) 
EIS ease, 4-2 GAY OlstAcgunckte ta eae , 19 


(A Commissioner, etc.) 


This affidavit is filed by: 


(Olea Pastovenn ny CHAN AEE. sto sj Oy Toma R OR gaa ae asec k Lmao hu ooomo mag ocane Po qeobObConuTS 
SF SURERITG Note Bo area a a to Os aOuie He Soci sen Sart ons Hoe SOE Ooch on pm boioe Lom mam on De. Ot 


Gisvwre Mase neeooda se oriay oco~ciaidmoo dns momnasonmobbsopomodnhomeo o Bhnmm oun ee D Eso CuO Oba 


Nore: If deceased died domiciled outside Ontario, give full particulars of the Ontario assets but totals only of 
assets situate outside Ontario, in the following Schedule: 
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SUCCESSION DUTY 


SCHEDULE A: 


Reg. 549 


Real Estate: 


Give Lot and Plan and Instrument No. of each 


Parcel, as well as Street and No. 


Show Encumbrances. 


Total 


Certificate 
No. 


Stocks and Bonds: 


Company Particulars, Preferred or 
Common, etc. 


(State where bonds or stock 
certificates physically situate at 
time of death.) 


Assessed Value 


Value of Equity 


No. of Shares 


Other Assets 


Household Goods and Furniture...............-- 
Pictures; Plateand jewellery... 4:2 2202500 ce 


Farm Implements, Produce and Stock........... 


Automobile and other Vehicles (make, model, year and serial no.). . 


Interest in Trusts or other Estates (attach full particulars)...... 


Interest in Partnership or Unincorporated Business 


Any other Property si: fa fae ene tee ens Oe ee 


or Face Value Unit Value 
of Bonds Value 
Total 
Value 
ot ei ais: eee $ 


Reg. 549 SUCCESSION DUTY 691 


Summary Total 


IR GaleHis tate sp. <i Sa Nene ea OU IRS oie a ww ain eon eee $ 
Mortgages ClC Sayre ee OREO Oe. 5 nc. cise dine Sea 


Book Debts and Promissory Notes 


Insurance and Annuities 


Money on Deposit 


Stocks and Bonds 


Other Assets 


(State ‘‘Nil’’ opposite any of above of which there are none.) 


SCHEDULE B 


Trace exact relationship of beneficiaries other than those in direct line or brothers or sisters, e.g., nephew, 
child of sister. 


Age of Life | Nature of Bequest 
Name Relationship Address Tenant or or Property Value 
Annuitant Passing 


(All beneficiaries must 
beflisted) 


Mortgages, Agreements for Sale, Chattel Mortgages and Lien Notes: 


Principal Interest 
Give Short Description of Property and Instrument No. Give Full | Owing at Accrued Total 
Details, including Mortgagor, Interest Rate, Maturity, etc. Death 


Total 


692 SUCCESSION DUTY Reg. 549 


Book Debts and Promissory Notes: Principal 
Owing at Interest Total 
Particulars of Interest, etc. Death Accrued 
Total 
No. of Insurance and Annuities: Dividends, | Net Amount 
Policy or | Issued by Loans, etc. Bonuses, Payable 
Contract To Whom Payable etc. at Death 
| 
Total 
Name of Bank Money on Deposit: 
Account | or Depository Principal Interest Total 
No. and Branch (If joint, give particulars) 
| 
Total 


C.R.O. 1950, Reg. 503, Form 2. 


Reg. 549 


SUCCESSION DUTY 


Form 4 
The Succession Duty Act 


BOND OF A BENEFICIARY OR DONEE 


inmtiiermatter of the Estate Of... 554-6. oe eee. « 


(occupation) 
deceased. 


Know ALL MEN By THESE PRESENTS that we 


Shh Ge Oe ee LET CRE Mec reer nace warecrnncaess 
(beneficiary ) 
DL tes ean Cen DIM th Cavepe terre Se rk) ss OLM A Peete F 
se ee cae PY FATNESS een hr ne nea 
(occupation) (guarantee company ) 


jointly and severally bound unto Her Majesty the 


Queen in right of Ontario in thesum of $............. 
to be paid to the Treasurer of Ontario and for which 
payment well and truly to be made, bind ourselves 
and each of us for the whole and our and each of our 
heirs, executors, administrators, successors and assigns, 
respectively, by these presents. 


The condition of this obligation is such that if the 


AD OVC: Named series ese a5: eRe A , a person 


(see note) 
do well and truly pay or cause to be paid to the 
Treasurer of Ontario, all duty payable by him under 
The Succession Duty Act, within the time or times 


providediby thateach Onliecmersaldienene eels meee tas 
not having paid such duty within such time or times 
do well and truly pay or cause to be paid to the 
Treasurer of Ontario all such duty together with any 
interest thereon, then this obligation shall be void 
and of no effect, otherwise the same to remain in full 
force and effect. 


The total liability imposed upon................. 
(guarantee 


ee ee ee ee ere by 
company ) 


this Bond and any 


and all renewals thereof shall be concurrent and not 
cumulative and shall in no event exceed the penal 
sum written above or the amount substituted for such 
penal sum by any subsequent endorsement or renewal 
certificate. 


In WITNESS WHEREOF the above-named.......... 


MT, ine ee ee has) hereuntovsetsaie oy wee san 
(his or her) 


and seal, and the said Company has hereunto caused 
to be affixed its corporate seal, attested by the hands 


of its proper officers in that behalf, this.......... day 


Signed, Sealed and Delivered 
In the presence of: 


Note: Insert (a) to whom or for whose benefit pro- 
perty passes on the death of the 


above-named deceased, or 
(b) to whom a disposition is made, 


as the case may be. z 
O. Reg. 90/55, s. 2. 


Form 5 
The Succession Duty Act 
BOND OF EXECUTORS OR TRUSTEES 


Invthe-malttertoferhesbstate Oley 1/02 seine eee 


late oft thes, as ate eee Oi oan eRe Pen ese Pe 


(occupation) 
deceased. 


Know ALL MEN By THESE PRESENTS that we 


(occupation) (guarantee company) 


are jointly and severally bound unto Her Majesty the 


Queen in right of Ontario in the sum of $............ 
to be paid to the Treasurer of Ontario and for which 
payment well and truly to be made, bind ourselves and 
each of us for the whole and our and each of our heirs, 
executors, administrators, successors and assigns, 
respectively, by these presents. 


The condition of this obligation is such that if the 


ADOVESMAI CC Ieee rate ee eee ce ee 


(see note) 
of the above-named deceased comply with section 26 
of The Succession Duty Act, then this obligation shall 
be void and of no effect, otherwise the same to remain 
in full force and effect. 


The total lability imposedjupome.e.. 2.04. 


company ) 


by this Bond and any and all renewals thereof shall be 
concurrent and not cumulative and shall in no event 
exceed the penal sum written above or the amount 
substituted for such penal sum by any subsequent 
endorsement or renewal certificate. 


IN WItNEsS WHEREOF the above-named.......... 


(his, her or their) 


and the said Company has hereunto caused to be 
affixed its corporate seal, attested by the hands of its 


Signed, Sealed and Delivered 
In the presence of: 


Nore: State whether—executor, trustee or person in 
Ontario in whom any property passing on 
the death of the deceased or any property 
in respect of which a disposition is made 
is at any time after the death of the de- 
ceased vested, or who has the management 
or control thereof, as the case may be. 


O. Reg. 90/55, s. 2. 


694 


Form 6 
The Succession Duty Act 
CONSENT TO REGISTRATION 
Section 58 (4) of The Registry Act 


I hereby consent to registration of the within docu- 
ment. 


C.R.O. 1950, Reg. 503, Form 6- 


Form 7 
The Succession Duty Act 
AFFIDAVIT OF DEBTS 
Section 3 (5) of the Act 


In thematter orethe Estatejofe sens ase se eure ee 


make oath and say: 


That I have in Part I of the Schedule, marked ‘‘A’’, 
set forth full and true particulars of the debts, en- 
cumbrances and other allowances authorized by and 
in accordance with subsection 5 of section 3 of The 
Succession Duty Act. 


That I have in Part II of the Schedule set forth 
full and true particulars of such debts, encumbrances 
and other allowances that are in dispute or that have 
not yet been paid. 


Sworn before me......... 
Ate ae Gere Of 5 hess dae | 
AM CHE. eee cists Ohi Gey, & Ae r 
thise As. GAY Okra ten Al 
19 ch 5: 


A Commissioner, etc. 


SCHEDULE A 
SCHEDULE OF DEBTS 


Part | 
Amount 
Name of Address Nature of Paid or 
Creditor Claim Payable 
Sac 
| 
Total | 


SUCCESSION DUTY 


Reg. 549 
Part II 
Nature Reason 
Name of Address of Amount] for non- 
Creditor Claim payment 
$c: 
Total 


This is Schedule ‘‘A”’ referred to in the Affidavit of 
Debts of 


Sworn before me..... Pa 
ODN wich eee aera eee | 
CPA aNa) ies meee pe , 19 | 


A Commissioner, etc. 


C.R.O. 1950, Reg. 503, Form 7. 


Form 8 
The Succession Duty Act 
CONSENT OF TREASURER 


In the matter of the Estate of 


Under The Succession Duty Act and the regulations, 
I consent to the delivery, assignment, transfer or pay- 
ment of the following property or to the registration 
of any instrument or the making of any entry affecting 
the following property: 


Countersigned 


Sieg CO Ekee Sse © a Stele lew (eles alee 


Treasurer of Ontario 
Nore: This does not apply to a safety deposit box or 


other repository mentioned in section 10 of the 
Act. 


C.R.O. 1950, Reg. 503, Form 8. 


Form 9 
The Succession Duty Act 


_ 1 hereby consent to the registration of the within 
instrument. 


Countersigned: 


ebhSeeeewe eva atsiccsman k 2s 


es 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 10. 


Reg. 549 


Form 10 
The Succession Duty Act 
CERTIFICATE FOR REGISTRATION 


Pursuant to subsection 7 of section 58 of The Registry 
Act: 


I certify that all Duty, payable in respect of the 


ollowing lands forming part of the Estate of......... 


Jae Pee eS late.ofthe jaa ascnemmone hen, ooktOL 
SS mings RD eee CS eae IML CHG apocrine ie See astetcn eel 
Sy ai seneeO OP NRC ea eee , deceased, who died on 
Ois Gloyeishentess sinh woken same ere , has been paid 


and satisfied or that security for such payment has 
been given: 


Dated at Toronto, this...... GEBEO iee ote Coote in ; 


Treasurer of Ontario 
C.R.O. 1950, Reg. 503, Form 11. 


Form 11 
The Succession Duty Act 
NOTICE WHEN PAYMENT OF INSURANCE 


MONEYS EXCEEDING $600 AND NOT 
EXCEEDING $2,500 HAS BEEN MADE 


Section 10 (2) of the Act 


inicthesmattemofthertstate obetne qatire pass area 


Rateror-theac sneer ae CON teas care eee ee in the 
BOOS eT cas Ole i: Re es Lara. tah ye ap eteaged, 
who died on or about the........ Gay) Oleees ee) s eraciae ; 
ADE Psat PAGLOTMECTLEGL Trt ene eee ee ceseys ieee « eucstaeeka es 


To the Treasurer of Ontario: 


Take notice that, pursuant to subsection 2 of sec- 


Company did on the........ FUE s (ON als Opals Pepiee Close eae ; 
Oe oa eS DAY? LOR yee Nieeeas ees arene Piece nksouoraciow 5 
muder Policy INOws 0004": OmithevlifenOle. ae wher ysrerieuere 


and that the total amount payable, as at the date of 
death of the above-named deceased, on said Policy was 


C.R.O. 1950, Reg. 503, Form 12. 


SUCCESSION DUTY 
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Form 12 
The Succession Duty Act 


NOTICE OF PAYMENT OF ANY MONEY ON 
JOINT DEPOSIT 


Section 10 (4) of the Act 


Iniihe matterof themistateiofas .).15 4.0 see oe 
late oithe amen (Oh ioe eer Ore Rees (- in the 
BRC er en ea one Gli ewan en ie ates oe so. SaecCeased: 
who died on or about the........ Ganioteycnny eee tare ; 


To the Treasurer of Ontario: 


Take notice that, pursuant to subsection 6 of sec- 


tion 10 of The Succession Duty Act, the.............. 
(CR tae One es Me Branch) did on the........... day 
CLVRMe LOSS ane coe spl D Mterene A DPAV TOA pacirte eee 
out of joint deposit account No............ , standing 


in the name of the above-named deceased, and 


Meer Or ORS Ss pik ey ee Cee ae WISIN CH ANnG goa cceann 
and that the total amount standing to the credit of the 
said account as at date of death of the above-named 


eceasedawastpes . sas teas eras ease 


Watedsa terme al ote reste MEL ENIG yet day of 


Manager 
C.R.O. 1950, Reg. 503, Form 13. 


Form 13 
The Succession Duty Act 


CONSENT TO OPENING OF 
SAFETY DEPOSIT BOX 


Section 11 (1) of the Act 


Inthe matter ofthe Mstatelotin.ac) ie cee oeeteet 


late of them cmon deme Ofte Gh ery gece oer in the 
Se ge Ran Parts che Oe oe aoe sneer ceceaseds 
who died on or about the...... CA YsOE aa taraet eae ; 
AO sere domiciled ans severest csc 


I consent to the opening of the following safety 
deposit box for the purpose of listing the contents 
thereof and to withdrawl of the will of the deceased: 


Treasurer of Ontario 
C.R.O. 1950, Reg. 503, Form 14A. 
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Form 14 
The Succession Duty Act 


CONSENT TO WITHDRAWAL OF CONTENTS 
FROM SAFETY DEPOSIT BOX 


Section 11 (1) of the Act 


Inithe matterorthe Mstate OL &.+. 20ers cee ere ak 


late onthe nce tote copies Olea oh. ater in the 
Seni dah tO aoe ee Olt Stas oe eee deceased): 
who died on or about the....... LA VIOlMT eee erences ' 
OME perso 5 Glovonb(ltcohifelm nce, xe Ot clots cect error 


I consent to the withdrawal of all the contents from 
the following safety deposit box: 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 14B. 


Form 15 
The Succession Duty Act 
APPOINTMENT OF SPECIAL INVESTIGATOR 
Section 27 (2) of the Act 


Inthe matter of the Mstate Of. acieac.6 «ose omen 


latievoruthe...aaae-eee ot Of ee Mra ees) seeay in the 
OE sh hoe RR RRA Of kat ee eee ee. 2. pp eCeased, 
who died on or about the....... GAY OL as Reece eis aes. : 
ipee oe. 


Pursuant to the provisions of The Succession Duty 
ACP IMEreDy ApPOMMUe sei ete oe metas reise mice ele oie eee 


10) | nooo Auer et ort A oe Leer eens Ce Oe RE: ae 


Special Investigator, with full power to act in accord- 
ance with the provisions of the said Act. 


Dated at Toronto, this........ GaviOlnn Weers ane ; 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 15. 


SUCCESSION DUTY 
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Form 16 
The Succession Duty Act 
APPOINTMENT OF COMMISSIONER 
Section 28 (1) of the Act 


{nithe matter of thedstateiofi. gacsc.)-feteuet os + = 
laterObatheiws1, mourn icsiee OL thn Biss srole sseickervee in the 
I a Ree Bas te fo) eee real! ae ae eee ey Pee RE 
deceased, who died on or about the............ day of 
sce Una inet RIE lO iscs 


a Commissioner. 


Dated at Toronto, this....... danrOle ace ndetare , 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 16. 


Form 17 
The Succession Duty Act 
NOTICE TO PRODUCE 


Section 28 of the Act 


Inthe:matter of the Estate of... 222 sie.e eee ee 
latesohrEhG sree .ctiee ew OE. sO Pte sek me in the 
A RLstey.e BRU abs Totes, Olin ak otbsa sha ek ee WHO KeCL.Om 
OF ADOUT ENC sss sca cna) daycotties eee RON 


Take notice that, pursuant to section 28 of The 
Succession Duty Act, you are hereby required forthwith 
after the service of this notice upon you to produce 
and deposit with me, verified by affidavit, all docu- 
ments, records and things that in any way relate to 
property passing or deemed to pass on the death of the 
above-named deceased or to any disposition, that are 
in your possession, power or control, and further to 
show in such affidavit all such documents, records and 
things that have been but are not now in your posses- 
sion, power or control, with the names of the persons 
to whom and the dates on which they were mailed, 
sent or delivered. 


Datediate) movment. an < SEIT G eect hitexine. We aacts day of 


C.R.O. 1950, Reg. 503, Form 17. 


Reg. 549 


SUCCESSION DUTY 
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Form 18 
The Succession Duty Act 
AFFIDAVIT ON PRODUCTION 
Section 28 of the Act 


inmwthenmattenor therEstateolss.. 415 4n2 acne. sae 


istevor thes disstesks OR BY See eae in the 
a. Neins aes OLS Ran on teree e WOR CHeCaOn 
Gmabout thes. 2a. CG ERO) Goes eRe erect ARR , 19 
Leer irae Pov ar OLGA ery: eater ira tae ate of 
5 Beenie 4 Oe RTO Tithe ype! ee el. OLE weet tts ee, 


5.91, SO ee ee , make oath and say: 


1. That I have in my possession, power and control 
the documents, records and things set forth in Part I 
of the Schedule hereto attached marked ‘‘A’’, 


2. That I have had but have not now in my pos- 
session, power or control the documents, records and 
things set forth in Part II of the said Schedule. 


_3. That the last-mentioned documents, records and 
things were last in my possession, power or control on 
or about the respective dates set opposite to each. 


4, That the last-mentioned documents, records and 
things were, on or about such dates, mailed or sent or 
delivered to the persons whose names are respectively 
set opposite thereto, or destroyed, as the case may be. 


5. According to the best of my knowledge and 
belief I have not now and never had in my possession, 
power or control any documents, records and things 
that in any way relate to property passing or deemed 
to pass on the death of the above-named deceased, or 
to any disposition, except the documents, records and 
things set forth in the said Schedule. 


SWORN before meat.......... 

them werner Ob vce suo us beets 
aa ome SO acre Glikwe saree ee 

This. oycranee: GER AOIse Pee ee ce ; 

Lone 


A Commissioner, etc. 


SCHEDULE A 
DOCUMENTS, RECORDS AND THINGS 


Intthenmatter ofthe Estate onset seis 


Documents, Records and Things 
(Specify fully and state in each case 
whether original or copy) 


Dates of Documents, 
Records and Things 
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SUCCESSION DUTY 


Reg. 549 


Part II 


Documents, Records and Things 


(Give particulars as in Part 1) 


Dates of Documents, 
Records and Things 


Dates when last 
in possession 
of deponent 


Names of persons to whom they 
were mailed, sent or delivered. 
If destroyed, so state 


This is Schedule ‘‘A”’ referred to in the affidavit on production of..........................--- 
SWORN before me on the........ aye Ober PR ein coerce rte beer aia rip Ao adalat hee 
ese PG ee ea cs 
C.R.O. 1950, Reg. 503, Form 18. 
Form 19 Form 20 


The Succession Duty Act 
SUBPOENA TO WITNESS 
Section 28 of the Act 


In the matter of the Estate of................++: 
lateofithes sicicdiiac, san estes Ob atetates.« nt ee in the 
Permissions iene 0) MR Te isc Oe oe ho nO nee Soe ee 
deceased 
LECH peer (bc te Mae Lan ice wont iRoom e RE devon cn teeta oes 

Greeting: 

I CoMMAND You to attend before me at the Sittings 
GtawCOmmMISsION Umit cies sreete eee at, the. sven 
TCO eat ches cuit t seare OLS, ae ee at the hour of 
eGR EtG OCIOCKUD ENE «76 eHOON,: necien ee Ol 
SAeeA (ehvlid ott re Seen aL Oltns namin eerie ens ayer 


and so from day to day, to give evidence in connection 
with an examination, investigation or inquiry to be 
made by me by virtue of my appointment as a Com- 
missioner under the provisions of The Succession Duty 
Act in the above matter and also to bring with you and 
produce at the time and place aforesaid all documents, 
records and things relating to property passing or 
deemed to pass on the death of the above-named 
deceased or to any disposition and in particular the 
following: 


Commissioner 
C.R.O. 1950, Reg. 503, Form 19. 


The Succession Duty Act 
CONSENT OF THE TREASURER TO THE 
DESTRUCTION OF DOCUMENTS OR 
RECORDS OR TO THE REMOVAL 
OF PROPERTY, ELE. 


Section 32 of the Act 


In thematter of the Estate of.........22.0.+-.:- 


lateroithe: otc oem ae ae Ole :). un acumen teeny in the 
Sno Gen cere Ole oa... A nM ie rs eS 
deceased, who died on or about the.......... day of 
Me Recs eee sone. 


Pursuant to section 32 of The Succession Duty Act, 
I consent to the disposal by you in any manner you 
may see fit of anything mentioned in said section 
(or as the case may be). 


Dated at Toronto, this.......... day of 


10 ae 


Countersigned: 


C.R.O. 1950, Reg. 503, Form 20. 
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Form 21 
The Succession Duty Act 
NOTICE OF APPEAL 


In the matter of The Succession Duty Act, and in 


thenmatter of the Hstateiof....5.06.6s0eeedsanssee: . 
geceased sandin the matter Of nase enemas sass: ; 
OE Ad OS aca See en Of; -h. Cee ean oe , in the 
(COMAAFON Aelbos bot oe Se erene , Appellant 


To the Treasurer of Ontario: 


TAKE NOTICE that I appeal with respect to the 
statement of the Treasurer served upon me on the 


pursuant to subsection 11 of section 34 of The Suc- 
cession Duty Act, and my objection to such statement 
and the reasons therefor are as follows: 


Appellant 


C.R.O. 1950, Reg. 503, Form 21. 


Form 22 
The Succession Duty Act 
NOTICE OF THE TREASURER’S DECISION 


In the matter of The Succession Duty Act, and in 


ehemiatter ofthe Estate Olen saciee ce ated sere.ers se) etetere : 
deceased, and in the matter of..............-- , of the 
Behe Sieve Sosa Gee eee the Countyson 
Eee sik etal cay Appellant. 


TAKE NOTICE that the Treasurer confirms (or 
amends) the statement served upon youonthe........ 
GAN IOL s ocwrn it wee a ere , 19..., pursuant to subsection 
11 of section 34 of The " Succession Duty Act. (If the 
statement is to be amended the paragraph hereunder 
shall be added.) 


The following are the nature and particulars of such 
amendment: 


Dated at Toronto, this........ aayoF yen ; 
[ORR 


‘Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 22. 


Form 23 
The Succession Duty Act 
NOTICE OF DISSATISFACTION 


In the matter of The Succession Duty Act, and in 


the matter onthe statcvolaas ero o nae eters ; 
deceased, and in the matter of.............. , of the 
Ryaft where, Oingodocgnoern coda tanoeon lM anacey Gavitayiay 
(9) Soporte SA etied Soares ee , Appellant. 


To the Treasurer of Ontario: 


TAKE NOTICE that I am dissatisfied with the 
decision of the Treasurer, notice of which was served 


upon meonthe........ Gay Ol, vox daisies clades vLoRe 


The following are the further facts, statutory pro- 
visions and reasons in support of my appeal: 


C.R.O. 1950, Reg. 503, Form23. 


Form 24 
The Succession Duty Act 
REPLY OF THE TREASURER 


In the matter of The Succession Duty Act, and in 


the mattemot the Estate Oleoascaes ose cies eterna 4 
deceased, and in the matter of................ Jof the 
Seinen cee fn ae ooo ena, tthe Countyaor 
EAL OW oar atten Cia Appellant. 


TAKE NOTICE that the Treasurer confirms (or 
amends) the amount of duty, interest and penalties set 
out in the statement served on you on the........... 


day OfDR., NEE sie net ,19..., pursuant to subsection 
1 of section 33 of The Succession Duty Act, or set out 
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in notice of the Treasurer’s decision served on you on 


ELC. oo ee CLIO Rend tela A eigen en ye 19. s5.5 DUI 
suant to hes 11 of section 34 of The Succession 
Duty Act. 


(As the case may be.) 


The following are the nature and particulars of such 
amendments: 


The following are the grounds upon which such reply 
is based: 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 24. 


Form 25 
The Succession Duty Act 
WARRANT OF EXECUTION 
Section 34 of the Act 


In the matter of The Succession 
Duty Act, and in the matter of 


CANADA 
Eherbistateoine.-ee eee , 
PROVINCE OF ONTARIO | 
| latesciethesennyaae 0) Pe Aer 
County (or District) | in the. + ie ee of. 


Oly reir easy cists 
SleX sees care iors ae daivaol'.. iets ; 
197. 
TOME VSMISRIE ROR. <ese ss sca tee ok se acre ie sem ate 
Wrernpas A.B., of the: o.oo. 58.0% Ol Sn aera eee 
LGV: 40 te a ae (6) Cea SCanE® cre aecRn , has neglected or 


refused to comply with subsection of section 34 of 


The Succession Duty Act; 


I THEREFORE COMMAND You that, pursuant to 
section 35 of The Succession Duty Act, of the goods 
and chattels and lands and tenements in your bailiwick 
of the said A.B. you cause to be made the sum of 


(Ghigo ey eet i eee , 19..., at the rate of 5 per 
cent per annum and also the amount of your costs, 
expenses and poundage and that you pay unto me 
so much of that money as you shall have made from 


SUCCESSION DUTY 
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the said goods and chattels immediately after the 
execution hereof and so much thereof as you shall have 
made of the said lands and tenements immediately 
after the expiration of twelve months from the date of 
your receipt hereof. 


Treasurer of Ontario 


C.R.O. 1950, Reg. 503, Form 25. 


Form 26 
The Succession Duty Act 
NOTICE OF DISCONTINUANCE 
Section 36 (2) of the Act 


ini thesmeatter of the Bstateot.-- oa... nienins 


JEM COYA dYn Areas rans So 0) Se TAIRA OAT OE in the 
A conten ae Glib pees ach ties ce hen Neen eee 
deceased, who died on or about the............ day of 
PME ch RTE TC pl Qee 


TAKE Notice that the Treasurer withdraws the 
statement served on you on the........ Gayiot.. . : 
19..., pursuant to subsection 11 of section 34 of the 
Act and any subsequent proceedings taken by him 


under such section. 


Dated at Toronto, this........ day ofie. eene - 


Appellant 


C.R.O. 1950, Reg. 503, Form 26. 


Form 27 
The Succession Duty Act 


CONSENT OF THE TREASURER TO THE 

DESTRUCTION, ETC.,OR TO THE REMOVAL 

OF BOOKS, RECORDS, MEMORANDA, DOCU- 

MENTS OR PAPERS, WHERE THE AGGRE- 
GATE VALUE EXCEEDS $50,000 


Section 39 of the Act 


invthematter ofthe Estate: 2/17... siics elie uta vetule nts 
LabEOE ENE rateroe Persie eters co) ee ee in the 
SAR: OE Sah Seer act eo ea aa OC cat Ts eR te 
deceased, who died on or about the............ day of 


Reg. 549 


Pursuant to section 39 of The Succession Duty Act, 
I consent to the disposal by you, in any manner 
you may see fit, of anything mentioned in said section 
(orjas the case may be). 


Dated at Toronto, this........ day of 


19. 


Treasurer of Ontario 
Countersigned: 


Rielle, wie) «1 0) 4 sel «hetutet si stele elo) see 


C.R.O. 1950, Reg. 503, Form 27. 


SUCCESSION DUTY 


701 


Form 28 
The Succession Duty Act 
CERTIFICATE OF DISCHARGE 
Section 41 of the Act 


In the matter of the Estate of 


ee ee ey 


late of the Sees veer OL Abe atahactets le kere in the 
SEIT ne Oleg. ets alia ane) eidyaeroreionbare eet 
deceased, who died on or about the.......... day of 
Fay es BET 5lDen, 


I hereby certify that the following property is dis- 
charged from any lien or charge for duty and interest 
in the above matter: 

Dated at Toronto, this........ Gay Ol casos aieiers 


LO 


ee ee ay 


Countersigned: 


C.R.O. 1950, Reg. 503, Form"28. 
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Regulation 550 


under The Summary Convictions Act 


TRAFFIC TICKET 


1. A traffic ticket under section 7 of the Act shall 
bein Form 1. O. Reg. 116/57, s. 1; O. Reg. 323/60, s. 1. 


2.—(1) Areference ona traffic ticket to a regulation, 
by-law or provision of The Highway Traffic Act, other 
than one specified in column 2 of Schedule 1 or column 2 
of Schedule 2, identified as such by its number may be 
used to designate an offence thereunder. 


(2) The words or expressions set out in column 1 
of Schedule 1 may be used on a traffic ticket to designate 
the corresponding offence under the provision of The 
Highway Traffic Act specified in column 2. 


(3) The words or expressions set out in column 1 
of Schedule 2 may be used on a traffic ticket to designate 
the corresponding offence under the provision of 
Regulation 227 of Revised Regulations of Ontario, 1960, 
made under The Highway Traffic Act, specified in 
column 2. O. Reg. 116/57, s. 2. 


Schedule 1 


CoLuUMN 1 


CoLuUMN 2 


Improper left turn-across path of approaching vehicle 


Section 68 (2) 


Improper left turn—from wrong lane 


Section 68 (3) 


Improper left turn—cut corner 


Section 68 (3) 


Improper left turn—no signal 


Section 69 (1) 


Improper right turn—into wrong lane 


Section 68 (1) 


Improper right turn—from wrong lane 


Section 68 (1) 


Improper right turn—no signal 


Section 69 (1) 


Disobey red signal-light—stop wrong place 


Section 70 (4) 


Disobey red signal-light—proceed against 


Section 70 (4) 


Disobey red signal-light—fail to stop 


Section 70 (4) 


Disobey flashing red signal-light—stop wrong place 


Section 70 (6) 


Disobey flashing red signal-light—fail to yield right of way 


Section 70 (6) 


Disobey flashing red signal-light—fail to stop 


Section 70 (6) 


Disobey stop sign—stop wrong place Section 64 
Disobey stop sign—fail to stop—walk speed Section 64 
Disobey stop sign—fail to stop—fast speed Section 64 


Improper passing—to right of vehicle 


Section 71 (4) 


Improper passing—left of centre Section 72 
Improper passing—lane not clear Section 71 (7) (a, 6) 
Fail to use passing beam Section 88 


No plates, current year 


Section 8 (1) 


No plate on trailer 


Section 8 (6) 


Dirty markers 


Section 10 (3) 


Not having three lamps 


Section 33 (1) 


Clearance lamps 


Section 33 (6) 


No marker light 


Section 33 (16) 


No brakes 


Section 35 (1) 
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ITEM CoLuMN 1 COLUMN 2 


Section 37 (1) (a) 
Section 37 (2) 
Section 42 (3) 
Section 45 (1) 


Section 16 (1) 


Section 60 
Section 54 (1) 
Section 54 (2) 


Section 54 (4) pars. 1-3 


Section 51 (1) 
Section 94 (3) 
Section 77 (1) (a) 


Section 77 (1) (b) 
Section 89 (1) 
Section 89 (9) 


Section 98 


Section 13 (1) 
Section 14 (1) 
Section 143 (1) 
O. Reg. 323/60, s. 2. 


COLUMN 2 


Section 12 (2) 


Section 13 (2) 
Section 13 (2) 
Section 22 (1) 


28 No windshield wiper 
29 No mudguards 
30 Unnecessary noise 
oul No double attachment trailer 
32 No chauffeur’s licence 
33 Careless driving 
34 Overloadene wink wat Ibs. excess weight 
35 Fail to produce ownership 
36 Overload in excess of half load 
Sif Name on vehicle 
38 Fail to stop—school bus 
39 Wrong way—dua!l highway 
40 Drive on unpaved boulevard 
41 Parking on highway 
42 Parked interfering with traffic 
43 Littering highway 
44 No operator’s licence 
45 Fail to produce licence 
46 Fail to report accident 
Schedule 2 
ITEM CoLuMN 1 
1 Altered vehicle—wrong plate 
22 Improper use of in transit marker 
3 In transit marker not displayed 
4 Temporary permit 
5 Restricted licence 
6 | Passing beam too high 
th Used flashing blue lights 
8 Used flashing red lights 


Section 24 (2) 


Section 29 (3) 
Section 32 (1) 


Section 32 (2) 


O. Reg. 116/57, Sched. 2. 


Form 1 
TRAFFIC TICKET IN Oia Aare nie 
PART I 
COMPLAINT 
WDOCKELTING 2 & SRE dexoktotsia ice oot ce BaveaNGs fevaie ee erie eer re ND tCkyce Haseena elt ees 3 


Canada | 
Province of, Ontariow J olmitheuMagistrate a .Caurt ate ere settee eee elle react yee eee cee 


The undersigned, being duly sworn upon oath, deposes and says: 


Reg. 550 SUMMARY CONVICTIONS 705 


JNGICEAEES 5 5015.8. saityre SLO ces eo aPC RIS Hib ee ECD CNC acl CEE RE tr eR RR TC ote CER ay ae eee eer 
(Print) (Municipality) (P.O.) (Province) 


Bint ates seracicyer verted evacera os crn torent SOR ye aa NS eet oA Occupation errs yeyee reece tei s6 sates aetorer se etere 


Chakicy Noy 
OD wISi CIN On rere cio Mis spc Weartynacracis sn toeareaicis LOMA ee rae reve Disa ORE Did unlawfully 


@OperatesMotor Vehicles oa. oc sane qeeee owe deme PEOVn ga rh eee rani ete MCAT AR rays at oe rae 


(Street) (Municipality) (P.O.) (Province) 


Wioimealiolywasya tale Ly eree senate paras skeen Se aicdes choca ae Ree doe Rees RPI EE ro: GAN Cea cee cicaaicll kegel suis ores 
And did then and there commit the following offence under 


[] The Highway Traffic Act Ea ais Ase ets ORs ee Rec ree wae rts Ait 
O. Reg. or By-law. 


Speeding (over limit) [ 1-10 m.p.h. [J 11-20 m.p.h. (] over 20 m.p.h. 
( h. i m.p.h. zone). 


Improper Left Turn L] No signal [] Cut corner (] From wrong lane 


Improper Right Turn L) No signal (J Into wrong lane [] From wrong lane 


Disobeyed Red Signal-light L] Stop wrong place L] Proceed against CL] Fail to stop 


Disobeyed Stop Sign ] Stop wrong place L] Fail to stop walk L] Fail to stop fast 
speed speed 


Improper passing L] To right of vehicle [] Left of centre [] Lane not clear 


x Indicates Offence Charged 


Other violation 


Slippery Visibility Cross _ 
pavement 1 Oncoming 
Pedestrian 


Caused person Pedestrian Just Missed | Close 
to dodge Driver Accident Very close P.D. [J Over $100 


Indicates Particulars 


Area J Built-up [] Industrial L] School L] Residential LJ Open 
Highway (] 2-Lane J 3-Lane [] 4-Lane ] 4-Lane Divided L] Other 


The Complainant says that he has reasonable and probable grounds to believe and does believe that the person 
named above committed the offence indicated. 


Sworn uDeloneum eet Miia vce areas cee eee ee 


Justice 


In the name of Her Majesty the Queen you are therefore commanded to appear in the Magistrate’s Court at 
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PART II 
REPORT OF CONVICTION 


Complete and forward to 
Registrar of Motor Vehicles, Parliament Bldgs., Toronto 2, Ontario. 


Index Suspension Number 
Checked HO () MS()FR() 

Mailing Police 

Address Dept. 


F.R. 11 Filed 
DO NOT WRITE IN ABOVE SECTIONS 


Date | Court Action 
FOr Crowils. crescen ss ets sere ee fOr CLEN CON eo cre, sate eunvenice oF ot asyors eee eae 
CourtiReporters », ..4ieegeitonn «cue iee eee cal ener eee 
BAL res sreesge oye sted ore weecart fe ara Ges ova ar eee (Cash or property) 
AAT OUrMeM tO ncwn:s cietemeeras cies etree eter eRe Reason css naacte ket See 


Fail to appear when on Bail CL] Bail forfeited 
(] Warrant issued 
Fail to appear on Summons (] Warrant issued 
{] Trial in absentia 
Defendant Arraigned Plea 
Notice given under The Highway Traffic Act 
El) Wa (ea fel tsa 7a} 
Finding of Court 
LJ) Guilty 
[] Dismissed 
L] Withdrawn 
(] Suspended sentence 


Comments and recommendations: 


I hereby certify that the information herein is a true extract from the court record. 


PART III 
POLICE RECORD 


COURT DISPOSITION 


WA GISAte ci avs da SU ae Coe ee ie ee oe on Seatoe CROWN naib ic oe Uh tenca 2 he 
Guilty CL Dismissed OD 
Withdrawn [] Suspended [] 
ACC se so a uO oe eA te Mic etna ht ce tag, Ah AY RR Rei ee cea is 2. 2-1 ee a 
PUIG a es Shree, SER eer eo Le hae aegis Ge en re ee 
Coststxey V2 ae Sins is ae os AN) aoe LO Re ns ee 
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Sn? 1, 6501.07.81: eee] ee (ee.(elim.i8\'»\ 0 ee m)\siaKe)'e|.e) b),$)16) siieie! ele] sjin\s,.6. 6:\si'6\.6, » ¥, sile, 6.9: 6 


AGB O00) OF SRC ACTER UCUIC ATO. CUS SRC 1 ORCC O) OWCR CWO MEIC) ICON) CoO Ru OCIOI. On S- COC Ae) Dur ith COOe MRC ROR ECE ERE Ie Ons CCL IRE 


Shseerpenere eceke sodas ae eee ahs is! ssh 6), 8 eeelieas terol sUs192 s16;(0/e|'e,\6/\p\-e.\e iis) a's! .aia) e'(s) Svs) @ (eis) eheenvahell eifersietei<:41'o.(6/(6) 6 bls, ele er-6:e) ere. aiereuelals 


BRAGS MeNoXshaKoRahow Sk clipe) oiispal'e Tanase teu tememmiter fee sleet eseris ee) sist aulati te? eo y ey wiih ain key Mp rte) oWe KeeNen eiened suaiies volver a)-ehbtend on eet endtenereWerat a Ome 


reer assis es SMS as be Os Ue ony! releRe Sb ee kaFeeiscs) ais tate si pie ees 4 \e18/ 00h 63, sv eco ste) vile! wie ee) eh oie sake ierekelet a pat sce he Ms) wits) siratahiei cre 6.14: /e0 st." a hal whe ier at ale teie alee 


(Signature) 
PART IV 
SUMMONS 

INGspene nctde Shi dane ae 
DockebsNownnosri ee onssan pected ope PageNok 4g aesas eee ce oe eee Dates eee he te hts avo a Wee eee 
Canada 
Province of Ontario Intthe Magistrate!s: Court-atepeini cee eee cen rae nh ee eee 
You are charged with the following offence: 
Oia iS Cee ne: See es Gays OF Ae tence ess ts a5 See Oe I! rere 3 Tie ERRIERE, > <-5.c.c RRC ERR ne eric 
INET Mood bio eo ne ul dB. at bor DRONA tee aR MTR Gao dS RANT 3 a Pit os hao cael ec Oe ee eR OE 

(Print) (Last) (First) (Middle) 
BAC CUT OS Ce ai eta She gin S00 Re aa eS Ata ee MEM TA fy AC ge Wn Re Reacin  FA snes Bis ae ep Ren seyey see 
(Print) (Municipality) (P:O:) (Province) 
Binchdatercmnrniery ve ace Mortars aaa SOXe anise eevee: OCCUpPATO Mareen ter Aceare at oi coaiem eC Ne ere 
Chylic No: 
Opaletc NO aa aa ate ree RVGAIe es Ae ook wuonse eee: PEOVARE: Pur was eco aii ea ae Did unlawfully 
OnperaterMotora.enicleep ys ane uae meee ee ION ay An as A cet. Chet nciictary ae SV Ganesan aaihtere treme eens 
(Reg. No.) 
Wiakenee..ee ari, wera ais. Se ley DCAN ehiiGleommmepetem  cis,.oeaeneeer ey ter eee en, ste er cee Meant A Pongaet s areatsrotetare 
OnTIeTeS NAT Mee mete eee ce eee ey INN TE Eo wg cis Rast eeasl Macthaveuscernn orev oN oaeMbere ev ate Se rea 
(Last) (First) (Middle) 
ENGUON GES SSE PoE Ne Se ee Ee ee SST Ee cats. «AE RR Se Oem mE Tee) 
(Street) (Municipality) (P.O.) (Province) 


Upon a highway, namely 


And did then and there commit the following offence under 


x Indicates Offence Charged 


(] The Highway Traffic Act ED) sno wes oy a ee be pies Seapine. 

Speeding (over limit) [J 1-10 m.p.h. f] 11-20 m.p.h. L] over 20 m.p.h. 

tee jan JO NE IOT Ace lo 6 m.p.h. zone). 
Improper Left Turn [] No signal J Cut corner (J From wrong lane 
Improper Right Turn L] No signal (J Into wrong lane (_] From wrong lane 
Disobeyed Red Signal-light [] Stop wrong place L] Proceed against L] Fail to stop 
Disobeyed Stop Sign J Stop wrong place OJ ee walk fl pepe fast 
Improper passing LJ To right of vehicle (] Left of centre [] Lane not clear 


@iheraviolationee er wwe pets ake ae Ie Pee teas skeen io tanedsner srarey peiobey ot aer 459 dis oEaiia) ols necsas. cov PaLcala cise etactis aerators 
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Slippery Visibility 


pavement 
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Other 
Traffic 
Present 


Cross _ 
Oncoming 
Pedestrian 


Pedestrian Just Missed 


Caused person i 
Driver 


to dodge 


Indicates Particulars 


(} Built-up 
[J 2-Lane 


CL] Industrial 
[J 3-Lane 


Area 


V 


Highway 


Accident 


Close 
Very close 


Accident 


Et PADS SS eOversi.00 
fal E 


L] School 
(] 4-Lane 


(_] Residential LJ Open 
(] 4-Lane Divided () Other 


The Complainant says that he has reasonable and probable grounds to believe and does believe that the person 


named above committed the offence indicated. 


Important—Read Back of 
Summons Carefully 


(address) 


READ CAREFULLY 
The following charges cannot be settled out of court: 


1. Any violation resulting in personal injury or 
property damage. 


2. Careless driving. 


3. Speeding violation in excess of 20 m.p.h. over 
limit. 

4. Second or subsequent offence. 

5. Any other offence designated by the magistrate. 
If you are charged with any offence other than those 
named above, you may plead guilty to the offence 
charged by signing the plea of guilty form below and 
depositing this summons and paying the fine prescribed 
for the offence at the magistrate’s office at.......... 


before the appearance date on the summons. 


Note: If you wish to forward the fine by mail, send 
the plea of guilty duly signed to the magistrate’s 


OLN COO AL es tere RNS eae Sea ae ee 


seven days before the appearance date and you 
will be notified of the amount of the fine. 


NOTICE 


If you are found guilty of an offence where injury to 
or the death of any person or damage to property 
occurred in connection therewith or if the penalty 
imposed includes suspension or revocation of the 


Flues eH a A eee m. to answer to the above charge and to be further dealt with according to law. 


driver’s licence or owner’s permit, The Highway Traffic 
Act provides that, upon conviction of any such offence 
in the circumstances indicated therein, your driver’s 
licence and owner’s permit shall be forthwith suspended 
by the Minister of Transport. 


NOTICE 


The court may issue a warrant for the arrest of any 
person who fails to appear to answer a traffic ticket 
summons or who has not pleaded guilty and paid the 
prescribed fine before the appearance date, or the 
evidence may be taken in your absence and if con- 
victed a warrant of commitment will be issued. 


(Tear off at perforation if fine to be paid by mail) 


PLEA OF GUILTY 


I, the undersigned, do hereby enter my appearance on 
the complaint of the offence with which I am charged. 
I am informed of my right to a hearing by the court 
and that my signature to this plea of guilty may result 
in a conviction by the court against me and in that event 
this record will be sent to the Registrar of Motor 
Vehicles and that this conviction may involve the 
suspension of my licence. I do hereby plead guilty to 
the offence as charged, waive my right to a hearing by 
the court, and agree to pay the penalty prescribed for 
the offence. 


(defendant’s name) 


(driver's licence number) 


(address) 


(defendant's signature) 


O. Reg. 116/57, Form 1; O. Reg. 258/57, s. 1; O. Reg. 
323/60, s. 3. 
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under The Surrogate Courts Act 


RULES OF PRACTICE 


APPLICATIONS FOR PROBATE, ADMINISTRATION, 
AND GUARDIANSHIP 


1. Every application for probate or administration 
or guardianship shall be made by petition prepared, 
signed and presented by the applicant or his solicitor. 
CARFOMI9S OS Regs 35d.) tlle 


2. The petition shall set forth the facts that are 
necessary and upon which the applicant relies for a 
grant, and shall show the value of the real property 
and of the personal property that would be affected by 
the grant; and all such facts, including the statement 
of value, shall be verified upon oath. C.R.O. 1950, 
Rega sods r 2: 


3. Where there is more than one applicant, separate 
a of affidavit shall be used. C.R.O. 1950, Reg. 
SOUT Se 


4.—(1) In the petition and supporting material, the 
deceased and every person referred to shall be described 
by his given name or names and surname, and, if com- 
monly known otherwise, the true name shall be fol- 
lowed by the words ‘‘commonly known as”’ followed by 
the name by which he is commonly known. 


(2) Where the name contains a distinguishing letter, 
not being the first letter of a given name, that fact 
shall be shown in the petition and supporting material. 
C.R.O. 1950, Reg. 357, r. 4. 


5. The petition shall show that the deceased was 
at the time of his death unmarried, married, a widower 
or divorced. C.R.O. 1950, Reg. 357, r. 5. 


6. No probate or letters of administration with the 
will annexed shall issue until after the lapse of seven 
days from the death of the testator, and no letters of 
administration shall issue until after the lapse of four- 
teen days from the death of the intestate, unless, in 
either case, the judge otherwise directs. C.R.O. 1950, 
Reg. 357, 1.6: 


7. Where two or more applications for a grant are 
made, the judge shall determine upon a summary ap- 
plication which prevails. C.R.O. 1950, Reg. 357, r. 7. 


PROBATE 


8. On an application for probate or for administra- 
tion with the will annexed, the due execution of the 
will shall be proved by one of the subscribing witnesses 
whose name shall be given in full, but, if it be shown 
that the subscribing witnesses are dead, or if from 
other circumstances an affidavit cannot be obtained 
from either of them, the due execution of the will may 
pe ratebiebed by other evidence. C.R.O. 1950, Reg. 
SOW, 118. 


9. Where the testator executed the will by making 
his mark, the proof shall show that before its execution 
it was read over to him and that he had a know- 
ledge of its contents and appeared to understand it 
perfectly. C.R.O. 1950, Reg. 357, r. 9. 


10. Proof of due execution shall be made in respect 
of every will and of every codicil thereto. C.R.O. 
1950, Reg. 357, r. 10. 


11. No affidavit of execution of a will or codicil 
and no affidavit of plight shall be sworn by a witness 


to the will or codicil before another witness to the will 
or codicil. C.R.O. 1950, Reg. 357, r. 11. 


12. Where it is proved that a will is made in accord- 
ance with section 13 of The Wills Act, due execution 
thereof may be proved by showing that the signature 
is that of the deceased. C.R.O. 1950, Reg. 357, r. 12. 


13. The will shall be marked as an exhibit to the 
affidavit of the applicant and shall be identified by his 
signature and shall be marked as an exhibit to the 
prea Ne due execution. C.R.O. 1950, Reg. 
SO Mea Lon 


14. Where in a will there appear interlineations, 
alterations, erasures or obliterations that have not 
been attested, such interlineations, alterations, erasures 
or obliterations shall not be regarded or included in 
the probate unless it is shown that they existed in the 
will before its execution or have been rendered valid 
by republication of the will or by the subsequent 
execution of a codicil thereto. C.R.O. 1950, Reg. 
Bihan HY, 


15. Where words have been erased or obliterated 
that may have been of importance, or where the 
appearance of the will is such as to indicate an at- 
tempted cancellation by burning, tearing or the like, 
or where any suspicious circumstances exist, probate 
shall not be granted until all such matters have been 
explained to the satisfaction of the judge. C.R.O. 
1950, Reg. 357, r. 15. 


16. If a will is not dated or is dated imperfectly, 
one of the attesting witnesses shall furnish evidence of 
the date of execution, or, where such evidence cannot 
be obtained, evidence shall be furnished of the execu- 
tion between two definite dates, or that search has 
been made and that no will of presumably later date 
has been found. C.R.O. 1950, Reg. 357, r. 16. 


17. Where the deceased died testate, it shall be 
shown, 


(a) that the deceased was of the full age of twenty- 
one years at the time of the execution of the 
will or that the deceased, having been placed 
on active service or called out for training, ser- 
vice or duty, was serving in the naval, military 
or air forces of Canada, or, being a mariner or 
seaman, was at sea or in the course of a voyage 
at the time of the execution of the will; 


(b) that neither witness to the will is a beneficiary 
or the husband or wife of a beneficiary named 
therein, or, if so, that a named beneficiary or 
the husband or wife of a named beneficiary is 
such a witness; and 


(c) that the deceased did not marry after the 
execution of the will, or otherwise, as the fact 
may be. C.R.O. 1950, Reg. 357, r. 17. 


18. Where, by reason of the fact that a beneficiary 
or the husband or wife of a beneficiary witnesses a will, 
the provisions made therein for such beneficiary are 
void, such fact shall be endorsed on the will by the 
registrar, and such endorsement shall appear on the 
copy of the will attached to the grant. C.R.O. 1950, 
Reg. 357, r. 18. 
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DOUBLE PROBATE 


19.—(1) Where all of the executors named in a 
will have not made application for probate and the 
right has been reserved to one or more of them to make 
application for probate at some future time, or, if an 
alternative executor is called upon to complete the 
administration, and, in either case, if it is desired to 
have the appointment of such executor or executors 
confirmed by the court, the grant for which the applica- 
tion is made shall be termed ‘‘double probate’’. 


(2) The application shall state, in addition to the 
fact of the original probate having been granted to the 
original applicant, the reason for the second applica- 
tion. 


(3) The will or the copy contained in the original 
grant shall be marked as an exhibit to the affidavit of 
the applicant and shall be identified by his signature. 


(4) The original letters probate shall be surrendered 
with the application. C.R.O. 1950, Reg. 357, r. 19. 


SOLEMN FORM 


20. Where the circumstances appear to justify the 
direction, the judge may require that proof be made in 
solemn form. C.R.O. 1950, Reg. 357, r. 20. 


21. Where probate or letters of administration with 
the will annexed are sought of a will that is lost or 
destroyed, the proof shall be made in solemn form. 
CAR{O), 1950. Ree. 657, m. 212 


ADMINISTRATION 


22.—(1) Upon an application for letters of ad- 
ministration of the estate of an intestate, it shall be 
shown that search for a will has been made in all 
places where the deceased usually kept his papers. 


(2) A certificate by the registrar that no will has 
been deposited in his office shall also be filed. C.R.O. 
1950, Reg. 357, r. 22. 


23.—(1) Subject to section 52 of The Surrogate 
Courts Act, upon an application for letters of adminis- 
tration the names and kinship of those having a prior 
superior right or equal or similar right to a grant 
shall be shown, and it shall be shown that every person 
entitled in priority has consented or renounced other- 
wise a citation shall be served upon those who have not 
so consented or renounced, calling upon them to show 
cause why administration should not be granted to the 
applicant. 


(2) The judge may direct notice to be given to, or 
consent to be obtained from, any of the next of kin 
equally entitled to administration. C.R.O.° 1950, 
Res, 357, 1. 23; 


(When application is made by one who is not one of 
the next of kin, see section 36 of The Surrogate Courts 
Act.) 


24. Where there are no known next of kin or where 
the only next of kin are infants, notice shall be pub- 
lished in such newspapers as the judge directs. C.R.O. 
1950, Reg. 357, r. 24. 


(See section 36 of The Surrogate Courts Act and also 
The Crown Administration of Estates Act.) 


25.—(1) Upon an application for letters of ad- 
ministration in respect of the whole or any part of the 
property of an intestate, it shall be shown whether any 
marriage of the intestate, or of any person with whom 
he went through a form of marriage, has been dissolved 
or annulled, and, if so, the particulars of the dissolution 
or annulment. 


(2) Where it appears that a marriage of the intestate 
may have been dissolved or annulled, there shall be 
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shown the name and address of any person with whom 
the intestate may have gone through a form of marriage 
and the names and addresses of all issue of any such 
marriage. C.R.O. 1950, Reg. 357, r. 25; O. Reg. 
SV Saecoanbe 


ADMINISTRATION DE BONIS NON 


26. Upon the death of the administrator of an 
estate leaving part of the assets unadministered, an 
application may be made for a grant of letters of ad- 
ministration de bonis non administratis to complete the 
administration of the estate. C.R.O. 1950, Reg. 357, 
F. 20. 


27. The application shall be similar in form to the 
original application for administration and shall recite 
the particulars of the first grant and that the adminis- 
trator has died leaving part of the assets of the estate 
unadministered and the grounds on which the applicant 
is making claim to the grant. C.R.O. 1950, Reg. 357, 
Ea 2 


28. The inventory shall contain only the unad- 
ministered property with values as of the date of the 
application. C.R.O. 1950, Reg. 357, r. 28. 


29. The words ‘‘de bonis non’’ shall be inserted 
after the word ‘‘administrator’’ wherever it occurs in 
the application and grant. C.R.O. 1950, Reg. 357, r. 29. 


30. The original grant shall be surrendered with the 
application. C.R.O. 1950, Reg. 357, r. 30. 


ADMINISTRATION DE BONIS NON WITH WILL ANNEXED 


31. Where the executor of an estate has died in- 
testate and there are no other executors to carry on 
the administration of the estate or where the adminis- 
trator with the will annexed of an estate has died 
leaving part of the estate unadministered, the bene- 
ficiaries under the will may nominate any person to 
make application for a grant of administration de bonis 
non administratis with the will annexed to complete the 
administration of the estate. C.R.O. 1950, Reg. 357, 
Teroks f 


32. The application shall be similar in form to the 
original application and shall recite the facts of the 
death of the executor or administrator, the names of 
all the beneficiaries who still have an interest in the 
estate and the grounds on which the applicant is 
making claim to the grant. C.R.O. 1950, Reg. 357, 
Te O2; 


33. The inventory shall contain only the unad- 
ministered property with values as of the date of the 
application. C.R.O. 1950, Reg. 357, r. 33. 


34. The words ‘“‘de bonis non’’ shall be inserted 
after the word ‘‘administrator’’ wherever it occurs in 
the application and grant. C.R.O. 1950, Reg. 357, r. 34. 


35. The original grant shall be surrendered with 
the application. C.R.O. 1950, Reg. 357, r. 35. 


ANCILLARY GRANTS 


36.—(1) Where a foreign court of competent juris- 
diction has granted probate or administration with the 
will annexed of an estate that consists, in Ontario, of 
personalty only, and application for ancillary probate 
or administration with the will annexed is made and 
it is shown that the executor or administrator is by 
the law of the domicile of the deceased entitled to 
receive the personalty, and the inventory required by 
section 55 of The Surrogate Courts Act is filed, ancillary 
letters shall be issued. 


_ (2) Where the whole or part of the estate consists, 
in Ontario, of realty, it shall also be shown that the 
will was executed in a manner sufficient to pass realty 
in Ontario. 
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(3) It is not necessary to produce the original 
will, but an exemplification of the foreign grant shall 
be filed. C.R.O. 1950, Reg. 357, r. 36. 


RE-SEALING 


37.—(1) Every application for re-sealing shall be 
by petition and all material facts shall be verified by 
affidavit except that the grant sought to be re-sealed 
may be accepted as proof of death and, in case of 
testacy, of the execution of the will and that it is the 
last will of the deceased and, in case of intestacy, that 
the deceased left no will. 


(2) A certified copy of the grant sought to be re- 
sealed shall be filed. C.R.O. 1950, Reg. 357, r. 37. 


(See section 75 of The Surrogate Courts Act.) 
SECURITY TO BE GIVEN 


38. The security to be given by adminstrators, 
foreign executors and guardians shall be by the bond 
of a guarantee company or by personal bond in the 
appropriate form with due affidavits of execution and 
justification to the satisfaction of the judge who may, 
if he deems it necessary, require the personal attend- 
ance of the sureties before him for examination. C.R.O. 
1950, Reg. 357, r. 38. 


(As to bonds of guarantee companies, see The Guaran- 
tee Companies Securities Act.) 


39.—(1) The sureties in administration and guard- 
ianship bonds, if not a guarantee company, shall justify 
to an amount or amounts which in the aggregate shall 
equal the amount of the penalty in the bond and each 
surety shall be of the full age of twenty-one years and 
shall so declare. 


(2) Where the value of the property is $400 or 
less, one surety is sufficient, and, where the value of 
the property is greater than $400, at least two sureties 
are required unless the judge otherwise directs. 


(3) In the case of an administration de bonis non, 
the bond shall be based upon the value of the unad- 
ministered assets. 


(4) No registrar or solicitor shall be surety to any 
such bond. C.R.O. 1950, Reg. 357, r. 39. 


40.—(1) Any person interested in an estate may 
file a memorandum requiring notice to be given to him 
of the consideration of the bond and he shall then be 
served with an appointment to inquire into its sufh- 
ciency. 


(2) The judge may, if he disallows the bond, permit 
a new bond to be filed, but shall not allow the grant 
to issue until satisfied that adequate security has been 
furnished) VERIO. 1950" Reon 357.15 40) 


41. If the judge has reason to believe that the value 
of the property of the deceased, or of the ward, exceeds 
the sum stated by the applicant, he may inquire into 
the matter in a summary way and determine the 
amount of security to be given. C.R.O. 1950, Reg. 357, 
r. 41. 


42. Where a grant has issued and it is shown to the 
satisfaction of the judge that the sureties are not suffi- 
cient, he may direct the guardian, administrator or 
foreign executor to furnish further security, and, in 
default, may revoke the grant or suspend its operation. 
CR-OMISS0 Res. 357) 1 42: 


(See sections 58 to 66 of The Surrogate Courts Act.) 
INTERVENTION 
43.—(1) Any person interested may intervene by 


filing a notice in the prescribed form (Form 38) and 
an affidavit showing the nature of his interest. 


Vol. 3—Sig. 24 


(2) A copy of the notice and affidavit shall be 
served upon the applicant by the intervener as soon 
as may be after filing. 


(3) Notice of all proceedings thereafter shall be 
given to the intervener. C.R.O. 1950, Reg. 357, r. 43; 
O. Reg. 8/54, s. 2. 


CAVEATS 


44, At any time before grant is sealed, any person 
interested in an estate may by a caveat filed in the 
office of the Registrar of the Supreme Court, if no 
certificate under section 40 of The Surrogate Courts Act 
has been forwarded, or in the office of the registrar, 
require that nothing be done with reference to the 
estate of the deceased without notice being first given 
to him or his solicitor. C.R.O. 1950, Reg. 357, r. 44. 


45. If the caveat is filed in the office of the Registrar 
of the Supreme Court, he shall transmit a copy of it to 
the registrar with his certificate under section 40 of 
The Surrogate Courts Act, and such caveat shall there- 
upon be deemed to be filed with the registrar. C.R.O. 
1950, Reg. 357, r. 45. 


46. Notwithstanding the filing of a caveat, an ap- 
plication may be made for a grant, and notice of the 
application may be sent to the Registrar of the Supreme 
Court, but no forther proceedings shall be taken upon 
such application without notice being given to the 
person filing the caveat, unless he consents, until the 
caveat has been removed. C.R.O. 1950, Reg. 357, r. 46. 


47.—(1) The party filing a caveat shall declare 
therein the nature of his interest in the property of the 
deceased and state generally the grounds upon which 
he enters the caveat, and the caveat shall be signed by 
the party, or by his solicitor on his behalf, and an 
address shall be given at which service may be effected. 


(2) The caveat shall be accompanied by an affidavit 
of the person filing the caveat or of some person on his 
behalf showing the nature of his interest and that the 
caveat is not entered for the purpose of delay or to 
embarrass any person interested in the estate. C.R.O. 
1950, Reg. 357, r. 47. 


48.—(1) A caveat remains in force for six months 
after it is filed unless it is sooner withdrawn and there- 
after it is of no effect but at any time thereafter another 
caveat may be filed. 


(2) A caveat may be withdrawn at any time upon 
the order of the judge. C.R.O. 1950, Reg. 357, r. 48. 


49.—(1) Where a vexatious caveat is filed, the judge 
may order it to be vacated. 


(2) Upon an application to vacate a caveat, the 
judge may give all directions necessary for a speedy 
trial. “CiR8O, 1950), Ree. 357, 1.49. 


50.—(1) Where an application for probate or ad- 
ministration is made and a caveat has been or is there- 
after filed at any time before grant is sealed, the 
registrar shall send a warning to the person who 
entered the caveat, by registered mail, addressed to 
him at the place named in the caveat. 


(2) Such warning shall state the nature of the ap- 
plication made and give the name and address of the 
applicant, and, if a will is propounded, give the date 
of the will and shall call upon the person entering the 
caveat to enter an appearance in seven days if he 
desires to contest the application. C.R.O. 1950, Reg. 
oily, 58, OO); 


DIRECTIONS FOR TRIAL 


51.—(1) If an appearance is entered, an application 
shall be made to the judge for the purpose of adding 
all necessary parties and for ordering the service ot 
such citations as are necessary. 


(Abe 
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(2) A person served with a citation and desiring to 
be heard shall file an appearance in the office of the 
registrar within such time as is set out in the citation 
or within such further time as the judge allows, and, 
in default of filing such appearance, he is not entitled 
to notice of any further proceeding. 


(3) At the expiration of the time limited for the 
entry of appearance, the applicant shall apply to the 
registrar for an appointment for further directions and 
shall, at least four clear days before the return of the 
appointment, serve a copy thereof upon all persons 
who have appeared. 


(4) Upon the return of the appointment, the judge 
shall settle the issues, determine whether pleadings 
are to be delivered, whether production of documents 
and discovery are necessary, shall give all further 
necessary directions and fix the mode of trial. C.R.O. 
(950 Ress Sova Ole 


52.—(1) Upon an application for proof of a will in 
solemn form, or for revocation of a probate, or where 
in any proceedings the validity of a will is disputed, 
the judge shall direct that all persons having an interest 
in upholding or attacking the validity of the will be 
made parties to the proceeding. 


(2) Such parties shall be served with a citation 
calling upon them to enter an appearance and warning 
them that in default they will be bound by the result 
of such proceedings as are taken in their absence. 


(3) All parties entering an appearance shall be 
served with notice of the application for directions 
concerning trial. C.R.O. 1950, Reg. 357, r. 52. 


(See Supreme Court Rules 75-77 as to Class Repre- 
sentation. ) 


CITATION TO ACCEPT PROBATE 


53.—(1) Where an executor fails to bring in a will 
for probate, any person interested may cite the executor 
to accept or refuse the probate and execution of the 
will, or to show cause why probate or administration 
with the will annexed, as the case may be, should not 
be granted to the applicant or to such other person 
having the prior right thereto who is willing to accept 
the same. 


_ (2) No such citation shall issue until after the lapse 
of fourteen days from the testator’s death. C.R.O. 
1950F Reg 35is) Ge5s: 


CITATION TO BRING IN WILL 


54. Where it is shown to the satisfaction of the 
judge that any testamentary document may be in the 
custody of a person, a citation may be issued to such 
person, calling upon him to deposit in the office of the 
registrar any testamentary document in his possession 
or control, or to state under oath that no such document 
is in his possession or control. C.R.O. 1950, Reg. 357, 
r. 54. 


55. Where it is shown to the satisfaction of the 
judge that a person has knowledge of any will or other 
document or any asset relating or belonging to an 
estate, a subpoena may by leave of the judge be served 
upon such person calling upon him to attend at a time 
and place to be named and to be examined touching 
the same. C.R.O. 1950, Reg. 357, r. 55. 


CITATION WHERE INTESTACY 


_ 56. When upon an intestacy letters of administra- 
tion have not been issued, any person interested may 
before himself applying for grant cite those having a 
prior right to accept or refuse administration, and, in 
default of application being made by them, he may 
file his own petition and proofs. C.R.O. 1950, Reg. 
STW IAD gaecot ow 


ORDER TO BRING IN GRANT FOR REVOCATION 


57. Where it is sought to revoke a grant, a citation 
may issue calling upon the person in whose favour the 
grant has been made to bring the grant into the regis- 
trar’s office within the time specified in the citation, 
and, pending the determination of the proceedings, the 
person holding the grant shall not act thereunder with- 
out the leave of the judge. C.R.O. 1950, Reg. 357, r. 57. 


GUARDIANSHIP 


58. Upon an application for guardianship, there 
shall be shown the names of the parents and their 
place of abode, the time of their death if they be dead, 
the names and places of abode of the infants, the 
relationship of the applicant to them, the value of the 
real and personal property of the infants and the annual 
value of such property with particulars thereof and such 
other proof as the judge requires. C.R.O. 1950, Reg. 
Soih re OS 


59. Acaveat against the grant of letters of guardian- 
ship may be filed and the practice with respect to the 
caveat shall conform as nearly as may be to the practice 
in the case of caveats against the grant of probate. 
C.R:O, 1950; Ree: 357, 1: 59: 


PASSING OF ACCOUNTS 


60. Executors, administrators, trustees under a will 
and guardians of infants may pass their accounts 
voluntarily or they may be called upon by citation to 
do so on the application of any person interested 
therein. C.R.O. 1950, Reg. 357, r. 60. 


(See sections 23 and 61 of The Trustee Act.) 


61.—(1) A petition with inventories and accounts 
duly verified by affidavits shall be filed with the regis- 
trar and thereupon the judge shall fix a time and place 
for the passing of the accounts. 


(2) On the first passing of accounts, an afhdavit 
showing whether there has been publication of an 
advertisement for creditors shall be filed with the 
accounts. 


(3) The judge shall give all necessary directions for 
the service of his appointment, and, if he deems it 
proper, for the service of a copy of the accounts, upon 
those interested therein including a representative of 
any deceased beneficiary. 


(4) Where an infant is concerned, contingently or 
otherwise, notice shall be given to the Official Guardian 
who shall be informed of the name and interest of the 
infant and given the address of the person with whom 
the infant resides, and there shall also be served upon 
the Official Guardian a copy of the petition, the in- 
ventories and accounts duly verified by affidavits and 
a copy of the letters probate of the last will and testa- 
ment of the deceased. 


(5) Where a mentally incompetent person or a 
person who has been declared incapable under sec- 
tion 36 of The Mental Incompetency Act or an absentee 
is concerned, contingently or otherwise, notice shall 
be given to his committee. 


(As to service upon a patient in an institution, see 
section 88 of The Mental Hospitals Act.) 


(6) Where there is no committee of such person, 
notice shall be given to the Public Trustee who shall 
be informed of the name and interest and the last known 
address of such person, and there shall also be served 
upon the Public Trustee a copy of the petition, the 
inventories and accounts duly verified by affidavits 
and a copy of the letters probate of the last will and 
testament of the deceased. 
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_ (7) The accounts shall be passed before the judge 
in chambers. C.R.O. 1950, Reg. 357, r. 61. 


62.—(1) The accounts shall contain a true and per- 
fect inventory of the whole property in question, includ- 
ing, 


(a) an account showing of what the original estate 
consisted; 


(b) an account of all money received; 
(c) an account of all money disbursed; 
(d) an account of all property remaining on hand; 


(e) a statement of compensation claimed by the 
executor or administrator; 


(f) such other accounts as the judge requires. 


(2) Where principal and income are dealt with 
separately by the will or instrument creating any trust 
estate, the accounts shall be divided so as to show 
separately receipts and disbursements in respect of 
principal and income, and in every other case the 
amounts may be so divided if the accounts of principal 
and income have been kept separate. 


(3) Where executors, administrators, trustees or 
guardians have made investments of trust funds, the 
accounts shall show separately particulars of, 


(a) all money so invested; 


(b) all money received by way of repayment of or 
realization upon such investments in whole or 
in part; and 


(c) the balance of all such investments remaining 
om bandas) © RAO 950% Rese Soars O2- 


( For compensation, see section 61 of The Trustee Act.) 


63. Upon passing accounts, the judge may moderate 
any bill of costs and charges of solicitors employed by 
the executors, administrators, trustees or guardians, or 
refer the same for taxation under The Solicitors Act. 
C.R.O. 1950, Reg. 357, r. 63. 


64.—(1) Every order made upon passing accounts 
shall be made in duplicate and one of such duplicates 
shall be filed with the registrar who shall enter it in 
full in a book to be kept for that purpose. 


(2) The order shall be served by registered mail or 
in such other manner as the judge directs upon the 
persons who attended or were represented at the 
passing of the accounts. C.R.O. 1950, Reg. 357, r. 64. 


WILLS DEPOSITED FOR SAFE KEEPING 


65. Every will deposited for safe keeping with the 
registrar shall be enclosed in an envelope, securely 
sealed, upon which shall be endorsed the name and 
address of the testator and of the executor or executors, 
and the registrar shall mark thereon a memorandum 
showing the date of deposit and from whom received. 
GC REO M1950 Reo gonte Ooe 


66. Where a will is deposited for safe keeping by a 
person other than the testator, the person shall also 
deposit his affidavit stating that the will is in the same 
plight, state and condition as when received by him 
from the testator. C.R.O. 1950, Reg. 357, r. 60. 


67.—(1) A will deposited for safekeeping shall not 
be removed, copied or inspected during the testator’s 
lifetime except by the testator in person, or, upon the 
order of the judge, by a solicitor acting under the 
written authority of the testator, which authority shall 
be verified by the affidavit of the solicitor and shall be 
filed. 


(2) After the death of the testator, the will shall 
be delivered to the executor upon his personal applica- 
tion or to such other person as the judge directs, 
and, in either case, the registrar shall take a receipt 


for the will and retain a copy of it compared and certi- 
fied by him. C.R.O. 1950, Reg. 357, r. 67. 


68. An affidavit of due execution of the will may 
be deposited with it, and in such case no further affidavit 
need be furnished upon the application for probate 
thereof unless required by the judge. C.R.O. 1950, 
Reg. 357, r. 68. 


REGISTRAR’S DUTIES 


69. The registrar shall keep his office open on such 
days and during such hours as the office of the clerk 
of the county court is required to be kept open. 
C.R.O. 1950, Reg. 357, r. 69. 


70. The registrar shall keep such books as are re- 
quired by the Inspector of Legal Offices. C.R.O. 1950, 
Regn aon teni Os 


71. All communications by the registrar to the 
Registrar of the Supreme Court shall be by registered 
letters CORIO LOS 05 Resag57 un al 


72. All fees and postage shall be paid by the party 
on whose behalf the proceedings are had at the time 
proceedings are taken and the grant shall not be issued 
until the fees are paid. C.R.O. 1950, Reg. 357, r. 72. 


73. Upon an application for probate or letters of 
administration or guardianship and upon receipt of the 
certificate from the Registrar of the Supreme Court, the 
registrar shall forthwith submit the application to the 
judge (C3R{O! 1950; Res: 357, 1.73. 


74. The registrar shall number each application for 
probate, administration or guardianship received by 
him in the order in which it is received and shall en- 
dorse on it the date of its receipt and shall make an 
entry thereof in the book to be kept for that purpose 
with a number prefixed to correspond with the number 
on the application. C.R.O. 1950, Reg. 357, r. 74. 


75. The registrar shall number, endorse and enter 
all caveats lodged with him in the same manner as 
applications for grants. C.R.O. 1950, Reg. 357, r. 75. 


76. The registrar shall endorse the date of receipt 
upon all papers filed with or received by him and enter 
a note thereof and of every proceeding in the proper 
books GR ON 1950) Reem so7iuien 10s 


77. Every order made in chambers shall be signed 
by the judge, and, unless required to be copied 
in full, the registrar shall make a note of such order in 
a book to be kept by him. C.R.O. 1950, Reg. 357, r. 77. 


78. A citation shall be by an order to be granted 
ex parte by the judge upon an affidavit showing the 
facts upon which the citation is founded. C.R.O. 
1950, Reg. 357, r. 78. 


79. Every judgment shall be signed by the registrar 
and issued by him under the seal of the court and shall 
be entered in full in the book to be kept for that pur- 
pose. C.R.O. 1950, Reg. 357, r. 79. 


80. All grants of probate, administration or guard- 
ianship shall be signed by the registrar and issued under 
the seal of the court, and any copy of a will forming 
part of or attached to the grant shall be authenticated 
by the signature of the registrar, and the grant and 
copy of the will shall be recorded in the proper register. 
GERFOM195 OS Res eso) OU: 


81. Upon the revocation of a grant of probate, ad- 
ministration or guardianship, an entry thereof shall be 
made by the registrar across the face of the grant 


recorded in the register in the following form: ‘“Re- 
voked by Judge’s Order, dated the............ day of 


195... (CRO, 1950) Rees} 


82. The costs of proceedings in the court shall be 
taxed by the registrar subject to appeal to the judge. 
RO 1950 GRegedotn t. S82: 


83.—(1) The notices of application for grant of 
probate and administration required to be made under 
The Surrogate Courts Act to the Registrar of the Su- 
preme Court by every registrar shall contain the neces- 
sary statutory particulars and also the residence and 
description or addition of the person by whom the 
application is made. 


(2) The notices of application for guardianship 
shall contain, 


(a) the name, residence and date of birth of each 
infant; 


(b) the name, residence and addition of each 
parent and information as to whether each 
parent is living or dead, and, if dead, the date 
of death; 

of the 


(c) the name, residence and addition 


applicant; 
(d) relationship of the applicant to the infant; and 


(e) the date that the application was received 
and date that notice was mailed. 


(3) The lists of grants of probate and administra- 
tion and the return of revocations required to be trans- 
mitted monthly under The Surrogate Courts Act to the 
Registrar of the Supreme Court by every registrar 
shall be in such form as the Inspector of Legal Offices 
directs and shall contain, 
and addition of the 


(a) the name, residence 


deceased; 
(b) the date of death; 


(c) the date of grant of probate or administration 
or revocation; 


(d) the names of the executors and administrators 
and their residences and additions; 


(e) the nature of grant or revocation; and 
(f) the total value of the estate. 


(4) A return of every appointment and removal or 
resignation of a guardian required by The Infants Act 
to be made to the Registrar of the Supreme Court by 
every registrar shall be in like manner and form as is 
required by The Surrogate Courts Act and these rules 
in the case of grants of probate and administration. 
CARO 1950, Reon 357), c 83. 


REGISTRAR OF THE SUPREME COURT 


84.—(1) It is the duty of the Registrar of the 
Supreme Court to make entry of the particulars set out 
and specified in the notices of application for grants of 
probate and administration and of every revocation 
transmitted to him by the registrar in a separate 
book called the application book and to make entry of 
every notice of application for grant of probate and 
administration and of every revocation in a separate 
book called the application index book and to properly 
file such notices of application and such revocations, 
and the lists of grants of probate and administration 
and the revocations required to be transmitted monthly 
to the Registrar of the Supreme Court by every 
registrar shall be properly filed. 
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(2) It is the duty of the Registrar of the Supreme 
Court to make entry of the particulars set out and 
specified in the notices of application for grant of 
guardianship and of the removal and resignation of 
a guardian transmitted to him by the registrar in a 
separate book called the guardianship book and to 
make entry of every notice of application for grant of 
guardianship and of every removal or resignation of a 
guardian in a separate book called the guardianship 
index book and to properly file such notices of applica- 
tion, such resignations and such orders for removal, and 
also to file “‘by counties” the monthly returns. 


(3) It is the duty of the Registrar of the Supreme 
Court to make entry of the particulars set out and 
specified in the caveats lodged with him and in the 
copies of caveats transmitted to him by the registrar 
in a separate book called the caveat book and to make 
an entry of each lodged with the clerk or copy of 
caveat transmitted to him in a separate book called 
the caveat index book and to properly file such caveats 
and copies of caveats. 


(4) All the books mentioned in this rule shall be 
of such size, manner and form and the entries made 
therein of such nature as the Inspector of Legal Offices 
directs. C.R.O. 1950, Reg. 357, r. 84. 


FORMS 


85.—(1) The forms contained in Appendix A shall 
be used with such variations or modifications as cir- 
cumstances require, but any variance therefrom, not 
being in matter of substance, does not affect their 
regularity. 


(2) The provisions contained in the forms pre- 
scribed shall be deemed to be authorized by these rules. 
GRO; 1950) Res. 35.4, 2. 85: 


SHERIFF 


86. The sheriff shall attend the trial of all con- 
tested matters. C.R.O. 1950, Reg. 357, r. 86. 


ESTATES OF SOLDIERS DYING ON ACTIVE SERVICE 


87. Where letters probate, letters of administration 
or letters of guardianship are sought with respect to 
the estate of a member of the combatant forces of 
Canada who has died while on active service and the 
whole property of the deceased or of the ward does not 
exceed in value $5,000, the registrar shall prepare the 
necessary papers to lead to grant, including all papers 
and proofs required by The Succession Duty Act, and 
the bond, if any, and administer the necessary oaths; 
and the total amount to be charged to the applicant 
for all the proceedings and services shall be $2 and 
the tariff of fees prescribed to be paid to the registrar, 
the judge and to the Crown shall be varied accordingly. 
GrRZO OS) ker Soe te ove 


AFFIDAVITS 


88. Any solicitor may take any affidavit in con- 
nection with any of his non-contentious business in 
surrogate court matters, including all affidavits re- 
quired for obtaining the grant of letters of administra- 
tion or probate or guardianship. C.R.O. 1950, Reg. 
SHOW ive toloh 


TARIFFS 


89. The fees prescribed in Appendix B are the fees 
to be taken in the surrogate court. C.R.O. 1950, 
Reg. 357, r. 89. 


PROCEDURE 


90. Where no provision is made in these rules or 
in the rules of the Supreme Court and no analogy can 
be found therein, the practice shall be as in the Probate 
Divorce and Admiralty Division of the High Court of 
Justice in England. C.R.O. 1950, Reg. 357, r. 90. 
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APPENDIX A 
Form 1 


APPLICATION FOR PROBATE IN COMMON 
FORM BY A SOLE EXECUTOR 


To the Surrogate Court of the County of.......... 
In the estate of A.B., deceased. 
The petition of C.D. of (full address) in the County 


OLRM eer tice , (occupation). 


1. A.B., late of (full address) in the County of...... 


Reger , (occupation), deceased, died on or about the 


Mite Countyuote syne eee , and the deceased at 
the time of his death had his fixed place of abode at 


Baas oy ct ROMEO CountyAOl In a ayadaded oe oe 
[or had no fixed place of abode in Ontario (or resided 
out of Ontario) but had at such time property in the 


County ane. I 


2. The deceased was at the time of his death (un- 
married, married, a widower or divorced). 


3. The deceased in hts lifetime duly made his last 


will bearing date Chee Tee Garo nie ae Oa eee 
and at that time was of the full age of twenty-one years, 


Gain Ole Ryne heen aee LO! ar ale 


4. The deceased did not marry subsequent to the 
last mentioned date(s). 


__5. Neither witness to the will (07 codicil) is a bene- 
ficiary or the husband or wife of a beneficiary named 
therein. 


6. Your petitioner is the executor named in the will 
(or codicil). 


7. The value of the whole property of the deceased 
which he in any way died possessed of or entitled to is 


ENE SUMIEOL serra ie ieee dollars, full particulars ofwhich 
are shown in the inventory and appraisement exhibited 
herewith. 


Wherefore your petitioner prays that probate of 
the will (and codicil) of the deceased may be granted 
to him. 


Datedatheseeerncee date Of i semaine dO eee 


C.D. (or) 
C.D. by his solicitor, E.F. 


CREO. 1950s Reo Soup App nue hou le On Ree 


3 /Oull esses 


Form 2 


APPLICATION FOR GRANT OF 
ADMINISTRATION WITH THE 
WILL ANNEXED IN COMMON FORM 


SAME AS ForM 1, SAVE THAT FOR CLAUSE 6 SUBSTITUTE: 
6. No executor is named in the said will (or codicil) 


or the executor therein named is dead, not having 
taken out probate, or has renounced all right and title 
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to the probate and execution of the said will (or as 
the fact may be) and that I am the residuary legatee 
named therein (or as the fact may be). C.R.O. 1950, 
Reg: 357, App, Ay Form 2% O, Res. 8/51, s. 2 


Form 3 


APPLICATION FOR GRANT OF 
ADMINISTRATION 


To the Surrogate Court of the County of.......... 
In the estate of A.B., deceased. 

The petition of C.D., of (full address) in the County 
, (occupation). 


Showeth, 


1. A.B., late of (full address) in the County of...... 


(occupation), deceased, died on or about 


ior ae (Cowwalny Oi. sacacteang acy, and that the deceased 
at the time of his death had his fixed place of abode 


EN ee ie tread brace eer HOt NOC CIMA Osan ons ode csesine 
{or had no fixed place of abode in Ontario (or resided 
out of Ontario), but had at such time property in the 


Gout yeOreer see ene ile 


2. The deceased left codicil or testa- 


mentary paper. 


no will, 


3. The deceased was at the time of kts death (un- 
married, married, a widower or divorced, us the case may 
be; af ever divorced, give particulars). 


4. The deceased left him surviving the following 
next of kin and heirs at law (here give the names, 
addresses and relationship of relatives of deceased with 
ages of those under twenty-one and show if any under 
legal disability): 


5. Your petitioner claims to be entitled to ad- 
ministration of the estate as (here state the grounds of 
the applicant's right). 


6. The value of the whole property of the deceased 
which he in any way died possessed of or entitled to 


I WKS QUT Wks, cocci as dollars, full particulars of 
which are shown in the inventory and appraisement 
exhibited herewith. 


Wherefore your petitioner prays that administra- 
tion of the property of the deceased may be granted 
to him. 


Dated, etc. 
Cpe (or) 
C.D., by hts solicitor, E.F. 
Form 4 
NOTICE TO BE TRANSMITTED BY REGISTRAR 
OF A SURROGATE COURT TO THE REGIS- 
TRAR OF THE SUPREME COURT OF ON- 
TARIO OF APPLICATION MADE TO SUCH 


COURT FOR A GRANT OF PROBATE TO 
EXECUTOR 


In the Surrogate Court of the County of.......... 


[pethesestateroueA beens ane ae deceased. 


716 


SURROGATE COURTS 


Reg. 551 


To the Registrar of the Supreme Court of Ontario: 


Take notice that application has been made to this 
Court for a grant of probate of the will bearing date 


THe sane ee La SRe hed ot ete. tara , 19..., [and codicil 
(or codicils), bearing date the........ day: OL. wart: ; 
PON Soe tot myn tecd tne Bsc 29 PPE WORs oe, oc 6 ARS oc 


in this County, deceased, (occupation), who died on or 


ADOUte tea mesa: GanyeOb ie. hanes 19..., having 
at the time of his death a fixed place of abode at 


Ritts oc eis pao ii this “COumty «5: 2156 viene es aLOM mo 
fixed place of abode in Ontario (or resided out of 
Ontario), but having at such time property in this 


ASOUMU Vee ta oie ne Gerben Sree a wOlmerhee conty , ini tne 


Ciienitsy” Gil, ais ous | oe the executor 


named in the said will (or codicil ) 
Dhe estates valued ati - ac. .ge- onc 


Application received the 


oN ae 


Form 5 


NOTICE TO BE TRANSMITTED BY REGISTRAR 
OF A SURROGATE COURT TO THE REGIS- 
TRAR O8 DHE SUPREME JCOURT OF ON= 
TARIO FOR GRANT OF ADMINISTRATION 
WITH THE WILL ANNEXED WHERE NO 
EXECUTOR APPOINTED 


In the Surrogate Court of the County of.......... 

Inethesestaite [ole Ase ater ea tela: , deceased. 

To the Registrar of the Supreme Court of Ontario: 
Take notice that application has been made to this 


Court for a grant of letters of administration with the 
will and codicil (or codicils) annexed, the will bearing 


date the........ lai Ol nea ere ODF a amcaciie 
codicil (or codicils), bearing date the.......... day of 
nl R Re CER Feral alana, geet ee aCe Or! 
So eeeL ue rend ees in this County, deceased, who died 
ONO AVOUT Ue. a shi. ER UNG is vce, oom dente eae ae 197 


having at the time of his death a fixed place of abode 


CHEE ELTA E, Seen un a , In this County [or no fixed 
place of abode in Ontario (or resided out of Ontario), 
but having at such time property in this County], by 


ConaiveOl nan 4 eee ee the residuary legatee (or 
as the case may be), named in the will (or codicil) [or by 
J.P., the solicitor of the residuary legatee named in 
the will (or codicil), no executor having been named in 
the will (or codicil)}. 


berestate ist valued@aiegeet mpaee eee 
Application received the | 
PGA W Obl sie ae ., 19... | Registrar of the said Court 


This notice mailed the........ das Chiee MS: s 


cS ee 


Form 6 


NOTICE TO BE TRANSMITTED BY REGISTRAR 
OF A SURROGATE COURT OF THE’ REGIS- 
TRAR OF THE SUPREME COURT OF ON- 
TARIO OF APPLICATION FOR GRANT 
WHERE EXECUTOR RENOUNCED PROBATE 
OR RESIDUARY LEGATEE HAS RENOUNCED 
ADMINISTRATION WITH WILL ANNEXED 


In the Surrogate Court of the County of.......... 

Imtherestate on Ay Ba neesn aera ce , deceased. 

To the Registrar of the Supreme Court of Ontario: 
Take notice that application has been made to this 


Courtfor a grant of letters of administration with the 
will and codicil (or codicils) annexed, the will bearing 


datexthe,. a. see = GayrOle Nr Mati ee nce , LOS ew and: the 
codicil (or codicils), bearing date the.......... day of 
A tear ee eee A eee Ppl dhOfsk Nawee: eee uate rod 


OnlOmaDOUt une: aan eres dary ote. oui h wee: LOR 
having at the time of his death a fixed place of abode 


Ait. Shean , in this County [or no fixed place of 
abode in Ontario (or resided out of Ontario), but having 
at such time property in this County] by ...., of the 


ROA Aa Reo Re ee Opa. ee Se ene en Unt Ine © Olive ron 


may be), named in the will (or codicil), 


the residuary legatee (or as the case 
; of the 


a ae Ole ta aie sauce COU Ol ranma tay 
the executor (or residuary legatee, etc.), named in the 


Will’, Renee having renounced all right to the 
probate and execution of the will, and codicil, (if any) 
or to letters of administration to the property of the 
said deceased. 
The estate is valued at $............ 
Application received the | 
\ 


a dayiohwoeee - Ona 


LOMeae 


Form 7 


NOTICE OF APPLICATION FOR GRANT OF 
ADMINISTRATION 


In the Surrogate Court of the County of.......... 
Tria Cn ms CNEL ae Te cP te ci eee ss eee 
To the Registrar of the Supreme Court of Ontario: 


Take notice that application has been made to this 
Court for a grant of letters of administration of the 


DEODCKEY, Olt. han anestees he latevorvihe eect aac. of 
ee ee in this County, deceased, who died 
intestate on or about the........ WAGON Mateve a euma teas ; 


19..., having at the time of his death a fixed place of 


abode at ., in this County [or no fixed 
place of abode in Ontario (or resided out of Ontario), 
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but having at such time property in this County], and 
who left him surviving the following heirs at law and 
next of kin (give names, addresses and relationships), by 


., one of the next of kin (or as the case may be). 


sNhevestatesis valued at ge o> eases 


LORE. 
Form 8 


CERTIFICATE BY THE REGISTRAR OF THE 
SUPREME COURT OF ONTARIO UPON 
NOTICE OF APPLICATION FOR GRANT 


THE SUPREME CouRT OF ONTARIO 
SURROGATE OFFICE 


lngiherestater oltre wanrrie sown cra , deceased, 
named in a certain notice of application to the Surro- 


gaterCourtot thes Count ysOlres aaasan ec: for grant 
of probate (or administration, as the case may be), dated 


., and described 


GHERCLINFAS eee aly eed. Pe laiteuolenp ise erty ngoe a = aCe, 
copy from application). 


I, the undersigned, do hereby certify that no notice 
of application in respect to the property of the de- 
ceased has been received by me from any of the Regis- 
trars of the Surrogate Court in Ontario, save the 
above [or zf another notice has been received, add and a 


centamothernotice oliver: application from the 
Registrar of the Surrogate Court of the County of 


A Shy tgs a muidated sthenyeenasye Gaye Olga cate. Spe seyers 
etc., for a grant of the probate of the will bearing date, 
etc. (or as in the notice of application )]. 


And I further certify that no caveat or copy of 
caveat against the grant of probate or administration 
of the property of the deceased has been lodged with 
or received by me [or if caveat or notice of caveat has 
been lodged or received, instead of the above, say: and | 
further certify that a caveat (or copy of a caveat) in 
the property of the deceased has been lodged with (or 


received by) meonthe...... Gay Olan Oe 
a copy of which is hereunto annexed]. 


Dated, etc. 


Registrar of the 
Supreme Court of Ontario 
Form 9 
AFFIDAVIT OF EXECUTOR 

In the Surrogate Court of the County of.......... 

In the estate of A.B., deceased. 
iG Dron (yjulimaddzess)her wenn in the County 
Of eed ee oe , (occupation), make oath and say: 
1. The document now produced and shown to me 
and marked as Exhibit ‘‘A”’ to this my affidavit is to 


the best of my knowledge and belief the last will of 
the deceased. 


(If codicils, pr oduce and identify them ._ 


2. I am one of the executors named in the will and 
am of the full age of twenty-one years and my name, 
place of residence and occupation are above correctly 
stated. 


3. I have read over carefully the annexed petition 
and the statements therein are true. 


4. Now shown to me and marked as Exhibit “B” 
to this my affidavit are the inventory and appraisement 
of the property of the deceased. 


5. I will faithfully administer the property of the 
deceased by paying his just debts and legacies, so far 
as the same will thereunto extend and the law bind 
me, and by distributing the residue, if any, of the 
property according to law; and | will exhibit under 
oath a true and perfect inventory of all the property 
of the testator and render a just, full and true account 
of my executorship when lawfully required. 


Sworn before me at the) 
| 
\ 
| 


inpthes@ountymomne a4, 


A Commissioner, etc. 


Form 10 
INVENTORY OF{ESTATE 
In the Surrogate Court of the County of.......... 
Iny-thewestate 06-0. es Jee ees , deceased. 


Inventory and valuation of the property of the 
deceased. 


Value or 


General description of property amount 


Clothing and jewellery..............-. 
Household goods and furniture........ 
Farming implements, etc............. 
Stocksintradens tease ates eho eee 
TLOLSES Reece att eas cB eck: 
FLOpnediGattlewa. «ate wae ole seins « 
Sheep andswin€h 2.0... tataceeeor: 
Book debts and promissory notes...... 
Moneys secured by mortgage......... 
Money secured by life insurance....... 
Bank stock and other stocks.......... 
Securities formoney ss .0s-he. |e 
Gashlonwh and taper akeat tyne ree ecere 
Gashaimebankcgn sto att cn see eee eee 
Farm produce of all kinds..........-. 
Other personal property not before men- 
HONACK(GM VN) Gadarlasocae so cotemot 
IRealsestate st: shite: nmeecl-ckonbaae « 


This is exhibit marked “B”’ referred 
TOMMEURG au aye Ole eee acna 
sworn before me this........ day of 


A Commissioner, etc. 
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Form 11 


AFFIDAVIT OF EXECUTION OF WILL OR 
CODICIL 


In the Surrogate Court of the County of 


In the estate of A.B., deceased. 


I, C.D., of (full address) in the County of 
(occupation), make oath and say: 
iG late of the 


I knew A.B., 


(occupation), deceased. 


eset 6 ee ate 


19..., | was personally present and did see the paper 
writing hereunto annexed and marked as exhibit “A”, 
to this my affidavit, executed by the testator, as it 
now appears, as and for his last will and testament, by 
signing fis name (or making his mark, as the case may 
be) at the foot or end thereof. 


3. The testator was on that date of the full age of 
twenty-one years to the best of my knowledge and 
belief. 


The will was so executed by the testator in the 


preseiice of mysell and El omof thes. ee em 
, in the County of 
(occupation), who were both present at the same time; 
whereupon E.F. and I did, in the presence of the 
testator, attest and subscribe the will as witnesses. 


(If deceased was a marksman or blind, add): 


5. Previous to the execution of the will by the 
testator, it was read over to him by me (or by 
EN fe, NEM SHEL Sas , as the case may be in my presence), 
and the testator at such time seemed thoroughly to 


understand it (or had full knowledge of its contents). 


Sworn, etc. 


Form 12 


AFFIDAVIT OF PLIGHT AND CONDITION AND 
FINDING WHEN NECESSARY UNDER RULES 
14 AND 15 


{THis SHouLD BE COMBINED WITH ‘THE AFFIDAVIT 
OF EXEcUTION (ForM 11) WHEN MADE BY 
THE SAME PERSON] 
In the Surrogate Court of the County of 


In the estate of A.B , deceased. 


I, C.D., etc., make oath and say: 


1. I am an executor named (or as the case may be) 
in the document now hereunto annexed, purporting 


to be and contain the last will of A.B., late of........ . 
etc., deceased, who died on or about the........ day of 
A ie yieitty » Q@ti.cca..s:+e.,) the will bearing date 
the day of. , 19..., beginning thus 


ending thus and being 
subscribed “A.B.” and having viewed and perused 
the will and particularly observed that (here recite the 
finding of the will and the various alterations, erasures 
and interlineations (if any), and the general plight and 
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condition of the will, or any other matter requiring to be 
accounted for, and clearly trace the will from the possession 
of the deceased in his lifetime up to the time of making 
the affidavit). 


2. The will is now in the same state, plight and 
condition as when (as the case may be). 


Sworn, etc. 


Form 13 


AFFIDAVIT OF ADMINISTRATOR WITH WILL 


In the Surrogate Court of the County of 


In the estate of A.B deceased. 


Ce we ee ee eee eee wy 


of (full address) in the County of 
(occupation), make oath and say: 


1. My name, place of residence and occupation are 
above correctly stated and I am of the full age of 
twenty-one years. 


2. The document now produced and shown to me 
and marked as Exhibit ‘‘A’’ to this my affidavit is to 
the best of my knowledge and belief the last will of 
the deceased. 


(If codicils, produce and identify them.) 


3. I have read over carefully the annexed petition 
and the statements therein are true. 


4. Now shown to me and marked as Exhibit ‘‘B”’ 
to this my affidavit is the inventory and appraisement 
of the property of the deceased. 


5. I will faithfully administer the property of the 
deceased, by paying his just debts and legacies, as far 
as the same will thereunto extend and the law bind 
me, and by distributing the residue, if any, of the 
property according to law; and that I will exhibit 
under oath a true and perfect inventory of all the pro- 
perty of the testator and render a just, full and true 
account of my executorship when lawfully required. 


Sworn, etc. 
| €R.O, 1950; Reg. 357, App. A, Forms 3-13. 
Form 14 
AFFIDAVIT OF ADMINISTRATOR 
In the Surrogate Court of the County of.......... 
lgvthe, “estatemor (AUB Pepe eee deceased. 
I, C.D., of (full address) in the County of......... ; 


(occupation), make oath and say: 


1. I am of the full age of twenty-one years and my 
name, place of residence and occupation are above 
correctly stated. 


2. I am _ the and one of the 
next of kin of the deceased (alter in accordance with the 
circumstances of the case). 


3. I have made (or caused to be made) diligent 
and careful search in all places where the deceased 
usually kept his papers and in his depository, in order 
to ascertain whether the deceased had or had not left 
any will but I have been unable to discover any will, 
codicil or other testamentary paper and I verily believe 
that the deceased died without leaving any will, 
codicil or other testamentary paper whatsoever. 


4. I have read over carefully the annexed petition 
and the statements therein are true. 
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5. Now shown to me and marked as Exhibit ‘‘B”’ 
to this my affidavit is the inventory and appraisement 
of the property of the deceased. 


6. I will faithfully administer the property of the 
deceased by paying his just debts and distributing 
the residue, if any, of his property according to law 
and I will exhibit under oath a true and perfect in- 
ventory of all the property of the deceased and render 
a just, full and true account of my administration 
when lawfully required. 


Sworn, etc. 


C.R.O. 1950, Reg. 357, App. A, Form 14; O. Reg. 
8/51, s. 3. 
Form 15 


NOMINATION OF ADMINISTRATOR 
In the Surrogate Court of the County of.......... 


Inj thesestate of AB. late of thes 3 /90.0% JPae 0s. 8 of 


19..., intestate, and the undersigned are his lawful 
widow and his next of kin (or as the case may be). 


Wesdornominatesandvappointyan..) seen. to 
AP PLYal Meese. ek neces for a grant to (him or them) 
of administration of the property of.............. 

Witness my hand this........ GayiOLe carte wee 4 
LONE 
inethexpresencenot.com eh tere. shh hia nbheve. att ba C.B. 


The above may be varied so as to apply to a grant of 
administration with the will annexed. 


(A fidavit of Execution to be attached or endorsed.) 


Form 16 
CERTIFICATE OF REGISTRAR 


In the Surrogate Court of the County of.......... 


Rsthen estates ol eA\cis mare were seein see , deceased. 
I, ...., the Registrar of the Surrogate Court of the 
CSountyeOtusee rr eee , do hereby certify: That 


search has been made in the office of the Registrar of 
this Court for any will or testamentary paper executed 


by the above-named................ , deceased, that 
no such will or testamentary paper is in said office, nor 
has any such will or testamentary paper been deposited 
with me as Registrar for safekeeping. 
Watedwa trey tact oe the) 

ROPER” MR eee Bk 
Form 17 
RENUNCIATION OF PROBATE OR OF 


ADMINISTRATION WITH THE WILL 
ANNEXED 


In the Surrogate Court of the County of.......... 


Whereas A.B, latetof. 22.22.05... % , in the County 


»., and 
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had at the time of his death a fixed place of abode at 


Me cote Wither @ountyOle aan aL 
whereas he made and duly executed his last will and 


testament, bearing date the........ day. oft senac ee ; 


19...., and thereby appointed C.D. executor (or as the 
case may be), as I am informed and believe. 


Now I, C.D., do hereby expressly renounce all my 
right and title to the probate and execution of the will 
(and codicils, 1f any) of the deceased. 


In witness whereof I have hereunto set my hand 
and ‘seal this) w..9. May TOL. lit wo. deny Bla ILO e. 


Signed, sealed and fEN (Seal) 


in the presence of E.H. (EaiD), 


Note: The above form may be varied when the re- 
nunctation is by the widow or other person 
entitled to administration with the will annexed. 
In each case there must be an affidavit of execution. 

Form 18 
RENUNCIATION OF ADMINISTRATION 


In the Surrogate Court of the County of.......... 


Whereas A.B., late of the........ Of 2-238 Bile BS ; 
i theueOUltysOlmme sere citi: teat ees , deceased, 
died on or about the...... Ganyorole aren se ate Oa. 
intestate (a widower), and had at the time of his death 
a fixed place of abode at the............ OL We, 
iin, RULES OT AY (hie aiacioe wuwners , and whereas I, C.D., 
(FRAONSE oa rmicrcnammamird Gl Raaetr Aen ease , in the County of 
Bak haga tae eh a amps lawitliens sass ane Vhs only, 


next of kin (fo be varied according to the facts). 


Now I, C.D., do hereby expressly renounce all my 
right and title to letters of administration of the pro- 
perty of the deceased. 


In witness whereof I have hereunto set my hand 
And sealethisnse =a: GayvOt... inure nec euk. = TL eee 
Signed, sealed and io} 

in the presence of E.H. 

Form 19 
ADMINISTRATION BOND 
Know all men by these presents that we, A.B., of 


(full address) in the County of....... PAoa Ip 9h 2 0. eh es ; 
(occupation), C.D., of (full address) in the County of 


, (occupation), and E.F., of (full address) 


in thes@ounty OLA en ie wea , (occupation), are 
jointly and severally bound unto G.H., the Judge of 


the Surrogate Court of the County of....:......-.. ! 


IT HHS RSUIT ROLE orele be se dollars, to be paid to G.H., 
or the Judge of the said Court for the time being; for 
which payment, well and truly to be made, we bind 
ourselves and each of us for the whole, our and each 
of our heirs, executors and administrators, fairly by 
these presents. Sealed with our seals. Dated the 


720 


The condition of this obligation is such that, if the 
above-named A.B., the administrator of all the pro- 


perty (or as the case may be); of............ , late of 
thE Ade eee OLS esaahet seks , in the County of 
re Ree, © , deceased, who died on or about the 
eee Gay Sota ec ey 192 do, when lawfully 


called on in that behalf, make or cause to be made a 
true and perfect inventory of all the property of the 
said deceased, which has or shall come into the hands, 
possession, or knowledge of A.B., or into the hands or 
possession of any other person or persons for him, and 
the same so made do exhibit or cause to be exhibited 
into the Registry of the Surrogate Court of the County 


a) is ae , when thereunto lawfully required, and 
the same property, and all other property of the de- 
ceased at the time of hzs death, which at any time after 
shall come into the hands or possession of A.B., or 
into the hands or possession of any other person or 
persons for him, do well and truly administer according 
to law: that is to say, do pay the debts that the de- 
ceased owed at his decease, and further, do make, 
or cause to be made, a just, full and true account of 
his administration, when thereunto lawfully required, 
and all the rest and residue of the property do deliver 
and pay unto such person or persons respectively, as 
are entitled thereto; and if it hereafter appears that 
any last will or testament was made by the deceased, 
and the executor or executors therein named do exhibit 
the same unto the said Court, making request to have 
it allowed and approved accordingly, if A.B., being 
thereunto required, do render and deliver the said 
letters of administration (approbation of such testament 
being first had and made), in the said Court; then this 
obligation to be void and of no effect, or else to remain 
in full force and virtue. 


Signed, sealed and delivered) (ese) 
in the presence of J HE SSy 
esse) 

Form 20 


ADMINISTRATION BOND FOR 
ADMINISTRATION WITH WILL ANNEXED 


Know all men by these presents that we, A.B., of 


iuvaddress) inahe Countyol essere ere 
(occupation), and E.F., oe (full address) in the County 


Gist ato eae , (occupation), are jointly and severally 
bound unto G.H., the Judge of the Surrogate Court of 


The Counityioinsan see j bisheiteenGiteat (lle cme Gees 
dollars, to be paid to the said G.H., or the Judge of the 
Court for the time being, for which payment well and 
truly to be made, we bind ourselves and each of us for 
the whole, our and each of our heirs, executors and 
administrators, firmly by these presents. 


Sealed with out seals. Dated the........ day of 


The condition of this obligation is such that, if the 
above-named A.B., the administrator of all the pro- 


perty (ar as iheicase may be)iob.. = a2. cate 2 , late of 
EO Gar bry seater Of PAR errr tan , in the County of 
SO sh: ne ge deceased, who died on or about the 
“aes daysoh. eens ye LO 100; when awfully 


called on in that behalf, make or cause to be made a 
true and perfect inventory of the property that has 
or shall come into the hands, possession, or knowledge 
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of A.B., or into the hands and possession of any other 
person or persons for him, and the same so made do 
exhibit or cause to be exhibited into the Registry of 


the Surrogate Court or the Gouuty Ola. ais ae ets re ; 
whenever required by law so to do; and the same pro- 
perty and all other property of the said deceased at 
the time of his death, that at any time after shall 
come into the hands or possession of A.B., or into the 
hands or possession of any other person or persons for 
him, do well and truly administer according to law: 
that is to say, do pay the debts which the deceased 
owed at his decease, and then the legacies contained in 
the will annexed to the letters of administration to 
A.B., committed so far as such property shall there- 
unto extend and the law bind him; and further do 
make or cause to be made, a just, fulland true account 
of his administration when lawfully required, and all 
the rest and residue of the property, shall deliver and 
pay unto such person or persons as are by law entitled 
thereto then this obligation to be void and of no effect, 
or else to remain in full force and virtue. 


Signed, sealed and delivered 
in the presence of 

Form 21 

AFFIDAVIT OF EXECUTION OF BOND 


In the Surrogate Court of the County of.........- 


In the estate of A.B., deceased. 
eee copa rahe secede , of (full address) in the County of 
A SAAR Seo eens , (occupation), make oath*and say: 


That I was personally present and did see the 
within (or annexed) bond duly executed, signed and 
sealed by A.B., C.D., and E.F., the parties therein 
named. 


2. That I know the parties so executing. 
3. That the bond was so executed by the parties 


at these casters e (Oy ais ot clccn Aue , in the County 


4. That I am subscribing witness to the execution. 
(If any of the parties are marksmen, add:) 
5. That before execution the bond was read over 


and explained tov... ..)sesces fo , who appeared _ per- 
fectly to understand it and made his mark thereto 
in my presence. 


Sworn, etc. 


Affidavits of execution of renunciation, nomination, 
consent or other documents requiring proof shall be in the 
same form, naming the instrument, and leaving out the 
word ‘‘sealed’’. 


Form 22 


BOND OF FOREIGN EXECUTORS 
Know all men{by these presents that we, A.B., of 


(fullagddress nutes County, Of. seas cee ele 
(occupation), C.D., of (full address) in the County of 


of (full address) 


(occupation), are jointly 


as ees , (occupation), and E.F., 


igi the, COUP VOt avehete cin Soci ; 


and severally bound unto G.H., the Judge of the 
Surrogate Court of the County of............ , in the 
SUC Oboe ee dollars, to be paid to the said G.H., or 


the Judge of the said Court for the time being, for which 
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payment well and truly to be made, we bind ourselves 
and each of us for the whole, our and each of our heirs, 
executors and administrators, firmly by these presents. 
Sealed with our seals. Dated the............ day of 


The condition of this obligation is such that, if the 
above-named A.B., the executor of the last will and 


LESHATITENt OL nn ene ees A HICKO Biss 6k ace eho eee 
Cliss Stn ee minathenCountyiole sacred aor e ; 
deceased, who died on or about the............ day of 


Re soe es 19..., do, when lawfully called on in that 
behalf, make or cause to be made a true and perfect 
inventory of all the property of the said deceased, 
that has or shall come into the hands, possession or 
knowledge of A.B., or into the hands or possession of 
any other person or persons for him, and the same so 
made do exhibit or cause to be exhibited into the 
Registry of the Surrogate Court of the County of 


Sete Pirissrencan , when thereunto lawfully required, and 
the same property, and all other property of the 
deceased at the time of Ais death, that at any time 
after shall come into the hands or possession of A.B., 
or into the hands or possession of any other person or 
persons for him, do well and truly administer according 
to law: that is to say, do pay the debts that the de- 
ceased did owe at his decease, and further, do make, 
or cause to be made a just, full and true account of 
his executorship, when thereunto lawfully required, and 
all the rest and residue of the property do deliver and 
pay unto such persons or persons as are entitled thereto; 
then this obligation to be void and of no effect, or 
else to remain in full force and virtue. 


Signed, sealed and delivered 
in the presence of 


[L.S.] 
it S| 
[L.S.] 


Form 23 
AFFIDAVIT OF JUSTIFICATION BY SURETIES 
In the Surrogate Court of the County of.......... 


inkthesestateroftes. 4. cones: , deceased. 


We, C.D., of (full address) in the County of 
Picea yes tyes orators , (occupation), and E.F., of (full address) 
i) thes G@ountysolwen meme , (occupation), severally 


make oath and say that we are the proposed sureties 
on behalf of the intended administrator of the pro- 


Peta (Oi CSMtle CASE INGYAVG) OLne eie eet ae ie 
deceased, in the within bond named, for the faithful 
administration of the said property (or as the case may 
be) of the deceased; and I, C.D., for myself make oath 


and say that I reside at the.......... OL Sex aes arotenre ; 


they COUNIEY Olenree ree tr Ree and I am of the full 
age of 21 years and am worth property to the amount 


Ol Oe oes dollars over and above all enumbrances, 
and over and above what will pay my just debts and 
every sum for which I am now bail, or for which I am 
liable as surety or endorser or otherwise; and IJ, E.F., 
for myself make oath and say that I reside at the 


Sowa OL eA oe inethevCountyaolee. pene. a: 
and I am of the full age of 21 years and am worth 


property to the amount of.......... dollars over and 
above all encumbrances, and over and above what 


will pay my just debts and every other sum for which 
I am now bail or for which I am liable as surety or 
endorser or otherwise. 
Sworn, etc. 
Form 24 
PROBATE 


CANADA 
Province of Ontario 


In Her Majesty’s Surrogate Court of the County 


Be it known that, on the........ dayoleun saan F 
19..., the last will and testament (or the last will and 


testamentawithacodicils) olents eee eae aan ae : 


lateOrthe saee te ene ee Ofer ees Se ee ,in the 
Countyiolseern sete ree ee, Sees , who died on 
Onmaboutrchermee a: Gaol nA cece ornate LON eat 


ae tee ae ers and who at the time of Ais death had 
antixediaplacesof abode at... .se0s 40.06 , in the said 


Countyaoivearie te sone , [or had no fixed place of 
abode in Ontario (or resided out of Ontario) but had 


at such time property in the said Countyof.......... ie 
was proved and registered in the said Surrogate Court, 
a true copy of which said last will and testament is 
hereunto annexed (or true copies of which said last 
will and testament, and codicil, are hereunto annexed), 
and that administration of all and singular the pro- 
perty of the said deceased, and in any way concerning 
his will (and codicil), was granted by the aforesaid 


Couche tomre et ter ee ee me Ol CNE® meas tae eras of 
Rewetgioe oie toc Mi CHeNCOUIEYZOlna kent eat ae oka ee 
the sole executor (or as the case may be), named in the 
said will (or codicil), he having been first sworn well 
and faithfully to administer the same by paying the 
just debts of the deceased, and the legacies contained 
in his will (or will and codicils), so far as he is thereunto 
bound by law, and by distributing the residue, if any, 
of the property according to law, and to exhibit under 
oath a true and perfect inventory of all and singular 
the said property, and to render a just and full account 
of his executorship when thereunto lawfully required. 


Witness His Honour (here insert name of judge) 
Judge of the said Surrogate Court at the............ 


GB) ta es Bae ee in the Coumtysotmnn acer oer ; 
the day and year first above written. 


By the Court. 


Registrar 


(Seal) 


Form 25 


LETTERS OF ADMINISTRATION WITH WILL 
ANNEXED 


CANADA 
Province of Ontario 


In Her Majesty’s Surrogate Court of the County 
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, late of the 
I ea ecr gh At Ooaciapisesvc.y dt cthee Gountiaras 
deceased, who died on or about the 


Cpr de aro moet ae ta ae ete er 


ne FAD Nee etree tone eae 1S. Sea Ge Be cece mere oer 
and who at the time of his death had a fixed place of 


abode rat thes... 1c Ole tet: Orie eee , in the said 


Outi y Olene eee ci: , [or had no fixed place of 
abode in Ontario (or resided out of Ontario), but had 


at such time property in the said County of......... iF 
made and duly executed fis last will and testament 


Sinn o Wr aia ie yc Dee es ame OBR codicils), and did therein name 


EL LOM Hie enoeNl tte. ae , executor thereof (or named no 
executor therein), a true copy of which said last will 
and testament is hereunto annexed (or true copies of 


which said last will and testament, and.............. 


codicils, are hereunto annexed); and be it further 
knowmitnat omnes ans ee ee) sue GaviOh eka ee eae : 
19..., letters of administration, with the said will 


(CNG latin Metered Sle codicils) annexed, of all and singular 
the property (or as the case may be, tf grant limited), of 
the said deceased, were granted by the Surrogate Court 


Of the Gounty10f.s.cracri aes ALO ea ee rea se eer: ; 
Olathe, sharers cee Ole es aee ee ae , in the County of 
ERR CRE (insert the character in which the grant is 


taken, and, if executor renounced, so state), he, the said 


Sree rermariyay flewthes , having previously been sworn well 
and faithfully to administer the same according to the 
tenor of the said will, by paying the just debts of the 
deceased, and the legacies contained in his will (or 
will and codicils), so far as the same shall thereunto ex- 
tend and the law bind him, and by distributing the 
residue, if any, of the property according to law, and 
to exhibit under oath a true and perfect inventory of 
all and singular the property of the said deceased and 
to render a just and full account of his administration 
when thereunto lawfully required. 


Witness His Honour (here insert name of judge), 
Judge of the said Surrogate Court at the............ 


(3) Ese a ee ;an the'said'\Countyotas, sso: . 
the day and year above written. 


By the Court. 


OS ae eee 
(Seal) 


Form 26 
LETTERS OF ADMINISTRATION 


CANADA 
Province of Ontario 


In Her Majesty’s Surrogate Court of the County 


19..., letters of administration of all and singular the 
property (or as the case may be, if grant limited) of 


Omega at whois wokaehee , intestate, and had at the time 
of his death a fixed place of abode at the............ 
Cheer teeth cuts diatinds pilD the sada County Oh. aeneaese aa: 


{or had no fixed place of abode in Ontario (or resided 
out of Ontario), but had at such time property in the 


Countys Ola senses ], were granted by the Surro- 
gate Court of the County of.......... wit Oinziyeemne. tts ; 
Ob Ml ecg ee eters ai: cla eee ae , in the County of 


Sethe PRES the widow (ar as the case may be) of the 
intestate, she having been first sworn faithfully to 
administer the same by paying his just debts, and 
distributing the residue, if any, of his property accord- 
ing to law, and to exhibit under oath a true and perfect 
inventory of all and singular the said property, and 
to render a just and full account of her administration 
when thereunto lawfully required. 


Witness His Honour (here insert name of judge), 
Judge of the said Surrogate Court at the............ 


Oba iui kao Pecos ll the said, County sOlan a: envi ekt - 
the day and year first above written. 


By the Court. 


Beg Lee Nae NS Bee rae ages e poe : 
Form 27 


EXEMPLIFICATION OF PROBATE OR LETTERS 
OF ADMINISTRATION WITH WILL ANNEXED 


CANADA 
Province of Ontario 


In Her Majesty's Surrogate Court of the County 


Be it known that, upon search being this day made 
in Her Majesty’s Surrogate Court of the County of 


Gaye Olte saree cir , 19..., the last will and testa- 


, late of the 


ote eee Ober sites 2 AULLe COUN CYT Ol apie 
btbe tebe dir dy deceased, who died at.....-0+..+0 =2% 
on or about the........ Cot ianoy de Or ery acca ape eee 19. 

and had at the time of his death a fixed place of abode 
Sibert Cease te cers = Of oPeaacin tare , in the said County 
(Se toe ie (or as the case may be) was proved by 
AT eS Othe. rts fou OU Ayaan Rie ere 
in. thes County offers a ae « Pe or ne eC , the 
executor therein named [or that on the........ day of 
Lah © Meet , 19..., letters of administration with 
the last will and testament (and codicils) annexed of 
fies proper Cy Olas aie teins see , late of, etc., were 
granted ston ded wens ee. ae Olatiety ade. Ne tee of 
Dhiskans atalors cece she fin, thes County Of trtaiantt gee onl ecuiich 


which said probate (or letters of administration) now 
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remains of record in the said Surrogate Court. The 
true tenor of the said probate (or letters of adminstra- 
tion with the will annexed) is in the words following, 
to wit (here the probate or letters of administration, with 
copy of will, are to be recited verbatim). 


In faith whereof these letters testimonial are issued. 


Giventat thers a (ieee Moen nae , in the 
ABOUT Ole rare ste easels this aero: Gace day of, etc. 
Sviecehtas ioe Aa NR oe . 
(Seal) 
Form 28 


CITATION TO PARTIES CONCERNED 
In the Surrogate Court of the County of.......... 
ingtve estateroreAnBe aes. o. 25 , deceased. 


To E.F., of (etc.), Greeting. 
Whereas an application has been made in this 
Court for probate of an alleged will of the above named 


A.B., bearing date the........ davisol gals: h 2 ace ae J 
19..., *(and whereas the validity of the will has been 


broushtsunto question by «GD! of. o.. 4.0. oa. , one 
of the next of kin of the deceased, who opposes the 
granting of probate thereof, and whereas it is desirable 
that the validity of the alleged will should be deter- 
mined once and for all after notice to all concerned in 
the said estate): 


You are therefore required to enter an appearance 
in the office of the Registrar of this Court, at the 


Courtouseia tans aeons te , within ten days after ser- 
vice upon you of this citation, inclusive of the day of 
service, if you desire to take part in the determination 
of this question. 


In the event of your failing to enter an appearance 
you will have no further notice of those proceedings, 
and the validity of the will in question will be deter- 
mined in your absence and you will be bound thereby. 


The alleged will may be seen at the office of the 
Registrar. 


Dated, etc. 


*If no contest and proof in solemn form alone ts 
sought, omit this clause. 


Form 29 
APPEARANCE 
In the Surrogate Court of the County of.......... 
In the estate of A.B., deceased. 


TG Dr Ol Gi address) ere. (occupation), ..... 
desire to contest the validity of the alleged will of the 
above named A.B., propounded for probate by E.F., 
and say that it should not be admitted to probate for 
the following reasons (here state reasons, e.g., that it 
was not duly executed, or that the alleged signature is 
not the signature of the said A.B., or that the execu- 
tion of the said will was procured by fraud and undue 


influence, or that at the time of the making of the said 
will the said A.B. had not testamentary capacity, 
or as the case may be). 


MivsaddnressiOrserviceds ges mris 5... ace n eee 


Dated, etc. 
CAD. (or) 
C.D., by X.Y., his solicitor. 
Form 30 
ORDER ON MOTION FOR DIRECTIONS 


In the Surrogate Court of the County of.......... 
In the estate of A.B., deceased. 


FATS YEG OU trae han ne om Usui ie 8 cyl ee 


_ Upon the application of C.D., who has propounded 
for probate an alleged will, purporting to have been 


made by the said A.B., on the........ dayzouga teas ; 


19..., in the presence of counsel for E.F., who has 
filed a caveat, and, upon being warned, has entered 
an appearance thereto, and it appearing that G.H. and 
H.H. are also next of kin of the said A.B., and that 
M.D. and N.D. are interested under the will and that 
the aforementioned persons are all those interested in 
either attacking or upholding the validity of the al- 
leged will, I caused citation to be served upon them 
and M.D. and N.D. having entered an appearance and 
having been notified of the motion and G.H. and H.H. 
not having appeared; 


I do order that C.D. do attend and submit to an 
examination for discovery at such time as may be 


appointed during the week commencing............ ; 
on service of two days’ notice of the appointment upon 


his solicitor and upon payment of $.......... conduct 
money. 


3: 


And I do direct that the issues to be tried be as 
follows: 


1. €.D. and M.D. and N.D. affirm and E.F, 
denies that the will was duly executed by A.B. 


2. E.F. affirms and C.D. and M.D. and N.D. deny 
that the making of the will was procured by the fraud 
and undue influence of C.D. (etc., etc., as the case 
may be). 


And I direct that the issues shall be tried before 


VOM Sdoaedo'e be Gay Olin te eee tre ON: 
A.M. (or P.M.). 


*Here insert order for production of papers or any 
further direction found necessary. 
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Form 31 
CAVEAT 
In the Surrogate Court of the County of.......... 
In the estate of A.B., deceased. 
Let nothing be done in the estate of A.B. of 
> i fhe en oe PIMECRO Was. BE eo OL. « c.cnn ons Wt OuE 


BUDGE s Ome TEE LOL A meteeam uri. aeie. ced Oo , in the County 


E.F. is (state relationship and interest in the estate). 

This caveat is entered for the reason (state the 
reason, e.g., lhe deceased was at the time of his death 
without testamentary capacity, or E.F. has reason to 
fear and does fear that A.B. was procured to make a 
will by undue influence and fraud). 

Dated, etc. 


oH, 
Address for service 


Form 32 
AFFIDAVIT TO ACCOMPANY CAVEAT 
In the Surrogate Court of the County of.......... 
In the estate of A.B, deceased. 
PGI ios thereat CER RO INE EAR Bea ene , in the 
Conntya Ole scans ee wen dee , make oath and say: 


1. That I am (state nature of deponent’s interest in 
estate). 


2. That the caveat that is filed or is to be filed by 
me in this matter is not entered for the purpose of 
delay or to embarrass anv person interested in the estate. 


Sworn, etc. 


Form 33 
WARNING TO CAVEAT 
In the Surrogate Court of the County OLD tie ce sees 
In the estate of A.B., deceased. 
To E.F., etc. Greeting. 
Whereas you by your caveat required notice to be 
given to you of any application that might be made in 


the matter of this estate, 


You are now warned that on the.......... day of 


Sf eee ee , filed in this Court a petition asking 
(state nature of application and, if probate is sought, give 
date of will). 


You are therefore warned that, unless you cause an 


appearance to be entered hereto within ten days from | 


this date stating your desire to contest such applica- 
tion and the nature of your objection thereto, such 
application will be dealt with without further notice 
to you and you will be regarded as assenting thereto. 


Your appearance must be entered at my office in 


they Court Ouse. dite: Veieneenin ree , on or before the 
ee ee GayiOb we Ane raat bo 
Dated, etc. 
ao Registrar 
Form 34 
CITATION TO BRING IN A TESTAMENTARY 
PAPER 


In the Surrogate Court of the County of.......... 


In the estate of A.B., deceased. 


To E.F., etc. Greeting. 

Wheneasitisiallesed Dye j4 2: the «sce crass , of the 
eT oe Oh. J 2a. «eee. that ‘al itestamentary 
document signed by A.B., of the.......... (0) Semen a : 
who died on or about the........ Gayroleysas nee i 


19..., is in the possession of you, the above named 
ELF. 


You are therefore ordered and directed to bring 
into the office of the Registrar of this Court, at the 


Courcmiicuse, imthes. sso eee OLE is 98 , and 
there leave any testamentary paper signed by A.B., 
which is now in your possession, power or control, 


WOW age ey days after service of this citation upon 
you. 

In the event of no such document being now in your 
possession, power and control, you are within the same 
time to file in the said office an affidavit to that effect 
and setting forth what knowledge, if any, you may 
have respecting any testamentary paper signed by the 
said A.B. 

Herein you fail at your peril. 


Dated, etc. 


Form 35 
CITATION TO-ACCEPT OR REFUSE PROBATE 
In the Surrogate Court of the County of......... 


In the estate of A.B., deceased. 


chs CAV MOLE guns GAY OL ste sea ee ree Lo 

Whereas A.B., of the............ OLN Sr. bak ee i 
Im the GOUMEVI OL. 3-1 cee a ate ors Pe ea 6 hg 4 , died on 
or about the..... kch SCH, Fie eae a er ,19..., having 
made his last will and testament dated the...... day 
(0) AN A RRM ee ere ,19..., and having appointed 
Se ONE E Ai rnats cert cia -, in the County of 
ae ee Fan 2 ave bate! 212i JeXCCULOD PRELeOt: 
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It is ordered that C.D. do, within...... days after 
the service hereof upon him, accept or refuse probate 
of the said will, or show cause why letters of adminis- 
tration with the will annexed should not be granted 


topes leroletives yeas. er OL ST notin eks , in the County 


, (occupation). 


And it is ordered that in default of the said C.D. 
accepting and extracting probate of the will within 
the time above mentioned, E.F. may proceed to obtain 
letters of administration with the will annexed to be 
granted to him. 


Dated, etc. 
re eee 
Form 36 
CITATION TO ACCEPT OR REFUSE 
ADMINISTRATION 

In the Surrogate Court of the County of......... 

In the estate of A.B., deceased. 

cee ne Gayarcler ae Cavity mis es Sener en lo 

Wiheneas Al Be of the: 20. oe). 4. Ole: SU ar ee , in 
the Coumtyeof- ss aucess- ey. Gare AE , died on the 


Poked dayiOl eae te en lon eeeamuestatewleatvine: 
(CID add, P, and G.H. (giving names, residences and re- 
lationship). 


Andiwhereas nko. of ther, . aceon Obes  meeeee , 
iho) aves (COMMA LNG oo on ees , (occupation), is one of 
the persons entitled in distribution to the estate of the 


said A.B. (or alleges that the said J.K. is a creditor of 
the said A.B.). 


It is ordered that C.D., E.F., and G.H., do, within 


Rees tet days after the service hereof, enter an appear- 
ance in the office of the Registrar of this Court at 


5a: EN OA OTN and accept or refuse letters of adminis- 
tration of the estate of the deceased, or show cause 


why letters of administration should not be granted 
Ones 

And it is ordered that, in default of C.D., E.F., or 
G.H., or some of them, so appearing and accepting and 
extracting such letters of administration within the 
time above mentioned, J.K. may proceed to obtain 
letters of administration of the estate. 


Dated, etc. 


Form 37 


CITATION TO BRING IN GRANT 
WHERE REVOCATION IS SOUGHT 


In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 


Whereas an application has been made for the 
Revocation of a Grant of Probate (or letters of ad- 


ministration), issued on the...... Cano ayy torches ai j 


SURROGATE COURTS 


SUC 10) MEDIO, ; Git 6 6 oe ee a OMe iy eee ee , in the 
County ee eete oes Ree , as executor of the 
Niall Gost IIB Gs Wey. dn oboe Olen nererte on yee , in the 
Countyeomen ene , (or as administrator of the 


estate of, etc.). 

Tens ordered that C.D. do, within...... days after 
the service hereof upon him, bring into and leave with 
the Registrar the aforesaid Gra nt, there to remain 
until such application is determined. 

Dated, etc., 


Form 38 

INTERVENTION 
In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 
Take notice that I, C.D., of (full address) in the 
Countysoten. ween COCCI DATLOM Grae cranr aeen 
of the above-named............ , desire notices to be 
given me of all proceedings in connection with his 
estate. 

Wixi vaddressstorm Service is)... ae: ie eee ae 


hetse di 5 SpA aes: be effected upon 


(or service may 


Mie Mien my Solicitor, atsits.oniGeat. a. uence i) 


Dated, etc. 
‘Co ID).. (or) 
C.D by Se. hissolicitor 
Form 39 


AFFIDAVIT OF INTERVENTION 

In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 
of (full address) in the County of........, 
(occupation), make oath and say: 

I am (state nature of deponent's interest in the estate). 

I desire to intervene in the matter solely for the 
purpose of protecting my interest and in good faith 
and not for the purpose of delay or from any improper 
motive. 


Sworn, etc. 


Form 40 
APPLICATION FOR LETTERS OF GUARDIAN- 
SHIP BY ONE OF THE NEXT OF KIN OF 
INFANT CHILDREN BY A DECEASED 
WIDOWER 
To the Surrogate Court of the County of......... 
The petition of C.D., of (full address) in the County 


, (occupation), 


726 


Showeth: 
A.B., late of (full address) in the County of 
a eee , (occupation), died on or about the...... 
Cay OF OF ates WO) at theses. Wc ee of 


A.B. died a widower (as the case may be) leaving 


hie; am intanGiol soe eee years of age, having been born 


on the...... Gee Olea en rie Meine , 19% a, and Gabe 


Anvinbant Offs years of age, having been born on 


, his natural and 


Diitinen COU Ly «Olen SAF ss cls 2.25 = 


3. A.B. died intestate (or as the case may be) and 
without having appointed a guardian of the infants. 


4. H.F., the lawful mother of the infants, resides at 


Eso (or is dead, or as the case may be). 
5. The value of the whole property to which the 


infants are entitled is the sum of.......... dollars, 
full particulars of which are shown in the inventory 
and appraisement exhibited herewith. 


6. Due notice has been given of your petitioner’s 
intention to apply to be appointed guardian and that 
the petitioner is the (state relationship, if any). 


7. Therefore, your petitioner prays that he may be 
appointed guardian of the persons and estates of the 
infants. 


Dated, etc. 
(Calpe 


(or if signed by solicitor, C.D. by his solicitor, J.P.). 

(Where children have been legally adopted, the form 
should be amended accordingly.) 
Form 41 

ELECTION BY MINORS OF A GUARDIAN 

In the Surrogate Court of the County of......... 

Whereas A.B., late of (full address) in the County of 

(occupation), deceased, died on or about 


Uh Grr ae (GE lo) Ge Rardrae Sarit? LD ie Aue eee AS ads eee 

in, etc., intestate, a widower (or widow), leaving C. D.. 

E-F., and G.H., Ais lawful children, C.D. being a 
minor of the age of twenty years only, and E.F. being 
also a minor of the age of nineteen years only, and 
G.H. being an infant of the age of six years only. 


Now we, C.D., and E.F., do hereby make choice 
at and elect KOL. vot the... 256 (0) Clee eof , in the 
KeGtintriOl. a. «tree , (occupation), to be our guardian. 


In witness whereof we have hereunto set out hands 


Signed'in the presencewwtr 2 55)2. oc. at we 


Nore: An affidavit of execution 1s required. 
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Form 42 
OATH OF GUARDIAN 
In the Surrogate Court of the County of......... 


In the matter of the guardianship of the infant 
child (or children) of A.B., deceased. 


I, C.D., of (full address) in the County of......... r 
(occupation), make oath and say: 


1. I am of the full age of twenty-one years and my 
name, place of residence and occupation are above 
correctly stated. 


2. | am the person applying to be appointed the 
guardian of E.F., the infant child of A.B., (or as the 
case may be) deceased. 


3. I have read over carefully the annexed petition 
and the statements therein are true. 


4, Now shown to me and marked as Exhibit “B” 
to this my affidavit is the inventory and appraisement 
of the property to which the infant is entitled. 


5. I will, if I] am appointed such guardian, faith- 
fully perform the trust of guardianship and [ will, 
when my ward becomes of the full age of twenty-one 
years, or whenever the guardianship is determined or 
sooner if thereto required by this Court, render to 
my ward, or to his executors or administrators, a just, 
full and true account of all goods, moneys, interests, 
rents, profits, property or other estate of my ward, 
which shall have come into my hands or possession or 
under my control and will thereupon, without delay, 
deliver and pay over to my ward or to his executors 
or administrators the estate or the sum or balance of 
money which may be in my hands or possession or 
under my control, belonging to my ward, deducting 
therefrom and retaining such reasonable sum for my 
expenses and charges as shall upon an audit of my 
accounts be allowed by the Court. 


Sworn, etc. 
Form 43 
BOND TO BE GIVEN BY GUARDIANS 
Know all men by these presents that we, C.D., of 


(tuladdress) Anath et County Ole essen ee oe eal ere 
(occupation), KK. L., of (full address) in the County of 


, (occupation), and M.N., of (full address), 


iNathenGounty \Ol. ateetees cess , (occupation), are held 
and firmly bound unto R.F. and G.F., of the......... 


,in the County of.......... ; 


ehildren of ALB. late of the;....2.... Ol. Sune eee : 


in) ther Gountyiova.: 2. sent: 2 a ee eer , deceased, and 


to each and every of them in the sum of............ 
dollars, to be paid to E.F. and G.F., their and each of 
their executors, administrators and assigns, for which 
payment to be well and truly made, we do bind our- 
selves and each and every of us, our and every of our 
executors and administrators firmly by these presents. 


Sealed with our seals. Dated the...... CavGOrawe rs 


Ie ae 


Whereas C.D., being appointed guardian of the per- 
sons and estates of the infants by the Surrogate Court 


of the County of.........., according to the Statute 
in that behalf, is required to give security for the per- 
formance of the trust. 
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Now the condition of this obligation is such that, 
if the above bounden C.D. shall faithfully perform the 
said trust, and he or his executors or administrators 
shall, when the infants respectively become of the full 
age of twenty-one years, or whenever the guardianship 
shall be or is determined, or sooner if thereunto re- 
quired by law, render to each of the infants, or to their 
respective executors or administrators, a just, full and 
true account of all goods, moneys, interest, rents, pro- 
fits, property or other estate of the infants, that shall 
have come into the hands of C.D., and will thereupon, 
without delay, deliver and pay over to each and every 
of the infants or to theiy executors or administrators, 
the estate or the sum that may be in the hands of 
him, C.D., belonging to the infants, deducting there- 
from and retaining a reasonable sum for the expenses 
and charges of him, C.D., then this obligation to be 
void, or else to remain in full force and virtue. 


Signed, sealed and delivered | CAD? [ees] 
in the presence of TREES easel 
J MN. [LS] 


Form 44 


AFFIDAVIT OF 
JUSTIFICATION BY SURETIES 


In the Surrogate Court of the County of......... 


In the matter of the guardianship of the infant 
child (or children) of A.B., deceased. 


We, K.L., of (full address), in the County of....... , 
(occupation), and M.N., of (full address), in the County 
Olin ete , (occupation), severally make oath and 

That we are the proposed sureties on behalf of the 
intended guardian of the infant child (or children) of 
A.B., deceased, who died on or about the...... day 
, 19..., in the within (or annexed) 
bond named, for the faithful performance of the trust 
of guardianship to him to be committed; (continue as 
in form of Affidavit of Justification to Administraiion 
Bond). 

Form 45 
NOTICE Ae LOM BE MlIVAINS Veli Da sisivas cia Ee 

REGISTRAR OF A SURROGATE COURT TO 

THE REGISTRAR OF THE SUPREME COURT 

OF ONTARIO, OF APPLICATION FOR 

LETTERS OF GUARDIANSHIP 

In the Surrogate Court of the County of.......... 
To the Registrar of the Supreme Court of Ontario: 


Take notice that application has been made to this 
Court by C.D., of, etc. to be appointed guardian to 


E.F. and G.F., who reside at the........ (6) Gee or es ; 
ine the: County ok to5e0" , infant children of A.B., 
late of, etc., who died on or about the........ day of 
6.5 CR ee ae 5 INSEE 

Application received the...... Ga yaolixmmaeera etn ; 
LOG. 

This notice mailed the..... daywOth wer teet: 9 


Registrar of the said Court 


Form 46 
LETTERS OF GUARDIANSHIP 
CANADA 


Province of Ontario 


In Her Majesty’s Surrogate Court of the County 


Of... ae eee 

Be it known that on the...... Gavcoln: tras Rees ‘ 
19 ers CAD Ohthena ann feeds. herbs ste A ieee: » in the 
County sole rere , was appointed guardian of the 
persons and estates of E.F. and G.F., infant children of 
ALBeplatesotethe- jae ee (O56 BE ats dod eer , in the 
Countyrohsenw: ce ok ee Eee , and letters of 


guardianship are accordingly granted by the said 
Court to the said A.B., with power and authority to 
him to do all such acts, matters and things as a guardian 
may or ought to do, under and by virtue of any Act 
of the Legislature of Ontario, relating to minors and 
their property, he, the said C.D., having been duly 
sworn to faithfully perform the trust of guardianship. 


Witness His Honour (here insert name of judge), 
Judge of the said Court. 


By the Court. 


Registrar 


(Seal) 


Form 47 


PETITION TO PASS ACCOUNTS, ETC, 
In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 
PHO MIS LONOUE ee aoe eee , Judge of 
the Surrogate Court of the County of................ 
The Petition of C.D., of (full address), in the 


Countyaotancr atest ator , (occupation). 

Showeth: 

IEMA B Olsen eter. crectacen coe Olam ten ee 7 
Hie then County Obm aee et Pe EMO TLE AO ES , died 
on or about the...... Gay tOler matic aaeen gully 

PY OulsLetitionersenea or ae OD tNeserere day 
Olin pete eg eye ae , 19..., was duly appointed........ 
of the deceased. 

Ge Our SetitLonen eer eines , administered the 


said estate and effects of the deceased to the best of 


Pe HR ability, so far as the same can be administered 
at this time. 
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4. Your Petitioner, has brought in and 
filed with the Registrar a full and correct account of 


administration of the estate, showing all 


the property thereof which has come into.......... 
IsksWako yy RIS) ASUNCN LG Bch a ct chen and also a full and correct 


ACCOUNT Olan en teeys disbursements as'such.......... 
with a statement of the assets yet undisposed of. 


, therefore pray. . 


5. Your Petitioner, 
taken and 


that the said accounts may be audited, 
passed by and before this Court. 


6. Your Petitioner, further pray.. 


iH OVEY bay cee eee may be allowed a fair and reasonable 


ALLOWANCE LOby ws. oc ss care, pains and trouble, and time 
expended, in and about the estate of the deceased, and 
in administering, disposing of, arranging and settling 
the affairs of the estate. 


7. Your Petitioner ha....not hitherto been allowed 
any compensation for the services in the last preceding 
paragraph referred to, either by this Court or by any 


OthemcompetentaC ount except sm ciaayay av emul ee 


_ 8. The only persons interested in the administra- 
tion of the estate as beneficiaries of the deceased, with 
their addresses, are as follows: 


and that all the said persons are of the full age of 
EWENEV-OMEC VCALG OX CED Un ie eiakicuniniar oly cl otere ita uremsleeersits 


9. Your Petitioner..know..of no creditors of the 
estate of the deceased who still have unsettled claims 


agamstirnerestate TexCeptare rc ames at seine eemiee 


and that the only portion of the estate that remains 
unadministered by your Petitioner is set forth in a 
schedule filed herewith: 


and that the reason of the non-administration thereof 
is the following, namely: 


Dated, etc. 
EF. 
Solicitor for the above-named 
Petitioner 
Form 48 


AFFIDAVIT VERIFYING ACCOUNTS 
In the Surrogate Court of the County of......... 


In the estate of A.B., deceased. 


Nec recent, Pe ee eT: , of the (full address) 
inthe Gowunty Ole . 2... oon. , (occupation), make oath 
and say: 

AS Bec NL Soe gees ua Pepe were appointed by this 


Honourable Court, executors of the estate of the de- 
ceased. 


2. The accounts now shown to me, marked “A” 
set forth a true and correct statement (covering a 


period from the........ CasPOlReEN sas a oes mS eg 


COHEN Sen. 3 Gay ole aiken: Sit caer , 19...) of all the 
personal estate and effects and of the real estate and 
proceeds thereof of the deceased which have come into 
the hands of the executors or of any other person, per- 
sons or corporations on their behalf, so far as I know, 
and also the names of the parties from whom the 
same have been received and the dates on which the 
same were received, to the best of my knowledge and 
belief. 


3. The accounts also set forth a true and correct 
statement of all the disbursements and payments made 
(during the said period) by the executors, or any other 
person, persons or corporations, for or on account of 
the estate, to the best of my knowledge and belief. 


4. Save and except what appears in the accounts, 
the executors have not, nor has anyone on their behalf, 
so far as I know, ever received or got in any part of 
the deceased’s personal estate or effects or real estate 
or the proceeds thereof. 

5. The available assets of the estate still undisposed 
of and in the hands of the executors, or of any person 
or persons on their behalf, are correctly set forth in the 
accounts, to the best of my knowledge and belief. 

6. The executors have not received or been 
awarded or adjudged any compensation by this Court 
for the care, pains, time and trouble expended by them 
in and about the estate (since the...... GaytOl ae eee ‘ 
TOR Me dile 


7. I have carefully read over the annexed petition 
and the statements therein are true. 


Sworn, etc. 


Form 49 
APPOINTMENT TO PASS ACCOUNTS 
In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 
Upontreadine ithe petitiomvof 4 17024. cen ee 
of the estate of the deceased, and the Petitioner having 
brought in and deposited with the Registrar the ac- 


COUNS SON yes ee ae receipts and expenditures in 


respect oftheestate, | appoint, «sue... af sense os hee 


Ehemse eS GaniOle ry Hysol 49: Per Pape Fee ee 
o'clock in’ thes... =... noon, at my Chambers in the 
Court Louse wim thes. «nen Tipe Re Cae , as the 


time and place for the purpose of examining, auditing 
and passing the accounts; 


And to fix the compensation, if any, to be allowed 


Woo sieove dnc HOD a oie care, pains and trouble 
and time expended in and about the estate; 


And I do order that all persons who are or may be 


interested in the estate of.............5 , deceased, 
do attend at the time and place if they so desire; and 
that, in the event of their non-attendance, the matters. 
may be proceeded with in their absence. 


Reg. 551 


SURROGATE COURTS 


729 


And I do order a copy hereof to be served upon 


(here name the person interested), at least........ days 
before the day so appointed. 


Dated, etc. 


Norte: The accounts above mentioned may be examined 
by the parties interested, or their solicitors, 


at the office of the Registrar, at the........... 


Form 50 
ORDER ON PASSING ACCOUNTS 
In the Surrogate Court of the County of......... 
In the estate of A.B., deceased. 
Upon readingsthe petitioniol ee eeee sae ses: : 


the executors (and trustees) of the willof............ : 
deceased, and the affidavit and accounts filed, 


| yO epee Sa bo te: ye eee , Judge of the 
said Court, having on the...... avait. ah eee ; 
19..., proceeded to take, audit and pass the accounts 
in thespresencelopaee en aw a ae ree Oe , and after 
GHennolicestone nee tes canis an , who have failed to 
attend. 

iPtindtandecdeclaresthatesn see erie eras have 
realized on account of capital, during the period, the 
SULOMOLE pene ae aces (in which is included the sum of 
$i leet ee brought forward from the last passing of 


accounts, as appears by Court order dated the...... 


Gay nO lis tet aad pone: Oey Can Gath athear aioe. Get oe 
have properly paid out and disbursed on account of 
capital the sum of $.......... leaving a credit balance 
TMs aro ekenulair(o)tan, Een & etrele Gata. o eae in respect 


Weindtand declare: thatwa ear eee eas ae have 


A tn eee eek brought forward from the last passing of 


accounts, as appears by Court order dated the...... 


Gaiy7 ORS Mer str tite ee (ples DENG CRs ames abu 
have properly paid out and disbursed on account of 
revenue thesum of $.......... leaving a credit balance 
Gat HAVER Vevey Nel Colley, ac Oe ee En ono menee in respect 


Of revenue of $:. 65 see 


And I do hereby order and allow the sum of $...... 
as a fair and reasonable allowance for the care, pains, 
trouble and time, and personal disbursements ex- 


pended in and about the administering, arranging and 


settling the affairs of the estate to the........ day of 


DOVES) oak HHO VNIVGIS. Oh cc gangs Aanuaaslbuees }} 


And I do order that the costs of taking, auditing 
and passing the accounts and fixing the said compensa- 
(Blopay “EMaeVorbohuonke ia) S3.0 oh po aga ne , be allowed to 


BOSD AcORS oe ae , and having deducted the amount 
so disbursed and expended and the compensation and 


costs from the amount in the hands of.............. ij 


{SOFT D mle ona omega lee 
I find that there remain in the hands of.......... 


Saale hee the original assets as set out in the schedule 
attached hereto upon the value of which I do not pass. 


Dated, etc. 


Form 51 


NOMINATION BY FOREIGN ADMINISTRATOR 
OF ADMINISTRATOR FOR ESTATE IN 


ONTARIO 
WOVE REN ANG) BY. TENWE ONG ob ob t amee noo ers , deceased, 
died on or about the...... Gay OLA Sl. Ae eee 5 
(ROE Bay, GCS cin, eh Re OR , intestate, and letters of 


administration of his estate, real and personal, were 


granted by the Surrogate Court of the County of 


And whereas the deceased died leaving at the time 


of his death property in the County of.............. 
in the Province of Ontario. 


Now I, C.D., the Administrator of the Estate of 
A.B., do hereby nominate and appoint E.F., of the 


PEA Ey ae a of..........in the Province of Ontario, 
in my place and stead; 


1. To make application to the Surrogate Court of 


thei@ounty;olemert oh ace for letters of Administration 
of the Estate of A.B., situated within the Province of 
Ontario; 


2. To be and act as the Administrator of this Estate 
in the Province of Ontario and to do and perform all 
acts and to execute all documents necessary and inci- 
dental to the due administration of the Estate and, if 
necessary, pass his accounts as such Administrator 
before the Surrogate Court. 


In witness whereof I have hereunto set my hand 


and seal this...... GayOl Me sate see conn aera: 


Signed, sealed and delivered 
in the presence of 


C.R.O. 1950, Reg. 357, App. A, Forms 15-51. 
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APPENDIX B 


FEES TO COUNSEL AND SOLICITORS 


Application for Preparation of | Preparation of 
for Probate Succession Duty Estate Tax 
or Ad- Schedules, Returns, Passing 
Estates ministration Ontario Canada Accounts 
$1,000 and under $15 $15 $7.50 $25 
1,000 — 3,000 25 1S 7.50 35 
3,000 — 5,000 50 DS 12.00 50 
5,000 — 10,000 75 35 20.00 65 
10,000 — 15,000 125 40 30.00 is) 
15,000 — 20,000 160 45 35.00 90 
20,000 — 25,000 190 65 50.00 100 
25,000— + 50,000 225 95 70.00 125 plus one-eighth of one 
per cent on all excess 
over $25,000 up to 
$50,000 
50,000 — 100,000) $250 plus one-eighth of one 125 95.00 160 plus one-eighth of one 
100,000— 200,000! per cent on all excess over 160 120.00 per cent on all excess 
200,000—  400,000| $50,000 up to $200,000 and 190 140.00 over $50,000 
400,000— 500,000{ plus one-seventh of one per 220 165.00 
500,000 — 1,000,000} cent on all excess over 250 190.00 
$200,000 
1,000,000 — and up In discretion of the judge 315 235.00 In discretion of the judge 


Nore: The fees on passing accounts shall be charged on the amount of receipts, both capital and revenue. 


Advertising for Creditors: 
Inrestatessipitorpo0/O00ksai meee janie cue an ome ae. oF $10 


InvestatesiOvier:oo0 000 mae nircrwtiis aurea a ue tele ee 15 

(a) In cases of probate fees and succession duty schedules and estate tax returns and on passing of accounts, the 
same to be subject to increase at discretion of the surrogate court judge, where the above tariff of fees is 
in his opinion inadequate. 


(6) On passing of accounts where solicitors for beneficiaries attend, each solicitor to be allowed such an amount 
as the surrogate court judge may determine. 


(c) For legal services not covered by tariff, such fees as may be allowed by the surrogate court judge. 
(d) For distributing estate after passing of accounts, such fees as may be allowed by the surrogate court judge. 


(e) For affidavits required for estate, succession duty or estate tax purposes, such allowance as may be made by 
the surrogate court judge. 


INCIDENTAL ITEMS 


Revocationvotordut Ustibj cee topinckease) acne soe, rbrdee ceaeieiems tics tacieucniate eee eee eae es oe $35 


Settling liability for or amount of succession duties or estate taxes such allowances as the surrogate court 
judge sees fit. 


Fees on filing for ancillary grants to be on the same scale as on grant of probate or administration. 


Copies—for each notarial, sworn, certified or authenticated copy of probate or administration, including 
T@RECT Aye ae Scere eek eke tna ante eave oa Rye Reels Secs wets Sie Ren OR ee NPT AE en, RRR og eee 4 
minimum, subject to increase where will exceeds two pages in length, at the rate of fifteen cents per 
folio per copy for such excess. 


DTA ICA VES tN hte el eae A th. OS ASR Ean ee eects amen < cesihsa ty eden eee ee 10 
Drawing notice ofecontestationroticlaityactr. seeietis se nei cna mie aie ahavashs theta ee ca deve ae eee fs) 
Attendance where action directed to be brought ot where preliminary proceedings settled................. 20 


Contentious business in cases involving over $800 to be on Supreme Court tariff, subject to the discretion 
of the surrogate court judge. 


Releases in estates under $10) 000 eachinivtary ye ei oh cee eee eee tee ee ne eee, ee + 


Releases in estates’ between. $10;/000 and’ $100,000 each «5.5: eee eee ce, See... eS 10 
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mn 


13. 


14. 


116 
16. 
176 
18. 
io: 


20. 


CROWN FEES AND FEES PAYABLE TO JUDGE AND REGISTRAR 


For services rendered under section 74 (1) of The Surrogate Courts Act where 
the value of the property does not exceed $400.............. ccc eee eeeeeees 


For services rendered under section 74 (4) of The Surrogate Courts Act where 
estate consists of insurance money or of insurance money and wearing apparel, 


Cano Grexceeding th 1k OOO sera erp sis cteretorces arse oucycnenteca kesh a RT Nee Pepsi ys 
(Cyne Gexccedine G2! OO ORs. tee ares a rae Madara alaer ttle eae lee eter ac 
(CG)MN OTE Cee d Ii G95 35 OO OMe cette Ray eceancris tees eaeeetre Sonesta eRe ed oHA TE Trot oi hors 
Receiving and examining papers and entering application for grant............ 
Notice to Registrar, Supreme Court of Ontario, on application for grant........ 
Return of each grant to Registrar, Supreme Court of Ontario................. 


Certificate of Registrar, Supreme Court of Ontario (plus 10c. per year over three 
RSENS) esi Dis OIG CRO OIE Oo TOE ee Oe Oe ree ee ORO Tee 


Receiving and entering certificate of Registrar, Supreme Court of Ontario...... 
Recording every bond with affidavits of justification and execution............ 


Recording each additional separate affidavit of justification or execution if more 
chancone of each——peritoliongrt-sxcrtoge acide Mets ere See eke won Gis clos he 


TEOEGE (GNiy Novoxgte baits Bota hae curr ae ri ae Reais Tok ini el a ae ary. Cee ee 
Order reducing amount of bond or order delivering up bond for cancellation... . 
On every grant of letters probate or letters of administration or guardianship 
on each $1,000 or part thereof of the property devolving 

(@hotaliotuboth realty.and personality.) Gren are etemeia aera eerie ones oleae ar 


Attendance to grant letters probate or letters of administration or guardian- 
ship where value of estate, 


Can erdoesimotjexceedi$2 O00 payer res ee are oe ee nee cain tere a oreue 
(b) exceeds $2,000 but does not exceed $10,000............... 2.00 e eee 
(c) exceeds $10,000 but does not exceed $25,000...................000-- 


CA) BEXCCEAS G2 5100 Ol nares were arr terse seas eay evar pears ov opesue eetcba ant cvessietesersteiens 


Preparing letters probate or letters of administration or guardianship issued under 
the seal of the Court where value of estate, 


(anidoesmotrexceed $2 O00 2a, 5 sete nisi sneieie ae estyetsieus ahey eles olay oxsyonetehavancherehe ray chee 
(b) exceeds $2,000 but does not exceed $10,000. ............ ec eee e ee eeee 
(c) exceeds $10,000 but does not exceed $25,000..............02 eee eeee 
(A) Wexceeds G25 OOO mera cc ese oer che eon eee teen escevafere ie aysiu Bai cnay, sibaee 
Submitting papers with registrar’s report thereon to lead to grant............. 
Certificate of search! Lor. will enero iay cr aire en ie aie sakak fereetearois hie eyote aera 


Recording grants, letters of guardianship or other instruments, per folio....... 
Omeveryattanscnip trol willspermtolicy trite a eiee ater nn inate cheesy 


Certificate or authentication of registrar, 


(a) where copy of letters probate, letters of administration or other docu- 
ment certified or authenticated does not exceed six folios. ...........- 


(Dyn tomeachtadditionallLoliGr meme rere te oilers ietetlete tiene tei mtichedietalsredsie ste 


(c) for certifying or authenticating each additional (carbon) copy, one-half 
of the fees chargeable for certifying the first copy. 


(a) For preparing a copy of letters probate, letters of administration or other 
document to be certified or authenticated, per folio..............+..+---- 


(b) for preparing each additional carbon copy, per folio.........-.-.+sseeeeee 


Registrar Judge 
$ $ 


1.50 


3.00 
4.50 
6.00 
2.00 


1.00 


1.00 


1.00 
2.00 
5.00 
10.00 
.50 
1.00 
.10 
.10 


aS 


90 


2.00 
2.00 


1.00 


731 


Crown 


.50 
.50 
50 
50 


.50 
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Crown FEES AND FEES PAYABLE TO JUDGE AND REGISTRAR—Continued 


Registrar Judge Crown 
$ $ $ 


21. Drawing special orders or other papers when directed by the judge............ .50 
ihexceediness toltosmomthe excess: meig tOllO. ea amenities oie sti ei ener 210 
22. Attending and entering every order or minute not otherwise provided for....... .50 1.00 
23. Taking every affidavit or administering oath to witness..................005. 25 
24. Every summons or order and every instrument or other process under seal not 
otherwise provided for, if prepared by the registrar. ...............00..20.00- .50 coe .50 
COREG, Getcie HOllteloe Sean ee DCR Ie SAA AAS SO ADA cds Boma gonoD OSes .10 eee prea 
25. Search for original will or instrument and inspection; or for general search into E 
(Sirofelaets bOnt2a2) kate Gayo cen Ea eC SA eQ eR APSO SORTA OA DCO MOM An n.d 6 col tania .50 
DON OnveVeERyTOUNel: SEALE sie, ¢ pics o sachet tices ahs Oivietel a oheteretouae taper eeekenedainoetelerete oe .20 
27. Every necessary certificate under seal granted by the registrar................ .90 evar: .50 
Zoe exempiitication under seals <i on an re we ee See ree) «ee 1.00 peas .50 
Maexcecdinps om Olos om th evexCeSS spektOlO.s. + eka mttaer tice eeroiensr etter .10 ee Ane 
29. On every certificate of judge on exemplification for foreign courts.............. Set 1.00 


30. For every office or other copy or extract of a minute, order, decree or other 
document filed or deposited in the office of the registrar or of any evidence or 
depositions whether such copy be made by the registrar or by any other person 


Searching thevonicinal sper fOliOiy as lexsuichosia ext olaepeerecntacteeel kal oken oe ey cbt .10 
31. For receiving for deposit the will of a living person for safe-keeping including 

giving a deposit receipt and keeping a record of the deposit.................-. 1.00 in .50 
325 On everyeappomtment Ob elandiam. +. sc cicadnce ee ice alan rain oer eoaraens Sie: 1.00 to 

ltr GISGretOMeOt yj Ud ee) ny seeneoscirie ayers tn cetene ee CL mnt oe ieee weit eet caer ohataitetet beet 5.00 


33. Receiving, examining and entering every petition or application for audit or 
passing of accounts where amount of receipts, 


(@)idoesmotrexcecdien10i 000M merece atenmceeenscecheietew eee rate em che rreneerenevereioie 1.00 
(b) exceeds $10,000 but does not exceed $25,000. ............00000 ee eeee 2.00 
MENEXCECOSE SLO! O00! Saree cena oh ysare eee aise ln oe Aicg ene NS eee Bs Gice a ae 5.00 
Sa MOAT CEM CUNT GUE, dence ches Cun T repay cist oped et nace? a ee ree eee Open ation ox ata <r 1.00 
So.) Attendins onlevery adjourned audity cp. wo ccs eee darseinens aie «evan ey re 1.00 1.00 
SOMpLon CERIN GMOr Mere ON U Gilera & fave ke te Acarp tar tsec tot oeeok Save tovmian afore teh tase eles tenors eheloteevare 2.00 
Sie Cidercon-audi (Gmchiplicaten merece acta eer eee tele titer tee renee oe Sone, ee 1.00 2.00 to 
GlriediscuetiOnuOr iMAge) ara kedaeieatacta sciatica rag eetanet aren a Lee cere ete eee Pie ibe 5.00 
JO opeciabattendance pranting appointment..0-c-1miiss sisteicteipelsiiteies oweee ak ote Daoe 1.00 
39. Attendance on every audit where the total of receipts to be audited, 
(a) does not exceed $10,000. . ; Ae a are tee eae = DOE, NO UIs «eka avoir ote ee 1.00 
(6) is or exceeds $10,000 but is under 250:000);pemhour.. «as nee e ss Piss 2.00 
(c) is or exceeds $50,000 but is under $100,000, per hour............. 3.00 | 
(d) is or exceeds $100,000 but is under $200,000, per hour............. Se a 4.00 
(e) is or exceeds $200,000 but is under $500,000, per hour............. 5.00 


40. Filing vouchers, if directed by the judge or requested by any party to be filed 
(notiexceedinggin all S100) ach &. cc's cc misse, coy cioeun ack ue eouiomtbae olen eos Sakiaen s ae ake 


41. Receiving, examining and entering every contestation of claim................ 1.00 


43. Receiving, entering and filing caveat or contestation of grant................. 50 


42. Attending every contentious:case in chambers. <2. -.choses eases se est cee sens 2.00 on ras 
50 
44. Ona warning to a caveat and on an appearance thereto................0000- .50 
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CROWN FEES AND FEES PAYABLE TO JUDGE AND REGISTRAR—Continued 
Registrar Judge Crown 
$ $ $ 


45. Notice to Registrar, Supreme Court of Ontario, of caveat or of contestation of 


Soran ang entering same warner en are Aas cua ere scrote ce Soe an aeIS ec area te .50 eine .50 
46. For every day’s attendance in court upon trial of any contentious case......... 5.00 
47. For every day’s sitting in contentious or disputed cases (in discretion of judge). Re 5.00 to 
AGS “Wepehiles (CONS ANKGl RENAN TSAO cK anocsegadanocoonnesboncdobocoognaade 1.00 - ; = 700) 
40a Onjeveny, citationjand every, motionmor directions... 957 -ah- ae ae os 90 2.00 
SOs, Ohwaneiny Gace Oxclsr Gre Ap aonmmiMnNIMe sou gooaocnosdenoudnudsdvagcvacedoudene .50 1.00 terave 
ol MOE VEL VgSUD DOC A mre uah weauaare emt: cecpcirecvalaereiipehe Gate kcr naan eas eetetek ecw Kes eer .50 o eaats .50 
52. On every final order or judgment in disputed or contentious cases............. 1.00 2.00 1.00 
DocpeLNV elem CCessatiye LOLCE Ise aie ome ie. Foon eet cicncne, austeene evel ete me tederenen teens ease sues ate ces “Zo 
SA ERIE VETVeMECESSAIY: MIM eres sneciec aie c/aon er a tio eeresesTa re eee cenmaetetone teetey aia seat evar essl anes .10 
JoaUlponlevery, wiit.of Execution ornrenewal, LheKcolemn erecta sateen se ee eieie oe 1.00 sone .50 
56. Notice to Public Trustee or other persons not herein provided for............. 1.00 BO.G.c Soot 


57. Receiving, entering and filing a notice of claim under s. 70 (1) of The Surrogate 
(OPES PNR cm cfg Canecch es AREA OTRO POURED ROMS Cou LOU OCU Um Cees OE ome 1.00 oeeke 3010 


58. Postage and other necessary disbursements to be added in all cases. 


59. Upon an appeal to the Supreme Court the same fees are chargeable as upon an 
appeal from the county court. 


C.R.O, 1950, Reg. 357, App. B; O. Reg. 150/52, s. 1; O. Reg. 8/54, s. 3; O. Reg. 118/60, s 1. 
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Regulation 552 


under The Surveys Act 


SURVEY METHODS 
PART I 


GENERAL 


1. The method of performing the survey in the provision of the Act referred to in paragraph 1 of Methods 2 
to,9, 11 to 41, 43 to 80, 82 to 117, 119 to 143 and 146 to 166 shall be by the method set out in paragraph 2 and{as 
illustrated by the sketch or sketches in paragraph 3 of each Method. O. Reg. 316/58, s. 1. 


2. The usual practice in the original survey for the type of township in the provision of the Act referred 
to in paragraph 1 of Methods 1, 10, 42, 81, 118, 144 and 145 is illustrated by the sketch or sketches in paragraph 2 
offeach Method. O. Reg. 316/58, s. 2. 


PART II 
FRONT AND REAR TOWNSHIPS 
METHOD 1 
1. Section 13, subsection 1, a ‘‘front and rear township”’ is one where the usual practice in the original 
survey was to survey the boundaries, base lines, if any, and the side lines of the lots and establish the corners of 


the lots and make road allowances between each concession and along the side lines between each second lot. 


Dee SKETCH 


LAKE 


aT 


i 

LI 

Lt 10 

LM] 
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Mt 
23[|22)21|/20}19 17 IS] ISHl2] UO} 9] 8} 76) 54)4 ail 
LOT WITH REGULAR DIMENSIONS 


x 
= ROAD ALLOWANCE | CHAIN WIDE 
re) 


Heavy lines (—) indicate lines surveyed. : 
Squares (@M) indicate lot corners usually established but not always posted. O. Reg. 316/58, Meth. 1 
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METHOD 2 
1. Section 13, subsection 2, clause b, to re-establish part of an obliterated township boundary or base 
line in a front and rear township where no evidence of the original position of the boundary or line exists. 


2. Join the nearest ascertainable points on the township boundary or base line as intended in the original 
survey. 


3. SKETCH 
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Re-establish obliterated part of base line by joining ascertainable points A and B as intended in the original survey* 


Re-establish obliterated part of township boundary by joining ascertainable points C and D as intended in the 
original survey. 


O. Reg. 316/58, Meth. 2. 
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METHOD 3 


1. Section 13, subsection 2, clause ¢, to re-establish an obliterated side line or part thereof in a front and 
rear township where no evidence of the original position of the side line exists. 


2. Join the nearest ascertainable points on the side line as intended in the original survey and, where the 
end of the side line is also obliterated, measure along the base line or township boundary in the manner intended 
the distance shown on the original plan and field notes. 


3. SKETCH 


Township boundary or 8ase IL / 
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Survey line measured from A to B in the original survey. Re-establish point B by measuring distance A-to Bas 


made in the original survey. Se 
Re-establish obliterated part of side line D-E by joining ascert 
survey. 


ainable points D and E as intended in the original 


O. Reg. 316/58, Meth. 3. 
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METHOD 4 


1. Section 13, subsection 2, clause d, to re-establish a lost lot corner in a front and rear township when 
no evidence of the original position of the corner exists. 


2. Determine the distance along the side line between the two nearest undisputed lot corners, one being 
on either side of the lost corner, and establish the lost corner by dividing the distance proportionately as intended 
in the original survey, having regard for any road allowance made in the original survey. 


3. 


SKETCH 


Nh 
BSS 


] Undisputed 
Lot Corner 


ROAD ALLOWANCE 


Undisputed 
Loft Corner 


Undisputed 
Lot corer 
CON; 


Establish lost lot corners C and B by dividing the distance between undisputed lot corners A and D proportionately 
as intended in the original survey, having due regard for the road allowance made in the original survey. 
Establish lost corner Y by dividing the distance between undisputed lot corners X and Z proportionately as 
intended in the original survey, having due regard for any allowance for road made in ie original survey. 


O. Reg. 316/58, Meth. 4 
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METHOD 5 


1. Section 14, to establish the boundary of a lot shown on the original plan but not surveyed in the original 
survey in a front and rear township. 


ealien! 
2. Join the two established corners of such lot with a straight line. 
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() Square indicates corners of lots established in original survey but not always posted. 
Lines marked “‘line surveyed’’ were surveyed in original survey. 


Join A-B, B-C, D-E, E-F, for boundaries of lots not surveyed in the original survey. 
Join G-H, H-I, J-K, K-L, for boundaries of lots not surveyed in the original survey. 


O. Reg. 316/58, Meth. 5. 
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METHOD 6 


1. Section 15, to define the front of a concession in a front and rear township when the concessions are 
numbered or lettered. 


2. The front of a concession is the boundary of the concession that is nearest the boundary of the town- 
ship from which the concessions are numbered or lettered. 
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O. Reg. 316/58, Meth. 6. 
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METHOD 7 


1. Section 15, to define the front of a concession in a front and rear township in which the concessions are 
not numbered or lettered. 


fa 
2. The front of a concession is the boundary of the concession nearest to the boundary of the township 
or_the base line along which the width of the first lot was measured in the original survey. 


3: SKETCH 
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O. Reg. 316/58, Meth. 7. 


742 SURVEYS Reg. 552 


METHOD 8 
1. Section 16, subsection 1, to define the aliquot part of a lot in a front and rear township. 


2. The aliquot part of a lot is the aliquot part of the area of the lot whether the area so determined is 
more or less than that expressed in any grant or other instrument that intended to describe the part. 


3. SKETCH 


NORTH 2/5 
OF 


EAST !I/2 


Area of lot A, B, C, D determined by 
measurement is 104 acres. 


Area of lot A, B, C, D expressed in grant is 
100 acres. 


Determine area of North 2% of East 14 of 
lot as % of 52 acres. 


" D" ba be 


O. Reg. 316/58, Meth. 8. 
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METHOD 9 


1, Section 16, subsection 2, to survey the boundaries of an aliquot part of a lot in a front and rear town- 
ship of which lot no aliquot part was surveyed before the 1st day of January, 1959. 


2. Survey the boundaries on the astronomic course intended in the original survey for the side lines of the 
lot or on the astronomic course intended for the base line of the township, as the case may be. 
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North 3/75 
of 
West 1/72 


Course 


Survey line B-G on same astronomic course 
as that intended for the side lines of the lot. 
East /72 Survey line D-E on same astronomic course 
as intended for base line of township in the 
original survey. 

70): a 


All parts of lot are aliquot parts of area of lot. 


Astronomle 


South 2/5 
of 
West /2 


Intended 


O. Reg. 316/58, Meth. 9. 
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PAID 207 
SINGLE FrRoNtT TOWNSHIPS 
METHOD 10 


1. Section 17, subsection 1, a ‘“‘single front township’? means a township where the usual practice in the 
original survey was to survey the township boundaries, the front lines of the concessions, the proof lines and 
base lines, if any, and divide the concessions in lots having regular dimensions, and establish the lot corners on 
the front of each concession and make road allowances of uniform width between each concession and across the 
concessions between certain lots. 


2. (i) SKETCH 
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Heavy lines () indicate lines surveyed. 
Squares () indicate lot corners usually established but not always posted. 
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Heavy lines (—) indicate lines surveyed. 
Squares (§§) indicate lot corners usually established but not always posted. 
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(iii) SKETCH 
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ROAD ALLOWANCE | CHAIN WIDE 
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Squares (MM) indicate lot corners usually established but not always posted. 
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METHOD i1 


: 1. Section 17, subsection 2, clause 8, to re-establish a lost lot corner in a single front township on a town- 
ship boundary where no evidence of the lost corner exists. 


: 2. Determine the distance between the two nearest undisputed corners on the township boundary, one 
being on either side of the lost corner, and re-establish the lost lot corner by dividing the distance proportionately 
as intended in the original survey, having due regard for any road allowance made in the original survey. 
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METHOD 12 


1. Section 17, subsection 2, clause b, to re-establish a lost lot corner in a single front township on the 
front of a concession where no evidence of the lost corner exists. 


2. Determine the distance between the two nearest undisputed corners on the front of a concession, one 
being on either side of the lost corner, and re-establish the lost lot corner by dividing the distance proportionately 
as intended in the original survey, having due regard for any road allowance made in the original survey. 
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METHOD 13 


1. Section 17, subsection 2, clause ¢, to re-establish part of a township boundary, base line or concession 
line in a single front township which is obliterated and where no evidence of the original position of the boundary 


or line exists. 


2. Join the nearest ascertainable points on the obliterated boundary or line as intended in the original 


survey. 
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METHOD 14 
1. Section 17, subsection 2, clause d, in a single front township to re-establish a side line of a lot, surveyed 
in the original surv ey as a proof line, where the line is obliterated and no evidence of the original position of the 
line exists. 


2. Re-establish by joining the two nearest ascertainable points on the obliterated line as intended in the 
original survey. 
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METHOD 15 


; 1. Section 17, subsection 2, clause é, to re-establish a concession line in a single front township and the front 
line of the concession is broken by a lake or river at its end and is obliterated beyond the last ascertainable point 
and no evidence of the original position of the line exists. 


2. Re-establish the concession line, on the same astronomic course as shown on the original plan and 
field notes, from the last ascertainable point on the concession line. 
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METHOD 16 


1. Section 17, subsection 2, clause f, to re-establish a lost lot corner in a single front township, where the 


corner is beyond the last undisputed corner on the front of a concession broken by a lake or river at its end and 
where no evidence of the original position of the lost corner exists. 


2. Re-establish the corner by measuring along the front of the concession the distance shown on the original 
plan and field notes from the last undisputed corner on the concession line. 
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METHOD 17 
1. Section 18, to define the front of a concession in a single front township. 


2. That boundary of the concession that is nearest the boundary of the township from which the concessions 
are numbered or lettered. 
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METHOD 18 


, _ 1. Section 19, to re-establish the whole of the front boundary of a concession in a single front township that 
is obliterated and no evidence of the position of the original line exists. 


2. Re-establish the obliterated front boundary of the concession by giving to the lots in each of the adjacent 
concessions a depth proportionate to that intended in the original survey, having due regard for any road allow- 
ance made in the original survey. 
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METHOD 19 


1. Section 19, to re-establish the whole of the front boundary of a concession in a single front township 
that was not surveyed in the original survey. 


2. Establish the front boundary of the concession by giving to the lots in each of the adjacent concessions 
a depth proportionate to that shown on the original plan and field notes, having due regard for any road allowance 
made in the original survey. 
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METHOD 20 


1. Section 20, to establish the side lines of lots and the front boundary of a concession in a single front 
township where the front boundary of the concession was not surveyed in the original survey. 


2. Survey the side lines, from the corners of the lots on the front of the concession in rear of the lots being 
surveyed, to the proportionate depth of the concession as shown on the original plan and field notes, having due 
regard for any road allowances made in the original survey, and a straight line joining the ends of the lot lines 
surveyed in this manner constitutes the front of the concession not surveyed in the original survey. 
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METHOD 21 


1. Section 21, clause a, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the ‘original survey and the boundary line of the concession at the end from which the lots are 
numbered is unbroken and no proof line was surveyed in the original survey. 


__ 2. Establish the side line on the same astronomic course as the boundary of the concession at the end from 
which the lots are numbered, if so intended in the original survey. 
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METHOD 22 


1. Section 21, clause a, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the original survey and the boundary line of the concession at the end of the concession from which 
the lots are numbered was not surveyed in the original survey because it was wholly broken by a lake or river and 
no proof line was surveyed in the original survey. 


2. Establish the side line on the same astronomic course as the concession boundary at the end opposite 
to that from which the lots are numbered, if so intended in the original survey. 
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METHOD 23 


1. Section 21, clause a, to establish in a concession the side line of a lot in a single front tow nship that was 
not surveyed in the original survey and a proof line was surveyed in the original survey. 


2. Establish the side line on the same astronomic course as the proof line on that side of the proof line which 
is farthest from the concession boundary which was intended to govern the course of the side line. 
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METHOD 24 


1. Section 21, clause }, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the ‘original survey and the side lines of the lots were not intended to be surveyed on the astro- 
nomic course of the boundary at either end of the concession and the boundaries at the ends of the concession are 
not broken by a lake or river and no proof line was surveyed in the original survey. 


2. Establish the side line at the angle with the boundary at the end of the concession from which the 
lots are numbered, as shown on the original plan and field notes. 
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METHOD 25 


1. Section 21, clause b, to establish in a concession the side line of a lot ina single front township that was 
not surveyed in the original survey and the side lines of the lots were not intended to be surveyed on the astro- 
nomic course of the concession boundary at either end of the concession and the boundary at the end of the con- 
cession from which the lots are numbered is wholly broken by a lake or river and no proof line was surveyed in the 
original survey. 


_2. Establish the side line of the lot at the angle with the concession boundary at the end of the concession 
opposite to the end from which the lots are numbered, as shown on the original plan and field notes. 
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METHOD 26 


1. Section 21, clause }, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the original survey and the side lines were not intended to be surveyed on the astronomic course 
of the concession boundary at either end of the concession and a proof line was surveyed in the original survey. 


2. Establish the side line on the same astronomic course as the proof line on that side of the proof line which 
is farthest from the concession boundary which was intended to govern the course of the side line. 
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METHOD 27 


1. Section 21, clause c, to establish in a concession the side line of a lot ina single front township that was 
not surveyed in the original survey and the end boundaries of the concession were not surveyed in the original 
survey because they were wholly broken by a lake or river and the front boundary of the concession was surveyed 
as a straight line across the entire length of the concession and no proof line was surveyed in the original survey. 


2. Establish the side line at the angle with the front boundary of the concession, as shown on the original 
plan and field notes. 
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METHOD 28 


1. Section 21, clause c, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the original survey where the end boundaries of the concession were not surveyed in the original 
survey because they were wholly broken by a lake or river and the front boundary of the concession was surveyed 
with parts having different courses in the original survey and no proof line was surveyed in the original survey. 


2. Establish the side line of the lot at the angle with the course of each of the parts of the front boundary 
of the concession, as shown on the original plan and field notes. 
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METHOD 29 


1. Section 21, clause d, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the original survey and the end boundaries of the concession were not surveyed in the original 
survey because they were wholly broken by a lake or river and a proof line was surveyed in the original survey. 


2. Establish the side line on the same astronomic course as the proof line. 
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METHOD 30 


1. Section 21, clause e, to establish in a concession a side line of a lot in a single front township that was 
not surveyed in the original survey and the end boundaries of the concession were not surveyed in the original 
survey because they are wholly broken by a lake or river and two or more proof lines were surveyed in the original 
survey. 


2. Establish the side lines between the end boundary of the concession from which the lots are numbered 
and the second proof line from that boundary on the same astronomic course as the first proof line from that 
boundary of the concession and establish the side lines between the second and the third proof lines on the same 
astronomic course as the second proof line and establish the side lines between the third and the fourth proof 


lines on the same astronomic course as the third proof line and, where other proof lines were surveyed, continue in 
the same manner throughout the concession. 
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METHOD 31 


1. Section 21, clause f, to establish in a concession the side line of a lot in a single front township that was 
not surveyed in the original survey where the front of the concession is wholly broken by a lake or river and no 
posts were planted on the bank of the lake or river in the original survey to regulate the widths of the lots. 


fae 2. Establish the side lines on the proper astronomic course to the lake or river from the corners of the 
lots on the front of the concession immediately to the rear of the wholly broken concession. 
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METHOD 32 


1. Section 21, clause g, to establish in a concession a side line of a lot in a single front township that was 
not surveyed in the original survey and the concession is partly broken in front and at either end by a lake or 
river and no posts were planted in the original survey to regulate the width of the lots. 


2. Establish the side lines of the broken lots from points on the rear boundary of the concession determined 
by measuring the distance along the rear boundry between the end boundary of the concession and the intersection 
of the last ascertainable side line and dividing the distance proportionately as intended in the original survey. 
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To establish points A, B, C, divide distance X-Y proportionately as intended in the original survey. 
To establish points M, N, O, P, QO, R, divide distance L-S proportionately as intended in the original survey. 
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METHOD 33 


1. Section 21, clause g, to establish in a concession a side line of a lot in a single front township that was not 
surveyed in the original survey and the concession is partly broken in front and wholly broken at either end of the 
concession by a lake or river and no posts were planted on the bank of the lake or river to regulate the widths of 
the lots in front and no measurement was made along the rear boundary of the concession to the shore of the 
lake in the original survey. 


2, Establish the side lines of the broken lots from points on the rear boundary of the concession determined 
by measuring along the rear boundary of the concession the distance intended in the original survey from the 
intersection of the last ascertainable side line. 
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METHOD 34 


1. Section 21, clause h, to establish in a concession the side line of a lot ina single front township that was not 
surveyed in the original survey, where the front of the concession is partly broken by a lake or river which does not 
extend to the ends of the concession and no posts were planted on the shore of the lake or river in the original survey 
to regulate the widths of the lots. 


2. Establish the side lines of the broken lots from points on the rear boundary of the concession determined 
by dividing proportionately, as intended in the original survey, the distance between the intersections of the last 
ascertainable side lines on both sides of the lake or river with the rear of the concession. 
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METHOD 35 
1. Section 22, subsection 1, to determine the aliquot part of a lot in a single front township. 


2. Determine the aliquot part of the area of the lot whether the area so determined is more or less than the 
area expressed in any grant or other instrument that intended to describe the part. 
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Lot A-B-C-D contains by measurement 196 acres. Lot A-B-C-D described in grant as 200 acres. 
North west 14 A-E-G-J shall be determined as 19° acres. North 3 of east half E-B-K-F shall be determined 
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METHOD 36 


1. Section 22, subsection 2, to establish the boundaries of an aliquot part of a lot in a single front township 
and the lot is unbroken at either end of the front boundary by a lake or river and no aliquot part of the lot was 


surveyed before July 1, 1944. 


; 2. Establish the boundaries on the same astronomic course as a side line of a lot not surveyed in the ori- 
ginal survey or parallel to a straight line joining the front corners of the lot, as the case may be. 
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Rear boundary A-B unbroken. 

Front boundary D-C unbroken at the ends. 

Establish line between east and west halves, E-H-F , on same 
astronomic course as side line of a lot not surveyed in the original 
survey. Establish line between north west 14 and south west 14 G-H 
parallel to straight line joining points D and 
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METHOD 37 


1. Section 22, subsection 2, to establish the boundaries of an aliquot part of a lot ina single front township 
and the rear boundary of the lot is unbroken and the front boundary is broken at either end by a lake or river 
and no aliquot part of the lot was surveyed before July 1, 1944. 


2. Establish the boundaries on the same astronomic course as a side line of a lot not surveyed in the original 
survey or parallel to a straight line joining the rear corners of the lot, as the case may be. 
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METHOD 38 


1. Section 22, subsection 2, to establish the boundaries of an aliquot part of a lot in a single front township 
and both the front boundary and the rear boundary of the lot are broken at either ends by a lake orriverandno 
aliquot part of the lot was surveyed before July 1, 1944. 


2. Establish the boundaries on the same astronomic course as a side line of a lot not surveyed in the original 
survey or on the same astronomic course as the front of the concession, as shown on the original plan and field 
notes, but, if the course is not shown on the original plan and field notes, then on the astronomic course intended 
for the front of the concession. 
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plan and field notes or as intended in the 
original survey. 
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METHOD 39 


: 1. Section 23, subsection 1, to determine in a concession in a single front township the course of the town- 
ship boundary or a proof line to survey a side line in the concession. 


_ , 2. Determine the course of a straight line joining the front and rear ends of the township boundary or proof 
line in the concession. 
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METHOD 40 
1, Section 23, subsection 2, to determine the course of the front boundary of a concession in a single front 
township for the purpose of surveying a side line at an angle with the front boundary and the front boundary 
was surveyed on one course in the original survey. 
2. Determine the course of a straight line joining the ends of the front boundary of the concession. 
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METHOD 41 


1. Section 23, subsection 2, to determine the course of the front boundary of a concession in a single front 
township for the purpose of surveying a side line at an angle with the front boundary and the front boundary 
was surveyed on more than one course in the original survey. 


2. Determine the course of the straight lines joining the ends of each course of the front boundary of the 
concession, as shown on the original plan and field notes. 
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PART IV 
DovuBLE Front TowNsHIPs 
METHOD 42 


1. Section 24, subsection 1, a ‘‘double front township’? means a township where the usual practice in 
the original survey was to survey the township boundaries, the proof lines and base lines, if any, and the con- 
cession lines forming the front boundaries of the half lots and to establish the front corners of the half lots and 
divide the concessions in lots having regular dimensions of 30 chains in width and 66.67 chains in depth and 
make a road allowance 1 chain wide between every fifth lot and between each concession. 
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Heavy lines (—) indicate lines surveyed. 
Squares (§§) indicate lot corners established but not always posted. 


Nore: Concession and township boundaries were generally surveyed by running the centre line of the 
road allowances between the concessions and along the township boundaries and planting survey posts on the 
centre line opposite the front corners of the half lots and at the front corners of the half lots. 
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METHOD 43 


1. Section 24, subsection 2, clause b, to re-establish a lost lot corner in a double front township on a 
township boundary and where no evidence of the lost corner exists. 


2. Determine the distance between the two nearest undisputed lot corners on the township boundary, 
one being on either side of the lost corner, and re-establish the lost corner by dividing the distance proportionately 
as intended in the original survey, having due regard for any road allowance made in the original survey. 
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METHOD 44 


1. Section 24, subsection 2, clause b, to re-establish a lost lot corner in a double front township on the 
front line of a concession if there is no undisputed corner on the other side of the road allowance opposite the 
lost corner or the position of the original post on the centre line of the road allowance opposite the lost corner 
cannot be determined and where no evidence of the lost corner exists. 


2. Determine the distance between the two nearest undisputed lot corners on the front line of the 
concession, one being on either side of the lost corner and re-establish the lost corner by dividing the distance 
proportionately as intended in the original survey, having due regard for any road allowance made in the original 
survey. 
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METHOD 45 


1. Section 24, subsection 2, clause b, to re-establish a lost lot corner in a double front township on the 
front line of a concession if an undisputed lot corner exists on the other side of the road allowance between 
concessions opposite the lost lot corner and where no evidence of the lost corner exists. 


2. Re-establish the lost lot corner from the undisputed lot corner on the opposite side of the road 
allowance in the manner intended in the original survey. 
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METHOD 46 


1. Section 24, subsection 2, clause 6, to re-establish a lost lot corner in a double front township on the 
front of a concession where there is no undisputed corner on the other side of the road allowance opposite the lost 
corner but the position of the original post on the centre line of the road allowance opposite the lost corner can; be 
determined and where no evidence of the lost corner exists. 


2. Re-establish the lost lot corner from the position of the original post in the centre line of the road 
allowance between concessions as intended in the original survey. 
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METHOD 47 
1. Section 24, subsection 2, clause c, to re-establish a township boundary, base line or concession line in a 
eoubly: front township which is partly obliterated and no evidence of the original position of the boundary or 
ine exists. 


2. Join the nearest ascertainable points on the township boundary, base line or concession line as intended 
in the original survey. 
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METHOD 48 


1. Section 24, subsection 2, clause d, to re-establish a side line of a lot surveyed as a proof line in a double 
front township which is partly obliterated and no evidence of the original position of the line exists. 


2. Re-establish by joining the nearest ascertainable points on the side line as intended in the original 
survey. 
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Re-establish by joining ascertainable point C and undisputed lot corner A as intended in the original survey. 


Re-establish by joining ascertainable point C and undisputed lot corner B as intended in the original survey. 
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METHOD 49 


1. Section 24, subsection 2, clause e, to re-establish a concession line forming the front boundary of the half 
lots in a double front township in a concession broken at its end by a lake or river and is obliterated beyond the 
last ascertainable point on the concession line and no evidence of the original position of the line exists. 


2. Re-establish the concession line on the same astronomic course as shown on the original plan and field 
notes from the last ascertainable point on the concession line. 
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METHOD 50 


1. Section 24, subsection 2, clause f, to re-establish a lost lot corner in a double front township where the 
corner is beyond the last undisputed lot corner on a concession line forming the front boundary of the half lots in 
a concession broken by a lake or river at its end and where no evidence of the original position of the lost corner 
exists. 


2. Re-establish the lost corner by measuring along the concession line forming the front boundary of the 
half lots the distance shown on the original plan and field notes from the last undisputed corner on the concession 
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METHOD 51 


__ 1. Section 25, to define the front boundary of a half lot in a double front township when the concession in 
which the half lot is located is unbroken by a lake or river. 


2. The front boundary of a half Jot is the boundary of the half lot that abuts the road allowance between 
two concessions. 
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METHOD 52 


; _1. Section 25, to define the front boundary of a half lot in a double front township when the concession 
in which the half lot is located is broken on either of its fronts by a lake or river. 


2. The front boundary of a half lot is the original shore of the lake or river opposite the prolongation of the 
road allowance between the concession in which the half lot is located and the adjacent concession on the opposite 
side of the road allowance. 
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METHOD 533 


1. Section 26, in a double front township, to establish the whole of the concession line forming the front 
boundary of the half lots that was not surveyed in the original survey. 


F 2. Establish the concession line by giving to the lots in each of the adjacent concessions a depth propor- 
tionate to that intended in the original survey, having due regard for any road allowance made in the original 


survey. 
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METHOD 54 


1. Section 26, ina double front township, to re-establish the whole of the concession line forming the front 
boundary of the half lots that is obliterated and no evidence of the position of the original line exists. 


2. Re-establish the obliterated concession line by giving to the lots in each of the adjacent concessions a 
depth proportionate to that shown on the original plan and field notes, having due regard for any road allowance 
made in the original survey. 
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METHOD 55 


1. Section 27, clause a, to establish in a concession the rear boundaries of half lots in a double front town- 
ship if the concession is unbroken by a lake or river. 


2, Establish the rear boundaries by joining with straight lines the midway points of the side lines of the 


lots and their production through the concession without reference to the description contained in any grant or 
other instrument. 
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Establish rear boundaries of half lots 6-7 and 8 by defining the midway points I, J, K, L, M, N, O, P on lot lines 
and their production through the concession, lettered A-Q, B-R, S-C, D-T, U-E, F-V, W-G, H-X, respec- 
tively, and joining the midway points I, J, K, L, M, N, O, P with straight lines. 
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METHOD 56 


1. Section 27, clause 6, to establish in a concession the rear boundaries of half lots in a double front town- 
ship if the concession is broken by a lake or river on either or both fronts but not wholly broken at either or both 
ends of the fronts by a lake or river. 


2. Establish the rear boundaries of the half lots by joining with a straight line the midway points on the 
last ascertainable side line and its production through the concession at each end of the part of the concession 
broken by a lake or river without reference to the description contained in any grant or other instrument. 
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METHOD 57 


1. Section 27, clause c, to establish in a concession the rear boundaries of half lots in a double front township 
if the concession is wholly broken on both fronts by a lake or river at either end but not broken on both fronts 


throughout the entire concession. 
2. Determine the midway point on the last ascertainable side line and its production through the conces- 


sion and from this point establish the rear boundaries of the half lots on both fronts of the concession on theastro- 
nomic course intended in the original survey without reference to the description contained in any grant or other 


instrument. 
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METHOD 58 


1. Section 27, clause d, to establish in a concession the rear boundaries of the half lots in a double front 
township if the concession is broken by a lake or river at its end on one of the fronts but the rear boundaries 
of the half lots on the broken front are unbroken by the lake or river. 


2. Determine the midway point on the last ascertainable side line and its production through the con- 
cession and establish the rear boundaries on a straight line joining the midway point and a point on the township 
boundary determined by measuring the distance intended in the original survey along the township boundary 
from the unbroken front of the concession without reference to the description contained in any grant or other 


instrument. 
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O. Reg. 316/58, Meth. 58. 


METHOD 59 
1. Section 28, clause a, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the boundary line of the concession at the end from which the 
lots are numbered is unbroken and no proof line was surveyed in the original survey. 


2. Establish the side lines of the half lots on the same astronomic course as the boundary line of the con- 
cession at the end from which the lots are numbered, if so intended in the original survey. 
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Establish the side lines of the half lots on the same astronomic course as boundary line of concession A-B. 
O. Reg. 316/58, Meth. 59. 
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METHOD 60 


1. Section 28, clause a, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed i in the original survey and the boundary line of the concession at the end of the ee 
broken by a 


from which the lots are numbered was not surveyed in the original survey because it was wholly 
lake or river and no proof line was surveyed in the original survey. 


2. Establish the side line of the half lot on the same astronomic course as the boundary line of the con- 


cession at the end opposite to that from which the lots are numbered, if so intended in the original s 
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Establish the side lines of the half lots on the same astronomic course as boundary line of concession A-B. 


O. Reg. 316/58, Meth. 60. 


METHOD 61 


1. Section 28, clause a, to establish in a concession the side line of a half lot in a double front township 


that was not surveyed in the original survey and a proof line was surveyed in the original survey. 


2. Establish the side line of the half lot on the same astronomic course as the proof line on that side of the 
proof line which is farthest from the boundary line of the concession which was intended to govern the course of 


the side line. 
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Establish side lines of half lots 26 to 30 on the same astronomic course as boundary line of concession A-B. 


Establish side lines of half lots 16 to 25 on the same astronomic course as proof line C-D. 
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METHOD 62 


1. Section 28, clause 2, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the side lines of the half lots were not intended to be surveyed 


on the astronomic course of the boundary at either end of the concession and the boundaries at the ends of the 
concession are unbroken and no proof line was surveyed in the original survey. 


__ 2. Establish the side line of the half lot at the angle with the boundary at the end of the concession from 
which the lots are numbered as shown on the original plan and field notes, if so intended in the original survey. 
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Establish side lines of half lots at the angle of 18° 30’ with the concession boundary A-B as shown on the original 
plan and field notes. 


O. Reg. 316/58,3Meth. 62. 


METHOD 63 


1. Section 28, clause b, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the side lines of the half lots were not intended to be surveyed 
on the astronomic course of the concession boundary at either end of the concession and the boundary at the end 
of the concession from which the lots are numbered is wholly broken by a lake or river and no proof line“was 
surveyed in the original survey. 


2. Establish the side line of the half lot at the angle with the concession boundary at the end of the 
concession opposite to the end from which the lots are numbered as shown on the original plan and field notes, 
if so intended in the original survey. 
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Establish the side lines of the half lots at the angle of 9° 00’ with concession boundary A-B as shown on the original 
plan and field notes. 
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METHOD 64 
1. Section 28, clause }, to establish in a concession the side line of a half lot in a double front township 


that was not surveyed in the original survey and the side lines of the half lots were not intended to be surveyed 
on the astronomic course of the concession boundary at either end of the concession and a proof line was surveyed 
in the original survey. 


2. Establish the side line of the half lot on the same astronomic course as the proof line on that side of 
the proof line which is farthest from the concession boundary which was intended to govern the course of the 
side lines in the concession. 
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Establish side lines of half lots on the side of the proof line A-B which is farthest from the concession boundary 
C-D on the same astronomic course as proof line A-B. 


O. Reg. 316/58, Meth. 64. 


METHOD 65 


1. Section 28, clause c, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the end boundaries of the concession were not surveyed in the 
original survey because they were wholly broken by a lake or river and the concession line forming the front 
boundary of the half lots was surveyed as a straight line across the entire length of the concession and no proof 
line was surveyed in the original survey. 


2. Establish the side line of the half lot at the angle with the concession line forming the front boundary 
of the half lots as shown on the original plan and field notes. 
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Concession line A-B shown on the original plan and field notes as one course, east astronomic, and the side lines 
of the half lots defined at an angle of 91° therefrom. 


Concession line C-D also shown on the original plan and field notes as one course having a bearing east astronomic 
and the sides defined at an angle of 91° therefrom. 


Establish side line at angle shown on the original plan and field notes. 
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METHOD 66 


1. Section 28, clause c, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the end boundaries of the concession were not surveyed in the 
original survey because they were wholly broken by a lake or river and the concession line forming the front 


boundary of the half lots was surveyed on two or more courses and no proof line was surveyed in the original 
survey. 


; 2. Establish the side line of the half lot at the angle with the course of each of the parts of the concession 
line forming the front boundary of the half lots as shown on the original plan and field notes. 
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Concession line A-B-C shown on the original plan and field notes as two courses. The side lines of lots defined at 


an angle of 84° for side lines of half lots between points A-B and at an angle of 92° for side lines of half 
lots between points B-C. 


Concession line D-E is shown on the original plan and field notes as one course having a bearing of N. 88° E. and 
the side lines of the half lots at an angle of 89° to the concession line. 


Establish side lines at angle shown on the original plan and field notes. 
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METHOD 67 


1. Section 28, clause d, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the end boundaries of the concession were not surveyed in the 
original survey because they are wholly broken by a lake or river and a proof line was surveyed in the original 
survey. 


2. Establish the side line of a half lot on the same astronomic course as the proof line. 
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METHOD 68 


1. Section 28, clause e, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and the end boundaries of the concession were not surveyed in the 
original survey because they are wholly broken by a lake or river and two or more proof lines were surveyed in 
the original survey. 


2. Establish the side lines of half lots between the end boundary of the concession from which the lots are 
numbered and the second proof line from that boundary on the same astronomic course as the first proof line 
from that boundary of the concession and establish the side lines of the half lots between the second and the 
third proof lines on the same astronomic course as the second proof line and establish the side lines of the half lots 
between the third proof line and the fourth proof line on the same astronomic course as the third proof line and, 
where other proof lines were surveyed, continue in the same manner throughout the concession. 
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METHOD 69 


1. Section 28, clause f, to establish in a concession the side lines of the half lots in a double front town- 
ship not surveyed in ‘the original survey and one of the fronts of the concession is wholly broken by a lake or river 
and no posts were planted on the bank of the lake or river in the original survey to regulate the widths of the 
lots on that front. 


2. Establish the side lines of the broken half lots from the rear corners of the half lots on the unbroken 
front of the concession. 
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O. Reg. 316/58, Meth. 69. 
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METHOD 70 


1. Section 28, clause g, to establish in a concession the side lines of half lots in a double front township 
that were not surveyed in the original survey and the concession is wholly broken on both fronts at either end by 


a lake or river and no posts were planted on the bank of the lake or river to regulate the widths in front of the 
broken half lots. 


2. Establish the side lines of the broken half lots from points on the rear boundary of the half lots deter- 
mined by measuring along the rear boundaries of the half lots the widths of the half lots as intended in the original 


survey from the intersections of the last ascertainable side lines of the half lots on their respective fronts with the 
rear boundaries of the half lots. 
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METHOD 7i 


1. Section 28, clause /, to establish in a concession the side line of a half lot in a double front township 
that was not surveyed in the original survey and one front of the concession is partly broken by a lake or river 
and the lake or river does not extend to the ends of the concession and no posts were planted on the bank of the 
lake or river to regulate the width in front of the broken half lots. 


2. Establish the side lines of the broken half lot from points on the rear boundaries of the half lots deter- 
mined by dividing proportionately, as intended in the original survey, the distance between the intersections of 


the rear boundaries of the half lots and the last ascertainable side lines of the half lots on both sides of the lake or 
river at each end of the broken front. 
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METHOD 72 


1. Section 28, clause 7, to establish in a concession the side lines of the half lots in a double front township 
not surveyed in the original survey if the concession is partly broken on either front at either end of the conces- 
sion but not broken at the end of the rear boundary of the half lots by a lake or river and no posts were planted 
on the bank of the lake or river to regulate the width in front of the broken half lots. 


2. Establish the side lines of the broken half lots from points on the rear boundary of the half lots in the 
unbroken front determined by dividing proportionately, as intended in the original survey, the distance along the 
rear boundary between the end of the concession and the last ascertainable side line of the half lot on the front of 
the concession so broken. 
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METHOD 73 


1. Section 28, clause j, to establish in a concession the side lines of a half lot in a double front township 
not surveyed in the original survey if the concession is partly broken on either front at either end by a lake 
or river and also broken at the end of the rear boundary of the half lots and no posts were planted in the original 
survey on the bank of the lake or river to regulate the widths in front of the broken half lots. 


2. Establish the side lines of the broken half lots from points on the rear boundary of the half lots on the 
unbroken front of the concession determined by measuring along the rear boundary the widths of the lots in the 
broken front as intended in the original survey from the intersection of the last ascertainable side line of the half 
lot on the front of the concession so broken. 
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O. Reg. 316/58, Meth. 73. 
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METHOD 74 
1. Section 29, subsection 1, to determine the aliquot part of a half lot in a double front township. 


2. Determine the aliquot part of the area of the half lot whether or not the area so determined is more 
or less than the area expressed in any grant or other instrument which intended to describe the part. 
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METHOD 75 


1. Section 29, subsection 2, to establish the boundaries of an aliquot part of a half lot ina double front town- 


ship if the front boundary of the half lot is unbroken at either end by a lake or river and no aliquot part of the 
half lot was surveyed before July 1, 1944. 


2. Establish the boundaries on the same astronomic course as a side line of a half lot not surveyed in the 
original survey or parallel to a straight line joining the front corners of the half lot, as the case may be. 
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METHOD 76 


1. Section 29, subsection 2, to establish the boundaries of an aliquot part of a half lot in a double f 
township if the rear boundary of the half lot is unbroken and the front boundary is broken at Sater cna ices 
or river and no aliquot part of the half lot was surveyed before July 1, 1944. 


_, 2. Establish the boundaries on the same astronomic course as a side line of a half lot not surveyed in the 
original survey or parallel to a straight line joining the rear corners of the half lot, as the case may be. 


Site REE 


ROAD ALLOWANCE 
"Cc" Front Boundary of Half Lots —= 


ESTABLISH BOUNDARY “B" -"X" OF 
ALIQUOT PART’B C_Z _X"ON SAME 
ASTRONOMIC COURSE AS SIDELINE 
"€—D" NOT SURVEYED IN 
ORIGINAL SURVEY 


ESTABLISH BOUNDARY "Y" "x""Z" 
PARALLEL TO A STRAIGHT LINE 
JOINING REAR CORNERS OF 
HALF LOT "F - D" 


eS 8 zg ESTABLISH BOUNDARY "P- Q"OF ALIQUOT 
NS «|/PART"G P Q" R ON SAME ASTRONOMIC 
w S Ss COURSE AS SIDELINE "G'-"H" NOT 
3 SURVEYED IN ORIGINAL SURVEY 
28 = = 
a 


(on 


ESTABLISH BOUNDARY "R Q "S* PARALLEL 
TO A STRAIGHT LINE JOINING REAR 
CORNERS OF HALF LOT "G — E" | 


Side Line 


Uou 


Boundary J 


— 


O. Reg. 316/58, Meth. 76. 


806 : SURVEYS Reg. 552 


METHOD 77 


1. Section 29, subsection 2, to establish the boundaries of an aliquot part of a half lot in a double front 
township if both the front boundary and rear boundary of the half lot are broken at either end by a lake or river 
and no aliquot part of the half lot was surveyed before July 1, 1944. 


_, 2. Establish the boundaries on the same astronomic course as a side line of a half lot not surveyed in the 
original survey or on the same astronomic course as the front boundary of the half lot, as shown on the original 
plan and field notes, but, if the course is not shown on the original plan and field notes, then on the astronomic 
course intended for the front boundary of the half lots. 


3. SIGS NOVE! 


ESTABLISH BOUNDARY “A ~ Y" OF 
ALIQUOT PART"A E X Y"ON SAME 
ASTRONOMIC COURSE AS SIDE 
LINES "E— D"OR “B"—"C" NOT 
SURVEYED IN THE ORIGINAL SURVEY 


ESTABLISH BOUNDARY '"X - Y" 
ON SAME ASTRONOMIC COURSE AS 

FRONT BOUNDARY "A—B" AS SHOWN 
ON ORIGINAL PLAN AND FIELD NOTES 
OR INTENDED IN ORIGINAL SURVEY 


ESTABLISH BOUNDARY "M— LI" OF 
ALIQUOT PART"M- L-1-—H- G"ON 
THE SAME ASTRONOMIC COURSE AS 
SIDE LINES'F -J OR G-H WHICH 
WERE NOT SURVEYED IN ORIGINAL 
SURVEY 


ESTABLISH BOUNDARY K-—L ON 
SAME ASTRONOMIC COURSE AS 
THE FRONT BOUNDARY ‘U- |" AS 
SHOWN ON ORIGINAL PLAN AND 
FIELD NOTES OR INTENDED IN 
THE ORIGINAL SURVEY 


O. Reg. 316/58, Meth. 77. 


Reg. 552 SURVEYS 807 


METHOD 78 


‘ 1. Section 30, subsection 1, to determine in a concession in a double front township the course of the town- 
ship boundary or a proof line to survey a side line of a half lot in the concession. 


2. Determine the course of a straight line joining the ends of the township boundary or proof line at both 
fronts of the concession in which it is required to survey a side line of a half lot. 
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O. Reg. 316/58, Meth. 78. 


METHOD 79 


1. Section 30, subsection 2, to determine in a concession the course of a front line of the concession in a 
double front township for the purpose of measuring an angle with the front to establish the side line of a half lot 
if the front of the concession was surveyed on one course in the original survey. 


2. Determine the course of a straight line joining the ends of the front boundary of the concession in that 
half in which it is required to survey a side line of a half lot. 
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METHOD 80 


1, Section 30, subsection 2, to determine in a concession the course of a front line of the concession in a 
double front township for the purpose of measuring an angle with that front to establish the side line of a half lot 
if the front of the concession was surveyed on more than one course in the original survey. 


Bar" 2. Determine the course of the straight lines joining the ends of each course of the front of the concession 
as shown on the original plan and field notes in that half of the concession in which it is required to survey a side 
line of a half lot. 
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IPENIRIE Wi 
SECTIONAL TOWNSHIPS WITH DouBLE FRONTS 
METHOD 81 
: 1. Section 31, subsection 1, a “sectional township with double fronts” means a township divided into sec- 
tions and lots where the usual practice in the original survey was to survey the township boundaries, concession 
lines and side lines of sections defining the section boundaries and to%establish the front corners of the lots and 


section corners. 


2. (i) SKETCH 


2,400-AcRE SECTIONAL SYSTEM 


Regular lots are 30 chains wide and 66.67 chains in depth. Usually road allowances one chain wide made between 
i each alternate concession and every third lot and along the township boundaries. 


Heavy lines (—) indicate lines surveyed. oe 
Squares (ff) show corners usually established but not always posted. 
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(ii) SKETCH 


1,000-AcRE SECTIONAL SYSTEM 
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Regular lots are 20 chains wide and 50 chains in depth. Usually road allowances one chain wide made between 
each alternate concession and between every fifth lot and along the township boundaries. 


Heavy line ,(—) indicates lines surveyed. 
Squares (§M) show corners usually established but not always posted. 
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Regular lots are 25.25 chains in width and 59.50 chains in depth. Usually road allowances one chain wide made 


between each alternate concession and between each sixth lot and along the township boundaries. 


Heavy lines (—) indicate lines surveyed. 
Squares (MM) show corners usually established but not always posted. 
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(iv) SKETCH 


1,200-ACRE SECTIONAL SYSTEM 
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Regular lots are 25.25 chains wide and 39.60 chains deep. Road allowances one chain between each alternate 
concession and every sixth lot and along the township boundaries. 


Heavy line (—) indicates lines surveyed in the original survey. 
Squares (§) show corners usually established but not always posted. 


967 | 3967 
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Nore: In each of the sectional systems illustrated in (i), (ii), (iii) and (iv), the road allowances between 
alternate concessions, along township boundaries, and between side lines of sections, were generally surveyed 
by running the centre lines thereof and planting survey posts on such centre lines opposite the front corners of 
the lots and at the front corners of the lots by offset measurement from the centre lines of such road allowances. 


In the 1,000-acre sectional system illustrated in (ii), road allowances one chain wide were generally laid out along 
the shores of lakes and rivers. 
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METHOD 82 


1. Section 31, subsection 2, clause b, to establish a lost section corner on a township boundary in a sectional 
township with double fronts where no evidence of the lost corner exists. 


2. Determine the distance between the tw. nearest undisputed corners, one being on either side of the 
lost corner, and re-establish the lost corner by dividing the distance proportionately as intended in the original 
survey, having due regard for any road allowance made in the original survey. 
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METHOD 83 


1. Section 31, subsection 2, clause c, to re-establish a lost section corner in a sectional township with double 
fronts if the concession line in front of the adjacent sections on either side of the lost corner is shown as a straight 
line on the original plan and field notes and the side lines between such sections and adjacent sections on the 
opposite side of the concession line are shown on the original plan and field notes as a straight line and the adjacent 
corners of the sections are lost and the nearest ascertainable points on the side lines, one being on either side of the 
lost corner, are not more than 20 chains apart and no evidence of the corner exists and the lost section corner was 
not previously re-established before March 24, 1911. 


2. Join with a straight line the two nearest ascertainable points on the side lines and re-establish the lost 
corner at the intersection with a straight line joining the two nearest ascertainable points on the concession, one 
being on either side of the lost corner. 
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METHOD 84 


1. Section 31, subsection 2, clause c, to re-establish a lost section corner in a sectional township with double 
fronts if the concession line in the front of the adjacent sections on either side of the lost section corner is shown as 
a straight line on the original plan and field notes and the side lines between such sections and adjacent sections 
on the opposite sides of the concession line are shown as being a straight line on the original plan and field notes 
and the adjacent corners of the sections are lost and the nearest ascertainable points on the sid e lines, one being 
on either side of the lost corner, are more than 20chains apart and no evidence of the original corner exists and the 
lost corner was not previously re-established before March 24, 1911. 


2. Join with a straight line the two nearest ascertainable points on the concession line, one being on either 
side of the lost corner, and re-establish the lost corner on the straight line by dividing the distance proportionately 
as intended in the original survey between the two nearest undisputed corners on the concession line, one being 
on either side of the lost corner, having due regard for any road allowance made in the original survey. 
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METHOD 85 


1. Section 31, subsection 2, clause d, to re-establish a lost section corner in a sectional township with double 
fronts where the concession line in front of the adjacent sections on either side of the lost corner is shown on the 
original plan and field notes as a straight line and the side lines between such sections and adjacent sections on the 
opposite side of the concession line are shown on the original plan and field notes as not in a straight line and 
the adjacent corners of the sections are lost and no evidence of the corner exists and the lost section corner was not 
previously re-established before March 24, 1911. 


2. Determine the distance between the two nearest undisputed lot corners on the concession line, one 
being on either side of the lost corner, and re-establish the lost corner by dividing the distance proportionately as 
intended in the original survey, having due regard for any road allowances made in the original survey adhe 
joining with a straight line the two nearest ascertainable points on the concession line, one being on either side of 
the lost corner. 
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METHOD 86 


1. Section 31, subsection 2, clause e, to re-establish a lost section corner in a sectional township with double 
fronts where the concession line in front of the adjacent sections on either side of the lost corner is shown on the 
original plan and field notes as not on a straight line and the side lines between such sections and adjacent sections 
on the opposite side of the concession line are shown on the original plan and field notes as a straight line and the 
adjacent corners of the sections are lost and the lost section corner was not previously re-established before March 
24, 1911. 


2. Determine the distance between the two nearest undisputed corners on the side lines of the sections, one 
being on either side of the lost corner, and re-establish the lost corner by dividing the distance proportionately 
as intended in the original survey, having due regard for any road allowances made in the original survey, and by 
joining with a straight line the two nearest ascertainable points on the side lines of the sections, one point being on 
either side of the lost corner. 
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METHOD 87 


1. Section 31, subsection 2, clause g, to re-establish in a concession in a section a lost lot corner on the front 
of the concession in a sectional township with double fronts if the lot corner on the other side of the road allowance 
on the front of the adjacent concession opposite the lost corner is also lost and the position of the original post on 
the centre line of the road allowance opposite the lost corner cannot be determined and no evidence of the original 
corner exists. 


: 2. Determine the distance between the two nearest undisputed corners in the section, one being on either 
side of the lost corner, and re-establish the lost corner by dividing the distance proportionately as intended in the 
original survey, having due regard for any road allowance made in the original survey. 
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To re-establish lost lot corner C, measure distance between nearest undisputed corners A and B and divide pro- 
portionately as intended in the original survey, having due regard for road allowance between lots 9and 10. 
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METHOD 88 


1. Section 31, subsection 2, clause g, to re-establish in a concession in a section a lost lot corner on the front 
of the concession in a sectional township with double fronts if the lot corner on the other side of the road allow- 
ance on the front of the adjacent concession opposite the lost corner is undisputed and no evidence of the lost 
corner exists. 


2. Re-establish the lost lot corner from the undisputed lot corner on the other side of the road allowance 
opposite the lost corner as intended in the original survey. 
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Establish lost lot corner A from undisputed lot corner B as intended in the original survey. 
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METHOD 89 


1. Section 31, subsection 2, clause g, to re-establish in a concession in a section a lost lot corner on the front 
of the concession in a sectional township with double fronts if the lot corner on the other side of the road allowance 
on the front of the adjacent concession opposite the lost corner is also lost and the position of the original post on 
the centre line of the road allowance opposite the lost corner can be determined and no evidence of the lost corner 
exists. 


2. Re-establish the lost lot corner from the position of the original survey post on the centre line of the 
road allowance opposite the lost corner as intended in the original survey. 
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Establish lost lot corner from position of the original survey post on the centre line of road allowance as intended in 
the original survey. 
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METHOD 90 


1. Section 31, subsection 2, clause h, to re-establish an obliterated portion of a township boundary ina 
sectional township with double fronts and no evidence of the or iginal township boundary exists. 


; 2. Re-establish the obliterated portion of the township boundary by joining the nearest ascertainable 
points thereof as intended in the original survey 
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METHOD 91 


1. Section 31, subsection 2, clause 7, to re-establish an obliterated portion of a concession line or a side 
line of a section surveyed in the original survey in a sectional township with double fronts and no evidence of 
the original concession line or side line exists. 


2. Re-establish the obliterated portion of the concession line or side line by joining the nearest ascertainable 
points thereof as intended in the original survey. 
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METHOD 92 


1. Section 31, subsection 2, clause j, to re-establish a concession line beyond the last side line of a section 
in a sectional township with double fronts if the concession is broken by a lake or river at its end and the con- 
cession line is obliterated and no evidence of the original line exists. 


2. Re-establish the obliterated concession line on the same astronomic course shown on the original plan 
and field notes from the nearest ascertainable point on the concession line in the section in which the concession 


line is obliterated. 
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METHOD 93 


1. Section 31, subsection 2, clause k, to re-establish in a concession the side line of a section in a sectional 
township with double fronts if the concession is wholly or partly broken by a lake or river on its front and the 
section line was not surveyed across the lake or river and the side line is obliterated and no evidence of the 
original line exists. 


2. Re-establish the obliterated side line of the section on the same astronomic course shown on the 
original plan and field notes from the nearest ascertainable point thereof in the section in which the side line is 
obliterated. 
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Re-establish obliterated side line of section A-B from nearest ascertainable point A on the astronomic course 
shown on the original plan and field notes. 
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METHOD 94 

1. Section 32, to define the front of a concession in a sectional township with double fronts. 

2. The front of a concession in a sectional township with double fronts is the boundary of the concession 
that abuts the road allowance between two concessions shown on the original plan or, where a concession is 
broken{by a lake or river, the front of the concession is the boundary of the concession that is nearest the pro- 
longation of such road allowance across the lake or river. 
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METHOD 95 


1. Section 33, clause a, to establish the rear boundary of a concession in a sectional township with double 
fronts where the two concessions in a section are unbroken by a lake or river on their fronts. 


2. Establish the rear boundary of the concessions by joining with straight lines the midway points of the 
side lines of the lots and their productions through the section if so intended in the original survey. 
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Establish the rear boundary of concessions 1 and 2 by joining midway points G-H, H-J, J-K and K-L, etc. 
O. Reg. 316/58, Meth. 95. 
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METHOD 96 


1. Section 33, clause }, to establish the rear boundary of a concession in a sectional township with double 
fronts where the two concessions in a section are broken by a lake or river on either or both of their fronts but 
the fronts of the two concessions are not wholly broken at either or both ends of the section. 


2. Establish the rear boundary of the concessions by joining with a straight line the midway points between 
the fronts of the two concessions on the last ascertainable side line in the section at each end of the broken front 
if so intended, in'the original survey. 
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METHOD 97 


1. Section 33, clause c, to establish the rear boundary of a concession in a sectional township with double 
fronts where one of the concessions in a section is broken by a lake or river on its front at either or both ends 
of the section but not broken on its front through the entire section. 


2. Establish the rear boundary of the concessions by joining with a straight line a point on the broken 
side line of the section determined by measuring the distance shown on the original plan and field notes from 
the unbroken front and the midway point between the fronts of the two concessions on the last ascertainable 
side line in the section at the end of the broken front. 
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Establish rear boundary by joining with a straight line midway point Y and established point X. 
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METHOD 98 


1. Section 33, clause d, to establish the rear boundary of a concession in a sectional township with double 
fronts where one of the concessions in a section is wholly broken by a lake or river on its front. 


2, Establish the rear boundary of the concessions by measuring the distance shown on the original plan and 
field‘notes along the side lines of the lots from the front of the unbroken concession. 
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METHOD 99 


1. Section 33, clause e, to establish the rear boundary of a concession in a sectional township with double 
fronts where one of the concessions in a section is partly or wholly broken by a lake or river on its front and 
at either or both ends of the section and the other concession in the section is partly or wholly broken by a lake 
or river at either or both ends of the section and partly broken on its front. 


2. Establish the rear boundary of the concessions on the astronomic course intended in the original 
survey from a point determined by measuring the distance shown on the original plan and field notes from the 
unbroken part of the front of such concession along the last ascertainable side line in that concession at the end 
of the broken front. 
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METHOD 100 


1. Section 33, clause f, to establish the rear boundary of a concession in a sectional township with double 
fronts where both concessions in a section are wholly broken by a lake or river on their fronts and no posts were 
planted in the original survey to establish the rear boundary of such concessions. 


2. Establish the rear boundary of such concession on the astronomic course intended in the original survey 
from a point established on the limit of the section nearest to the end from which the lots are numbered midway 
between the section corners as established in the original survey. 
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METHOD 101 


1% Section 34, clause a, to establish in a concession a side line of a lot that was not surveyed in the original 
survey in a sectional township with double fronts where any such township was surveyed under the 1,000-acre or 
1,800-acre sectional system. 


2. Establish the side line on the astronomic course shown on the original plan and field notes for the side 
line of the section in which the lot is located that is nearest the end of the section from which the lots are numbered 
or, if intended in the original survey, establish the side line on the astronomic course shown on the original plan 
and field notes for the side line at the other end of the section in which the lot is located. 
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Establish any side line on the astronomic course shown on the original plan and field notes either for he side line 
of the section A-B or C-D as intended in the original survey. 
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Establish any side line on the astronomic course shown on the original plan and field notes either for the side line 
bea. of the section A-B or C-D as intended in the original survey. 
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METHOD 102 


1. Section 34, clause b, to establish in a concession the side line of a lot in a sectional township with double 
fronts not surveyed under the 1,000-acre or 1,800-acre sectional systems and that was not surveyed in the original 
survey where the side lines of the section in which the lot is located are not broken by a lake or river. 


2. If intended in the original survey, establish the side line on the astronomic course of the side line of 
the section ia which the lot is located that is nearest the end of the section from which the lots are numbered or, 
if intended in the original survey, on the astronomic course of the side line of the section in which the lot is located 


at the other end of the section. 
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METHOD 103 


1. Section 34, clause b, to establish in a concession the side line of a lot in a sectional township with double 
fronts not surveyed under the 1,000-acre or 1,800-acre sectional systems and that was not surveyed in the original 
survey where the side line of the section in which the lot is located at the end of the section from which the lots 
are Bombs is broken by a lake or river to such an extent that the course of side line cannot be accurately deter- 
mined. 


j 2. Establish the side line of the lot on the astronomic course of the side line of the section in which the lot 
is located atthe other end of the section if so intended in the original survey. 
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METHOD 104 


1. Section 34, clause }, to establish in a concession the side line of a lot in a sectional township with double 


fronts not surveyed under the 1,000-acre or 1,800-acre sectional systems and that was not surveyed in the original 
survey where the side lines of the section in which the lot is located at both ends of the section are broken by a 


lake or river to such an extent that the course of the side lines cannot be accurately determined. 


2. Establish the side line of the lot on the astronomic course shown on the original plan and field notes if 


so lintended in the original survey. 
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METHOD 105 


1. Section 34, clause c, to establish in a concession in a section the side line of a broken lot in a sectional 
township with double fronts that was surveyed in the original survey where the fronts of either or both}the can- 
cessions in the section are partly or wholly broken by a lake or river and no posts were planted on the bank of the 
lake or river in the original survey to regulate the widths in front of the broken lots and the original plan and 
field notes show that a survey line was run across the lake or river to regulate the widths in front of the broken 
lots. 


2. Establish the side lines of such broken lots from points on the section boundary established in the original 
survey fronting each concession determined by dividing proportionately as intended in the original surveyfthe 
distance between the two nearest undisputed lot corners in the section, one being on either side of the side line 
of the broken lot to be established. 
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Survey line run ond measured in original survey 


Establish lot lines in concession IV from points R-S-T-U determined by dividing the distance between undisputed 
corners A and B proportionately as intended in the original survey. 


Establish lot lines in concession III by proportional division between established corners D and C as intended in 
the original survey. 
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METHOD 106 


1. Section 34, clause d, to establish in a concession in a section the side lines of broken lots in a sectional 
township with double fronts that were not surveyed in the original survey where one of the concessions in a section 
is wholly broken by a lake or river on its front and no posts were planted on the bank of the lake or river to 
regulate the widths of the broken lots in front and no survey line was run in the original survey across the lake or 
river to regulate the widths in front of the broken lots. 


2, Establish the side lines of the broken lots in such concession from the rear corners of the lots in the 
concession to the rear thereof. 
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METHOD 107 


1. Section 34, clause e, to establish in a concession in a section the side lines of broken lots in a sectional 
township with double fronts that were not surveyed in the original survey where both concessions in a section are 
wholly broken on their fronts and wholly broken at one end by a lake or river and no posts were planted in the 
original survey on the banks of the lake or river to regulate the widths in front of the broken lots and the original 
field notes do not show that a survey line was run in the original survey across the lake or river to regulate the 
widths in front of the broken lots. 


2. Establish the side lines of the broken lots from points on the rear boundary of the concessions in the 
section determined by measuring along the rear concession line the distance intended in the original survey from 
the section limit at the end of the section that is not wholly broken. 
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Establish side lines of broken lots from points B-C-D-E on rear boundary determined by measuring distance 
intended in the original survey from section limit at point A. 
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METHOD 108 


1. Section 34, clause f, to establish in a concession in a section the side lines of broken lots in a sectional 
township with double fronts that were not surveyed in the original survey where one of the concessions in a section 
is broken at either end but not wholly broken on its front by a lake or river and no posts were planted in the 
original survey on the banks of the lake or river to regulate the widths in front of the broken lots and the original 


field notes do not show that a survey line was run in the original survey across the lake or river to regulate the 
widths in front of the broken lots. 


2. Establish the side lines of such broken lots from the rear corners of the lots of the concession to the rear 
of the concession in which such broken lots are located. 
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METHOD 109 


1. Section 34, clause g, to establish in a concession in a section the side lines of broken lots in a sectional 
township with double fronts that were not surveyed in the original survey where one of the concessions in a section 
is broken at its end and also on its front and rear boundaries by a lake or river and no posts were planted on the 
banks of the lake or river to regulate the widths in front of the broken lots. 


2. Establish the side lines of such broken lots from points determined by measuring the distance intended 
in the original survey from the nearest undisputed corner on the front of the concession along the astronomic 
course intended in the original survey for the front of the concession. 
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Establish side lines of broken lots in concession VI from points A, B, C, D determined by measuring distance in- 
tended in the original survey from undisputed corner E along astronomic course of front line of concession 
A-E as intended in the original survey. 
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METHOD 110 


1. Section 35, subsection 1, to define the aliquot part of any lot in a sectional township with double fronts 
if the lot or any part of the lot was patented before March 24, 1911. 


2. Any aliquot part of such lot is the aliquot part of the area of the lot whether the area so determined by 
survey is more or less than the area of the aliquot part expressed in any grant or other instrument intended to 


describe the part. 
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METHOD 111 


1. Section 35, subsection 2, to define any aliquot part of a broken lot in a sectional township with double 
fronts where the whole or any part of the broken lot was patented on or after the 24th day of March, 1911. 


2. Any aliquot part of such broken lot is the aliquot part of the area of the lot whether the area of the 
aliquot part so determined by survey is more or less than the area expressed in any grant or other instrument 
intended to describe the part. 


3. SKETCH 


Note: Broken lot 7, concesston IV, patented on or after March 24, 1911. 
Total area of lot by survey, 72 acres. 


Area of lot described in grant, 80 acres. 7) 
South west 4 of lot shall be determined as —— = 18 acres. 
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METHOD 112 


1. Section 35, subsection 3, to define any aliquot part of any unbroken lot in a sectional township with 
double fronts where the whole or any part of the lot was patented on or after March 24, 1911. 


: 2. Any aliquot part of such lot is the aliquot part of the frontage or depth of the lot whether the area of the 
aliquot part so determined by survey is more or less than the area expressed in any grant or other instrument 
intended to describe the part. 
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Note: North east % of east half of unbroken Jot 4, concession IV, patented on or after, March'24,'1911. 


Determine aliquot part by survey as follows: 
Divide frontage of lot A-B into two equal parts. Survey line G-F on same astronomic course as side line B-C 
or A-D not surveyed in the original survey. Divide depth on both side lines of lot so B-E equals 34 of B-C 
and A-H is 3 of A-D. Join H-E. 
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METHOD 113 


1. Section 35, subsection 4, to survey the boundaries of an aliquot part of any lot the whole or part of which 
was patented before March 24, 1911, or the aliquot part of any broken lot the whole or part of which was patented 
on or after March 24, 1911, in a sectional township with double fronts if the lot is unbroken by a lake or river on 
its front at either end and no aliquot part of such lot was surveyed before July 1, 1944. 


; 2. Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed 
in the original survey or parallel to a straight line joining the front corners of the lot, as the case may be. 
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Unbroken lot 3 patented before March 24, 1911, and no aliquot part of which was surveyed before July 1, 1944. 
Boundaries of aliquot part C-J-L-M to be surveyed as follows: 


-L on the same astronomic course as a side line of a lot not surveyed in the original survey. 
-M parallel to a straight line joining the front corners C and D of lot. 


In broken lot 4, aliquot part P-Q-O-N was patented before March 24, 1911, and no aliquot part surveyed before 
July 1, 1944. Boundaries to be surveyed as follows: 


Q-O on the same astronomic course as side lines C-F or B-G not surveyed in the original survey. 
P-Q parallel to a straight line joining the front corners B and C of the lot. 


Broken lot 5 patented on or after March 24, 1911, and no aliquot part was surveyed before July 1, 1944. Boun- 
daries of aliquot part R-S-T-N to be surveyed as follows: 

S-T on the same astronomic course as side lines A-H or B-G not surveyed in the original survey. 

S-R parallel to a straight line joining the front corners A and B of the lot. 
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METHOD 114 


1. Section 35, subsection 4, to survey the boundaries of an aliquot part of any lot the whole or part of which 
was patented before March 24, 1911, and the aliquot part of a broken lot the whole or part of which was patented 
on or after March 24, 1911, in a sectional township with double fronts if the rear boundary of the lot is unbroken 
at either of its ends and the front boundary is broken by a lake or river at either or both ends and no aliquot 
part of such lot was surveyed before July 1, 1944. 


_2. Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed in 
the original survey or parallel to a straight line joining the rear corners of the lot, as the case may be. 
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Lot 7 patented before March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries of aliquot 
part O-P-Q-R-N to be surveyed as follows: 

O-P on the same astronomic course as side line R-M or I-L not surveyed in the original survey. 

N-O parallel to a straight line joining the rear corners L and M of the lot. 


Lot 9 patented on or after March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries of aliquot 
part D-E-F-G to be surveyed as follows: 

E-F on the same astronomic course as side line A-B or G-C not surveyed in the original survey. 

E-D parallel to a straight line joining the rear corners B and C of the lot. 
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METHOD 115 


1. Section 35, subsection 4, to survey the boundaries of an aliquot part of any lot the whole or part of which 
was patented before March 24, 1911, and the aliquot part of a broken lot the whole or part of which was patented 
on or after March 24, 1911, in a sectional township with double fronts if both the front and the rear boundaries 
of the lot are broken by a lake or river at either or both ends and no aliquot part of such lot was surveyed before 
July 1, 1944. 


2. Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed 
in the original survey or on the same astronomic course as the front boundary of the concession as shown on the 
original plan and field notes, as the case may be, but, if the course is not shown on the original plan and field notes 
of such boundary, on the astronomic course intended for the front boundary of the concession in the section in 
which the lot is located. 
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In broken lot 8 an aliquot part was patented before March 24, 1911, but not surveyed before July 1, 1944. Boun- 
daries of aliquot part H-E-F-G to be surveyed as follows: 

G-F on the same astronomic course as side line H-C or A-B not surveyed in the original survey. 

E-F on the same astronomic course as the front of the concession X-Y as shown on the original plan and field 
notes or, if not shown, then as intended in the original survey. 


Broken lot 9 patented on or after March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries 
of aliquot part I-J-D-H to be surveyed as follows: 

I-J on the same astronomic course as side line H-C or A-B not surveyed in the original survey. 

J-D on the same astronomic course as the front of the concession X-Y as shown on the original plan and field 
notes or, if not shown, then as intended in the original survey. 
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METHOD 116 


1. Section 35, subsection 5, to survey the boundaries of an aliquot part of any unbroken lot the whole 
or any part of which was patented on or after March 24, 1911, in a sectional township with double fronts. 


_, 2, Survey the unsurveyed boundaries on the same astronomic course of a side line not surveyed in the 
original survey from points on the front boundary of the lot determined by dividing the measurement between 
the front corners equally or by joining with straight lines points on the side lines of the lots determined by dividing 
the measurement between the front and rear corners of the lot equally without regard to the manner in which the 
aliquot part is described in any grant or other instrument. 
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NOTE 


All aliquot divisions of width shall be surveyed along the front of a lot. 
All aliquot divisions of depth shall be surveyed along both side lines of a lot. 


EXAMPLES 


The boundaries of the north east 14 of the lot or the east 14 of the north 1% shall be surveyed as follows: 


F-J on the same astronomic course of a side line of a lot not surveyed in the original'survey from the equal division 
points E on the front of the lot. : Se he 
J-H on a straight line joining the equal division points H and G on the side lines of the lot. 


The boundaries of the west 1% of the south 1% of the south east 4 of the lot shall be surveyed as follows: 


E-K and N-M on the same astronomic course of a side line of a lot not surveyed in the original survey from equal 
division points E and M, respectively, on the front of the lot. 
K-N on a straight line joining the equal division points L and O on the side lines of the lot. 
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METHOD 117 


1. Section 36, to establish the course of a boundary line of a section in a sectional township with double 
fronts for the purpose of surveying a side line of a lot. 


2. Determine the course of the straight line joining the section corners along the boundary intended to 
govern the direction of the lot lines in the original survey. 
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DETERMINE COURSE OF STRAIGHT LINE 
‘a"-"B" OR "C"-"D" AS INTENDED IN 
ORIGINAL SURVEY TO GOVERN DIRECTION 
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O. Reg. 316/58, Meth. 117. 
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PART Vi 
SECTIONAL TOWNSHIPS WITH SINGLE FRONTS 
METHOD 118 
1. Section 37, subsection 1, a “sectional township with single fronts’’ means a township divided into sec- 
tions and lots where the usual practice in the original survey was to survey the township boundaries, concession 


lines and side lines of the sections and establish the front corners of the lots and the section corners. 
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Heavy lines (—) indicate lines surveyed. : 
Squares (§) show section and lot corners established but not always posted. 


O. Reg. 316/58, Meth. 118. 
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METHOD 119 


_ 1, Section 37, subsection 2, clause b, to re-establish a lost section corner on a township boundary in a 
sectional township with single fronts where no evidence of the lost corner exists. 
2. Determine the distance between the two nearest undisputed corners, one being on either side of the lost 
corner, and re-establish the lost corner by dividing the distance between the undisputed corners proportionately 
as intended in the original survey. 
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Determine distance between corners A-B andfdivide proportionately as intended in the original survey to re- 
establish lost section corner C. ,., [hue 
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To re-establish lost section corner B, determine distance between undisputed corners A and C and divide pro- 
portionately as intended in the original survey. 
O. Reg. 316/58, Meth. 119. 
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METHOD 120 


1. Section 37, subsection 2, clause c, to re-establish a lost section corner in a sectional township with single 
fronts if the concession line in front of the adjoining sections on either side of the lost corner is shown as a straight 
line on the original plan and field notes and the side lines between such sections and adjoining sections on the 
opposite sides of the concession line are shown as being a straight line on the original plan and field notes and the 
nearest ascertainable points on the side lines, one being on either side of the lost section corner, are not more 
than 20 chains apart and no evidence of the corner exists and the lost section corner was not previously re- 
established before March 24, 1911. 


2. Join with a straight line the nearest ascertainable points on the side line and re-establish the lost corner 
at the intersection of the line with a straight line joining the two nearest ascertainable points on the concession 
line, one being on either side of the lost corner. 
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Re-establish lost section corner at the intersection of straight lines joining A-B and C-D respectively. 
O. Reg. 316/58, Meth, 120. 
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METHOD 121 


1. Section 37, subsection 2, clause c, to re-establish a lost section corner in a sectional township withfsingle 
fronts if the concession line in the front of the adjoining sections on either side of the lost section corner is shown 
as a straight line on the original plan and field notes and the side lines between such sections and the adjoining 
sections on the opposite side of the concession line are shown as a straight line on the original plan and field notes 
and the nearest ascertainable points on the side lines, one being on either side of the lost corner, are more than 20 
chains apart and no evidence of the original corner exists and the lost corner was not previously re-established 
before March 24, 1911. 


2. Join with a straight line the nearest ascertainable points on the concession line, one being on either side 
of the lost corner, and re-establish the lost corner on the straight line by dividing proportionately the distance be- 
tween the two nearest undisputed corners on the concession line, one being on either side of the lost corner, as 
intended in the original survey. 
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Establish lost section corner on straight line A and B by dividing distance C-D between undisputed lot corners 
proportionately as intended in the original survey. 


O. Reg. 316/58, Meth. 121. 
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METHOD 122 


1. Section 37, subsection 2, clause d, to re-establish the lost corner of a section in a sectional township 
with single fronts if the concession line in front of the adjoining sections on either side of the lost corner is shown 
as a straight line on the original plan and field notes and the side lines between the sections and the adjoining sec- 
tions on the opposite side of the concession are shown as not in a straight line in the original plan and field notes 


and no evidence of the original corner exists and the lost section corner was not previously re-established before 
March 24, 1911. 


2. Join with a straight line the two nearest ascertainable points on the concession line, one being on either 
side of the lost corner, and re-establish the lost corner on the straight line by dividing the distance proportionately 


between the two nearest undisputed corners on the concession line, one being on either side of the lost corner, as 
intended in the original survey. 
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Measure distance A-B and divide proportionately as intended in the original survey and re-establish lost section 
corner on straight line C-D. 


O. Reg. 316/58, Meth. 122. 
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METHOD 123 


1. Section 37, subsection 2, clause e, to re-establish the lost corner of a section in a sectional township with 
single fronts if the concession line in front of the adjoining sections on either side of the lost corner is shown on 
the original plan and field notes as not on a straight line and the side lines between such sections and the adjoining 
sections on the opposite side of the concession line are shown on the original plan and field notes as a straight line 


and no evidence of the original corner exists and the lost corner was not previously re-established before March 24, 
1911. 


2. Join with a straight line the two nearest ascertainable points on the side lines of the sections, one being 
on either side of the lost corner, and re-establish the lost corner on the straight line by dividing the distance pro- 
portionately as intended in the original survey between the two nearest undisputed corners on the side lines, one 
being on either side of the lost corner. 
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Measure the distance A-D and divide proportionately as intended in the original survey and re-establish lost corner 
on straight line C-B. 


O. Reg. 316/58, Meth. 123. 
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METHOD 124 


1. Section 37, subsection 2, clause g, to re-establish in a concession in a section a lost lot corner in a sec- 
tional township with single fronts on the front line of the concession and the lost lot corner is not a section corner 
and no evidence of the original corner exists. 


2. Join with a straight line the two nearest ascertainable points on the concession line in the section, 
one being on either side of the lost corner, and re-establish the lost lot corner on the straight line by dividing 
proportionately the distance between the two nearest undisputed corners in the section, one being on either 
side of the lost corner, as intended in the original survey. 
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Determine the distance between C-D and divide proportionately as intended in the original survey and re-establish 
the lost lot corner on straight line A-B. 
O. Reg. 316/58, Meth. 124. 
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METHOD 125 


; 1. Section 37, subsection 2, clause h, to re-establish a portion of a township boundary in a sectional town- 
ship with single fronts that is obliterated and no evidence of the original boundary exists. 


2. Join the nearest ascertainable points in the same manner as intended in the original survey. 
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Original survey shows the east boundary of concession V a straight line and the east boundary of concession VI 
also a straight line, but each on different bearings. Join points A and C in the same manner as intended in 
the original survey and thus re-establish point B as intended in the original survey. 


O. Reg. 316/58, Meth. 125. 
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METHOD 126 


ile Section 37, subsection 2, clause 7, to re-establish a concession line or side line of a section between the 
gs of a section in a sectional township with single fronts that is obliterated and no evidence of the original 
ine exists. 


2. Join the nearest ascertainable points on the concession line or side line as intended in the original survey. 
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original survey 


Section line between lots 2 and 3, concession 5, shown as a straight line on the original plan and field notes. Join 
nearest ascertainable points Y-Z with a straight line to re-establish obliterated side line. Concession line 
between concessions IV and V across lot 4 not shown as a straight line. Join nearest ascertainable points 
A-C as intended in the original survey to re-establish obliterated concession line. 


QO. Reg. 316/58, Meth. 126. 
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METHOD 127 


1. Section 37, subsection 2, clause 7, to re-establish a concession line beyond the last side line of a section 
in a sectional township with single fronts if the concession is broken by a lake or river at its end and the con- 
cession line is obliterated and no evidence of the original line exists. 


2. Re-establish the obliterated concession line on the same astronomic course shown on the original plan 
and field notes from the nearest ascertainable point on the concession line in the section in which the concession 
line is obliterated. 
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Re-establish obliterated concession line A-B on the same astronomic course as shown on the original plan and 
field notes from the nearest ascertainable point A. 
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METHOD 128 


1. Section 37, subsection 2, clause k, to re-establish in a concession the side line of a section in a sectional 
township with single fronts if the concession is wholly or partly broken by a lake or river on its front and the sec- 
tion line was not surveyed across the lake or river in the original survey and the side line is obliterated and no 
evidence of the original line exists. 


2. Re-establish the obliterated side line of the section on the same astronomic course shown on the original 
plan and field notes from the nearest ascertainable point on the side line of the section in the section in which the 
side line is obliterated. 
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“Re-establish side line of sections A-B on the same astronomic course as shown on the original plan and field notes 
from nearest ascertainable points A. 
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METHOD 129 
1. Section 38, to define the front of a concession in a sectional township with single fronts. 


; 2. The front of a concession is the boundary of the concession that is nearest to the boundary of the town- 
ship from which the concessions therein are numbered or lettered. 
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METHOD 130 


1. Section 39, clause a, to establish in a concession a side line of a lot in a sectional township with single 
fronts that was not surveyed in the original survey and the side lines of the section in which the lot is located 
are not broken by a lake or river. 


2. Establish the side line of a lot from the front corner of the lot on the astronomic course for the side line 
of;the section in which the lot is located that is nearest the end of the section from which the lots are numbered, 
if so intended in the original survey. 
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Establish lot line A-D on astronomic course of section line C-B. 
O. Reg. 316/58, Meth. 130. 
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METHOD 131 


1. Section 39, clause a, to establish in a concession a side line of a lot in a sectional township with single 
fronts that was not surveyed in the original survey and the side line of the section in which the lot is located that 
is nearest the end of the section from which the lots are numbered is broken by a lake or river to such an extent 
that the course of the side line of the section cannot be accurately determined. 


2. Establish the side line of the lot from the front corner of the lot on the astronomic course for the side 
line of the section in which the lot is located that is farthest from the end of the section from which the lots are 


numbered, if so intended in the original survey. 
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Establish lot line C-D on astronomic course of section line A-B. 


O. Reg. 316/58, Meth. 131. 


Reg. 552 SURVEYS 863 


METHOD 132 
1. Section 39, clause a, to establish in a concession a side line of a lot in a sectional township with single 
fronts that was not surveyed in the original survey and both side lines of the section in which the lot is located 
are broken by a lake or river to such an extent that the course of either side line cannot be accurately determined. 


2. Establish the side line of a lot from the front corner of the lot on the astronomic course shown on the 
original plan and field notes. 
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Establish lot line A-B on astronomic course shown on the original plan and field notes. 
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METHOD 133 


1. Section 39, clause b, to establish in a concession the side line of broken lots in a sectional township with 
single fronts that was not surveyed in the original survey and the front of the concession in the section is partly or 
wholly broken by a lake or river and no post was planted on the bank of the lake or river to regulate the widths 
in front of the broken lots and the original field notes show that a survey line was run on the section limit fronting 
the concession across the lake or river to regulate the widths in the front of the broken lots. 


2. Establish the side line of the broken lots from a point on the survey line run on the section limit fronting 
the concession determined by dividing proportionately, as intended in the original survey, the distance between the 
corners of the section. 
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A and B are section corners re-established in accordance with The Surveys Act 
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1. Section 39, clause c, to establish in a concession the side line of a broken lot in a sectional township with 
single fronts that was not surveyed in the original survey and the front of the concession in the section is wholly 
broken by a lake or river and no post was planted in the original survey on the bank of the lake or river to regulate 
the widths in front of the broken lots and no survey line was run across the lake or river to regulate the widths in 
front of the broken lots. 


2. Establish the side line of such broken lot from the front corner of the lot in the concession to the rear 
offthe wholly broken concession. 
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Establish lot lines A-B and C-D from points A and C, respectively, being the front corners of the lots in the con- 
cession to the rear. 
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METHOD 135 


1. Section 39, clause d, to establish in a concession the side line of broken lots in a sectional township with 
single fronts that was not surveyed in the original survey if the concession is broken at its end and on the front and 
rear boundaries by a lake or river and no posts were planted on the bank of the lake or river to regulate the widths 
in front of the broken lots and the original field notes do not show that a survey line was run in the original survey 
to regulate the widths in front of the broken lot. 


; 2. Establish the side line of the broken lots from points determined by measuring the distance intended 
in the original survey from the nearest undisputed corner on the front of the concession along the astronomic 
course intended for the front of the concession. 
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Establish side lines E-F and G-H from points C and D, determined by measuring distance B-C and C-D intended 
in the original survey on the astronomic course intended in the original survey for B-A-C-D, the front of 


concession IV. 
O. Reg. 316/58, Meth. 135. 
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METHOD 136 


1. Section 40, subsection 1, to define the aliquot part of any lot in a sectional township with single fronts 
if the lot or any part of the lot was patented before March 24, 1911. 


2, Any aliquot part of such lot is the aliquot part of the area of the lot whether the area so determined by 
survey is more or less than the area expressed in any grant or other instrument which intended to describe the part. 
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Unbroken lot 5 patented before March 24, 1911. Area by survey, 328 acres. Area of north 14 of west half 
described in grant as 40 acres. Determine north 4 of west half by survey to contain 41 acres. 


Broken lot 6 patented before March 24, 1911. Area by survey, 268 acres. Area of south 14 described in grant as 


268 
80 acres. Determine south 4 by survey as re = 67 acres. 


O, Reg. 316/58, Meth. 136. 
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METHOD 137 


1. Section 40, subsection 2, to define the aliquot part of a broken lot in a sectional township with single 
fronts if the lot or any part of the lot was patented on or after March 24, 1911. 


2. Any aliquot part of such broken lot is the aliquot part of the area of the lot whether the area so deter- 
mined by survey is more or less than the area expressed in any grant or other instrument which intended to de- 
scribe the part 
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Broken lot 3 patented on or after March 24, 1911. Total area of lot by survey, 294 acres. Area of lot described 


F 3 294 
in grant, 308 acres. Area of west 14 of lot to be determined by survey as re acres. 


Broken lot 4 patented on or after March 24, 1911. Total area by survey, 271 acres. Area of south 44 defined by 


grant, 130 acres. Area of south 4 to be determined by survey as ms acres. 
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METHOD 138 


1. Section 40, subsection 3, to define any aliquot part of an unbroken lot in a sectional township with single 
fronts if the whole or part of the lot was patented on or after March 24, 1911. 


2. Any aliquot part of such unbroken lot is the aliquot part of the frontage or depth of the lot whether the 
area of the aliquot part so determined is more or less than the area expressed in any grant or other instrument 
intended to describe the part. 


3. SKETCH 
Ae bel "B ul 
/2 of AB 
2} North 1/4 2 
i of 2 
©) West 1/2 
x es ii ¢ 
S mil (Tike: on nyu 
b 
S 
9 & yy 
q S S 
= ~ 
4 S 
9 
: ou 2 
3 S e ot Mey 
oH ee Lot 3 


Lot 


Section 


lei Legh uCe 


Unbroken lot 3 patented on or after March 24, 1911. Determine aliquot part A-E-H-F of west 14 by survey_as 
follows: 

Divide frontage D-C into two equal parts. Survey line E-G on astronomic course as in case of lot line A-D not 
surveyed in the original survey. 

Divide depths A-D and B-C into four equal parts and join H-J with straight line. 
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METHOD 139 


1. Section 40, subsection 4, to survey the boundaries of an aliquot part of any lot the whole or part of which 
was patented before March 24, 1911, and the aliquot part of a broken lot the whole or part of which was patented 
on or after March 24, 1911, in a sectional township with single fronts if the front of the lot is unbroken by a lake 
or river at either end and no aliquot part of such lot was surveyed before July 1, 1944. 


2. Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed in 
the original survey or parallel to a straight line joining the front corners of the lot, as the case may be. 
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Lot 3 patented before March 24, 1911, and no aliquot part surveyed before July 1, 1944. The boundaries of 
aliquot part C-F-I-J to be surveyed as follows: 


I-F on same astronomic course as lot line C-L. I-J parallel to straight line joining front corners of lot C-G. 


front 
Z corner 


Broken lot 4 patented on or after March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries 
of aliquot part A-B-C-D to be surveyed as follows: 


A-D on same astronomic course as lot line C-L. A-B parallel to straight line joining front corners of lot E-C. 


O. Reg. 316/58, Meth. 139. 
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METHOD 140 


1. Section 40, subsection 4, to survey the boundaries of an aliquot part of any lot the whole or any part 
of which was patented before March 24, 1911, and the aliquot part of a broken lot the whole or any part of which 
was patented on or after March 24, 1911, in a sectional township with single fronts if the rear boundary of the 
lot is unbroken at either of its ends and the front boundary is broken by a lake or river at either or both ends and 
no aliquot part of such lot was surveyed before July 1, 1944. 


: 26 Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed 
in the original survey or parallel to a straight line joining the rear corners of the lot, as the case may be. 
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Broken lot 5 patented before March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries 
of aliquot part A-W-X-Y to be surveyed as follows: 
X-Y on same astronomic course as lot line A-E. W-Y parallel to straight line joining rear corners of lot, A and B. 


Broken lot 6 patented on or after March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries 
of aliquot part R-S-W-A to be surveyed as follows: 
R-S on same astronomic course as lot line E-A. S-W parallel to straight line joining rear corners of lot A-G. 


O. Reg. 316/58, Meth. 140. 
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METHOD 141 


1. Section 40, subsection 4, to survey the boundaries of an aliquot part of a broken lot and an unbroken 
lot the whole or part of which was patented before March 24, 1911, and the aliquot part of a broken lot the whole 
or part of which was patented on or after March 24, 1911, in a sectional township with single fronts if both the 
front boundary and the rear boundary of the lot are broken by a lake or river at either or both ends and no aliquot 
part of such lot was surveyed before July 1, 1944. 


2. Survey the unsurveyed boundaries on the same astronomic course as a side line of a lot not surveyed in 
the original survey or on the same astronomic course as the front boundary of the concession as shown on the ori- 
ginal plan and field notes, but, if the course is not shown on the original plan and field notes, on the astronomic 
course intended for the front boundary of the concession in the section in which the lot is located. 
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Lot 7 patented before March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries of aliquot 
part A-B-C-D to be surveyed as follows: 

A-D and B-C on the same astronomic course as lot line X-Y not surveyed in the original survey. A-B on the same 
astronomic course as front boundary of lot N-M as shown on the original plan and field notes or as intended 


in the original survey. 


Broken lot 8 patented on or after March 24, 1911, and no aliquot part surveyed before July 1, 1944. Boundaries 
of aliquot part O-P-Q-R to be surveyed as follows: 


O-R and P-Q on the same astronomic course as lot line X-Y not surveyed in the original survey. R-Q on the same 
astronomic course as front boundary of concession L-M shown on the original plan and field notes or as in- 


tended in the original survey. 
O. Reg. 316/58, Meth. 141. 
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METHOD 142 


1. Section 40, subsection 5, to survey the boundaries of an aliquot part of an unbroken lot the whole or any 
part of which was patented on or after March 24, 1911, in a sectional township with single fronts. 


2. Survey the boundaries on the same astronomic course of a side line not surveyed in the original survey 
from points on the front boundary of the lot determined by dividing the measurement between the front corners 
equally or by joining with straight lines points on the side lines of the lot determined by dividing the measurement 
between the front and rear corners of the lot equally, as the case may be, without regard to the manner in which the 
aliquot part of any such lot is described in any grant or other instrument. 
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Note 
All aliquot divisions of width shall be surveyed along the front of a lot. 
All aliquot divisions of depth shall be surveyed along both side lines of a lot. 
EXAMPLES 


The boundaries of the north west 14 or the west 14 of the north 1% shall be surveyed as follows: aon 

K-I on the same astronomic course of a side line of a lot not surveyed in the original survey from the equal division 
point G on the front of the lot. 

O-I on a straight line joining the equal distant points M and O on the side lines of the lot. 


The boundaries of the north % of the south east 14 shall be surveyed as follows: en 

H-I on the same astronomic course of a side line of a lot not surveyed in the original survey from the equal division 
point G on the front of the lot. ; : 

I-M on a straight line joining the equal division points M and O on the side lines of the lot. 

H-N on a straight line joining the equal division points N and Q on the side lines of the lot. 


O. Reg. 316/58, Meth. 142. 
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METHOD 143 


: _1. Section 41, to establish in a concession the course of a boundary line of a section in a sectional township 
with single fronts to survey the side line of a lot in a section not surveyed in the original survey. 


2. Establish a straight line joining the section corners on the side line of the section intended to govern 
the side line and determine its astronomic course. 
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Astronomic course of straight line-G-H governing line for side line between lots 3 and 4, concession III, if so in- 
tended. Astronomic course of straight line E-D governing line for side line between lots 5 and 6, concession 
III, if so intended. 


O. Reg. 316/58, Meth. 143. 
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PART VII 
SECTIONAL TOWNSHIPS WITH SECTIONS AND QUARTER SECTIONS 
METHOD 144 
1. Section 42, clause a, a ‘‘sectional township with sections and quarter sections’’ means a township divided 
into sections and quarter sections having regular dimensions without road allowances between sections where 


the usual practice in the original survey was to survey the township boundaries and section lines and to establish 
the section corners and quarter section corners. 
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Heavy lines (—) indicate lines surveyed. . . 
Squares ((M) indicate section and quarter section corners established but not always posted. 


O. Reg. 316/58, Meth. 144. 
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METHOD 145 


1. Section 42, clause , a ‘‘sectional township with sections and quarter sections’’ means a township divided 
into sections and quarter sections having regular dimensions and with road allowances of uniform width between 
sections where the usual practice in the original survey was to survey the township boundaries and the section 
lines on the west and south sides of the road allowances and to establish the section corners and quarter section 


corners on the surveyed lines. 
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Heavy lines (—) indicate lines surveyed. 


Squares (@) indicate section and quarter section corners usually posted. 


Sketch (i) illustrates the corners usually posted on township boundaries that are abutted by a different system 


of survey or a tract of land not subdivided. 
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Heavy lines (—) indicate lines surveyed. d 
Squares (MM) indicate section and quarter section corners usually posted. 


Sketch (ii) illustrates the corners usually posted on township boundaries that are abutted by the same system 
of survey. 
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METHOD 146 


: 1. Section 43, subsection 1, to define the limits of the one chain road allowance between sections in a sec- 
tional township with sections and quarter sections and road allowances between sections surveyed under the 
instructions of the Department of Interior of Canada with one and one-half chain road allowances between 
sections. 


2. The one chain road allowance shall lie north and east of and adjoin the south and west sides of the one 
and one-half chain road allowance surveyed in the original survey. 
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The one chain (66 feet) road allowance forms part of the original 1.5 chain (99 feet) road allowance and lies north 
of the south sides A-D-E and C-H-G of original road allowances and east of the west sides A-B-C and 
E-F-G of original road allowances. 


O. Reg. 316/58, Meth. 146. 
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METHOD 147 


1. Section 43, subsection 2, to define the strips of land formerly parts of the original one and one-half chain 
road allowance in a sectional township with sections and quarter sections and road allowances between sections 
surveyed under instructions of the Department of Interior of Canada. 


2. The strips of land formerly forming parts of the original road allowances are detached from the‘original 
road allowances and attached to and form part of the quarter sections immediately adjoining the’strips ofjland 
on the east and north limits thereof. 
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Hatched areas are strips of land formerly parts of original road allowances, now attached to and forming part 
of he N.W. 14,S.W. 144 and the S.E. 14 of section 10 adjoining the strips on the east and north. N.W. 4 
section originally surveyed with 160 acres is increased to 162 acres by strip on west side. S.E. 14 section 
originally surveyed with 160 acres is increased to 162 acres by strip on south side. S.W. 14 section originally 
surveyed with 160 acres is increased to 164.025 acres by strips on west and south side. N.E. 14 section 
remains unchanged. 
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METHOD 148 


1. Section 43, subsection 3, to define the governing points in a sectional township with sections and 
quarter sections and road allowances between sections surveyed under instructions of the Department of Interior 
of Canada, for the purpose of re-establishing a lost corner or obliterated boundary of a section or quarter section 
and establishing a section or quarter section corner not established in the original survey. 


2. The governing points shall be the section and quarter section corners established in the original survey. 
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Sectionfand quarter section corners A, B, C, D, E, F, G, H shall be the governing points to re-establish a lost 
corner or obliterated boundary on surveyed lines A-C, E-G, A-E and C-G and also to establish section and 
quarter section corners S, T, U not established in the original survey of section 10. 


O. Reg. 316/58, Meth, 148° 
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METHOD 149 


1. Section 44, subsection 1, clause 0, to re-establish a lost corner of a section or quarter section surveyed 
in the original survey in a sectional township with sections and quarter sections and road allowances between 
sections where no evidence of the lost corner exists. 


2. Determine the distance between the two nearest undisputed corners, one being on either side of the lost 
corner, and re-establish the lost corner by dividing the distance proportionately as intended in the original survey, 
having due regard for any road allowance made in the original survey. 
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To re-establish lost section corner C, divide distance A-B proportionately as intended in the original survey, having 
due regard for the road allowances between sections. . 

ae: ae 

To re-establish lost 14 section corner D, divide distance A-C proportionately as intended in the original survey, 
having due regard for the road allowances between sections. 


O. Reg. 316/58, Meth. 149. 
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METHOD 150 


ti Section 44, subsection 1, clause }, to re-establish a lost corner of a section or quarter section in a sec- 
tional township with sections and quarter sections without road allowances between sections on a township boun- 


dary where no evidence of the lost corner exists. 


2. Determine the distance between the two nearest undisputed corners, one being on either side of the lost 
corner, and re-establish the lost corner by dividing the distance proportionately as intended in the original survey. 
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To re-establish lost section corner C, divide distance A-B proportionately as intended in the original survey. 


To re-establish lost 14 section corner D, divide distance A-C proportionately as intended in the original survey. 
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METHOD 151 


1. Section 44, subsection 1, clause ¢, to re-establish a lost corner of a section in a sectional township with 
sections and quarter sections without road allowances between the sections on a section boundary in the interior 
of the township and no evidence of the lost corner exists. 

2. Intersect the straight lines joining the nearest ascertainable points on the adjoining intersecting section 
boundaries. 
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Establish lost section corner A at the intersection of straight lines joining ascertainable point E and quarter 
section corner D and section corner B and quarter section corner C, respectively. 


O. Reg. 316/58, Meth. 151. 
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METHOD 152 


1. Section 44, subsection 1, clause c, to re-establish a lost corner of a section surveyed in the original survey 
in a sectional township with sections and quarter sections and road allowances between the sections on a section 
boundary in the interior of the township and no evidence of the lost corner exists. 


2. Intersect the straight lines joining the nearest ascertainable points on the adjoining intersecting section 
boundaries. 
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Establish lost section corner A at the intersection of straight lines joining ascertainable point E and quarter 
section corner D and quarter section corner C and section corner B, respectively. 
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: 1. Section 44, subsection 1, clause d, to re-establish a lost corner of a quarter section in a sectional town- 
ship with sections and quarter sections without road allowances between sections on a section boundary in the 


METHOD 153 


interior of the township and no evidence of the lost corner exists. 


2. Join the nearest ascertainable points on the section boundary. 
section corners along the boundary of the section in which the quarter section corner is lost and divide the distance 


proportionately as intended in the original survey. 
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Re-establish lost quarter section corner C by joining ascertainable points X and Y and dividing the distance 
between section corners A and B proportionately as intended in the original survey. 
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METHOD 154 


1. Section 44, subsection 1, clause d, to re-establish a lost corner of a quarter section ina sectional township 
with sections and quarter sections and with road allowances between sections on the surveyed boundary of a 
section in the interior of the township and no evidence of the lost corner exists. 


2. Join the nearest ascertainable points on the section boundary in which the corner is lost. Determine 
the distance between the section corners of the section on the boundary in which the quarter section corner is 
lost and divide the distance proportionately as intended in the original survey, having due regard for any road 
allowance made in the original survey. 
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Re-establish lost quarter section corner C by joining ascertainable points X and Y and dividing the distance 


between section corners A and B proportionately as intended in the original survey, having due regard 
for any road allowance made in the original survey. 
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METHOD 155 
; 1. Section 44, subsection 1, clause e, to re-establish a part of an obliterated township boundary in a sec- 
tional township with sections and quarter sections without road allowances between sections and no evidence of 
the township boundary exists. 
2. Join the nearest ascertainable points of the township boundary as intended in the original survey. 
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Re-establish by joining the nearest ascertainable points A and B as intended in the original survey. 
O. Reg. 316/58, Meth.7155. 
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METHOD 156 


1. Section 44, subsection 1, clause e, to re-establish a part of an obliterated township boundary in a sectional 
township with sections and quarter sections and with road allowances between the sections and no evidence of 
the township boundary exists. 


2. Join the nearest ascertainable points of the township boundary as intended in the original survey, 
having due regard for any road allowance made in the original survey between the sections. 


3. SKETCH 
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Re-establish by joining the nearest ascertainable points A and B as intended in the original survey, having due 
regard for any road allowance made in the original survey. 


O. Reg. 316/58, Meth. 156. 
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METHOD 157 


1. Section 44, subsection 1, clause f, to re-establish a part of an obliterated section boundary in a sectional 
township with sections and quarter sections without road allowances between sections in the interior of a township 
and no evidence of the section boundary exists. 


2. Join the nearest ascertainable points of the section boundary as intended in the original survey. 


Sih SKETCH 
Township boundary, 


~ SWI/4 | S.E.U/4S 


SEG: | SEG: 
Nearest 


/ Obliterated 4 
N.W.1/4 |! NLE. 1/4 


Re-establish by joining the nearest ascertainable points A and B as intended in the original survey. 
O. Reg. 316/58, Meth. 157. 
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METHOD 158 
1. Section 44, subsection 1, clause f, to re-establish a part of an obliterated section boundary in a sectional 
township with sections and quarter sections and with road allowances between sections in the interior.of a town- 
ship surveyed in the original survey and no evidence of the section boundary exists. 


2. Join the nearest ascertainable points of the section boundary as intended in the original survey. 


3. SKETCH 
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sw.V4!  s.€.1/4 
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ALLOWANCE 


Re-establish by joining the nearest ascertainable points A and B as intended in the original survey. 
O. Reg. 316/58, Meth. 158, 
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METHOD 159 
1. Section 44, subsection 2, to establish an original section line on the north or east side of the original road 
allowance in a sectional township with sections and quarter sections and with road allowances between sections 
defined in Method 145 and not surveyed in the original survey. 


2. Measure the width of the road allowance shown on the original plan and field notes from the section 
line on the south or west side, as the case may be, of the original road allowance. 


3: SKETCH 
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ORIGINAL ROAD ALLOWANCE ;39' 


ORIGINAL 


wan RG rT) 
CG \— section line De rveyed c | 

in original | survey 
To establish section boundaries X-Y and X-Z not surveyed in the original survey, measure the width of the original 


road allowance shown on the original plan and field notes from the section boundaries A-B-C and C-D-E, 
respectively, both of which were surveyed in the original survey. 


O. Reg. 316/58, Meth. 159. 
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METHOD 160 


_ 1. Section 45, clause a, to establish a corner of a section shown on the original plan and field notes ina 
sectional township with sections and quarter sections and with road allowances between sections defined in Method 
145 on a section line not surveyed in the original survey. 


_ 2. Measure the widths of the road allowances shown on the original plan and field notes from the two 
section corners of the adjacent sections on the opposite sides of the road allowances. 


3. SKETCH 
eed eon Section line not surveyed nae ae 
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Section line surveyed 
in original survey 


At points B, C and E survey posts were generally planted in the original survey on section lines surveyed in the 
original survey. 


Points A and D on section lines surveyed in the original survey were established but not usually posted in the 
original survey. Establish section corners at points F by measuring the widths of the road allowances shown 
on the original plan and field notes from the section corners at points A and D., 


O. Reg. 316/58, Meth. 160. 
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METHOD 161 


; 1. Section 45, clause b, to establish a corner of a quarter section shown on the original plan and field notes 
in a sectional township with sections and quarter sections and with road allowances between the sections defined 
in Method 145 on a section line not surveyed in the original survey. 


2. Measure the width of the road allowance as shown on the original plan and field notes from the opposite 
quarter section corner on the other side of the road allowance and join a straight line between that quarter section 
corner and the opposite quarter section corner at the other side of the section. 


3. SKETCH 
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\ /n_ section |, survey 


ORIGINAL 
2 section 


ORIGINAL ROAD ALLOWANCE 
Nae 
| A | 
/_section line surveyed 
in original survey 
Establish quarter section corners at points B by joining straight lines between quarter section corners at points A 


which are opposite to each other and measuring along such lines the width of the road allowances as shown 
on the original plan and field notes. 


O. Reg. 316/58,"Meth. 161. 
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METHOD 162 


, 1. Section 46, to establish the interior boundaries of half sections or quarter sections in a sectional township 
with sections and quarter sections without road allowances between the sections. 


2. Connect the opposite quarter section corners on the boundaries of the section by straight lines. 


3. SKETCH 


N//4 Section 1/4 Section~ 
ls corner 


i = 
Establish interior boundary of 14 section by connecting points A and B by a straight line. 


Establish interior boundaries of 14 sections by connecting points A and B and C and D by straight lines, 


O. Reg. 316/58, Meth. 162. 
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METHOD 163 


_ A. Section 46, to establish the interior boundaries of half sections or quarter sections in a sectional town- 
ship with sections and quarter sections and with road allowances between the sections. 


2. Connect the opposite quarter section corners on the surveyed section boundaries of the section and the 
quarter section corners on the surveyed boundaries of the adjacent sections opposite the quarter section corners 
in the sections which were not posted in the original survey. 


3: SKETCH 
ORIGINAL ROAD) ALLOWANCE 


Surveyed in ‘\//4 Section corner 
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ADJACENT SECTION 


Establish interior boundaries of a half section by connecting 14 section corners at A and B or C and D witha 
straight line. 


Establish interior boundaries of the 14 sections by connecting 14 section corners A and B and C and D with 
straight lines. 


O. Reg. 316/58, Meth. 163. 
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METHOD 164 


1. Section 47, subsection 1, to determine the aliquot part of a quarter section in a sectional township with 
sections and quarter sections. 


_ 2. The aliquot part of a quarter section is the aliquot part of the frontage or the depth between the quarter 
section corners determined by survey whether or not the area so determined is more or less than the area expressed 
in any grant or other instrument that intended to describe the part. 


3. SKETCH 


Walt ves 1" B" " Gg" 
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N. W. 1/4 Sec. 
or 
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Ge Whe Ice Siete: 


en rial ie 
North west 14 section A, B, X, H contains by measurement 162 acres and is described in grant as 160 acres 


North west 14 of the north west 14 section or the west half of the north half of the north west 14 section shall be 
determined by aliquot division of the frontage and depths as follows: 


Distance A-P 1% distance A-B 
Distance A-R 1 distance A-H 


Distance B-T ¥% distance B-X 
Distance H-S 1 distance H-X 


O. Reg. 316/58, Meth. 164. 
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METHOD 165 


1. Section 47, subsection 2, to define the aliquot part of a half section in a sectional township with sections 
and quarter sections. 


2. The aliquot part of a half section is the aliquot part of the frontage or depth between the quarter section 
corners of the quarter sections forming the half section as determined by survey whether or not the area so deter- 
mined is more or less than the area expressed in any grant or other instrument that intended to describe the part. 


3. SKETCH 
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East half of section B-C-F-G contains by survey 322 acres and is expressed in a grant as 320 acres. 


The south quarter of the east half shall be determined by survey as the south half of the south east quarter section 


as follows: 
Establish quarter section corners X and D and fix E-F as 4% of D-F and H-Gas % of X-G. 


O. Reg. 316/58, Meth. 165. 
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METHOD 166 


1. Section 47, subsection 3, to establish the boundaries of aliquot parts of a quarter section or a half section 
in a sectional township with sections and quarter sections. 


2. Connect by straight lines the points opposite each other on the boundaries of each quarter section 
determined by dividing the frontage and depth along each boundary of each quarter section into aliquot parts. 


3. SKETCH 
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Interior boundary of the west 2g A-M-K-H of the north west quarter section A-B-J-H_ shall be surveyed by 
joining with a straight line points M and K which points fix the aliquot division of depth along the quarter 
section boundaries A-B and H-J, respectively. 


Interior boundary of the south 44 X-Y-E-F of the east 14 B-C-E-F shall be surveyed by joining with a straight 
line the midway points X and Y of the south east quarter section boundaries J-F and D-E, respectively. 


O. Reg. 316/58, Meth. 166. 
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Regulation 553 


under The Teachers’ Superannuation Act 


GENERAL 
ELECTIONS 


1.—(1) In this section, “‘secretary’’ means the 
secretary of The Ontario Teachers’ Federation. 


(2) On or before the 10th day of April in each year, 
the secretary shall publish in such newspapers and other 
publications having a general circulation in the teach- 
ing profession and in such form as is deemed proper a 
notice regarding the nomination of candidates for the 
election to be held in the current year. 


(3) Nominations for candidates shall be in writing 
and sent by prepaid mail or delivered to the secretary. 


(4) Nominations received by the secretary after the 
30th day of April shall not be accepted. 


(S) Every nomination shall be signed by, 


(a) at least ten persons qualified to vote at the 
election who are employees of not fewer than 
five different boards, and all or any of such 
persons may sign one nomination paper or 
separate nomination papers; or 


(6) the president and secretary of the affiliated 
body of The Ontario Teachers’ Federation 
that is concerned in the election acting under 
the authority of a resolution passed at the 
annual meeting of such body. 


(6) Every person, 


(a) whose name appears in the official member- 
ship list of the affiliated body of The Ontario 
Teachers’ Federation that is concerned in the 
election, such list being correct as of the 
ist day of May of the year of the election; or 


(b) whose name, because of the nature of his 
employment, does not appear in the list but 
who has contributed to the Fund for the month 
of March of the year of the election, 


and no others, are qualified to vote at the election. 


(7) A printed ballot paper in Form 1, accompanied 

y a return envelope addressed to the secretary and 

marked “‘ballot paper’’, shall be mailed on or before the 

14th day of May by the secretary to every person who 
is qualified to vote at the election. 


(8) Every person may vote for a candidate by 
marking an X opposite the candidate’s name on the 
ballot paper, enclosing the ballot paper in the return 
envelope, sealing the envelope, and sending it by 
prepaid mail or delivering it to the secretary. 


(9) Any number of envelopes may be sent or 
delivered to the secretary in a single package. 


(10) Votes cast upon ballot papers received by the 
secretary after the 25th day of May shall not be 
counted. 


(11) All ballot papers received by the secretary on 
or before the 25th day of May shall be opened in the 
presence of himself and at least a majority of the 
elected members of the Commission whose offices are 
not affected by the election then being held, at a meet- 
ing called by the secretary, who shall act as chairman. 


_ (12) The secretary and the elected members men- 
tioned in subsection 11 are responsible for the counting 
of the votes cast and for the determination of the 
result of the election which they shall report in writing 
to the Minister. 


(13) Any candidate and a representative of the 
affiliated body of The Ontario Teachers’ Federation 
that is concerned in the election may be present at the 
opening of the ballot papers and the counting of the 
votes or may be represented thereat by any person 
qualified to vote at the election who is appointed in 
writing by the candidate or by the affiliated body, 
as the case may be. C.R.O. 1950, Reg. 358, s. 1. 


ACCOUNTS AND RECORDS 
2. The secretary of the Commission shall keep, 
(a) a complete card record for each contributor; 
(b) books showing all amounts received as pay- 
ments into the Fund and deposited on account 


of the Fund, and all cheques issued against the 
account of the Fund; 


n 


(c) books showing, 


(1) the capital of the Fund, the amounts 
received from the contributors, and the 
amounts, including interest, received 
from the Treasurer of Ontario, 


WH 


(ii) the cash to the credit of the Fund, 
(ii) the payments made as allowances, 
(iv) the payments made as refunds, and 


(v) the payments made as administration 
expenses of the Commission; and 


(d) such other accounts and records as the Com- 
mission may require. C.R.O. 1950, Reg. 358, 
s. 2; O. Reg. 94/56, s. 2. 


APPLICATIONS AND ALLOWANCES 


3.—(1) Every application for a superannuation or 
disability allowance shall be in Form 2. 


(2) Every application for a dependant’s allowance 
shall be in Form 3. 


(3) Every application for an allowance shall be 
verified in Form 4. 


(4) Every applicant for an allowance shall furnish 
with his application, 


(a) a birth certificate or such other proof of age 
as the Commission may require unless proof 
of age has been accepted previously by the 
Commission; 


(b) in the case of a married male teacher or of a 
married female teacher with an incapacitated 
and wholly dependent husband, similar proof 
of the date of marriage and of the age of the 
spouse; 


(c) in the case of an application for a dependant’s 
allowance following the death of a person 
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while employed, similar proof of the age of 
the applicant and of the age of the person in 
respect of whose service the application is 
made and of the date of marriage of the 
deceased person; 


(d) in the case of a joint annuity under section 34 
of the Act, similar proof of the age of the joint 
annuitant; and 


(e) a statement showing places and dates of em- 
ployment with corroborating documentary 
evidence from the employing boards. C.R.O. 
1950; Reg. 358; s. 3: 


APPLICATIONS FOR REFUNDS 


4. Every application for a refund shall be in 
Form 5. C.R.O. 1950, Reg. 358, s. 4. 


INFORMATION TO BE FURNISHED 


5. The Commission by notice in Form 6 may 
require any person who is a contributor to or in receipt 
of an allowance from the Fund, or any applicant for an 
allowance or a refund, or any board, to furnish the 
Commission with such information as may be required, 
and the person, applicant or board so required to 
furnish information shall do so in accordance with the 
notice. C.R.O. 1950, Reg. 358, s. 5. 


DEDUCTIONS 


6.—(1) In computing the amount of an allowance 
under section 27 of the Act, the amount of the allow- 
ance computed in the manner prescribed by subsection 2 
of section 25 of the Act shall be reduced, 


(a) in the case of a person who is over sixty-one at 
the beginning of the month next following the 
month in which he ceased to be employed, 
by 5 per cent; or 


(b) in the case of a person who is under sixty-one, 
at the rate of 5 per cent in respect of each year 
by which the age of the person is less than 
sixty-two years at the beginning of the month 
next following the month in which he ceased 
to be employed, but the reduction shall not 
exceed 50 per cent in aggregate. 


(2) In computing the amount of an allowance 
under section 28 of the Act, the amount of the allow- 
ance computed in the manner prescribed by sub- 
section 2 of section 25 of the Act shall be reduced, 


(a) in the case of a person who was employed 
for more than twenty-nine school years, by 
5 per cent; or 


(b) in the case of a person who was employed 
for less than twenty-nine school years, at the 
rate of 5 per cent in respect of each school 
year by which the actual number of school 
years of his employment was less than thirty 
years. 


(3) In computing the amount of an allowance 
under section 30 of the Act, the allowance computed 
in the manner prescribed by subsection 2 of section 25 
of the Act shall be reduced, 


(a) in the case of a person who is over sixty-one 
at the beginning of the month next following 
the month in which he ceased to be employed, 
by 21% per cent; or 


(6) in the case of a person who is under sixty-one, 
at the rate of 21% per cent in respect of each 
year by which the age of the person is less 
than sixty-two years at the beginning of the 
month next following the month in which he 
ceased to be employed, but the reduction shall 
not exceed 25 per cent in the aggregate. 
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(4) In computing the amount of an allowance 
under subsection 3 of section 32 of the Act, the allow- 
ance prescribed by subsection 1 of section 32 of the Act 
shall be reduced at the rate of 214 per cent for each 
year that the widow was more than ten years younger 
than her husband. C.R.O. 1950, Reg. 358, s. 6. 


ANNUITIES 


7. Where an annuity is payable under section 34 
of the Act, the amount of the annuity shall be the 
percentage indicated in the following tables of the 
amount of the allowance that would have been payable 
had no direction been given under such section: 


(a) where the dependant is younger than the 
person by the number of years indicated in 
the first column: 


0 years 83.9 per cent 
1 82.9 
2 81.9 
3 80.9 
4 79.9 
a 78.9 
6 78.0 
7 hed 
8 76.2 
9 Sis) 
10 74.4 
11 73.6 
12 72.8 
13 72.0 
14 flee: 
15 70.5 
16 69.8 
ug 69.2 
18 68.6 
19 68.0 
20 67.4 


(b) where the dependant is older than the person 
by the number of years indicated in the first 
column: 

0 years 83.9 per cent 

1 84.9 

2 85.9 

3 86.8 

4 87.7 

5 88.6 


6 89.4 
i 90.2 
8 91.0 
9 Oe 
0 92.4 


C.R.O. 1950, Reg. 358, s. 7. 


ABSENCE FROM DUTY 


8.—(1) A person who has been abseni from duty 
because of ill-health or pregnancy and who was not 
paid for any period or periods may, if such person has 
returned to duty for not fewer than twenty school days 
in a school year, make contributions to the Fund for 
the period or periods of the absence from duty up to 
but not exceeding a total of six months in the triennium 
immediately following the first suspension of salary 
and a total of six months in any succeeding triennium, 
and the amount of the contributions shall be calculated 
according to the rate of salary such person was receiving 
when the absence from duty commenced or the rate 
that such person would have received under the salary 
schedule applicable if such person had remained on 
duty. O. Reg. 196/53, s. 1. 
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(2) A person who has been absent from duty be- 
cause of duty asa juror, or because of duty as a member 
of the Legislative Assembly of Ontario, and who was 
not paid by his board for any period or periods may, if 
he has returned to duty for not fewer than twenty 
school days in a school year, make contributions to the 
Fund for the period or periods of the absence from duty, 
and the amount of the contributions shall be calculated 
according to the rate of salary he was receiving when 
the absence from duty commenced or the rate that he 
would have received under the salary schedule applic- 
able if he had remained on duty. O. Reg. 196/53, s. 1. 


(3) Where a person who holds an interim or 
permanent certificate obtained at a normal school or 
training college for teachers and who is absent from 
duty for the purpose of taking an academic or profes- 
sional course of study approved by the Commission, 
resumes his duties for not fewer than twenty school days 
in a school year, he may make contributions to the 
Fund in respect of not more than one year of the 
absence from duty, in an amount calculated according 
to the rate of salary he was receiving at the time he 
became absent from duty or the rate he would have 
received under the salary schedule applicable. 


(4) Where a person who has contributed to the 
fund for ten years or more is absent from duty under 
a plan of sabbatical leave for the purpose of travel or 
study and receives salary from the board for the 
period at a rate lower than that which he would other- 
wise have received, he may, after resuming duty for at 
least twenty days, make direct payment to the Com- 
mission of the amount required to make up the total 
contribution which he would have made in respect of 
not more than one year of the absence from duty if he 
had not been absent from duty, failing which he shall 
be entitled to credit in the Fund for only that pro- 
portion of the period of absence from duty which the 
salary he received bears to the salary he would have 
received if he had not been absent from duty. 


(5) Any payment authorized by this section may 
be made without interest within one year of the 
person’s resumption of duty and not thereafter. 


(6) Where a person is absent from duty under this 
section, in computing the amount of the allowance to 
which the person or his dependant is entitled, credit 
shall be given only for that part of the period of ab- 
sence from duty in respect of which the person is 
entitled to make and makes contributions. C.R.O. 
1950, Reg. 358, s. 8 (2-5). 


CREDITS FOR OUTSIDE SERVICES 


9.—(1) A person who has been employed within 
the meaning of the Act for at least fifteen years, of 
which at least ten years were served after the period or 
periods of service for which he is obtaining credit 
under this subsection, may include, for every purpose 
relating to an annual allowance, similar service in any 
province of Canada, or in any other part of the Com- 
monwealth, or in any school maintained by the Govern- 
ment of Canada for children of members of the armed 
forces of Canada, for Indians, or for inmates of penal 
institutions, 


(a) if within ten years from the date he became 
employed or before the 1st day of April, 1960, 
whichever is the later date, he has paid into 
the Fund for each year of that service after 
the 1st day of April, 1917, a sum of money 
calculated on the salary actually received for 
the period concerned or on the minimum 
salary on which contributions may be paid at 
the time payment is made, whichever is the 
greater, and at a rate equal to the total of the 
rate applicable to a teacher employed in 
Ontario and the rate paid by the Treasurer 
of Ontario on his behalf in the year or years 
concerned, with interest at the rate of 434 
per cent per annum compounded half-yearly; 
or 


(b) if, where he was employed before the Ist day 
of September, 1940, and has not made the 
payment referred to in clause a, he has paid 
into the Fund, or has agreed to pay through 
a reduction in his annual allowance, an amount 
equal to the reserve that would have been 
accumulated in the Fund for a person of the 
same age, for the same period of employment, 
as poe by the actuary. O. Reg. 243/57, 
Sp il 


(2) A person who has been employed within the 
meaning of the Act for at least fifteen years of his 
service may include, for every purpose relating to an 
annual allowance, teaching or inspectoral service, not 
exceeding five years, in a foreign country, 


(a) if his foreign service has been approved by 
the Commission; 


(b) if he did not contribute in respect of his 
foreign service to any fund similar to the 
Teachers’ Superannuation Fund; and 


(c) if within five years from the date he com- 
pleted his foreign service, a 


(i) he paid into the Fund for each year of 
that service a sum of money equal to 
the contributions he would have made 
and that the Treasurer would have 
made on his behalf had he remained 
in the employment of his former board, 
with interest at 434 per cent per annum 
compounded half-yearly, or 


(ii) where he was not employed within the 
meaning of the Act before his foreign 
service, he paid into the Fund for each 
year of that service a sum of money 
equal to the contributions he would 
have made and that the Treasurer 
would have made on his behalf had 
he been so employed at a salary rate 
of $2,000 per year, with interest as 
aforesaid. O. Reg. 196/53, s. 2. 


(3) A person who is a contributor to the Fund 
under section 17 of the Act may include, for every 
purpose relating to an annual allowance, teaching 
service in any designated private school, 


(a) if he was qualified at the time of such service 
as a teacher under the Acts and regulations 
administered by the Department; and 


(b) if within ten years from the date he became 
a contributor to the Fund under section 17 
of the Act, he paid into the Fund for each 
year of such service a sum of money equal to 
the contributions he would have made and 
that the Treasurer would have made on his 
behalf had he been employed within the 
meaning of the Act during the period con- 
cerned, with interest at 434 per cent per annum 
compounded half-yearly. 


(4) In every case under this section the total of all 
service in any province of Canada, in any other part of 
the Commonwealth, in any school maintained by the 
Government of Canada for children of members of the 
armed forces of Canada, for Indians, or for inmates of 
penal institutions, in a foreign country, and in any 
designated private school, shall be included. O. Reg. 
ESS. Bel 

TRANSFERS 


10. Where a teacher or inspector has ceased or 
ceases to be employed within the meaning of the Act 
and has become or becomes a contributor to a similar 
fund established by the Government of Canada or the 
government of any province of Canada and notifies 
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the Commission of these facts, a sum of money equal 
to the amount of his contributions to the Fund shall 
be paid out of the Fund into such similar fund. O. Reg. 
160/51, s. 2; O. Reg. 196/53, s. 4. 


11. Where a person’s moneys are transferred to the 
Fund from the Public Service Retirement Fund or the 
Public Service Superannuation Fund and such person 
becomes a contributor to the Fund as soon as he ceases 
to be a civil servant or as soon as he completes a period 
of teacher training or if he was engaged in teaching 
while he was a civil servant, he is entitled to credit in 
the Fund for a period equal to the period for which he 
made contributions to the Public Service Retirement 
Fund or the Public Service Superannuation Fund or 
for a period equal to the period of such teaching, as 
the case may be. O. Reg. 243/57, s. 3. 


RECIPROCAL RIGHTS—-ENGLAND, WALES 


12. A person who has not established credit under 
subsection 1 of section 9 and who has credit in the 
pension fund of England and Wales for all of his con- 
tributory teaching in England or Wales and who has 
been employed in Ontario for a period of at least 
fifteen years and in England and Wales for a period of 
time which, if both periods had been served in Ontario, 
would have entitled him to a superannuation allowance 
under the Act, is entitled to be paid a superannuation 
allowance under the Act calculated on the basis of his 
average salary for the last ten years for which he made 
contributions to the Fund and bearing the same ratio 
to the allowance to which he would have been entitled 
if all his contributory teaching had been done in Ontario 
as the number of his years of contributory teaching in 
Ontario bears to the number, not exceeding thirty-five, 
of his years of contributory teaching in Ontario and in 
England or Wales. O. Reg. 229/58, s. 1. 


EMPLOYMENT OF PENSIONERS—-URGENT NEED 


13.—(1) The period between the 19th day of Feb- 
ruary, 1947, and the 30th day of June, 1962, is declared 
to be a period during which there is urgent need for the 
services of persons in receipt of allowances. 


(2) Until the 30th day of June, 1962, the allowance 
for any school year in which a person who has been 
granted a superannuation allowance is employed in 
excess of twenty days shall be reduced by one four- 
hundredth of the amount of the allowance in respect 
of every school day in excess of twenty days for which 
he was employed. 


(3) Any person to whom subsection 2 applies may, 
by notice in writing to the Commission, elect to have 
clause a of subsection 1 of section 41 of the Act apply 
to him, in which case subsection 2 does not apply 
to him. 


(4) Any person who has given the notice referred 
to in subsection 3 may withdraw it at any time by 
notice in writing to the Commission, in which event it 
shall be deemed never to have been given and all 
matters shall be adjusted accordingly. C.R.O. 1950, 
Reg. 358, s. 10; O. Reg. 160/51, s. 3; O. Reg. 229/58, s. 2; 
O. Reg. 59/60, s. 1. 


WAR SERVICE 


14.—(1) Every person who was on active service 
in Her Majesty’s forces in World War I or World War II 
and who is employed is, on producing proof of such 
service, entitled to credit in the Fund in respect of the 
period of such service as if it had been a period of 
employment if he or his board pays into the Fund an 
amount in respect of the period of such service sub- 
sequent to the ist day of April, 1917, equal to the 
contributions he would have made if he had been em- 
ployed, calculated on an annual salary of $2,000 or on 
the annual salary he was receiving before he entered 
such service, whichever is greater, with accumulated 
interest at the rate of 434 per cent per annum com- 
pounded half-yearly. 
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(2) Every person who has been on active service 
in the armed forces of Canada since World War II and 
who is employed is, on producing proof of such service, 
entitled to credit in the Fund in respect of the period 
of such service up to a maximum of five years as if it 
had been a period of employment if he or his board 
within five years after the commencement of his post- 
service employment pays into the Fund an amount in 
respect of the period of such service calculated on an 
annual salary of $2,000 or on the annual salary he was 
receiving before he entered such service, whichever is 
greater, with accumulated interest at the rate of 434 per 
cent per annum compounded half-yearly. 


(3) For the purpose of this section, ‘‘active service” 
includes any period immediately after the period of 
active service during which the person was receiving 
medical or surgical treatment from the Government of 
Canada for a disability sustained on active service and 
during which he was receiving hospital pay and allow- 
ances or the equivalent thereof from the Government 
of Canada and during which he was incapable of being 
employed because of such disability. 


(4) For the purposes of this section, a person shall 
be deemed to have been on active service during the 
whole of the month in which he entered such service 
and during the whole of the month in which he ceased 
to be on such service. O. Reg. 243/57, s. 4; O. Reg. 
246/60, s 


15.—(1) Every person who was on special war 
service in World War II and who is employed is, upon 
producing proof of such service, entitled to credit in the 
Fund in respect of the period of such service as if it 
had been a period of employment if he or his board pays 
into the Fund an amount in respect of the period of 
such service equal to the amount of the contributions 
he would have made and those that the Treasurer of 
Ontario would have made on his behalf had he been 
employed, calculated on an annual salary of $2,000 or 
on the annual’salary he was receiving before he entered 
such service, whichever is greater, with accumulated 
interest at the rate of 424 per cent per annum com- 
pounded half-yearly. 


(2) For the purposes of this section, ‘special war 
service’’ means service that was related to the prosecu- 
tion of the war but was not active service, service in 
the production of aircraft, naval or army equipment, 
munitions, food or supplies, or service of a clerical 
nature only. 


(3) For the purposes of this section, a person shall 
be deemed to have been on special war service during 
the whole of the month in which he entered such 
service and the whole of the month in which he ceased 
to be on such service. 


(4) A person who has established credit in the 
Fund in respect of a period of special war service is 
not entitled to, 


(a) a refund of the amount paid in respect of the 
contributions that the Treasurer of Ontario 
would have made on his behalf had he been 
employed; or 


(6) an allowance under section 29 or 30 of the 
Act in respect of a disability suffered during 
the period of special war service. 


(5) Every person to whom this section applies who 
left Canada for special war service overseas before 
the 15th day of August, 1945, shall be deemed to have 
entered active service on so leaving Canada and there- 
after section 14 applies. O. Reg. 243/57, s. 4. 


16.—(1) Payments into the fund under section 14 
or 15 may be made in instalments of not less than $10 
per teaching month, but in no case shall the period 
between the payment of the first instalment and the 
payment of the last instalment exceed five years. 
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(2) Where some but not all of the amount due under 
section 14 or 15 is paid into the Fund within the five- 
year period mentioned in subsection 1, the amount so 
paid in shall be refunded. O. Reg. 243/57, s. 4. 


17.—(1) Agreements heretofore made under the 
war service or special war service sections continue in 
force as if the sections applicable thereto had not been 
revoked. 


(2) If default occurs in making any of the payments 
under an agreement mentioned in subsection 1, the 
Commission may refund the amount paid into the Fund 
under the agreement. O. Reg. 243/57, s. 4. 


NON-COMPLYING SCHOOLS 


18.—(1) The Commission shall not receive any 
amount in respect of teaching service in a non-comply- 
ing school unless the board of the school pays or agrees 
to pay an amount equal to the total amount of the 
deductions that should have been made from the 
salary of every person employed at any time since the 
Ist hay of April, 1917, and that have not been paid 
to the Commission, with accumulated interest at 
5 per cent per annum compounded half-yearly. 


(2) Where a person applies for an allowance, the 
period of his employment in a non-complying school 
for which contributions should have been paid but 
were not received shall not count in establishing 
eligibility or in computing the allowance. 


(3) Where the board of a non-complying school 
makes deductions for contributions to the Fund from 
the salaries of persons employed by it and desires to 
have those persons re-admitted to the full privileges 
of the Fund, the amount due the fund from the board 
shall be paid by the board either in one payment or 
in yearly instalments with interest at the rate of 5 per 
cent per annum compounded half-yearly. 


(4) In this section, ‘‘non-complying school’’ means 
a school whose board or teachers or both are reported 
by the Minister to the Commission as having failed 
to comply with any Act or Regulation administered 
by the Department. C.R.O. 1950, Reg. 358, s. 15. 


DESIGNATED SCHOOLS AND CLASSES 


19. The class operated by The Hospital for Sick 
Children, Toronto, for children whose hearing is im- 
paired is designated a class within the meaning of 
subclause ii of clause d of section 1 of the Act. O. Reg. 
USI SVAN. the 


DESIGNATED CLASSES 


20. Every class under The Defence Training Board 
is designated a class within the meaning of subclause iv 
of clause d of section 1 of the Act. O. Reg. 78/55, s. 4. 


DESIGNATED BODIES 
21. The following are designated as associations or 
bodies under subclause vii of clause d of section 1 of 
the Act: 
1. The Ontario Teachers’ Federation. 
2. The Canadian Teachers’ Federation. 


3. Federation of Women Teachers’ Associations 
of Ontario. 


4. The Ontario Secondary School Teachers’ 


Federation. 


5. The Ontario Public School Men Teachers’ 
Federation. 
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6. L’Association de l’Enseignement Francais de 
l'Ontario. 


7. The Canadian Education Association. 


8. The Ontario English Catholic Teachers’ 
Association. C.R.O. 1950, Reg. 358, s. 17. 


22. The following are designated as associations or 
bodies of boards or of school trustees and ratepayers 
within the meaning of subclause viii of clause d of 
section 1 of the Act: 


1. The Associated High School Boards of the 
Province of Ontario. 


2. L’Association des Commissaires des Ecoles 
Bilingues d’Ontario. 


3. Northern Ontario Public and Secondary 
School Trustees’ Association. 


4. Ontario Separate School Trustees’ Association. 


5. Ontario Urban and Rural School Trustees’ 
Association. 


6. The Ontario School Trustees’ and Ratepayers’ 
Association, Inc. 


7. The Ontario School Trustees’ Council. 


8. The Public School Trustees’ Association of 
Ontario, Inc. O. Reg. 246/60, s. 2. 


DESIGNATED CAPACITIES 


23. The following are designated capacities under 
subclause ix of clause d of section 1 of the Act: 


1. Full-time secretaries of boards. 
2. School attendance officers appointed under 


The Schools Administration Act. C.R.O. 1950, 
Reg. 358, s. 18; O. Reg. 246/60, s. 3. 


DESIGNATED PRIVATE SCHOOLS 


24. The following are designated private schools 
for the purposes of the Act: 


1. Cathedral School for Boys, Hamilton. 
2. Cathedral School for Girls, Hamilton. 
. St. Michael’s Private School, Belleville. 
. Cornwall Classical College, Cornwall. 


. Alma College, St. Thomas. 


An P WwW 


Convent Notre Dame du Bon Conseil, 


Sudbury. 

7. St. Andrew’s Convent, St. Andrews West. 
8. St. Margaret’s School, Kirkfield. 

9. Pickering College, Newmarket. 
10. St. Peter’s Private School, Peterborough. 
11. St. Joseph’s Academy, Lindsay. 

12. St. Joseph’s Private School, River Canard. 
13. Elmwood School, Rockcliffe Park. 

14. Hillfield School, Hamilton. 


15. Lorne Park College, Port Credit. 
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16. Eden Bible School, Virgil. 

17. Appleby College, Oakville. 

18. Ridley College, St. Catharines. 

19. Upper Canada College, Toronto. 

20. Havergal College, Toronto. 

21. Lakefield Preparatory School, Lakefield. 


22. Bishop Strachan School, Toronto. 


23. Trinity College School, Port Hope. 
24. St. Mary’s Academy, Haileybury. 


25. St. Conrad's Private School, Ottawa. 


26. Corpus Christi High School, Windsor. 


27. St. Andrew’s College, Aurora. 


28. Rockway Mennonite School, Kitchener. 
29. Albert College, Belleville. 

30. Arpin Memorial School, Fort William. 
31. Ashbury College, Ottawa. 

32. Crescent School, Toronto. 

33. Notre Dame College School, Welland. 


34. St. Angela’s Academy, London. 


35. St. John’s College, Brantford. 
36. St. Mary’s Private School, Kitchener. 


37. St. Michael’s Choir School, Toronto. 


38. St. Patrick’s College, Ottawa. 


39. Catholic Central School, Chatham. O. Reg. 
20U/Si sale Os Reew 229/58, s. 3310 Reg, 
248/58, s. 1; O. Reg. 199/59, s. 1. 


25.—(1) Every person who contributes to the Fund 
under any provision of the Act other than section 17 
may establish credit in the Fund in respect of past 
teaching service in a designated private school if he was 
qualified at the time of such service as a teacher under 
the Acts and Regulations administered by the Depart- 
ment and if he undertakes to pay and pays to the 
Commission an amount equal to the amount of his 
own contributions and those that the Treasurer would 
have made on his behalf had he been employed, cal- 
culated on an annual salary of $1,000, or on his actual 
salary, whichever is greater, together with accumulated 
interest at the rate of 434 per cent per annum com- 
pounded half-yearly. 


(2) Where a person to whom subsection 1 applies 
received, in addition to his salary, board, lodging or 
any other perquisite, his salary shall, for the purposes 
of subsection be determined by the Commission, 
regard being had to the value of such board, lodging 
or other perquisite. 


(3) Payments into the Fund under subsection 1 
may be made in instalments satisfactory to the Com- 
mission, but in no case shall the period between the 
payment of the first instalment and the payment of 
the last instalment exceed ten years. 


(4) In every case under subsection 1, the total of all 
service in a designated private school shall be included. 


(S) If default occurs under subsection 3, the Com- 
mission may refund the amounts paid into the Fund 
under this section. O. Reg. 229/58, s. 4. 


TEACHERS’ ORGANIZATIONS 


26. The following teachers’ organizations are desig- 
nated for the purpose of clause b of subsection 2 of 
section 2 of the Act: 


1. (a) The Ontario Secondary School Teachers’ 
Federation for the purpose of electing 
one member to the Commission; 


(6) the Ontario English Catholic Teachers’ 
Association for the purpose of electing 
one member to the Commission; and 


(c) L’Association de l’Enseignement Fran- 
cgais de l’Ontario for the purpose of 
electing one member to the Commission, 


in 1959 and in each third year thereafter. 


ise) 


The Ontario Public School Men ‘Teachers’ 
Federation for the purpose of electing one 
member to the Commission in 1960 and in 
each third year thereafter. 


The Federation of Women Teachers’ Associ- 
ations of Ontario for the purpose of electing 
one member to the Commission in 1961 and in 
each third year thereafter. O. Reg. 67/59,s. 1. 


ies) 


PART-TIME EMPLOYMENT 
27.—(1) In this section, “part-time employment”’ 
means employment within the meaning of the Act for 
fewer than twenty hours in a week. 


(2) A person who has part-time employment is 
entitled to credit in the Fund for the period of such 
service multiplied by a number equal to the number of 
hours of such service per week and divided by twenty. 


(3) A person who taught music, art and crafts, 
physical and health education, home economics, in- 
dustrial arts and crafts, or any other special subject 
for fewer than twenty hours per week before the 1st day 
of September, 1957, is entitled to credit in the Fund for 
the period of such service multiplied by a number equal 
to the number of hours of such service per week and 
divided by twenty, if before the lst day of April, 1968, 
he has paid into the Fund in respect of all of such part- 
time service a sum of money calculated on the salary 
actually received for such part-time service at the rate 
applicable in the year or years concerned with interest 
at the rate of 434 per cent per annum compounded half- 
yearly and, where part only of such sum is paid into 


the Fund under this subsection, the Commission 
may refund the amount so paid. O. Reg. 243/57, s. 6; 
O. Reg. 229/58, s. 6 
CONSENTS 
28. Every consent given under subsection 1 of 


C.R.O. 1950; 


section 31 of the Act shall be in Form 7. 


Reg. 358, s. 20. 

REFUND OF PAYMENTS MADE UNDER THE REGULATIONS 
29. Amounts contributed to the Fund by way of 

payments under section 8 by a person who becomes 

entitled to a refund under section 48 of the Act form 


part of his contributions for the purposes of that 
section of the Act. O. Reg. 78/55, s. 5. 


30.—(1) Where a person has completed his pay- 
ments into the Fund under subsection 1 of section 9 
and withdraws from the profession or dies before being 
employed for at least the minimum period prescribed 
in that subsection, he or his estate is entitled to a 
refund of an amount equal to the amounts, including 
interest, that he would have been required to pay under 
that subsection on the 22nd day of June, 1950, or on the 
date on which he began his subsequent employment in 
Ontario, whichever is the later date. 
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(2) Where a person has commenced but has not 
completed his payments into the Fund under sub- 
section 1 of section 9 and withdraws from the profession 
or dies before being employed for at least the minimum 

eriod prescribed in that subsection, he or his estate 
is entitled to a refund of an amount equal to the value 
on the 22nd day of June, 1950, or on the date on which 
he began his subsequent employment in Ontario, 
whichever is the later date, on an interest basis of 
434 per cent per annum compounded half-yearly, of the 
amounts, including interest, which he paid under that 
subsection. 


(3) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 1 of section 9 and has been employed for at least 
the minimum period prescribed in the subsection, and 
he or his dependant becomes entitled to an allowance 
under the Act before the expiration of the period of 
time in which such payments are to be made, the full 
period in respect of which the payments under that 
subsection are being made shall be included in the 
calculation of the allowance and an actuarial deduction 
made from the allowance in respect of the unpaid 
portion of such payments. 


(4) Where a person has commenced but has not 
completed his payments into the Fund under sub- 
section 1 of section 9 and is employed on the expiration 
of the period within which the payments were to be 
made, the agreement under which the payments were 
being made is void and a refund shall be made on that 
date of an amount equal to the value on the 22nd day 
of June, 1950, or on the date on which he began his 
subsequent employment in Ontario, whichever is the 
later date, on an interest basis of 434 per cent per 
annum compounded half-yearly, of the amounts, includ- 
ing interest, which he paid under that subsection. 
O. Reg. 243/57, s. 6. 


31.—(1) Where a person has completed his pay- 
ments into the Fund under subsection 2 of section 9 
and withdraws from the profession or dies before being 
employed for at least the minimum period prescribed 
in that subsection, he or his estate is entitled to a 
refund of an amount equal to the amounts, including 
interest, that he would have been required to pay on 
the date on which he began his subsequent employment 
in Ontario. 


(2) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 2 of section 9 and withdraws from the profession 
or dies before being employed for at least the minimum 
period prescribed in that subsection, he or his estate is 
entitled to a refund of an amount equal to the value 
on the date on which he began his subsequent employ- 
ment in Ontario, on an interest basis of 434 per cent 
per annum compounded half-yearly, of the amounts, 
including interest, which he paid under that subsection. 


(3) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 2 of section 9 and has been employed for at least 
the minimum period prescribed in that subsection, and 
he or his dependant becomes entitled to an allowance 
under the Act before the expiration of the period of 
time in which such payments are to be made, the full 
period in respect of which the payments under that 


subsection are being made shall be included in the 
calculation of the allowance and an actuarial deduction 
made from the allowance in respect of the unpaid 
portion of such payments. 


(4) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 2 of section 9 and is employed on the expiration 
of the period within which the payments were to be 
made, the agreement under which the payments were 
being made is void and a refund shall be made on that 
date of an amount equal to the value on the date on 
which he began his subsequent employment in Ontario, 
on an interest basis of 434 per cent per annum com- 
pounded half-yearly, of the amounts, including interest, 
i a he paid under that subsection. O. Reg. 243/57, 
s. 6. 


32.—(1) Where a person has completed his pay- 
ments into the Fund under subsection 3 of section 9 
and withdraws from the profession or dies, he or his 
estate is entitled to a refund of an amount equal to 
the amounts, including interest, that he would have 
been required to pay under that subsection on the date 
on which his school was designated or on the date he 
began his employment in that school, whichever is the 
later date. 


(2) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 3 of section 9 and withdraws from the profession 
or dies, he or his estate is entitled to a refund of an 
amount equal to the value on the date on which his 
school was designated or on the date he began his 
employment in that school, whichever is the later date, 
on an interest basis of 434 per cent per annum com- 
pounded half-yearly, of the amounts, including interest, 
which he paid under that subsection. 


(3) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 3 of section 9 and he or his dependant becomes 
entitled to an allowance under the Act before the 
expiration of the period of time in which such payments 
are to be made, the full period in respect of which the 
payments under that subsection are being made shall 
be included in the calculation of the allowance and an 
actuarial deduction made from the allowance in respect 
of the unpaid portion of such payments. 


(4) Where a person has commenced but has not 
completed his payments into the Fund under subsec- 
tion 3 of section 9 and is employed on the expiration of 
the period within which the payments were to be made, 
the agreement under which the payments were being 
made is void and a refund shall be made on that date 
of an amount equal to the value on the date on which 
his school was designated or on the date he began his 
employment in that school, whichever is the later date, 
on an interest basis of 434 per cent perannum compound- 
ed half-yearly, of the amounts, including interest, which 
he paid under that subsection. O. Reg. 243/57, s. 6. 


33. Subject to subsection 5 of section 15, amounts 
contributed to the Fund by way of payments, exclusive 
of interest payments, under sections 14, 15 or 16 by a 
person who becomes entitled to a refund under section 
48 of the Act form part of his contributions for the 
purposes of that section of the Act. O. Reg. 78/55, s. 5. 
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Form 1 
The Teachers’ Superannuation Act 


BALLOT PAPER 


(In each of these spaces insert the name of one 
candidate in bold face roman type not smaller 


C.R.O. 1950, Reg. 358, Form 1. 


Teacher’s Identification No. 


in the 


application for an allowance under 


a ple rane: 


e) divorced; (f) member of a religious 


FRONT 
than twelve-point and the name of the school 
in which the candidate is employed.) 
Ballot Paper 
under 
The Teachers’ Superannuation Act 
BACK 
(Insert year of voting) 
Form 2 
The Teachers’ Superannuation Act 
APPLICATION FOR A SUPERANNUATION OR DISABILITY ALLOWANCE 
i baad UF hae RAE Ea At Oe meee Oe POUMNES Peete min ore ae oi 
(full name) (city, etc.) 
AO PAs ie Obs org A hinyers fein ae aie aust aae ninns © <P SCLC DM PARE 
(county or district) 
The Teachers’ Superannuation Act. 
2. I was born onthe. ......... aE No) MERIT Re ot Tee eT HOE re 
3. My last day of teaching was the........ a VEOliacrn sted Sie te ee 
4. At present I am (a) married; (b) single; (c) widow; (d) widower; ( 
order. 
5 My wife's full maiden name a i, a Sk, ee nn she 
” husband’s full name he 
OUR ot Cole ate Pelee eee Ha 
6. I was married on the Cay Ol si1,.a% doe Cee NAS 
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Uy WERE 5 oupee 4 children under eighteen years of age. 


Their names and birth dates are: 


pMeyaeitetiwn Sheps es ¢yrelr6ur 6-6. -2/58\/8.A0 (Wie (o5e) (mi jWelab eres: (6 elec s\.4 lea ele wiel's/\er ele: (01.0 less, ee) 6 delle @ oie) (eh) teite Lelie i(e).e) s\ca: ee) m seal e* ele gia ales 6/pvalénels. 61 sue 


Sp Sueiioie AeKe) (6,10) '0\18) (9) 0.19) 9 16, a\ (i 'al}e;iaie: 6 felvelimle}i61'a/b\'e\/e\\ekols -s/10/,01 ¢/10/,814.50 \0).0),0) (6). 60616) e(@\is: 10).¥l 6, wie rel(s\ (a) a) w/ el/n)(s)\a) =) ee) Bi elle =) ¢_ ae. eis aie ae B18) a7 8 8 ene my 


8. My complete record of teaching experience, in Ontario and elsewhere, is as follows: 


Do not From date To date 
make any Name of Municipality and By whom 
entry here No. of Section inspected 


Day | Month | Year | Day | Month | Year 


Ooi have 


Hove fOr taught outside Ontario. 


10. I hold the following certificates: 


Description Date Number 


IDaN BEF] DIN 6 Cougar im cia, Gace oan athe knee Aap? LOIS So renhae GENO Mine na oh CAchoomoend gre ree Naess 


© vis ole, (0), v, #).e © a #0 (8 \s\\e/ 016s! 6) = 018) 0 [616 ve a0 a6 6 60 16,0) 9 


(postal address) 
C.R.O. 1950, Reg. 358, Form 2, revised. 


Form 3 
The Teachers’ Superannuation Act 


APPLICATION FOR A DEPENDANT’S ALLOWANCE 


under The Teachers’ Superannuation Act. 


Dea lewasibornsOne tie iaeeweia tet GAN) OLR gy eure sie aatstete eevee aie = ome cto af licorerns 
3. (For widows) 


4. My ee Was DO“ On tNeneewanrias. crear GaycOl (aeons tecnico ee orate eee He Arne, 3 
5. My ava and I were married on the............ Cla Vi Oberg cPoiercrortlgrearre ce 1 Oe) es 


husband's 


6. My ihe last day of teaching was the......... (GER a0) Gecrvet Pence are cook unetet seater lO ee 


husband’s ear inas 


7. The date of my itals 
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Soe lihaverrr he dependent children under eighteen years of age. 


Their names and birth dates are: 


Were a a ers) al SiGe WH, wl ose” o lallo\ wel e) ca Wi eae Whee (oh dete Cola) Apia: ce ceAWains\ Ne, .t.Jn1-ei fol) Ske WM) eile Ch are \ei@ Lele be) See dees, BME he Cavan (ssl ee Lee, 4pe" ew 616 (P18 ee 


9. My sues * record of teaching experience, in Ontario and elsewhere, is as follows: 
Do not From date To date 
make any Name of Municipality and By whom 
entry here No. of Section inspected 


Day | Month | Year | Day | Month | Year 


10. oe held the following certificates: 


Description Date Number 


TOASTS va tga enero aan ae Aastra Gees koe anee ons Ehiss seen ae Lar Obahas erate tone eae ae eens od Oras. 


Oa cue rie Cd er i lee Core eer ry Dat ero.G Deyn 


(postal address) 


C.R.O. 1950, Reg. 358, Form 3. 


Form 4 
The Teachers’ Superannuation Act 


AFFIDAVIT VERIFYING APPLICATION FOR AN ALLOWANCE 


a ty ARCA ered Of. cis yereeaeeeeseesaeeseeeese+s, make oath and say that the statements contained im 


the application for an allowance signed by me and attached hereto are true and correct. 


SWORN before meat thei. 0s... seb. aise 
Rt Ce ene. SETS AER Tah te Pee” Poe ce Ceara tes CRON IE 
iol a sl eergeing esr Sek Rome ererTa Sea Tae ese oe of 
et 2 aE Ee ee ee PaCS ents des etcann a er 
Cob ia 0) dee arenes Siar er ert Rare, Sate) Pe LG 
A Commissioner for taking Affidavits C.R.O. 1950, Reg. 358, Form 4. 
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Form 5 


The Teachers’ Superannuation Act 
APPLICATION FOR REFUND 


i Doel I tein Cried rucirt ear ceere ER LOMAS ORE chee eGo AOD COR cus hank oa ere rons OL MER acuta neta er in the 
(full name including maiden name) (city, etc.) 


Bere FV s ie (aNsvelislsie: ove arches ees ndie of......................-, hereby make application for a refund in respect of my 
(county or district) 


contributions to the Teachers’ Superannuation Fund. 
2 Lwasiborn oni the.) i. oo GEN 10) os moins hos RES OG Sha .o.o morn! 


3. My teaching experience is as follows: 


From date To date Name of Municipality and No. of Section By whom inspected 


4. My last day of teaching was the.......... Gays Oli: Satcher ee erkercea ee tte pas Se, 

5. I desire that the refund be paid (a) in a lump sum [_] (6) in three instalments [_] 

6. I fully understand that, if I should again be employed within the meaning of The Teachers’ Superannuation 
Act, I must within five years of my return to employment make repayment of the amounts withdrawn, failing 
which repayment I shall have no interest in the Fund in respect of any part of my former period of employment. 


ID PAGe Ren 5 arena o eOnsacetee Mri o WSs po apes nn GaN GOL. yecneayeremcisbuaere meraeie nue LO 


o. 0 elelle erie ef¢)e) wh¥ eh) © {4 0\.9:18//6-le\je..e, ote) 6) eiereLevs ene peceheveleleie:e 


(postal address) 


sleachers ldentificationl NOme ceria terse sar 
C.R.O. 1950, Reg. 358, Form 5, revised. 
Form 6 
The Teachers’ Superannuation Act 
NOTICE TO FURNISH INFORMATION 
UGS -sier enced oi Pate Dee Reon ReaD mC raC ees Dia eaerenceeae 


MNase cay al ivi ss ratteViculetac tue el ancrial-st elisa) nuste wis . e7'6) elie erehelalcheiw, ee sere Lelie, s 4/4 selene: eo) a ae) oka ie lege Leeuayees ssi ie. by enerieeisinececaleus; +s) .a)\nis) smiieis. so. 978 


Secretary, Superannuation Commission 


C.R.O. 1950, Reg. 358, Form 6. 
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Form 7 
The Teachers’ Superannuation Act 
CONSENT 


| PERS Sn Rn MOS le EAE RT eR MIE Ais chase PTOPAENE Sa, Sc ranc yee eee Ds te tah ts et Rath: Gee teapots, 2 in the 


(a) acknowledge that I have carefully read section 31 of The Teachers’ Superannuation Act; 

(b) clearly understand that, if | become employed within the meaning of the Act, I shall be required to 
make the full contributions to the Teachers’ Superannuation Fund as prescribed by the Act or by any 
superseding or amending Act but shall be entitled only to the allowance authorized by section 31 of 
the Act or any superseding or amending section; and 

(¢) consent to have the provisions of section 31 of the Act apply to me. 


Datedeatiwn Sve wcn cssiscteo% te ees this: eer wee ayrOlse ahh pene eee ee nal Orne 


(postal address) 


C.R.O. 1950, Reg. 358, Form 7. 
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Regulation 554 


under The Theatres Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “Class A fire-door’”’ means a hollow metal, 
metal-clad, sheet metal, steel or three-ply 
tin-clad door approved by the Director for 
installation in openings in fire-walls; 


(b) “Class B fire-door’’ means a hollow metal, 
metal-clad, sheet metal, steel or two-ply 
tin-clad door approved by the Director for 
installation in stairways and vertical com- 
munication ways and openings leading thereto, 
except in fire walls; 


(c) “film-exchange premises’? means premises 
occupied by, and under the control of, a person 
operating the business of a film exchange; 


(d) ‘‘newsreel’’ means a film of one reel in length 
giving news of recent events and items of 
public interest; 


(e) “silent film subject’? means a subject not 
adapted for the reproduction of synchronized 
dialogue, music or any other sound effects; 


(f) “sound film subject’’ means a subject adapted 
for the reproduction of synchronized dialogue, 
music or any other sound effect; 


(g) ‘“‘trailer’’ means a film used only for advertising 
purposes. O. Reg. 28/54, s. 1. 


EXEMPTIONS 


2.—(1) Every 16-millimetre projector owned and 
used by, 
charitable 


(a) a church, school, hospital or 


organization; or 


(6) an industrial organization for advertising or 
instructional purposes, 


is exempt from the provisions of the Act and of the 
regulations, 


(2) Film-exchange premises in which the film 
handled or stored is entirely of the slow-burning type 
are exempt from sections 44, 49, 50 and 52, and sub- 
sections 1, 2 and 3 of section 53, and sections 54, 55, 
56 and 57. O. Reg. 28/54, s. 2. 


BUILDING PLANS 


3.—(1) The plans to be submitted to the Director 
under section 55 of the Act shall be in duplicate and 
drawn to a scale of not less than one-eighth of an inch 
to the foot. 


(2) The plans shall consist of, 
(a) a plot-plan showing the location of the 
building and the means of egress to public 


streets, lanes or highways; 


(b) a floor plan for each floor of the theatre or 
premises; and 


(c) elevation plans of longitudinal sections and 
latitudinal sections. 


(3) Subject to subsection 4, the plans shall be 
prepared and certified by a registered member of the 
Ontario Association of Architects or the Association 
of Professional Engineers of the Province of Ontario. 


(4) Subject to The Architects Act and The Profes- 
stonal Engineers Act, where the proposed alterations to 
a building are, in the opinion of the Director, of a 
minor nature, he may accept plans prepared and cer- 
tified by a person who is not a registered member of 
either of the associations named in subsection 3. 


(5) Specifications of construction prepared and 
certified in the same manner as the plans shall be 
submitted with the plans. O. Reg. 28/54, s. 3. 


CONSTRUCTION OR ALTERATION OF BUILDINGS 


4. Construction or alteration of a theatre or of 
film-exchange premises shall be supervised by, 


(a) a registered member of either of the associa- 
tions named in subsection 3 of section 3; or 


(6) when so authorized by the Director, by a 
building inspector of a municipality in which 
there is a building by-law. O. Reg. 28/54, s. 4. 


_5.—(1) Every outside wall of a theatre shall be of 
brick, tile, concrete, stone or other fire-resistive 
construction. 


(2) The roof and roof supports of a theatre shall be 
of fire-resistive construction. 


(3) All floors in a theatre shall be of concrete, steel 
or other fire-resistive construction throughout. 


(4) Every ceiling of a theatre shall be of, 


(a) expanded-metal lath, or gypsum lath, covered 
with fire-resistive plaster; or 


(b) any other fire-resistive material approved by 
the Director. 


(5) All partitions forming lobbies, foyers, vestibules, 
stages and exits of a theatre shall be of fire-resistive 
construction. 


(6) Partitions other than those specified in sub- 
section 5, when erected on a concrete floor, may be of 
wood-studding where, 


(a) the studding is lathed on both sides with 
expanded-metal lath or gypsum lath; 


(b) the lath is plastered; and 


(c) the plaster runs from floor to ceiling and 
behind all trim. O. Reg. 28/54, s. 5 (1-6). 


(7) Entrance doors to a theatre may be constructed 
of wood or glass, or both. O. Reg. 28/54, s. 5 (7), 
revised. 


(8) Every door in a theatre, other than an entrance 
door, opening from lobbies, foyers, stages and emer- 
gency exit passages shall be a Class A or Class B 
fire-door according to the location of the door. 
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(9) Every fire-door installed under subsection 8 
shall be in a metal-clad frame and equipped with a 
self-closing device approved by the Director. 


(10) This section does not apply to Class D theatres. 
O. Reg. 28/54, s. 5 (8, 9), revised. 


ENTRANCE, LOBBY, STAIRWAYS AND EXITS 


6.—(1) The entrance doors of a theatre shall 
provide not less than ten feet clear width when fully 
opened. 


(2) The lobby shall be, 


(a) not less than ten feet wide and ten feet deep; 
and 


(6) kept unobstructed. O. Reg. 28/54, s. 6. 
7.—(1) Every stairway shall be, 


(a) of concrete, steel or other fire-resistive con- 
struction; and 


(b) without winders. 


(2) The corner of every turn landing on a stairway 
shall be rounded to a radius of not less than eighteen 
inches. 


(3) Every stairway intended for use by the public 
shall be, 


(a) not less than 3 feet 6 inches clear width; and 


(6) equipped with continuous handrails on each 
side. O. Reg. 28/54, s. 7. 


8.—(1) In every theatre there shall be not fewer 
than two emergency exits from the auditorium. 


(2) For each floor having a seating capacity of not 
more than 750, each exit shall not be less than five feet 
clear width. 


(3) Where a floor has seating capacity of more than 
750, an additional exit of not less than five feet clear 
width shall be provided for each additional 300 seats 
or part thereof. 


(4) Where a balcony in a theatre auditorium has 
a seating capacity of more than 300, an additional 
emergency exit of not less than five clear feet in width 
from the balcony shall be provided for each additional 
200 seats or part thereof. 


(5) Each exit shall be indicated by an illuminated 
sign displaying the word “‘exit’’ in letters not less than 
four inches high. 


(6) The illuminated sign shall be so located that the 
word “‘exit’’ thereon is clearly seen from every part of 
the auditorium. 


(7) Every exit shall open to, or lead to, a public 
street, highway or lane or to an unobstructed private 
lane or passageway that opens to a public street or 
highway. 


_ (8) Every private lane or passageway referred to 
in subsection 7 shall be, 


(a) not less than six feet wide; 
(6) well lighted; and 


(c) kept unobstructed at all times that the public 
is in the theatre. 


(9) Where the sill of an exit is not on the grade 
level of the street, highway, lane or passageway, there 
shall be a fire-escape, stairway or ramp leading down 
from the sill. 


(10) A ramp shall have a gradient not greater than 
1 in 6. 


(11) Every fire-escape shall be, 
(a) of metal; 
(6) solidly constructed; 
(c) continuous from exit to ground; and 


(d) maintained in good condition by weather- 
resistant paint. 


(12) Each emergency exit door shall be tested each 
day at the time of opening the theatre for the admission 
of the public. O. Reg. 28/54, s. 8. 


9.—(1) Every door leading out of the theatre shall 
open outwards. 


(2) Each door, other than an entrance door, shall 
be equipped with panic-bolt hardware of the push-bar 
type or other type approved by the Director. 


(3) From the time the public are first admitted for 
a performance until after every member of the public 
has left the theatre, no door leading out of the theatre 
shall be fastened by any means other than by approved 
panic-bolt hardware. O. Reg. 28/54, s. 9. 


SEATING AND AISLES 


10.—(1) Except in the boxes, all seats in any part 
of the auditorium of a theatre shall be, 


(a) securely fastened to the floor; 
(6) not-less than eighteen inches wide; and 


(c) spaced so that the interval between rows of 
seats is not less than thirty-two inches 
measured from the back of one row to the 
back of the row in front of it. 


(2) A row of seats having an aisle, 


(a) at only one end, shall contain not more than 
eight seats; and 


(b) at each end, shall, subject to subsection 3, 
contain not more than fifteen seats. O. Reg. 
28/54, s. 10 (1, 2). 


(3) The Director may approve the arrangement of 
seats in rows containing more than fifteen seats between 
aisles where, 


(a) the seats are arranged in rows spaced at an 
interval of not less than forty inches measured 
from the back of one row to the back of the 
row in front of it; and 


(b) there are not less than four emergency exits, 
each not less than five feet clear width, located 
on the sides of the auditorium in positions 
approved by the Director. O. Reg. 28/54, 
s. 10 (3), revised. 


11.—(1) Every aisle shall extend unobstructedly 
from front to rear of the auditorium of a theatre. 


(2) On any floor or balcony having a total seating 
capacity of not more than 300, 


(a) there shall be at least one aisle; and 


(b) where there is only one aisle, it shall be a 
centre-aisle; and 


(c) each aisle shall have not less than 3 feet 6 
inches clear width. 
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(3) On any floor or balcony having a total seating 
capacity of more than 300 but not more than 500, there 
shall be at least two aisles and each aisle shall have not 
less than 3 feet 6 inches clear width. 


(4) On any floor or balcony having a total seating 
capacity of more than 500 but not more than 750, there 
shall be at least two aisles and each aisle shall have 
not less than 4 feet 6 inches clear width. 


(5) On any floor or balcony having a total seating 
capacity of more than 750 but not more than 1,000, 
there shall be at least two aisles and each aisle shall 
have not less than 5 feet 6 inches clear width. 


(6) On any floor or balcony having a total seating 
capacity of more than 1,000, there shall be at least three 
aisles and each aisle shall have not less than 5 feet 
6 inches clear width. O. Reg. 28/54, s. 11. 


12. Leading to each emergency exit from a theatre, 
there shall be a cross-aisle not less than 5 feet clear 
width. O. Reg. 28/54, s. 12. 


STAGE AND SCENERY 


13. Every proscenium opening in a theatre shall 
be surmounted by an iron or steel girder, 


(a) of sufficient strength to carry the entire load 
bearing on it; and 


(b) protected by a covering of fire-resistive 
construction. O. Reg. 28/54, s. 13. 


14. The stage floor of a theatre shall be of concrete 
construction but may be covered with wood flooring 
laid directly upon the concrete without any inter- 
vening air space. O. Reg. 28/54, s. 14. 


15. The roof of the stage of a theatre shall be 
equipped with a skylight or a ventilating device, 


(a) extending not less than five feet above the roof ; 
and 


(6) controlled, 
(i) manually from the stage floor, and 


(ii) automatically if a fire occurs in the 
stage area. O. Reg. 28/54, s. 15. 


16.—(1) All grids and fly-galleries of the stage of a 
theatre shall be constructed of fire-resistive materials. 


(2) A fly-gallery to which there is only one means 
of access shall be provided with a rope ladder or other 
means of egress for use in an emergency. O. Reg. 
28/54, s. 16. 


17.—(1) From the stage area of a theatre there 
shall be at least one emergency exit not less than 3 feet 
6 inches clear width. 


(2) Subsections 5, 7, 8, 9, 10, 11 and 12 of section 8, 
and subsection 1 of section 9, apply to emergency exits 
from the stage area. O. Reg. 28/54, s. 17. 


18. All scenery and scenic effects that are not of 
fire-resistive construction in a theatre shall be at all 
times maintained in fire-retarding condition by flame- 
proofing processes approved by the Director. O. Reg. 
28/54, s. 18. 


19. All stage platforms and other equipment in 
a theatre not governed by section 18 shall be of fire- 
resistive construction. O. Reg. 28/54, s. 19. 


20.—(1) Every Class A or Class B theatre shall 
have, in the stage area, at least two toilet-rooms for the 
use of artists and of employees. 


(2) Each toilet-room shall contain one toilet bowl 
and one washbasin. 


(3) There shall be at least one toilet-room for use 
by men and one for use by women, and they shall be 
conspicuously marked accordingly. O. Reg. 28/54, 
Ss PAO) 


21.—(1) Every Class A or Class B theatre shall 
have, for use by the artists, dressing rooms, 


(a) of fire-resistive construction; 

(b) well lighted; 

(c) ventilated to the open air; 

with 


(d) equipped with washbasins furnished 
running water; and 


(e) of dimensions approved by the Director. 


(2) Where it is intended to exhibit shows or theatri- 
cal performances in a theatre, there shall be at least 
two dressing rooms. O. Reg. 28/54, s. 21. 


22.—(1) Moveable scenery shall not be used in a 
theatre unless the theatre has a fire-wall, 
(a) of brick, concrete or other equally fire- 
resistive material; 


(b) not less than fourteen inches thick; 


(c) extending not less than four feet above the 
roof of the auditorium or the stage, whichever 
is the lower; and 


(d) so constructed that it, including any fire- 
doors in it, separates the auditorium com- 
pletely from the stage, except for the pro- 
scenium opening. 


(2) The proscenium opening shall be provided 
with a protective curtain, 


(a) of fire-resistive construction; 


(b) extending not less than twelve inches beyond 
the top and each side of the opening; and 


(c) when lowered, kept in place by wire side- 
guides in strong metal channels. 


(3) The protective curtain shall be raised at the 
commencement of each performance and lowered at 
its conclusion. O. Reg. 28/54, s. 22. 


PATRONS’ REST ROOMS 


23.—(1) Each theatre shall have at least two rest 
rooms, one of which shall be for use by male patrons 
and one for use by female patrons. 


(2) Every rest room shall be ventilated to the open 
air and provided with running water. 


(3) In each theatre, other than a Class D theatre, 
the rest rooms shall have, for the seating capacity 
of the theatre in column 1 of the Table, the toilet 
facilities set opposite thereto in columns 2 and 3, as 
follows: 
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COLUMN 1 


TABLE 


COLUMN 2 


CoLuMN 3 


Seating capacity 
of theatre 


Male patrons’ 
rest room 


Female patrons’ 
rest room 


Less than 299 


300 to 499 


500 to 749 


750 to 1,000 


In addition to Item 4 
for every 300, or frac- 
tion thereof, in excess 


of 1,000 


1 urinal, 1 toilet bowl, 
1 washbasin 


2 urinals, 1 toilet bow], 
1 washbasin 


2 urinals, 2 toilet bowls, 
1 washbasin | 


3 urinals, 3 toilet bowls, 
2 washbasins 


1 urinal, 1 toilet bow], 
1 washbasin 


1 toilet bowl, 
1 washbasin 


2 toilet bowls, 
1 washbasin 


3 toilet bowls, 
1 washbasin 


4 toilet bowls, 
2 washbasins 


1 toilet bowl, 
1 washbasin 


: 


(4) Ina Class D theatre the rest rooms shall have, for the vehicle capacity of the theatre in column 1 of 
the Table, the toilet facilities set opposite thereto in columns 2 and 3, as follows: 


TABLE 


CoLuMN 1 


COLUMN 2 


COLUMN 3 


Female patrons’ 


Item Vehicle capacity Male patrons’ 
of theatre rest room rest room 
1 Less than 400 2 urinals, 1 toilet bowl, 
1 washbasin 1 washbasin 
2 400 to 549 2 urinals, 2 toilet bowls, | 
1 washbasin 1 washbasin 
3 550 to 699 3 urinals, 3 toilet bowls, | 
2 washbasins 2 washbasins 
4 700 to 849 4 urinals, 3 toilet bowls, 
2 washbasins 2 washbasins 
| 
5 850 to 1,000 5 urinals, 3 toilet bowls, | 


2 washbasins 


2 toilet bowls, 


3 toilet bowls, 


4 toilet bowls, 


4 toilet bowls, 


5 toilet bowls, 
2 washbasins 


O. Reg. 28/54, s. 23. 
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LIGHTING 


24.—(1) Each theatre, other than a Class D theatre, 
shall be provided with lighting equipment for the 
aisles, corridors, stairways, emergency exits and 
passageways on a circuit separate from that providing 
the lighting of the auditorium, lobby, foyer, rest rooms 
or stage area. 


(2) The arrangement and use of the lighting 
equipment, apparatus or furnishings shall be approved 
by the Director. 


(3) Corridors, stairways, passageways, rest rooms, 
foyers and lobbies shall be kept lighted at all times 
when the public has access to the theatre. 


(4) Exterior lighting and lighting in passageways 
shall be lighted at all times after sunset until all patrons 
have left the theatre. O. Reg. 28/54, s. 24. 


25.—(1) Each theatre, other than a Class D 
theatre, shall have an emergency lighting system for 
the auditorium and all emergency exits, stairways, 
corridors and passageways. 


(2) The system shall be provided with electricity 
by storage batteries or generators. 


(3) The equipment, apparatus, furnishings and 
use of the emergency system shall be approved by the 
Director. 


(4) The emergency lighting system shall conform 
to Part XXI of Regulation 490 of Revised Regulations 
of Ontario, 1960. O. Reg. 28/54, s. 25. 


FIRE-SAFETY FOR BUILDING 


26. In a theatre all carpeting and other floor 
coverings, drapes and wall fabrics that are not of 
fire-resistive material shall be at all times maintained 
in fire-retarding condition by flame-proofing processes 
approved by the Director. O. Reg. 28/54, s. 26. 


27.—(1) In every projection room of a theatre there 
shall be at least three pieces of fire-extinguishing 
equipment of a type approved by the Director. 


(2) In each theatre, other than a projection room 
thereof, there shall be at least four pieces of fire- 
extinguishing equipment of a type approved by the 
Director for the fire-hazard in the area in which the 
equipment is installed. 


(3) In every Class A or Class B theatre located 
in an area of a municipality served by a water-works 
system, the fire-extinguishing equipment in the stage 
area shall consist of stand-pipes, hoses and nozzles 
approved by the Director. 


(4) The equipment prescribed by subsection 3 shall 
be in addition to equipment required by subsection 2 
to combat fire-hazards for which water is not suitable. 
O. Reg. 28/54, s. 27. 


_  28.—(1) The bottom of any decorative wall fabric 
in a theatre shall be at least seven feet above the floor 
beneath it. 


(2) Fibre-boards or pulp-boards may be used as 
decorative wall fabric, 


(a) over a plaster or masonry wall, when applied 
thereto by mastic; or 


(b) over a masonry wall, when applied thereto by 
wood strips that have been flame-proofed in a 


manner approved by the Director. O. Reg. 
28/54, s. 28. 
29. Acoustical-corrective materials in a theatre 


shall be of fire-resistive construction and firmly secured 
to fire-resistive walls or ceilings. O. Reg. 28/54, s. 29. 
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HEATING, VENTILATING AND 
AIR CONDITIONING 


30.—(1) No furnace room of any theatre shall be 
located under the entrance, exit passages or auditorium. 


(2) The walls of a furnace room shall be, 
(a) not less than eight inches thick; and 


(b) of stone, brick, concrete, concrete block or 
other material having equally fire-resistive 
properties. 


(3) The ceiling and floor of a furnace room shall be 
of materials prescribed by clause 6 of subsection 2. 


(4) The entrance to the furnace room shall be 
provided with a Class A fire-door that, 


(a) closes automatically; and 


(b) remains in a closed position except when 
used for the egress of persons. 


(5) No fuel shall be stored in a furnace room. 


(6) An opening between a furnace room and a 
fuel room shall be not greater than thirty inches wide 
and 61% feet high. 


(7) The walls, ceiling and floor of a fuel room shall 
be of fire-resistive construction. O. Reg. 28/54, s. 30. 


31.—(1) This section applies to the design and 
construction of systems of ducts and of all equipment, 
apparatus or furnishings in connection therewith for 
heating, ventilating or air-conditioning of theatres or 
film-exchange premises, whether the system is in- 
stalled at the time of, or after, construction of the 
building. 


(2) All material to be used in a system shall be 
approved by the Director. 


_ (3) Every system shall be so constructed as to 
minimize as far as is practicable all hazard of fire or 
smoke spreading through the system. 


(4) Section 3 applies to the plans for construction, 
installation or alteration of a system in the same 
manner as though the system were a building. O. Reg. 
28/54, s. 31. 


PROJECTION ROOMS 


32.—(1) The ceiling, floor and outer walls of a 
projection room in a theatre shall be of hollow tile, 
cement, brick or other material having equally fire- 
resistive properties. 


(2) The outer walls of a projection room shall not 
be less than six inches thick. 


(3) The room in which the projector and sound 
equipment are installed shall not be less than sixteen 
feet wide, twelve feet deep and ten feet high. 


(4) Adjoining that room shall be a rewind room 
that is, 


(a) not less than six feet wide by eight feet deep; 
and 


(b) constructed of a material prescribed in sub- 
section 1. 


(5) Partition walls in a projection room shall be 
of a material prescribed in subsection 1 and not less 
than four inches thick. O. Reg. 28/54, s. 32. 


33. The projection room in a theatre shall have a 
means of emergency egress on the side opposite to 
the entrance. O. Reg. 28/54, s. 33. 
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34. Every door in the wall of the projection room 
in a theatre shall be, 


(a) a Class B fire-door; 


(6) installed in a metal-clad frame so as to open 
outwards; 


(c) equipped with a self-closing device approved 
by the Director; and 


(d) left unfastened while a projectionist is in the 
room. O. Reg. 28/54, s. 34. 


35.—(1) Every port-hole opening in a wall of a 
projection room in a theatre shall be equipped with a 
self-closing steel shutter not less than one-sixteenth of an 
inch thick. 


(2) Each shutter shall be provided with a safety 
link that will fuse at a temperature between 140° F. 
and 160° F. 


(3) Each shutter shall be so installed that it can 
be closed individually as well as collectively. 


(4) All the shutters shall be connected to a collective 
release mechanism so that they can all be closed 
manually at the same time. 


(5S) The cord, lever or switch controlling the 
release mechanism shall be located at the side of the 
entrance door to, and inside, the room in which the 
projector and sound equipment are installed. O. Reg. 
28/54, s. 35. 


36.—(1) Every projection room in a theatre shall 
be equipped with an exhaust ventilation-fan sufficient 
to effect a complete change of air every three minutes. 


(2) Dheifan, 
(a) shall ventilate, 
(1) the projection room, 
(ii) the arc-lamp housings, 
(iii) the rewind room, and 
(iv) the generator room; and 
(6) shall be mounted in a stack not less than 
eighteen inches in diameter and terminating 
in the open air. 

(3) Where a damper is installed in an exhaust 
system, it shall be of a type that automatically opens 
to the fullest extent while the fan is operating. 

(4) In each projection room there shall be a toilet 
bowl and a washbasin with running water. O. Reg. 
28/54, s. 36. 

37.—(1) The arrangement or use of projection 
equipment in a theatre shall be approved by the 
Director. 

(2) All equipment, apparatus or furnishings, other 
than projection equipment, shall be of fire-resistive 
construction. O. Reg. 28/54, s. 37. 

38. Sections 6 to 19 and sections 22, 26, 28, 29, 30 


and 31 do not apply to Class D theatres. O. Reg. 
28/54, s. 38. 


CLASS D THEATRES 


39.—(1) Subsections 2 to 6 apply only to Class D 
theatres. 


(2) Every screen tower shall be designed and 
constructed to withstand a horizontal wind-pressure 
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of not less than thirty pounds for each square foot of 
surface exposed or likely to be exposed to wind. 


(3) A screen tower shall have steel framing or 
be of masonry reinforced with steel. 


(4) Notwithstanding subsection 1 of section 32, 
the ceiling of a projection room may be constructed 
of expanded metal lath or gypsum lath covered with 
not less than one-quarter of an inch of fire-resistive 
plaster. 


(5) All entrance and exit driveways shall, 
(a) be adequately lighted; and 


(6) remain so lighted at all times that members 
of the public are in the theatre. 


(6) A loud speaker shall be provided for each 
vehicle parked in a position so that the occupaiits 
thereof may view the screen. O. Reg. 28/54, s. 39. 


PROJECTIONISTS 
40. A projectionist shall have his licence in his 
possession at all times that he is in a projection room, 


and shall produce it when so required by an inspector. 
O. Reg. 28/54, s. 40. 


41. No projectionist shall, 


(a) smoke or permit smoking in the projection 
room; 


(b) have in the projection room any reading 
material other than, 


(4) copies of any statutes or regulations 
relating to his duties or to projection 
equipment, and 


(ii) technical publications relating to pro- 
jection equipment; 


(c) permit any person to be or remain in the 
projection room while an audience is in the 
theatre, except, 

(1) an inspector, 


(ii) the person in charge of the theatre or 
his representative, 


(iii) a holder of a projectionist licence, or 
(iv) any person authorized by law to be in 
the projection room for any particular 
purpose; 
(d) operate or permit the operation of any 
projection equipment that he knows to be 
defective; or 


(e) use defective or overloaded reels. O. Reg. 


28/54, s. 41. 
42. Every projectionist shall, 

(a) keep the projection room clean and free of all 
articles not required for the proper operation 
of projection equipment; 

(b) take all steps necessary to ensure that the, 

(1) projection equipment, 
(ii) port-hole shutters, 
(ili) fire-fighting equipment, and 


(iv) emergency lighting system, 


Reg. 554 


THEATRES 


917 


are at all times in good repair and working 
condition; 


(c) close all port-hole shutters after the last 
exhibition each night; 


(d) examine and test the projection equipment 
before each exhibition; 


(é€) inspect and keep in good repair all film in his 
charge; and 


(f) ensure that film is, 


(i) rewound or revised only in the rewind 
room, 


(ii) exposed only while being transferred 
to or from the projector for rewinding 
or revising, and 


(ii) while not in use, kept in fire-resistive 
containers having separate individual 
compartments equipped with self-clos- 
ing lids. O. Reg. 28/54, s. 42. 


43.—(1) Except under the direct supervision of a 
projectionist holding a first-class or second-class 
licence, no person holding an apprentice licence shall 
operate projection equipment. 


(2) Where two or more persons holding projectionist 
licences of different classes are employed at the same 
time in a projection room, the person holding the 
projectionist licence with the higher classification is 
responsible for the operation and maintenance of the 
equipment and the discipline of persons in the pro- 
jection room. 


(3) Where two or more persons holding projectionist 
licences of the same class are employed at the same 
time in a projection room, they are severally and 
jointly responsible for the operation and maintenance 
of the equipment and for the discipline of persons in the 
projection room. O. Reg. 28/54, s. 43. 


FILM EXCHANGES 


44.—(1) That portion of film-exchange premises in 
which film is stored, revised or handled shall be separ- 
ated from other parts of the premises on each floor 
by a fire-wall of brick, tile, concrete, stone or other 
fire-resistive construction. 


(2) Every opening in the fire-wall shall have a 
Class A fire-door, installed in a metal-clad frame and 
equipped with a self-closing device approved by the 
Director. O. Reg. 28/54, s. 44. 


45.—(1) Each room in which film is handled in 
film-exchange premises shall have at least one exit 
door, 


(a) not less than thirty inches in width; and 


(b) installed so as to open outwards with the line 
of exit travel. 


(2) At least one exit door in the revising room in 
film-exchange premises shall, 


(a) comply with subsections 9, 10 and 11 of 
section 8 and subsection 2 of section 9; or 


(b) lead either directly or indirectly through an 
unobstructed passageway to a fire-door in the 
fire-wall separating the part of the premises 
in which film is handled from other parts 
of the film-exchange premises. 


(3) A room in film-exchange premises in which 
film is examined or handled shall have at least thirty- 
five square feet of floor area for each person regularly 
employed in the room. O. Reg. 28/54, s. 45. 


46. A projection room of film-exchange premises 
shall comply with subsections 1 and 2 of section 32 
and sections 33, 34, 35, 36 and 37. O. Reg. 28/54, s. 46. 


47.—(1) Screening rooms in film-exchange premises 
shall have a seating capacity for not more than thirty- 
five persons. 


(2) Every screening room shall have at least one 
emergency exit not less than thirty inches in width. 


(3) Where there is more than one emergency exit, 
the exits shall be located as far apart as is practicable. 
O. Reg. 28/54, s. 47. 


FIRE-SAFETY FOR FILM 


48. All equipment, apparatus or furnishing used 
in the part of film-exchange premises where films 
are handled or stored shall be of a type approved by 
the Director. O. Reg. 28/54, s. 48. 


49. All advertising materials in connection with 
films or the exhibition thereof shall be stored in a room 
separate from a room in which film is handled or stored. 
O. Reg. 28/54, s. 49. 


50.—(1) Vaults for the storage of film in film- 
exchange premises shall, 


(a) have not more than 750 cubic feet of storage 
space; 


(b) have walls constructed of, 


(4) brick not less than eight inches in 
thickness, or 


(ii) reinforced concrete, of a type approved 
by the Director, not less than six 
inches in thickness; 


(c) have a floor and a roof of reinforced concrete, 
of a type approved by the Director, at least 
six inches in thickness but, where there is a 
floor above the vault floor complying with the 
requirements for a vault roof and walls of the 
vault extend to the lower surface of that floor, 
it may be used as the vault roof; 


(d) be supported by, 
(1) masonry, or 


(ii) steel beams of sufficient strength to 
carry the load bearing on them safely 
and each end of the beams shall rest on 
a steel girder or steel column, or a wall 
or pier of masonry, of sufficient strength 
to carry the entire load bearing on it; 


(e) be provided with a drain leading to the outside 
of the building; and 


(f) be located as far as is practicable from any 
source of heat. 


(2) Each vault shall have the door opening pro- 
tected by two approved Class A fire-doors, one on the 
inside face of the vault wall and the other on the 
outside face of the vault wall. 


(3) The interior door of a film vault shall be of a 
self-closing type and the exterior door shall be of the 
swinging, self-closing type approved by the Director. 


(4) The doors of a film vault shall be fitted into 
steel frames and the outside frame shall be so con- 
structed that the exterior door when closed prevents 
the passage of flame around its edges. 


(5) Each vault shall have a separate venting 
system leading from the vault to the exterior of the 
film-exchange premises. 
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(6) All materials used in the system shall be 
approved by the Director. O. Reg. 28/54, s. 50. 


51.—(1) Where there are elevators in film-exchange 
premises, the elevators shall be of the fully enclosed 
type. 


(2) In subsection 1, elevator has the same meaning 
asin The Factory, Shop and Office Building Act. O. Reg. 
28/54, s. 51. 


52. All stairways in buildings in which there are 
film-exchange premises shall be fully enclosed with 
openings at each floor-level protected by Class B 
fire-doors of the self-closing type hinged so as to open 
outwards with the line of exit travel. O. Reg. 28/54, 
Soe. 


§3.—(1) The part of film-exchange premises in 
which film is handled or stored, other than the pro- 
jection room, shall be equipped with an automatic 
sprinkler system of, 


(a) the wet-pipe type; or 


(b) the empty-pipe type installed with 


sprinkler heads. 


open 


(2) The sprinkler heads of the automatic sprinkler 
system, other than those in vaults used for the storage 
of film, shall be so spaced that each sixty-four square 
feet of floor area is protected by at least one sprinkler 
head. 


(3) Vaults used for the storage of film shall have 
at least one sprinkler head for each 62% cubic feet of 
vault storage space, and the sprinkler heads of a 
wet-pipe system shall be equipped with baffles. 


(4) A projection room in film-exchange premises 
shall have at least two pieces of fire-extinguishing 
equipment of a type approved by the Director. O. Reg. 
28/9418: 93: 


STORAGE AND HANDLING OF FILM 


54.—(1) Except during the actual time of handling 
or revising film, all film on film-exchange premises 
shall be kept in closed metal containers. 


(2) Film stored in vaults in film-exchange premises 
shall be kept on edge on metal storage racks. 


(3) Film and film cement only shall be stored or 
kept in vaults used for the storage of film. 


(4) All film, other than that prepared for shipment 
from the film-exchange premises or being handled or 
revised, shall be stored in vaults. O. Reg. 28/54, s. 54. 


55. No person engaged in mounting, repairing or 
revising film shall have exposed, or permit to be 
exposed, more than one double reel at the same time. 
O. Reg. 28/54, s. 55. 


56.—(1) A self-closing standard waste receptacle of 
a type approved by the Director shall be provided for 
each person engaged in mounting, revising or repairing 
film. 


_ (2) During the mounting, repairing or revising of 
film, the receptacle shall contain water to at least half its 
capacity. 


(3) The person mounting, repairing or revising 
film shall place all film scraps or cuttings from film 
into the receptacle. 


(4) All receptacles shall be emptied daily. O. Reg. 
28/54, s. 56. 

57.—(1) Salvage film shall be placed in a closed 
metal or wood container having a storage capacity 
for not more than 200 pounds of film. 


(2) Where salvage film in containers is kept in 
film-exchange premises over night, it shall be stored 
in a vault used for storage of film, but not more than 
500 pounds of salvage film shall be so stored at any 
one time. O. Reg. 28/54, s. 57. 


58. The part of film-exchange premises in which 
film is handled or stored shall be cleared of waste 
paper and flammable debris each day. O. Reg. 28/54, 
SaOoF 


ADULT FILM 


59.—(1) Every theatre exhibiting a film classified 
as adult entertainment shall display a sign with the 
words ‘‘adult entertainment”, 


(a) under the canopy over the principal entrance 
to the theatre, and at right angles to the 
sidewalk; or 


(b) where there is no canopy, over the principal 
entrance to the theatre with the lower edge 
of the sign not higher than three feet above 
the top of the entrance doors. 


(2) The sign shall, 


(a) be not less than sixty inches wide and ten 
inches high; and 


(6) have the words ‘‘adult entertainment” 
coloured black on a white background and 
in letters at least eight inches high. O. Reg. 
28/54, s. 59. 


60.—(1) All advertising matter, other than that 
used in or on a theatre, in connection with any film 
classified by the Board as adult entertainment, shall 
have the words ‘‘adult entertainment” printed thereon 
to indicate that the film has been so classified. 


(2) All advertising matter used in or on a theatre 
in connection with any film classified by the Board as 
adult entertainment shall have the words ‘‘classified 
by the Board of Censors as adult entertainment”’ 
printed thereon to indicate that the film has been so 
classified. O. Reg. 28/54, s. 60. 


FORMS AND FEES 


61.—(1) An application for a licence to use, 


(a) a building as a Class A, Class B or Class C 
theatre; or 


(b) premises as a Class D theatre, 
shall be in Form 1. 
(2) A licence to use, 


(a) a building as a Class A, Class B or Class C 
theatre; or 


(b) premises as a Class D theatre, 
shall be in Form 2. O. Reg. 28/54, s. 61. 


62.—(1) An application to transfer a theatre licence 
shall be in Form 3 


(2) A transfer of a theatre licence shall be in Form 4. 
O. Reg. 28/54, s. 62. 


63.—(1) An application for a licence to carry on the 
business of a 16-millimetre film exchange or a standard 
film exchange shall be in Form 5. 


(2) A licence to carry on the business of a 16-milli- 
metre film exchange or a standard film exchange shall 
be in Form 6. O, Reg. 28/54, s. 63. 
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64.—(1) An application for a licence under sub- 
section 1 of section 59 of the Act shall be in Form 7. 


(2) A licence under subsection 1 of section 59 of the 
Act shall be in Form 8. O. Reg. 28/54, s. 64. 


65.—(1) An application for an apprentice pro- 
jectionist licence shall be in Form 9. 


(2) An apprentice projectionist licence shall be in 
Form 10. 


(3) An application for the renewal of an apprentice 
projectionist licence shall be in Form 11. O. Reg. 28/54, 
s. 65. 


66.—(1) A licence as a first-class projectionist or 
second-class projectionist shall be in Form 12. 


_ (2) An application for the renewal of a licence of 
first-class projectionist or second-class projectionist 
shall be in Form 13. O. Reg. 28/54, s. 66. 


67.—(1) An application for a licence to operate a 
16-millimetre projector for hire or gain shall be in Form 
14. 


(2) A licence to operate a 16-millimetre projector 
for hire or gain shall be in Form 15. O. Reg. 28/54, 
SHiGtls 


APPROVAL STAMPS AND CERTIFICATES 


68. The stamping under section 39 of the Act shall 
be made by an embossing metal stamp having thereon 
the words ‘‘approved by Board (Ontario)”. O. Reg. 
28/54, s. 68. 


69. A certificate of approval under subsection 1 
of section 40 of the Act shall be in Form 16. O. Reg. 
28/54, s. 69. 


70. The stamping under subsection 3 of section 43 
of the Act shall be made with a rubber stamp having 
thereon the words “‘approved by Board of Censors 
(Ontario). O. Reg. 28/54, s. 70. 


FEES 


_71. Subject to section 72, the following fees shall be 
paid: 


1 Kora ClassvAy Class’ Bor Glass € 
theatre licence or renewal thereof, 


(a) in municipalities having a 
population under 1,500 ac- 
cording to the last revised 
assessment roll, for each seat 
or chair in the theatre...... $  .10 


(6) in municipalities having a 
population of 1,500 or over 
but under 3,000 according 
to the last revised assess- 
ment roll, for each seat or 
chair in the theatre........ a5 


(c¢) in municipalities having a 
population of 3,000 or over 
but under 10,000 according 
to the last revised assessment 
roll, for each seat or chair in 
theitheatre... 5-3. canton .20 


(d) in municipalities having a 
population of 10,000 or over 
according to the last revised 
assessment roll, for each seat 
or chair in the theatre...... 25 


2. For a Class D theatre licence or 
renewal thereof, for each vehicle 


SDAGOE a neers ore bee date: Shain 31% 


10. 


Wats 
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For a licence or renewal thereof to 
carry on the business of, 


(a) a 16-millimetre film exchange 


(6) a standard film exchange... 


. For the transfer of a film-exchange 


MGOMGE RE c's Cheaes. wey MOEN TER ISS ee 


. For a licence or renewal thereof as a 


projectionist of any class......... 


For each examination and test for 
any class of projectionist licence... 


. For a licence to operate a projector 


designed for the use of 16-millimetre 
filmironpiinetOn Cait m vane eras 


. For a licence under subsection 1 of 


section 59 of the Act, no fee. 
For censoring standard film, 


(a) for each reel of a silent film 
SUDJCCta rise ct eee 


(b) for each silent film trailer 
500 feet or less in length.... 


(c) for each reel of a sound film 
subject of British origin.... 


(d) for each reel of a sound film 
subject of foreign origin.... 


(e) for each sound film trailer of 
British origin over 100 feet 
but not over 500 feet in 
Length iy.tscrsrvaye sates ake rae 


(f) for each sound film trailer of 
foreign origin over 100 feet 
but not over 500 feet in 
lene thicts..5 cere eet bees 


(g) for each sound film trailer of 
British origin over 500 feet 
but not over 1,000 feet in 
lenrgethin Acie caterers 


(hk) for each sound film trailer of 
foreign origin over 500 feet 
but not over 1,000 feet in 
length 7. ae See ete ee 


(1) for each sound film trailer of 
British or foreign origin 100 
feet or less in length....... 


(j) for each newsreel... .....- 


For censoring 16-millimetre film, 


(a) for each reel of silent film 
subject with sub-titles in the 
English language.......... 


(b) for each reel of silent film 
subject with sub-titles in a 
language other than English. 


(c) for each reel of sound film 
subject with the monologue 
or dialogue in the English 
languagebtau.< soot amietec 


(d) for each reel of sound film 
subject with the monologue 
or dialogue in a lapenene 
other than English. . ; 


. For a transfer of a theatre licence..$ 5.00 


10.00 


50 


3.00 


6.00 


1,50 


3.00 


6.00 


1.00 
1.00 


3.00 


1.50 


3.00 
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(e) for each newsreel......... $ 1.00 ieee Namen fulltatap phicam taney renee cece etter: 
; (print in block letters) 
(f) for each trailer 200 feet or 
lessnuplencthimeriee so ee 50 Dae Post olicevaddresscunanesce eerie sate ee eee 
12. For the issue of each duplicate certi- Se Namlelormmanapenot ities tre: mccain «emt cee 
fiCateiof approval ya. crs irs 1.00 
#5 ‘Name ofvtheatresace wee tee ree ee eee een tale 
13. For censoring advertising matter in 
connection with any film or the 2. Postotice address oi itheatresy.c)). sue eek + okie 
exhibition thereof, 
- Ox seocation or thea creo wea ae eee ren re eee 
(a) subject to subclause ii, for all (lot and concession 
advertising matter in con- 
VECHON MAN ‘each-approved 990) TREAT) 9S halide evs ee ee teen nave eee 
film. subjeet sci ves es oe 1.00 number, or street and number) 
(b) where a film subject is to be 
shown serially by chaptersor [077 eo te. vie ora oe 
episodes, for all advertising sink os pes A tines 5 2 t) ie 
matter in connection with pope ae) 
ne ole paki UU 7. Population according to the last revised assessment 
wee: yee roll of the municipality in which theatre is located 
72.—(1) Where a licence to use a building as a 


Class A, Class B or Class C theatre is issued, 


(a) after the 1st day of July but before the 1st 
day of October, the fee is four-fifths of that 
prescribed in paragraph 1 of section 71; 


(b) on or after the 1st day of October but before 
the 1st day of January, the fee is one-half of 
that prescribed in paragraph 1 of section 71; 
and 


(c) on or after the 1st day of January but before 
the 31st day of March, the fee is one-quarter 
of that prescribed in paragraph 1 of section 71. 


(2) Where a licence to use premises as a Class D 
theatre is issued after the 1st day of July but before 
the 31st day of March, the fee is 30 cents for each 
vehicle space. 


(3) Where a licence to carry on the business of a 
16-millimetre film exchange is issued after the 1st day 
of October but before the 31st day of March, the fee 
is $25. 


(4) Where a licence to carry on the business of a 
standard film exchange is issued after the 1st day of 
October but before the 31st day of March, the fee 
is $50. 


(5) Where copies of standard films are printed in 
Canada from negatives of foreign origin, the copies 
shall be deemed to be of foreign origin for the purposes 
of paragraph 10 of section 71. 


(6) 16-millimetre film to be used only for religious, 
educational or instructional purposes is exempt from 
clauses a, b, c and d of paragraph 11 of section 71. 


(7) Trailers to be used only for advertising products 
of industry, other than trailers used to advertise silent 
and sound film subjects, are exempt from clauses J, e, f, 
g, hand 7 of paragraph 10 and clause f of paragraph 11 
of section 71. O. Reg. 28/54, s. 72. 


Form 1 
The Theatres Act 
APPLICATION FOR A THEATRE LICENCE 


To The Director, 
Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


The undersigned applies for a *Class...... theatre 
licence under The Theatres Act and submits the 
following information: 


8. Accommodation of theatre, 
(a) where application is for other than a Class D 


NCONGER meee ee cea ae 
(number of seats) 


(b) where application is for Class D licence 


(number of vehicle spaces) 


9. If applicant is an unincorporated person, state if 


applicant, 
(aias'a British subjectas.. eseen es 
(yes or no) 
OR 


(b) has lived in Canada for one year or longer 
and has filed a declaration of his intention to 
become a Canadian citizen under the 


Canadian Citizenship Act (Canada)....... 


(yes or no) 

10. I enclose the licence fee of $....... payable to the 
Treasurer of Ontario. 

Dated ate Ae ek ane eae OL Deh 


(signature of applicant) 
*Section 11 of the Act reads as follows: 
11. Theatres are classified and defined as follows: 


1. Class A theatre means a building in which 
standard film is used to exhibit moving pictures 
and which may be used to exhibit shows and 
theatrical performances. 


2. Class B theatre means a building in which 
standard film is used to exhibit moving pictures 
and which may be used to exhibit shows or 
theatrical performances providing no moveable 
scenery is used. 


Class C theatre means a building in which 
standard film is used to exhibit moving pictures 
but which may not be used to exhibit shows or 
theatrical performances. 


os) 
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4. Class D theatre means any premises in which 
moving pictures are exhibited and viewed by 
the public from vehicles and commonly known 
as a drive-in theatre. 


O. Reg. 28/54, Form 1. 


Form 2 
The Theatres Act 
HEICEN CE LEC O sane aera: IicencesNow errr 
ReceiptaNown cancer 
CUASS a ne URE aw LerNEeE 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


iE Ovewa tiene rere rey atin chore eee series Fh SU es OHO eee Die ee caie arene 
(name) 
(ity A rie cee ce Ach CRE RS ER et etter em Pn RP 
(address) 
HOMDGEN NS Ap o-oo ee GS OME BRE nare DO Ce omar 
(building or premises) 
Keyesegu ie Rech ek eee he Ah ae ane asta Glasses. 
bheatre: knowl aSstne-c eects aoe one theatre, with 


AccOMmmodations Olu menranee rca 
This licence expires on the 31st day of March, 19.... 


Issued at Toronto, this..... day of vi ean. eee PIDs 


Director 


O. Reg. 28/54, Form 2. 


Form 3 
The Theatres Act 


APPLICATION FOR A TRANSFER OF 
THEATRE LICENCE 


To the Director, 
Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 

Under The Theatres Act and the regulations, the 
undersigned apply for your consent to the transfer 
from the undersigned transferor to the undersigned 
transferee, of Class...... theatre licence No......... 


RSSTTEClaCOte pan ore Rt etn ace yh te et as Osthe aon 


street and number) (city, town, village or township 


Beranlass.: 5... theatre knowinas thenan-se eres seine 
Theatre. 
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The transfer fee of $5 payable to the Treasurer of 
Ontario is enclosed. 


(print name of transferee) 


(print name of transferor) 


(address of transferee) 


Oi. 16" Wile, “dp ete eheneneed o) efetset ep eleyenie 


(address of transferor) 


If transferee is an unincorporated person, state if 
transferee, 


(@) Misia British’subjects 9.4. ee 
(yes or no) 


OR 


(b) has lived in Canada for one year or longerand 
has filed a declaration of his intention to 
become a Canadian citizen under the Canadian 


Citizenship Act (Canada). 


(signature of transferee) 


Sika) s]) ¢) a¢''e, #10) .0)/ele)is1/0\'e| #86 he \elie 


(signature of transferor) 


O. Reg. 28/54, Form 3. 


Form 4 
The Theatres Act 


Transfer fee $5 Consent to transfer No.... 


Receipte Noemie 


CONSENT TO TRANSFER A 
THEATRE LICENCE 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, I consent to the 


transfer of Class...... theatre licences NO:~ s.r 


(name of transferee) 


FOR tH @aapagct crate evevend ck sevcjersucrsss locatedtathect. <r aa cet 
(building or premises) 


Knownlpasmthess sprees aces enc aortas theatre with 


Reece 


Director 


O. Reg. 28/54, Form 4. 
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Form 5 toi carry dom the business Of ay ecm) ems vel cies © oo film 
h Act 
DAVEE EY exchange under the Name:OL s <qe¢ smisiietes ve ses ovis 
APPLICATION FOR FILM EXCHANGE 
LICENCE cf 


To the Director, 
Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


The undersigned applies fora................-+. 
(16-millimetre or 


Sere hore film exchange licence under The Theatres 
standard) 


Act and submits the following information: 


Name ot applicantien. se Anas aace seh hatetoceeke arte 


on Co Ww NO 
~ 
fo) 
wn 
co 
° 
Sa 
(a) 
(o 
~ 
Q 
jew 
5 
© 
H 
a 
e) 
Lona) 
= 
| 
oO) 
“ 
@) 
= 7 
rs) 
= 
vQ 
o 


O08. B60) 4 (e's (6,0 [5/10 wep ere os 1s 0 6 a ae 0 Wisin (eve) sr s/se\e =) ae 61816) 


& lA sie a ele eve § 60 lm m8 «lel 'e 0) be) ® 0 o\'e eves ale > ele bie anal a (a iso ele 


~I 
ca 
° 
QO 
rt) 
fr; 
° 

i 
@ 
=] 
Qu. 
= 
= 
a 
S 
oO 

La 
ie} 
—~ 
= 
3 
~ 
< 
o 
b=] 
> 
a 
ee 
f 
a 
oO 
5° 
om 
= 
(o>) 


8. If applicant is an unincorporated person, state if 
applicant, 


(a) isa British subject............ 
(yes or no) 


OR 


(6) has lived in Canada for one year or longer and 
has filed a declaration of his intention ¥to 
become a Canadian citizen under the Canadian 


Citizenship Aci (Canada). ..2.......; 
(yes or no) 
9. I enclose the licence fee of $........... payable to 
the Treasurer of Ontario. 
| Ee ava Ks ge a RR ee oa aN OR ENE atesers 


(signature of applicant) 


O. Reg. 28/54, Form 5. 


Form 6 
The Theatres Act 
Licence fee $.......... DicencewNOiai 2 sean 
ReceiptiNO.,. + c+ e1e5 
FILM EXCHANGE LICENCE 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


Director 


O. Reg. 28/54, Form 6. 


Form 7 
The Theatres Act 


APPLICATION FOR LICENCE TO EXHIBIT 
STANDARD FILM IN A BUILDING OR 
PREMISES OTHER THAN A THEATRE 


To The Director, 


Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


The undersigned applies for a licence under section 
57 of The Theatres Act and submits the following 
information: 


Ie, Nanie ‘of Applicants anon tac cee se ocels nesta ie are tee 


6. If applicant is an unincorporated person, state if 
applicant, 


(Oris a British Subyjecter..0. +e 
(yes or no) 


OR 


(b) has lived in Canada for one year or longer and 
has filed a declaration of his intention to 
become a Canadian citizen under the Canadian 


Citizenship Act (Canada)............ 


(signature of applicant) 


O. Reg. 28/54, Form 7. 
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Form 8 
The Theatres Act 
TeicenceINO: shee cscs 
LICENCE UNDER SECTION 59 OF THE ACT 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


oR OREO OORT located tatty. ++. .ane eee 
This licence expires on the...... GayaOle mire tan ; 
LOK 
Issued at Toronto, this...... Gaye Ope ence tees tocar ; 
19... 
OE ee ha i oa 


O. Reg. 28/54, Form 8. 


Form 9 
The Theatres Act 


APPLICATION FOR 
APPRENTICE PROJECTIONIST LICENCE 


To The Director, 
Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 

The undersigned applies for an apprentice pro- 
jectionist licence under The Theatres Act and submits 
the following information: 


ie Namen tullvot applicant vasnn. seen ree a is 


(yes or no) 


6. State if applicant, 


(a) sya British subjects sesame 
(yes or no) 


OR 
(6) has lived in Canada for one year or longer and 
has filed a declaration of his intention to become 


a Canadian citizen under the Canadian Citizen- 


Ship Act (Canada) pais. eee 
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7. I enclose two photographs of my face, not larger 
than two inches by two inches and not smaller than 
114 inches by 14% inches. 


8. I enclose the licence fee of $5 payable to the 
Treasurer of Ontario. 


(signature of applicant) 
*Subsection 3 of section 32 of the Act reads: 


(3) An apprentice licence may be issued by the 
Director on payment of the prescribed fee to 
any person, 


(a) who is eighteen years or more of age; and 
(b) who furnishes to the Director, 
(i) proof of age, 


(ii) satisfactory evidence of physical 
ability to handle projection fand 
fire-fighting equipment, and 


(iii) satisfactory evidence that he¥does 
not suffer from any physical or 
mental disability that would pre- 
vent him from operating projection 
equipment safely. 


O. Reg. 28/54, Form 9. 


Form 10 
The Theatres Act 
Licences Novae aeete 
PHOTOGRAPH 
Receipt=NoOrec.. mame 
APPRENTICE PROJECTIONIST LICENCE 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


(street address) (city, town or village) 
as an apprentice projectionist.at the. 2.0... 2. 
theatre.OP Nk. wenmies hee ce ore nae 
This licence expires on the 31st day of March, 19... 
Issued at Toronto, this...... GAVAObe cera nepeeescite r 
LOR 


Director 


O. Reg. 28/54, Form 10. 
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Form 11 
The Theatres Act 


APPLICATION FOR RENEWAL OF 
APPRENTICE PROJECTIONIST LICENCE 


To The Director, 


Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


GENCE NOlna se escee tne issued to me on the...... 
GQavnOle ea Aaah: wee kines , 19 

Ph AD enaverssuays) onexel chaise 5 bas Gauoe Ondo oN Theatre 
LoGateditat i ty-s- tac en Rame ites in core el cic bit aie 


(give post office address) 


3. I enclose the licence fee of $5 payable to The 
‘Treasurer of Ontario. 


Watedcaty circ cm coer cic ee OMe metas: day of 


(signature of applicant) 


O. Reg. 28/54, Form 11. 


Form 12 
The Theatres Act 


WicenceiNo-gan sve... 


LICENCE AS A -CLASS PROJECTIONIST 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence as a 


hap e=ClaSS ProjeCtionist ismssued (Oli. eaten. al cite oe 


This licence expires on the 31st day of March, 19... 


issuediab Toronto, this. 92.3, dayiote:......06 a. ¢ ; 
19 
(signature of licensee) Director 


O. Reg. 28/54, Form]12. 


Form 13 
The Theatres Act 
APPLICATION FOR RENEWAL OF 


FIRST-CLASS OR SECOND-CLASS 
PROJECTIONIST LICENCE 


fe ld] ele [aad al 


(print surname in block letters) 


ae TE esos oe 


(given names) 


(post office address) 


applies for the renewal ‘of.. 6.22.4. eee -class pro- 
(first or second) 

jectionist licence No........... dated. 2f.4deee. ne 

Tam, employedrat:.cva 2.0 onaccun vanced as. oc) eee 

He PA PeMSNN porate Reco e aide Ce ne ae 

Bicence fecioliporenclosed,  y.7.4joe) acta cis sae ete 


Cae Braue Tae Oe a OR Ce pt nce 


(signature) 


Norte, mail to: The Director, Theatres Branch, 
Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


O. Reg. 28/54, Form 13. 
Form 14 
The Theatres Act 


APPLICATION FOR A LICENCE TO OPERATE 
A 16-MILLIMETRE PROJECTOR 
FOR HIRE OR GAIN 


To The Director, 
Theatres Branch, Dept. of Travel and Publicity, 
1075 Millwood Rd., Toronto 17. 


The undersigned applies for a licence under The 
Theatres Act to operate a 16-millimetre projector 


bearing Serial No:........--. for hire or gain, and 
submits the following information: 


t>, Namie intullof-applicambyae, ea os eee eee 


3. Has applicant ever been licensed to operate a 


16-millimetre projector............. if yes, give 


Pareto lars ee ick dated sve ado ere eis soa 


4. If the applicant is an unincorporated person, state if 
applicant, 


Kayinsva British subject... 2-6 citar, 
(yes or no) 


OR 


(b) has lived in Canada for one year or longer and 
has filed a declaration of his intention to 
become a Canadian citizen under the Canadtan 


Citizenship Act (Canada)............ 
(yes or no) 


Reg. 554 
5. I enclose the licence fee of $10 payable to the 
Treasurer of Ontario. 


Datedsateernr errr ace SVOMCN Cie rer tenacusters s 


(signature of applicant) 


O. Reg. 28/54, Form 14. 


Form 15 
The Theatres Act 


Licence fee $10 WacencesNOsseraniascne 


Rece(pt NOs m eerie see 


LICENCE TO OPERATE 
A 16-MILLIMETRE PROJECTOR 
FOR HIRE OR GAIN 


Under The Theatres Act and the regulations, and 
subject to the limitations thereof, this licence is issued 


THEATRES 
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to operate a 16-millimetre projector bearing Serial No 

Siutsasssservereret aie for hire or gain. 
This licence expires on the 31st day of March, 19... 
Issued at Toronto, this...... day- oles seen. mie . 
eR ees 3 


O. Reg. 28/54, Form 15. 


Form 16 
The Theatres Act 
CERTIFICATE OF APPROVAL 
This is to certify that the reel of film 2% Certificate 
numbered in the margin has been ap- 8. 
proved by the Board under The Theatres : No....... 
Actand reculationsmec sama eis : 


Chairman of the Board of Censors 


O. Reg. 28/54, Form 16, 


an? oe 


a be s 
eifha ivy 


eeis 
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Regulation 555 


under The Toll Bridges Act 


BURLINGTON SKYWAY 
1. In this Regulation, 


(a) “Burlington Bay Skyway” means the Skyway 
over the Burlington Canal; 


(b) “‘passenger vehicle’ means a vehicle that is 
designed primarily for the transportation of 
passengers, but does not include a public 
vehicle; 


(c) “public vehicle’? means a public vehicle as 
defined in The Public Vehicles Act; 


(d) “‘trailer’’ means a trailer as defined in The 
Highway Traffic Act; 


(e) “truck’? means a vehicle that is designed 
primarily for the transportation of goods, 
and includes a tractor used for hauling 
purposes on the highway; 


(f) “weight-carrying capacity’’ means the weight- 
carrying capacity assigned to a vehicle by its 
manufacturer. O. Reg. 282/58, s. 1. 


2. The Burlington Bay Skyway is designated as a 
tollfbridge. O. Reg. 282/58, s. 2. 


3. For the purposes of the Act, vehicles are classified 
as follows: 


1. Crass I. Passenger vehicles and trucks 
having not more than two axles and a weight- 
carrying capacity of less than one ton. 


2. Cuass II. Class I vehicles drawing a trailer, 
and trucks having not more than two axles 
and a weight-carrying capacity of one ton or 
more. 


3. Cuass III. Class II vehicles drawing a trailer, 
trucks having three or more axles, and public 
vehicles. 


4, CiAass IV. Ambulances and vehicles owned 
and operated by police forces, fire departments, 
or Her Majesty’s Forces. O. Reg. 282/58, s. 3. 


4. Subject to sections 5 and 6, the toll to be paid 
for a vehicle taken or operated upon the Burlington 
Bay Skyway is, 


(a) for a Class I vehicle, 15 cents cash or twenty 
tickets for $1; 


(b) for a Class II vehicle, 25 cents cash or twenty- 
four tickets for $4; and 


(c) for a Class III vehicle, 45 cents cash or twenty 
tickets for $6. O. Reg. 282/58, s. 4. 


5. The tickets provided for in section 4 shall be 
sold in books and are not valid in payment of a toll, 


(a) after one year from the date of purchase; or 


(6) unless they are removed from the book by the 
toll collector. O. Reg. 282/58, s. 5. 


6. Class IV vehicles are exempt from the Act. 
O. Reg. 282/58, s. 6. 


7. The tolls shall be collected by the Department of 
Highways and shall be paid into the Consolidated 
Revenue Fund. O. Reg. 282/58, s. 7. 
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Regulation 556 


under The Tourist Establishments Act 


GENERAL 
INTERPRETATION 
1.—(1) In this Regulation, 


1. “bathroom’’ means a room that has a bath- 
tub or shower, a flush toilet and a washbasin; 


2. “‘cabin’”” means a cabin for sleeping that is 
not a cottage; 


3. “cabin establishment’’ means a tourist estab- 
lishment comprising two or more cabins; 


4. “camping establishment’? means a_ tourist 
establishment comprising land used or main- 
tained as grounds for camping or parking 
trailers, but does not include parks or camping 
grounds maintained by, 


(i) any department of the Government of 
Ontario or of Canada, or 


(ii) any Crown corporation, commission or 
board; 


5. “camping lot’’ means the part of a camping 
establishment that is to be occupied by a 
trailer or tent; 


6. “‘cottage’’ means a building to accommodate 
one guest and, 


(i) that contains at least two rooms, 
(ii) that is at least partially furnished, and 


(iii) in which the guest is permitted to 
prepare and cook food; 


7. “cottage establishment’? means a_ tourist 
establishment comprising two or more cottages 
owned or leased by the same person; 


8. ‘‘Deputy Minister’’ means the Deputy Minis- 
ter of Travel and Publicity; 


9. ‘district’? means an inspectorate described in 
a schedule hereto; 


10. “guest’’ means the person who contracts for 
accommodation in a tourist establishment and 
includes all the members of his party; 


11. “health authority’’ means the local medical 
officer of health, or an officer of the Depart- 
ment of Health of Ontario; 


12. “hotel’’ means a tourist establishment that, 


(i) throughout all or part of a year 
furnishes sleeping accommodation but 
does not furnish three meals a day, and 


(ii) is not a cabin establishment, cottage 
establishment, camping establishment, 
inn, lodge, motel, tourist home or 
tourist outfitter’s establishment; 


13. “inn’’ means a tourist establishment that 
operates throughout the year and that has 
facilities for serving at least three meals a day; 


14. “inspector’’ means a person designated as an 
inspector under this Regulation; 


15. “‘licence issuer’’ means the district inspector 
of the Department of Travel and Publicity 
or other official of the Department designated 
by the Minister; 


16. ‘lodge’ means a tourist establishment that 
operates only part of the year and that has 
facilities for serving at least three meals a day; 


17. “motel”? means premises that, 


(i) are designed to accommodate prin- 
cipally the public using automobiles 
as the mode of transportation when 
travelling or vacationing, and 


(ii) are not a tourist home, or a camping 
establishment; 


18. “‘privy”” means a place for the purpose of 
urination or defecation that is not a flush 
toilet; 


19. “rental unit’? means the cabin, cottage, room 
or portion of an establishment assigned to the 
exclusive use of a guest; 


20. ‘‘semi-private bathroom’’ means a bathroom 
adjacent to and communicating with each 
of two rental units and for the exclusive use 
of the guests in them; 


21. “sewage-disposal device’’ means a privy-vault, 
cesspool, septic tank or reservoir into which 
a privy, flush toilet, stable or sink is drained; 


22. ‘‘tent’’ includes every kind of temporary 
shelter for sleeping; 


23. “testing officer’? means, 
(i) the local medical officer of health, 
(ii) an officer of the local board of health, or 


(iii) an officer of the Department of Health 
of Ontario; 
24, “tourist home’’ means a private home or 
dwelling, 


(i) that is not part of or used in conjunction 
with any other tourist establishment, 
and 


(ii) in which there are at least five rooms 
for rent to the travelling or vacationing 
public, whether rented regularly, seas- 
onally or occasionally; 


25. “tourist outfitter’s establishment’? means a 
place of business at or from which equipment, 
supplies or services are furnished to persons 
in connection with angling, hunting or camp- 


ing. 
(2) Tourist establishments are classified as, 


(a) cabin establishments; 
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(b) camping establishments; 

(c) cottage establishments; 

(d) hotels; 

(e) inns; 

(f) lodges; 

(g) motels; 

(h) tourist homes; 

(7) tourist outfitters’ establishments; and 

(j) tourist establishments that have two or more 


rental units and that are not included in 
clauses a toz. O. Reg. 343/60, s. 1. 


PARAL 


LICENCES AND PERMITS 
ISSUANCE AND FEES 


2.—(1) No person shall commence to erect or 
convert any structure for use in a tourist establishment 
that he proposes to establish without a permit to erect 
or establish the tourist establishment in Form 1. 


(2) An applicant for a permit shall make application 
in Form 2 to the proper licence issuer and shall submit 
with his application plans of the proposed tourist 
establishment showing in detail all information relevant 
to the standards prescribed in Part II of this Regula- 
tion. 


(3) A permit in Form 1 expires one year after its 
date of issue. 


(4) The holder of a permit shall erect or establish 
the tourist establishment in accordance with the plans 
filed with his application. O. Reg. 343/60, s. 2. 


3.—(1) No person shall operate a tourist establish- 
ment that is not licensed. 


(2) A licence is not valid unless it is countersigned 
by the licence issuer. 


(3) Where a tourist establishment has, 


(a) a main building with or without other build- 
ings on the same premises; and 


(6) one or more rental units located on other 
premises elsewhere in the same district, but 
operated from that main building, 


one licence to operate all those premises in that district 
may be issued to that operator. O. Reg. 343/60, s. 3. 


4.—(1) An applicant for a licence or for renewal 
of a licence shall, 


(a) make application in Form 3; and 


(6) file the application with the proper licence 
issuer together with a fee of, 


(i) $10 where the applicant is resident in 
Ontario, and 


(ii) $50 where the applicant is resident out- 
side Ontario. 


(2) For the purpose of clause } of subsection 1, 
(a) an applicant that is a corporation is resident 


in Ontario if its head office is located in 
Ontario; 
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(6) an applicant that is a partnership is resident 
in Ontario if the partners owning a majority 
interest in the partnership are resident in 
Ontario, as determined under clause c; and 


(c) an applicant who is not a corporation or a 
partnership is resident in Ontario if he has 
remained in Ontario for a period of twelve 
consecutive months immediately preceding 
the date of the application, including periods 
during which the applicant was outside 
Ontario and did not work or carry on business 
while outside Ontario. 


(3) Application for renewal of a licence shall be 
made not less than two weeks, 


(a) before expiry of the current licence, where the 
establishment is operated all year round; or 


(b) before commencement of operation in any 
year, where the establishment is operated only 
part of the year. 


(4) Subject to section 5, the licence issuer shall, 
as soon as is practicable after he has received the 
application, 


(a) issue to the applicant a licence in Form 4; and 


(b) forthwith transmit to the Minister a copy of 
the licence. 


(S) A licence, 
(a) becomes effective on, 


(i) the 1st day of April of the year in which 
it is issued, or 


(ii) the date on which it is issued, 
whichever is the later; and 


(b>) expires with the following 31st day of March, 
unless sooner suspended or cancelled. O. Reg. 
343/60, s. 4. 


5.—(1) Where a licence issuer reasonably believes 
that the establishment in respect of which an applica- 
tion is made does not comply with the Act or this 
Regulation or any other law, regulation or by-law, 
applicable to that establishment, or where, 


(a) the establishment is declared a public place 
under subsection 2 of section 42 of The 
Liquor Control Act; or 

(b) the applicant has been convicted of any 
offence for conduct that demonstrates that 


it is not in the public interest for him to 
operate a tourist establishment, 


he shall refuse the licence. 


(2) Within twenty-four hours after his refusal, the 
licence issuer shall transmit, 


(a) to the Minister, 
(i) the application, and 


(ii) a report setting forth the reasons for 
his refusal; and 


(b) to the applicant by registered mail, 


(i) a copy of the report under subclause 
ii of clause a, and 


(ii) a refund of the amount he received 
as fee for the licence. O. Reg. 343/60, 
S..'5: 
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TRANSFER OF LICENCES 
6.—(1) Where a licensed tourist establishment is 
sold or legal ownership thereof passes by any lawful 
means, the purchaser or other person to whom the 
legal ownership has passed may obtain transfer of the 
licence upon, 
(a) filing application therefor in Form 5; 
(b) paying a fee of $1; and 
(c) surrendering the existing licence. 
(2) Until the new licence is received, the operator 
shall display in a conspicuous place near the register 


a legible notice, signed by the new owner or his agent, 
setting forth, 


(a) the licence number and year appearing on 
the surrendered licence; 


(b) the name of the person to whom it was 
granted; and 


(c) the date on which the new owner complied 
with subsection 1. 


(3) The new owner shall, 
(a) obtain from the former owner so much of, 
(i) the register, and 


(ii) all records required to be maintained 
under this Regulation, 


as contain entries and relevant information 
for at least one year before the change of 
ownership; and 


(6) maintain those entries and records until, 


(i) the expiration of the period of time 
required by this Regulation, or 


(ii) he delivers them to a subsequent new 
owner, 


whichever event occurs first. 
s. 6 


O. Reg. 343/60, 


SUSPENSION AND CANCELLATION OF LICENCES 
7.—(1) Where an establishment in respect of which 
a licence has been issued is declared a public place 


under subsection 2 of section 42 of The Liquor Control 
Act, the Minister shall cancel the licence. 


(2) Upon written request of, 


(a) the operator of an establishment; or 


(6) any person having a legal or equitable interest 
in an establishment or in the land on which an 
establishment is situated, 


the Minister may, after a hearing, revoke the cancel- 
lation of the licence for the establishment. 


(3) Notice of the hearing shall be sent to, 
(a) the person making the request; 
(b) the licence issuer; 
(c) the court making the conviction; 
(d) the Liquor Control Board of Ontario; and 


or persons whom the 


(e) any other person 
O. Reg. 343/60, s. 7. 


Minister deems proper. 
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8.—(1) Where an operator violates, 
(a) the Act or this Regulation; 
(b) a by-law passed under section 3 of the Act; or 


(c) The Department of Travel and Publicity Act 
or any regulation thereunder, 


or where he has been convicted of any offence for 
conduct that demonstrates that it is not in the public 
interest for him to operate a tourist establishment, 
the licence issuer may suspend or cancel the licence, 
notwithstanding that the violation existed at the time 
the licence was issued. 


(2) Within twenty-four hours after suspending or 
cancelling a licence, the licence issuer shall send by 
registered mail, 


(a) to the Minister, a report upon such suspension 
or violation with the licence issuer’s grounds 
therefor; and 


(b) to the operator, a copy of that report. 


O. Reg. 
343/60, s. 8. 


SURRENDER OF LICENCE 


9. Upon a licence being suspended or cancelled, 
the operator shall immediately surrender it to the 
licence issuer. O. Reg. 343/60, s. 9. 


APPEALS FROM REFUSAL, SUSPENSION OR 
CANCELLATION OF A LICENCE 


10.—(1) Where a licence issuer has, 
(a) refused to issue a licence to an applicant; or 
(b) suspended or cancelled a licence, 
upon receipt of a request from the owner, lessee, 
resident manager or other person in charge, of the 
premises in issue, the Minister shall cause a hearing to 
be held. 
(2) Notice of the hearing shall be sent to, 
(a) the licence issuer; 
(b) the applicant for the licence or person to 
whom the licence had been granted, as the 


case may be; 


(c) the person making the request, if other than 
the person referred to in clause 6; and 


(d) any other person whom the officer assigned 
to hold the hearing deems requisite. O. Reg. 
343/60, s. 10. 


PROCEDURE FOR HEARINGS 


11.—(1) Any hearing under this Regulation shall 
be, 


(a) held in the district in which the establishment 
concerned is situated; and 


(b) conducted by the Deputy Minister, or by an 
Executive Officer of the Development Branch 
of the Department of Travel and Publicity, 
who shall be assigned by the Deputy Minister. 


(2) Notice of hearing shall be, 
(a) in Form 6; and 
(b) sent by registered mail not less than twelve 
days before the date appointed for the hearing, 


to each person, official or Board required to 
be notified. O. Reg. 343/60, s. 11. 


932 


TOURIST ESTABLISHMENTS 


Reg. 556 


12.—(1) Each person, official or Board notified of 
a hearing is entitled to, 


(a) be present personally; 
(b) be represented by counsel or an agent; and 
(c) examine or cross-examine each witness. 


(2) Where any person, official or Board has been 
notified of a hearing and does not attend at the place, 
time and date appointed, the hearing may proceed 
fully and effectually in his absence. 


(3) Where the officer conducting the hearing for 
any reason deems it desirable in the interests of natural 
justice to adjourn a hearing, he may do so from time 
to time upon stating the place, time and date at which 
the hearing will be resumed. O. Reg. 343/60, s. 12. 


13. At a hearing, 


(a) each witness is subject to examination, cross- 
examination and re-examination; and 


(b) all exhibits are open to inspection by each 
person, official or Board, notified of the hearing 
and present in person or represented by 
counsel or an agent. O. Reg. 343/60, s. 13. 


14.—(1) Forthwith after completion of the hearing, 
the officer conducting it shall transmit to the Minister 
a report containing, 


(a) a synopsis of his findings of fact; and 
(6) his recommendation thereon. 


(2) After considering the report and any further 
material he desires, the Minister shall make such 
order as he deems proper in the matter. 


(3) Where the Minister decides to suspend a licence, 
the period of suspension shall be not longer than 
thirty days. O. Reg. 343/60, s. 14. 


PART II 
PuBLIC HEALTH AND SAFETY 
LOCATION AND DRAINAGE 


15. A building used wholly or partly for sleeping 
accommodation or living accommodation for guests 
shall be located on dry and well drained sites. O. Reg. 
343/60, s. 15. 


16. Where necessary, the operator shall provide 
surface drainage to ensure that casual or stagnant 
water is sufficiently far from buildings to prevent a 
nuisance to persons accommodated or a danger to 
their health. O. Reg. 343/60, s. 16. 


WATER SUPPLY 
17. An operator shall, 


(a) provide an adequate supply of clean and 
potable water; and 


(6) take reasonable steps to ensure that no person 
at the establishment, 


(i) takes water from any open spring or 
well on the premises; or 


(ii) uses any cup, dipper, ladle or other 
receptacle for drinking water, in com- 
mon with other persons not in his 
party. O. Reg. 343/60, s. 17. 


18.—(1) An operator shall ensure that all water 
supplied on the premises, for human consumption or 
the preparation of food, is potable. 


(2) Where an operator has no reason to suspect 
otherwise, he may assume that, at the point where it 
enters upon his premises, the water supplied by a 
municipality or public utility is potable. 


(3) Where drinking water from any source is not 
potable, the operator shall treat it under the direction 
of a testing officer, so as to make it potable. 


(4) Every well, spring, reservoir, faucet, tap, pipe- 
opening or other place from which non-potable water 
is available shall be clearly indicated by prominent, 
readily legible signs containing the words ‘‘not fit for 
human consumption” in letters not less than one-half 
of an inch high. O. Reg. 343/60, s. 18. 


TESTS 


19.—(1) Where an establishment operates all year 
round and the drinking water is not supplied by a 
municipality or public utility, the operator shall cause 
it to be tested by a testing ofhcer at intervals not 
greater than six months. 


(2) Where an establishment operates only part of 
the year and the drinking water is not supplied by a 
municipality or public utility, the operator shall cause 
it to be tested by a testing officer within thirty days 
before the date of opening in that year. 


(3) Where a test discloses the water to be unfit for 
human consumption, that water and all water from 
the same source shall be deemed to be non-potable 
until a subsequent test discloses that it is potable. 


(4) The operator shall display in a conspicuous 
place in that. part of the establishment in which the 
register is kept the report of the testing officer on the 
most recent test of each source of drinking water. 
O. Reg. 343/60, s. 19. 


WELLS, RESERVOIRS AND PUMPS 


20.—(1) A well from which drinking water is 
available shall be so constructed and located that 
surface contamination and drainage cannot enter it. 


(2) A reservoir with an open top shall not be 
installed or permitted for storage of drinking water. 


(3) A reservoir for drinking water shall, 


(a) be constructed of material impervious to 
water; 


(b) be free of leaks; and 


(c) have its openings so constructed and main- 
tained as to prevent the entrance of insects, 
birds, animals and other sources of infection or 
contamination. 


(4) Where a pump is used in supplying or distribut- 
ing drinking water, the pump and its connections shall 
be so placed as to prevent contamination of the water. 
O. Reg. 343/60, s. 20. 


CONSTRUCTION REQUIREMENTS 
21. Sections 22 to 29 apply to, 


(a) any tourist establishment established after 
the 27th day of December, 1960; and 


(b) any addition to a tourist establishment exist- 
ing on the 27th day of December, 1960. 
O. Reg. 343/60, s. 21. 


22. The average clear, interior height of a room 
shall be at least eight feet measured from floor to 
ceiling. O. Reg. 343/60, s. 22. 
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23.—(1) No cottage shall have a floor area of less 
than 230 square feet, exclusive of closets, bathrooms, 
porches and verandas plus 100 square feet for every 
sleeping room in the cottage in excess of one. 


(2) No sleeping room in a cottage shall have a 
floor area of less than eighty square feet, exclusive of 
closets, bathrooms, porches and verandas. O. Reg. 
343/60, s. 23. 


24.—(1) No cabin or rental unit in a motel, shall 
have less than 140 square feet of clear living space, 
exclusive of bathrooms, porches and verandas. 


(2) A sleeping room, other than a sleeping room in 
a cottage, to accommodate two or more persons shall 
have at least fifty square feet of floor space for each 
person to be accommodated. 


(3) A bathroom shall, 
(a) be not less than four feet wide; and 


(b) have floor area of not less than thirty square 
feet. 


(4) A room that has a flush toilet and is not a 
bathroom shall have not less than twenty square feet 
of floor area and a width of not less than four feet. 
O. Reg. 343/60, s. 24. 


25. A cabin or cottage shall be, 


(a) at least twelve feet from any other building; 
and 


(b) at least six feet from a side or rear boundary 
of the land on which the establishment is 
operated. O. Reg. 343/60, s. 25. 


26.—(1) An interior wall shall be, 


(a) stained, painted or lined with a material 
having a smooth surface; and 


(b) so constructed that it can be kept clean. 


(2) All exterior walls of frame construction shall 
have upright studding, 


(a) of nominal size not less than two inches by 
four inches; and 


(b) set at 16-inch centres. 


(3) Where logs, log siding or log slabs are used, 
they shall be peeled and coated with varnish or some 
other insect-repellent material. 


(4) Where an exterior wall or any member thereof 
is constructed of brick, cement, cinder block, concrete, 
stone or other masonry, those materials shall be new, 
sound and firmly laid in cement or cement and lime 
mortar. O. Reg. 343/60, s. 26. 


27. A floor shall be, 
(a) constructed of, 


(i) tongue-and-groove lumber treated to 
be insect proof, 


(ii) concrete, or 
(iii) some other insect-proof material; and 


(b) supported on joists of which the lower face 
is not less than six inches above ground level. 
O. Reg. 343/60, s. 27. 


28. A living room, sleeping room or kitchen shall 
have one or more windows having an aggregate glass- 
area of at least one-tenth of the floor area. O. Reg. 
343/60, s. 28. 
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29.—(1) Every room shall be capable of being 
ventilated directly to the outside air by means of 
openings totalling an area of 4 per cent of the floor 
area of the room. 


(2) Each rental unit shall be so constructed and 
equipped that cross-ventilation can be readily obtained. 
O. Reg. 343/60, s. 29. 


30.—(1) Where two or more rental units adjoin 
each other under the same roof, they shall be separated 
from one another by a dividing wall, 


(a) made of bricks, concrete blocks, cinder blocks, 
clay blocks or clay tiles that are new, sound 
and laid in cement or cement and lime mortar; 
or 


(6) made of wood studding of not less than two 
inches by four inches nominal size and, 


(i) set at not more than 16-inch centres, 


(ii) with spaces between the studs filled 
with mineral wool or other fire resistant 
and sound resistant insulation, and 


(iii) faced on both sides by a facing material 
specified in subsection 4. 


(2) Each dividing wall shall extend from the floor 
to the ceiling. 


(3) Where a rental unit is underneath another 
rental unit, the ceiling of the lower unit shall be insu- 
lated by a combination of joists, flooring and ceiling, in 
which, 


(a) the flooring is laid on the upper side of the 
joists and is staunchly constructed so that 
dirt, dust or water cannot drift or flow 
through it; 


(b) the ceiling is firmly affixed to the lower sides 
of the joists and, 


(i) is of lath and plaster or of a facing 
material specified in subsection 4, and 


(ii) has a smooth lower surface adequately 
finished by a surfacing material suit- 
able for ceilings; and 


(c) the spaces between the joists are filled with 
mineral wool or other fire resistant and sound 
resistant insulation. 


(4) For the purpose of subclause iti of clause } of 
subsection 1 and subclause i of clause b of subsection 3, 
a facing material consists of, 


(a) gypsum board, plaster board or wallboard, 
at least 34-inch nominal thickness; 


(b) plywood or pressed board at least 14-inch 
nominal thickness; 


(c) wood boards at least 14-inch nominal thick- 
ness; or 


(d) gypsum lath, 


(i) at least 3¢-inch nominal thickness, or 
(ii) plastered on the outer side with a base 
coat of gypsum hard-wall plaster, 


and surfaced smooth with a finishing coat of 
hydrated lime putty and_ plaster-of-paris. 
O. Reg. 343/60, s. 30. 
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31. Where a room is equipped with a flush toilet, 
the room shall be adequately lighted and maintained 
in aclean and sanitary condition. O. Reg. 343/60, s. 31. 


32. Flush toilets shall be connected to, 
(a) a public sewage system; 
septic tank and 


(b) a properly constructed 
absorption system; or 


(c) such other sewage disposal system as is ap- 
proved by the local medical officer of health, 
the Department of Health or an officer of the 
Ontario Water Resources Commission. 
O. Reg. 343/60, s. 32. 


33.—(1) A privy shall be, 
(a) adequately lighted; and 
(b) so constructed and maintained that, 


(i) no fly, insect, rat or other small animal 
is able to gain access to the waste, 


(ii) surface or ground water does not enter 
the pit or vault, and 


(iil) waste in the privy does not contaminate 
the water supply. 


(2) In every privy, 
(a) all wooden seats shall be, 
(i) of dressed material, and 


(ii) maintained in a sanitary condition by 
application of at least one coat of good 
quality enamel; and 


(b) all interior walls shall be maintained in a 
sanitary condition by application of at least 
one coat of good quality paint or washable 
substitute for paint. O. Reg. 343/60, s. 33. 


34. Where a flush toilet, privy or washroom, other 
than a semi-private bathroom, may be used by guests 
in common, the facilities shall be for the use of the 
guests exclusively and the operator shall provide 
separate facilities for male and for female persons with 
separate approaches clearly marked for each sex and 
not to be used by any other person. O. Reg. 343/60, 
s. 34, 


35.—(1) Where a room or privy has more than one 
flush toilet or privy seat, as the case may be, there 
shall be partitions between the seats constructed in 
such manner as to ensure complete privacy. 


(2) Where there is no other law, regulation or 
by-law with respect to sewage-disposal devices in the 
municipality in which an establishment is located, 
the operator shall not use or permit to be used any 
such device until he has received from a health authority 
a certificate or other written advice that use of that 
device will not create a nuisance or be injurious to 
health of persons accommodated. O. Reg. 343/60, s. 35. 


36.—(1) Subject to subsections 2 and 3, where 
flush toilets, privies or washrooms are to be used by 
guests in common at a tourist establishment other 
than a cottage establishment and the number of persons 
entitled to use those common facilities is in a group 
itemized in column 1 of the Table, the operator shall 
provide at least the number of flush toilets or privy 
seats and washbasins set opposite thereto in columns 
2 and 3, respectively: 
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CoLuUMN 1 COLUMN 2 CoLuMN 3 
Minimum Minimum 
Item Number of Number of Number of 
No. Persons Flush Toilets | Washbasins 
or Privy seats 
1 Up to 10 2 2 
2 11 to 20 as S 
3 21to 30 4 4 
4 31 to 45 5 5 
S 46 to 60 6 6 
6 61to 75 7 7 
7 76 to 90 8 8 
8 91 to 105 9 9 
9 106 to 120 10 10 
(2) Where, 


(a) it is impracticable for an operator to comply 
with subsection 1; and 


(b) at the time of making application for a licence 
or renewal thereof the operator files with the 
licence issuer a certificate or written advice 
from a health authority setting forth that in 
his opinion the existing facilities at that 
establishment, 


(i) comply with all laws and_ by-laws, 
other than subsection 1, applicable to 
the facilities, 


(ii) are adequate for the time being, and 


(iii) are being maintained in a satisfactory 
condition, 


subsection 1 does not apply to that establishment 
during the currency of that licence. 


(3) Where a licence issuer issues a licence or renewal 
to an operator to whom subsection 1 does not apply, 
the licence issuer shall, in red ink, write and sign a 
notation in the margin of that licence as follows: 
“subsection 1 of section 36 does not apply to this estab- 
lishment during the currency of this licence.’”’ O. Reg. 
343/60, s. 36. 


37. A room that has a flush toilet shall have, 


(a) one or more windows having an aggregate 
glass-area of at least three square feet; or 


(6) a ventilating fan that ensures ventilation at 
least equivalent to that obtainable under 
clause a. O. Reg. 343/60, s. 37. 


38. Each cottage shall have at least one flush toilet 
or privy for the exclusive use of the persons accom- 
modated in that rental unit, except cottages in a cottage 
establishment in which there are central toilet facilities 
that, 


(a) are for the use of all guests at that establish- 
ment; and 


(b) have flush toilets and washbasins, in the 
numbers prescribed in the Table to sub- 
section 1 of section 36. O. Reg. 343/60, s. 38. 


EQUIPMENT 


39.—(1) Every bathroom for use by guests shall 
have properly installed in it, 


(a) a bathtub or shower bath; 
(6) a basin in which the area of the water at its 


highest point is not less than 140 square 
inches; 


Se 
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(c) a flush toilet; 


(d) a mirror having a good reflecting surface not 
less than twelve inches wide and eighteen 
inches high; 


(e) toilet-shelving having usable area of not less 
than sixty square inches and installed near 
the basin; 

(f) a device for hanging or stowing towels; 


(g) a light fixture placed conveniently in relation 
to the mirror; 


(h) a dish bracket or recess for soap impervious 
to water located conveniently to, 


(i) the bathtub or shower bath, and 
(ii) the basin; 


(2) not less than two metal wall hooks for hanging 
garments; 


(j) a bath mat of water-absorbent material; and 
(k) a device dispensing toilet paper. 


(2) Each basin, bathtub and shower bath shall 
be equipped with taps or faucets supplying hot water 
and cold water. 


(3) A semi-private bathroom shall have two doors, 


(a) opening into the bathroom and fitted with 
a means of securing them shut so that a 
person using the bathroom will have complete 
privacy; and 


(b) opening separately from the two rental units 
served by the bathroom. 


(4) Before a guest occupies a rental unit, 


(a) the bathroom and ali fixtures shall be 


thoroughly cleansed; and 


(b) the bath mat shall be freshly laundered. 
O. Reg. 343/60, s. 39. 


CAMPING ESTABLISHMENTS 


40.—(1) Camping lots shall be arranged in rows 
and accessible by means of a driveway, 


(a) so constructed that automobiles and trailers 
will not become mired; 


(b) at least twenty feet wide; 
(c) clearly marked; and 
(d) adequately lighted from sunset to sunrise. 


(2) The operator shall designate which camping 
lots are suitable for, 


(a) trailers only; 
(b) tents only; or 
(c) either trailers or tents. 


(3) Each camping lot shall have an area of at least 
1,500 square feet of land. 


(4) The operator shall not allow a camping establish- 
ment to be occupied at any time by more tents or 
trailers than in the proportion of twenty-five for each 
acre of land at that time suitable for accommodation 
of tents or trailers. O. Reg. 343/60, s. 40. 
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REGISTRATION OF PERSONS, MOTOR VEHICLES 
TRAILERS ACCOMMODATED 


AND 


41.—(1) An operator shall maintain in a bound 
book, or by means of a card index, a register of the 
persons, motor vehicles and trailers accommodated 
in his tourist establishment. 


(2) A person accommodated shall enter in the 
register, 


(a) his name and home address; and 


(b) the name and home address of each person 
travelling with him and accommodated in 
the establishment, 


who does not register separately. 


(3) A person travelling by motor vehicle and 
accommodated in a motel, cabin establishment, camp- 
ing establishment or tourist home shall also enter in 
the register the trade name of the motor vehicle, the 
vehicle licence number thereof and the name of the 
province, state or other authority issuing the vehicle 
licence. 


(4) The operator shall enter in the register, 


(a) the name or number of the rental unit occupied 
by each person accommodated; and 


(6) the date of arrival and of departure of each 
person accommodated. 


(5) A person accommodated shall not, 
(a) enter false information in the register; or 


(b) in any way cause false information to be 
entered in the register. 


(6) An operator shall not enter in the register or 
knowingly permit to be entered in the register any 
information he reasonably suspects to be false. 


(7) An entry in the register shall be preserved for 
at least one year from the date of the entry. O. Reg. 
343/60, s. 41. 


DUTIES OF OPERATORS 
42. An operator shall, 


(a) maintain the grounds of the establishment 
orderly, tidy and free from litter; 


(b) keep all grass and herbage cut sufficiently so 
as, 


(i) not to harbour mosquitoes or other 
objectionable insects, 


(ii) to prevent ripening of weed seeds, and 

(iii) to present a neat appearance; 
(c) take all steps necessary to prevent nuisance 
within the meaning of sections 82 and 83 of 


The Public Health Act from occurring on the 
premises; 


(d) maintain in proper condition the fences of, 
and the signs and notices on, his tourist 
establishment; 


(e) keep the buildings painted and repaired and in 
a clean and sanitary condition; and 


(f) provide for each window of a rental unit, 


(i) blinds or curtains that ensure privacy 
for persons accommodated, and 
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(ii) fly screens that are of fire resistant 
material. O. Reg. 343/60, s. 42. 


43.—(1) The operator of a tourist establishment 
other than a cottage establishment shall have in 
attendance at all times during its operation at least one 
competent adult. 


(2) An operator shall, 


(a) display his tourist establishment licence in 
a conspicuous place near the register; 


(b) display upon each rental unit a distinctive 
number, letter or name; 


(c) keep posted in every room or building used for 
sleeping accommodation a notice specifying 
the rates charged for the room or building; 
and 


(d) at the request of an inspector or police officer, 
produce for inspection any register, licence or 
notice required under the Act or this Regu- 
lation. 


(3) An operator shall, 


(a) keep the furnishings, equipment, sanitary 
facilities and appliances repaired and in a 
clean and sanitary condition and free from 
rodents, vermin and other pests; 


(b) each day place in each washroom and bath- 
room an adequate supply of soap not pre- 
viously used; 


(c) keep adequate supplies of toilet paper in each 
toilet room or privy; and 


(d 
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where he provides bedding for a guest, keep 
the bedding in a clean and sanitary condition 
and supply freshly laundered sheets, pillow- 
cases and towels. O. Reg. 343/60, s. 43. 


BOATS AND CANOES 


44. Where an operator supplies boats, canoes or 
other water craft for use of guests, he shall, 


(a) maintain the boats, canoes and watercraft in 
repair and in a clean and safe condition; and 


(6) maintain in proper repair all wharves, docks, 
landing places and boat houses on or used in 
conjunction with the premises. O. Reg. 
343/60, s. 44. 


DUTIES OF PERSONS ACCOMMODATED 
45. No person accommodated shall, 
(a) light or build a fire except in equipment 
provided by the operator or in a place he 


designates; 


(b) take water from any open spring or well on 
the premises; or 


(c) use any cup, dipper, ladle or other receptacle 


for drinking water in common with other 
persons not in his party. O. Reg. 343/60, s. 45. 


GARBAGE 
46.—(1) An operator shall, 


(a) place fly-tight metal garbage containers in 
convenient places and in sufficient numbers; 


(b) ensure that the garbage containers do not 
become foul smelling, unsightly or breeding- 
places for flies or other insects; 


(c) where there is no municipal garbage removal 
service, dispose of garbage, waste and refuse 
by incineration or burial in such manner as 
will not create a nuisance or pollute water 
on the premises; and 


(d) empty and clean garbage containers at least 
twice a week. 


(2) A person accommodated shall place garbage, 
waste and refuse in such garbage containers or other 
places as the operator designates. O. Reg. 343/60, s. 46. 


47. Where the operator permits persons accommo- 
dated to prepare or cook food in the establishment, 
the operator shall, 


(a) provide, at the place where preparation or 
cooking is permitted, sufficient covered, metal 
garbage containers to contain the amount of 
garbage, waste and refuse normally expected 
daily; and 


(b) cause each garbage container to be emptied 
and cleaned daily. O. Reg. 343/60, s. 47. 


FIRE PREVENTION AND VENTILATION 
48. An operator shall, 


(a) provide fire extinguishers of the type and in 
the number recommended by the local fire- 
inspector and keep them in conspicuous and 
well-marked places; 


(b) not permit a person accommodated to light or 
build a fire except in equipment provided 
by the operator or in a place he designates; 


(c) display or post adequate signs or instructions, 
or both, informing persons accommodated of 
the location of fire exits; 


(d) take such precautions as are necessary to 
prevent heating devices from endangering 
the health or safety of persons accommodated 
by, 


(i) the exhaustion of oxygen from the air, 
or 


(ii) the production of carbon monoxide or 
other noxious gas or smoke; and 


(e) provide such devices and equipment as will 
ensure, 


(i) fresh air being taken into the rental 
unit from outdoors, and 


(ii) stale air and noxious fumes _ being 
vented to the open air. O. Reg. 343/60, 
s. 48. 


PART III 
ADMINISTRATION 
INSPECTION AND VIOLATIONS 


49. The Minister may accept in lieu of any require- 
ments under Part II of this Regulation such com- 
pliance as the Minister deems equivalent thereto. 
O. Reg. 343/60, s. 49. 


50.—(1) Officials and employees of the Govern- 
ment so designated by the Minister are inspectors. 


(2) Subject to the approval of the Minister, 
municipal councils or local boards of health may 
designate officials and employees of the council or 
board of health, respectively, as inspectors. O. Reg. 

3/60, s. 50. 
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51. An inspector may, (c) during an inspection be accompanied by, 


a t i i i : . 5 , si 

(a) enter and inspect any tourist establishment; (yar duly qnalined medical practioner: 

(®) make such examinations and inquiry as are 
necessary to ascertain if the operator is 
complying with, 


(ii) a building inspector, 


(iii) a sanitary inspector, 


(i) the Act and the regulations and by- 


laws made thereunder, and (iv) a police officer, 


(ii) The Department of Travel and Publicity or any two or more of the persons referred to 
Act and the regulations made there- in subclauses i, ii, ili andiv. O. Reg. 343/60, 
under; and Sails 

Form 1 


The Tourist Establishments Act 
PERMIT 


To ERECT oR ESTABLISH A TouRIST ESTABLISHMENT 


is permitted to erect or establish a tourist establishment of the ................ class in the following location: 
This permit expires one year after the date of issue. 


Reswedutlisicsien cera eer stssors Cava hang on cram oriseciarery hoya eke Teroke ae ose oan anne pr arate AEE sti PALE) bes dete 


Minister of Travel and Publicity Licence issuer 


Mailing Address 
O. Reg. 343/60, Form 1. 


Form 2 
The Tourist Establishments Act 
APPLICATION FOR A PERMIT TO ERECT OR ESTABLISH A TOURIST ESTABLISHMENT 


The undersigned applies for a permit to erect or establish a tourist establishment of the following class(es): 


(J cabin establishment LJ lodge 

(] camping establishment (J motel 

LJ cottage establishment {_] tourist home 

CL) hotel CL] tourist outfitter’s establishment 
( inn (J any other tourist establishment 


having two or more rental units 
and in support of this application makes the following statements: 


1. The owner of the proposed establishment is ........... eee eee eee eee cece eeenees SOUSD OOO Teo Oee wai ae 


sie. €.9e)d.bliv) sa, m08 els [6 (66.6 (0.0) 66 6.60215 we eiaie rein (alee sielis! sie sis 
aie ih. SUS.8 a) wd pia be 0018) 016 600.6 6.16.50, 0 0169018 |S 6976.0 10 dO 6, 0) (eS Be. 818.8 o..61.0: 0°90 /0)/@116) 8 60a 


(mailing address) 
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The proposed establishment will be situate in the: 


ios) 


City or Town: OF rics. ok artes tneed ose uisiniehnss Beebe aie ene eae: eet aie Be a Fees ots an ARE Rn ee 
ANd LOWRSHIP OF ace «cvepasnus SyadPoaee a <isca lore ara 310 Oe Eas RG ANY. Redes PE ae Lat ences er onarece 
inthe County or District! Gf iver «aiv.ce oot eee te eve one islet rectrs (chee eats a ane cotter eterna ae eee 


ay Witisyplanned that:constructionswill' beginiom \.”.. 3. 4. «cite. Pieeiae ene eite aR a, iieua aie Pee eee ete 


5. Details of the plans are herewith attached. 


REMARKS : 


6, It is fully understood that a permit to erect or establish a tourist establishment does not authorize the 
operation of the establishment and that the construction of all buildings must conform to the regulations and 
any municipal by-laws and Provincial and Dominion laws that are applicable thereto. 

Signature of Applicant.« 4, sace ack cc. ee epgee | tick ne Seat ie ele coereretene rete Grn eon eeretone 
Mailing: (AG GrEsso, oo oases cih.o. st catoicis aie. 4 Sid at Maiishan ol ev aeneroa Om state tents Soe cre Roig cles ciel erebeper cle sie cancers 


Delemhone NOoy seurt rer tases caioett ations Sern Pare 
O. Reg. 343/60, Form 2. 


Form 3 
The Tourist Establishments Act 
APPLICATION FOR A TOURIST ESTABLISHMENT LICENCE 


The undersigned applies for a licence for a tourist establishment.and in support of this application makes 
the following statements: 


1. The establishment is of the following class: 


(_] cabin establishment [] lodge 

{-] camping establishment _ | motel 

[] cottage establishment (_) tourist home 

[] hotel {_] tourist outfitter’s establishment 
[] inn [_] any other tourist establishment 


having two or more rental units 


bo 


Ahesecta DInSh mene 1SiEsMO We aS sc tayscecuctete citi ove ate ore Sosy atear'on Nan vacer eee ence “nies each Tle novela ee ee 


ANAICS Aria Mine AG GLESS ASE acs ve leiey a Wor oleic yo iP eae et enae ee miolto: atebakedieleian cane 0) sare tae nh SPS ake aeneMee eee ee ee 
3. The establishment is situated in the 
Ga) Croytor Tomi ob: esc ee oie suet eo eles eae pinecone tte ete rai ere, <eteaie eet ae 
or 
(I GEOWNSHIDUOL siti wis CORte BS ce Mito ia cide a wig wie ere Mints si ac.c Re eee eee Ret te, ee 
and 


(5): County: Cor Dis tetetyVOEes cote Sertd ore ica niet < b.3: 0c es Pete ee e eeorete eC aRO e 


4. rheowner of the establishment as? ho acrcis-2. s,sversoe wits oye Paks ene ste chains ore ee Gera dene ial leon en 
(name) 


WHOSE Malling AGATESS $6200 ona asanine yclaaane oe Pee oa hele Cee ee Se ee Se eer Cokes ee oe ee 


5. The resident manager (er other person in charge of the establishment) is or will be 
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6. (a) Drinking water is obtained from 


CAC DCCC Ot uC iat Tea itty OBO OmCI SCE ONCk ORCC tL OD Cu OO iCeterh Cee CHO Cb Cth OMEL Cw a EORGES Cot i) CeCe OTP TIA ae Are eC Ce ee eam ee ey 


(state whether municipal system, well, spring or lake and where source is situated) 


CD) meDaterolulastewater. tes tyer cite ae cey keer Ser ois Sion. aera eRe eM fs, c oe He unis nd OE ee ee 


(supply the name if different from the present name) 


SameUhespreviolsiow ner or. Opera tom) was crepe cy -i-vs.4egsshesesesoj-tessyedest eae I ered Ree een te re 
(name if different from present name) 


9. Between the ist day of April of this year and the 31st day of March of next year the establishment will be 
operated, 


(a) continuously, or 


(CO) @ from a. A Rae eater eed arts See EE ae LOLA PRCT Ae) Beene ees ae RT RAO A Nd 
(strike out (a) or (b) whichever does not apply) 


ElerewithiremicttancerO: ureters cite malemeranir eine for the fee. 
10. The owner of the establishment has been resident in Ontario for the following periods in the last year; 
(where the owner is a partnership, list periods for each partner) 


and thelapplication is madeias aaa.) 44-tas eee. gdomoeans anos Diogo weno eE hay On eNE of Ontario. 
(resident or non-resident) 


11. It is fully understood that the operation of this establishment, and any new construction thereat, must 
conform to the regulations and any municipal by-laws and Provincial and Dominion laws that apply to it; 
and that if there is any breach of any of those regulations, by-laws or laws the licence may be suspended 
or cancelled, and operation of the establishment will thereupon be stopped. 


Dateduthis meaner ars Days Ob One Maan One el he Ema cae Tee pe Oe rettegs 


Wihailiince Nd reSs crepes ecco keserate stokes ove face cu eae eatpene tales sycie ere) SiS: oe tagenst ert shay ave Mac PRE RUG RS Beck elocelioucly Ha eNO ache 


MelephonewNotrncstacc - syetereoie saeco 
O. Reg. 343/60, Form 3. 


Form 4 
The Tourist Establishments Act 
TOURIST ESTABLISHMENT LICENCE 


‘ype: ofebstablishinentaacuuuteecr serie sere ae 

Under The Tourist Establishments Act and the regulations, and subject to the limitations thereof, 
HOME CTA Pp liCa LEGIT Olson toe ucts b Meat eed stars ates tcp etnycoi ter an eh ape nasioy aes ro operat tel eh Map Miya: wics; teen mt suniega) Stow aurea ere eae 
ENestourst-esta blishment. Known asunder oinrerrterese tee ice te comerances te iaceret te cntetanmmaea Sel pmo ae ch atclome ee metnaete 


Sikwiiulia!'sli¥\ (ei ol/oliel'a) al sini ie. (6) oy eter eS he. 4 ele eel ure) nb! d0e Lake) 6) ae elu ete veils") le (eh 'w eis be. lee) aja el a helene ioe) <8 vas wn ntete. fe: elses) gia9 see Julie veheile, tela’ elem am (eite''s lw twice 


iEthe: MUnICIPAality7or, GIStrice OL mame pptew aeeeieiers ae cle ete rererste or ar9 cette Masa Maeno ew ieialiaiets aaron oe seis as 


PEGE COUNTY AOr Districts Ole mccciacternevsysterei at rae wuchosceo ee e aate ete are ePeTeT RA e oud« ket ei crease =: sr aated anes eacsts are 
is licensed. 


This licence expires with the 31st day of March, 19........ 


THIS LICENCE MUST BE KEPT POSTED CONSPICUOUSLY NEAR THE REGISTER 
O. Reg. 343/60, Form 4. 


940 TOURIST ESTABLISHMENTS Reg. 556 


Form 5 
The Tourist Establishments Act 
APPLICATION FOR TRANSFER OF LICENCE 
“Akoye 
The Minister of Travel and Publicity, 
Parliament Buildings, 
Toronto, Ontario. 


1. Attached are 


(aye Mourist Establishmentelicemce INGassirteltepessare eter tenes for thesyéar as. s.r etn which was issued 


(name on the licence) 
(b) $1 fee for the transfer. 


2. The undersigned is now owner of the tourist establishment therein described, by reason of 


(a) purchase, 
(b) devolution, 
(strike out any reason 

(c) lease, a, b,c ord NOT applicable) 


(d) gift, 


from the former owner. 
3. Until the new licence is received the undersigned is displaying the notice required by the regulations, 
45 Whewundersi¢ned applies for transfer of the licemceito a, 4a. 1 sss secs se eee ne ers oe as new owner. 


ACCRA Ce cit cece Hac a ees Koon toe RHEE yy oy retest scroeeTo eae ie CLS ierctaee 5 CAVIOE eso rctsus eo, picnaer eens: OL Ol rene 


(signature of new owner) 
O. Reg. 343/60, Form 5. 
Form 6 
The Tourist Establishments Act 


NOTICE OF HEARING 


TAGE NOM CE thata hearing willipelneldiatir vrcmten euler se) teler tr LATE Re is, el ap eee 
(municipality) 

El Sad. ae i eR VEE Ie aPen ae. SE imethei County Core Distr ct) Opes ster a etencil eee aretha: ee ties oh arenas 

Ole he ea des Pastels day theimictagacect teeter ata emewin ees Oli <iko 5c deat pe oil Oe 

COMMMERCING Ale wikis ols atv @ oiclockyin the «sc u0cacs es noon in order to obtain information for advice 


of the Minister of Travel and Publicity in making an Order with respect to a licence to operate a tourist establish- 


TIRE NNT Will uaeG wares care sae R TAT suerte tinee rs eee EL Get oe teeny MONEU Esa as oe aneual gach ice) uw ot one owe adre ee es $m oh an ne 
IEEE! 5 Aes + eee: came ee Pt ear he Mick He POA TEAM ron 48 which licence was refused (or suspended or 
(municipality or district) 
cancelled ;asrthecaseima y be)! DY saad cca ce esis hasta tebe Medien lcd sh ehits aticres-s anaes cos a 
ON OPADOUR ENE w.. whclere 2 2 Ww <vsystevels ube misono wi oketowe lela tm MEE ReMANO Ia atte aReRS Caen Mee gram ty. Phe MA EIR RM i stan De Pong 
(date of refusal, etc.) 
Dated at Toronto thists: fe teet access GAS OE cousins. eiuierdcatee cxectic ass Mate RU RT ANDi. 2d SIRO Pee AS eee 


ODO 6:6 o wb 6 © 610.4 98.6 6160's, 86.60% 0 06 6.06 F 0b e oe 66 oe ee ee 


Deputy Minister of Travel and Publicity 


per eeees.3 HM DeSean... aie eee 
O. Reg. 343/60, Form 6. 
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Schedule 1 


DISTRICT NO, 1—LONDON 


INSPECTORATE 


The following counties: 


. Brant 

. Elgin 

. Essex 

. Haldimand 
7. Kent 

. Lambton 

. Middlesex 
. Norfolk 

. Oxford 


O. Reg. 343/60, Sched. 1. 


Schedule 2 


DISTRICT NO. 2—KITCHENER 


INSPECTORATE 


1. The following counties: 


I. 
ii. 
ill. 
iv. 
Wis 
vi. 
Vii. 


Halton 
Lincoln 
Peel 
Waterloo 
Welland 
Wellington 
Wentworth 


2. That part of the County of York comprising the 
following townships and the cities and separated towns 
situated therein: 


3. That part of the County of Ontario comprising 
the following townships and the cities and separated 
towns situated therein: 


i. Brock 
ii. Mara 
ili. Rama 
iv. Scott 
v. Thorah 
O. Reg. 343/60, Sched. 4. 
Schedule 5 
DISTRICT NO. 5—PETERBOROUGH 
INSPECTORATE 


1. The following counties: 


i. Durham 

ii. Northumberland 
iii. Peterborough 
iv. Victoria 


2. That part of the County of Ontario comprising 
the following townships and the cities and separated 
towns situated therein: 


i. East Whitby 
ii. Pickering 


iii. Reach 
iv. Scugog 
v. Uxbridge 
vi. Whitby 
O. Reg. 343/60, Sched. 5. 
Schedule 6 


DISTRICT NO. 6—NAPANEE 
INSPECTORATE 


1. The following counties: 


i. Frontenac 
il. Prince Edward 


i. East York 
ii. Etobicoke 
iii. King 
iv. Markham 
v. North York 
vi. Scarborough 
vii. Vaughan 
vill. Whitchurch 
ix. York 
O. Reg. 343/60, Sched. 2. 
Schedule 3 
DISTRICT NO. 3—OWEN SOUND 
INSPECTORATE 


The following counties: 


i. Bruce 

ii. Grey 

ili. Huron 

iv. Perth 

O. Reg. 343/60, Sched. 3. 
Schedule 4 
DISTRICT NO. 4—ORILLIA 
INSPBCTORATE 


1. The following counties: 


i. Dufferin 
ii. Simcoe 


2. That part of the County of York comprising the 
following townships and the cities and separated towns 
situated therein: 


i. East Gwillimbury 
ii. Georgina 
iii. North Gwillimbury 


2. The United Counties of Lennox and Addington. 


3. The townships of the County of Hastings other 
than those specified in Schedule 7. 


O. Reg. 343/60, Sched. 6. 


Schedule 7 


DISTRICT NO. 7—ARNPRIOR 


INSPECTORATE 


1. The following counties: 


. Carleton 
i. Dundas 
. Glengarry 
. Grenville 
7, Lanark 
. Prescott 
. Russell 
. Stormont 
Be 


Leeds 


2. That part of the County of Hastings comprising 
the following townships and the cities and separated 
towns situated therein: 


Bangor 


. Carlow 

. Dungannon 
. Faraday 

. Herschel 

i. Mayo 
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vii. McClure 
viii. Monteagle 
ix. Wicklow 


3. The County of Renfrew except that part 
described in Schedule 9. 
O. Reg. 343/60, Sched. 7. 


Schedule 8 


DISTRICT WOFs HUNTSVILLE 
INSPECTORATE 


1, The Provisional County of Haliburton. 
2. The Territorial District of Muskoka. 


O. Reg. 343/60, Sched. 8. 


Schedule 9 


DISTRICT NO. 9—PARRY SOUND 
INSPECTORATE 


1. The Territorial District of Parry Sound. 


2. The Territorial District of Nipissing lying south 
of a line consisting of the southern boundaries of the 
geographic townships of, 


(a) Chisholm; 

(b) Boulter; 

(c) Lauder; 

(d) Papineau; and 
(e) Cameron, 


and extending to the western boundary of Renfrew 
County. 


3. All that part of the County of Renfrew lying 
north of the C.N.R. line between Pembroke and Mada- 
waska, excepting the Town of Pembroke. 


O. Reg. 343/60, Sched. 9. 


Schedule 10 


DISTRICT NO. 10—NORTH BAY 
INSPECTORATE 


1. The Territorial District of Nipissing other than 
that area described in Schedule 9. 


2. The Territorial District of Timiskaming. 


3. The Territorial District of Cochrane other than 
the part lying westerly of O.L.S. Speight’s Meridian 
Line of 1902 referred to in paragraph 53 of section 1 
of The Territorial Division Act and the northerly pro- 
duction of that meridian line. 


4. That part of the Territorial District of Sudbury 
that lies easterly of the Sudbury Division Line described 
as follows: 


Beginning at the northwest corner of the geo- 
graphic Township of Oates; thence southerly along 
the easterly limits of the geographic townships of 
Shenango, Lemoine, Carty, Pinogami, Biggs, Rollo 
and Swayze to the northwest corner of the geo- 
graphic Township of Garnet; thence easterly along 
the northerly limits of the geographic townships of 
Garnet and Benton to the northwest corner of the 
geographic Township of Benton; thence southerly 
along the easterly limit of the geographic Township 
of Benton to the southeast corner thereof; thence 
easterly along the northerly limits of the geographic 
townships of Osway and Huffman to the northeast 


corner of the geographic Township of Huffman; 
thence southerly along the easterly limits of the 
geographic townships of Huffman and Arbutus to 
the southeast corner of the geographic Township 
of Arbutus; thence easterly along the northerly 
boundary of the geographic Township of Smuts to 
the northeast corner thereof; thence southerly along 
the easterly limit of the geographic Township of 
Smuts to the southeast corner thereof; thence 
easterly along the northerly limit of the geographic 
Township of Arden to the northeast corner thereof; 
thence southerly along the easterly limit of the 
geographic Township of Arden to the southeast 
corner thereof; thence easterly along the northerly 
limit of the geographic Township of Paudash to 
the northeast corner thereof; thence southerly along 
the westerly limits of the geographic townships of 
Brebeuf, Baynes, Dublin, Muldrew and Antrim 
to the southwest corner of the geographic Township 
of Antrim; thence westerly along the northerly 
limit of the geographic Township of Stralak to the 
northwest corner thereof; thence southerly along 
the westerly limits of the geographic townships of 
Stralak, Craig, Tp. 108 and Tp. 107 to the south- 
west corner of the geographic Township of Tp. 107; 
thence easterly along the southerly limits of the 
geographic townships of Tp. 107 and Ermatinger 
to the southeast corner of the geographic Township 
of Ermatinger; thence southerly along the easterly 
limits of the geographic townships of Totten, Hyman, 
Nairn, Foster and Curtin to the southerly limit 
of the District of Sudbury. 


O. Reg. 343/60, Sched. 10. 


Schedule 11 
DISTRICT NO. 11—SAULT STE. MARIE 
INSPECTORATE 
1. The Territorial District of Manitoulin. 
2. The Territorial District of Algoma. 


3. That part of the Territorial District of Sudbury 
that lies westerly of the Sudbury Division Line 
described in paragraph 4 of Schedule 10. 

O. Reg. 343/60, Sched. 11. 


Schedule i2 
DISTRICT NO, 12—LAKEHEAD 
INSPECTORATE 
1. The Territorial District of Thunder Bay. 


2. That part of the Territorial District of Cochrane 
that lies westerly of O.L.S. Speight’s Meridian Line of 
1902 and the northerly production thereof mentioned 
in paragraph 3 of Schedule 10. 


3. That part of the Territorial District of Rainy 
River lying east of the 5th meridian. 
O. Reg. 343/60, Sched. 12. 


Schedule 13 
DISTRICT NO. 13—KENORA 
INSPECTORATE 
1. The Territorial Distrigt of Kenora. 


2. The Territorial District of Rainy River other 
than that part described in Schedule 12. 


O. Reg. 343/60, Sched. 13. 


Schedule 14 


DISTRICT NO. 14—HEADQUARTERS 
INSPECTORATE 


All of the Province not included in any other 
Inspectorate. 
O. Reg. 343/60, Sched. 14. 
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GENERAL 


APPLICATIONS FOR REGISTRATION 


1.—(1) An application for registration to keep or 
operate a trade school shall set forth, 


(a) the name and mailing address of the trade 
school and the name and address of the agent 
or manager in Ontario who is required by 
section 14; 


(b) a list of the proposed courses of instruction 
at the trade school and an outline of each 
course, the length thereof and the number of 
lessons in each course; 


(c) the fees payable by students for each pro- 
posed course of instruction; 


(d) the admission requirements for students; 


(e) the books, supplies and equipment required 
by a student and the cost therefor to the 
student where the cost is not included in the 
fee; 


(f) the names, addresses and qualifications of the 
instructors; and 


(g) the names and addresses of salesmen of 
courses of instruction. 


(2) An application for registration shall be accom- 
panied by, 


(a) a certified cheque payable to the Treasurer 
of Ontario for the amount of the registration 
fee; 


(6) the security required by section 4; 


(c) duplicate copies of the proposed form of 
application and contract for a course of 
instruction; 


(d) duplicate copies of every circular, pamphlet 
and other material used or proposed to be used 
for advertising or for disseminating infor- 
mation in connection with courses of instruc- 
tion; 


(e) duplicate copies of forms of certificate or 
diploma proposed to be used by the trade 
school; 


(f) the applications, fees and consents required 
by section 8 in respect of proposed salesmen 
of courses of instruction; and 


(g) the certificates of persons authorized to 
inspect a trade school under section 7 of the 
Act, certifying that, 


(i) the buildings and premises proposed to 
be used are safe and sanitary and 
comply with all health and fire require- 
ments, and 


(ii) the equipment, tools and machinery 
proposed to be used for the purpose of 
instruction are safe and that adequate 
safety precautions have been taken. 
O. Reg. 78/59, s. 1. 


under The Trade Schools Regulation Act 


2. An application for renewal of registration to 
keep or operate a trade school shall set forth in detail 
any change proposed to be made in the facts set forth 
in previous applications for registration and renewal 
and shall be accompanied by a certified cheque payable 
to the Treasurer of Ontario for the amount of the 
renew fee as prescribed by section 3. O. Reg. 78/59, 
s 


REGISTRATION AND RENEWAL FEES 


3.—(1) Subject to subsections 2, 3, 4 and 5, the 
fee payable by a person making application for regis- 
tration or renewal of registration as the keeper or 
operator of a trade school is, 


(a) for one course, $60; 
(2) for each additional course, $15; and 
(c) for each branch school, $25. 


(2) Where an application for first registration is 
made after the 30th day of June in the year in which 
the registration is to take effect, the fee payable is 
one-half the amount of the fee under subsection 1. 


(3) The maximum fee payable by a trade school 
under this section is $225. 


(4) Where in any calendar year after the first year 
of its operation the number of students registered at a 
trade school is less than fifty, the fee payable by the 
keeper or operator of the school is $60. 


(5) Where the keeper or operator of a trade school 
makes application for a renewal of registration after 
the ist day of January of the year for which the 
application for renewal is made, he shall pay an addi- 
tional fee of $10 for each month or part thereof in which 
the school is operating until the renewal is obtained. 
O. Reg. 78/59, s. 3. 


SECURITY 


4. A person registered as the keeper or operator of a 
trade school shall deposit security for the due per- 
formance of his contracts with the Minister in the sum 
of $1,000, together with an additional $500 for each 
branch school, in a form satisfactory to the Minister. 
O. Reg. 78/59, s. 4. 


5.—(1) For the purpose of satisfying a final judg- 
ment against a person registered as the keeper or 
operator of a trade school in an action brought in 
respect of a course of instruction or a contract for a 
course of instruction, the Minister may pay the judg- 
ment creditor the amount of the judgment out of the 
security deposited by the keeper or operator. 


(2) For the purpose of paying the amount of a 
judgment under subsection 1, the Minister may sell 
and realize part or all of the security deposited with him 
at such price and in such manner as he deems proper. 


(3) Where the Minister pays the amount of a judg- 
ment under subsection 1 out of the security deposited 
with him, the person registered as the keeper or operator 
of the trade school shall forthwith, in order to restore 
the total security to its original amount, deposit further 
security in a form satisfactory to the Minister. O. Reg. 
18 59.°s. os 
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RETENTION AND REPAYMENT OF FEES 


6.—(1) Where a person who has contracted to take 
a course of instruction at a trade school gives notice in 
writing of his intention to cease taking the course to 
the keeper or operator of the trade school or to his 
agent or representative or any teacher of the trade 
school, 


(a) if the fee for the course is a fixed amount for 
the complete course, the keeper or operator 
shall not retain any moneys paid for or on 
account of fees from that person except those 
payable for the completed quarters and for the 
then current quarter of the course and shall 
forthwith repay all moneys in excess thereof 
paid by or on behalf of that person; or 


(b) if the fee for the course is payable on a 
weekly or monthly basis for an indefinite 
period of time, the keeper or operator shall 
not retain any moneys paid for or on account 
of fees from that person except those payable 
for the completed weeks or months, and for 
the then current week and the week next 
following or for the then current month and 
the month next following, as the case may be, 
and shall forthwith repay all moneys in excess 
thereof paid by or on behalf of that person. 


(2) For the purpose of this section, a course shall 
be divided into quarters on the basis of the number 
of lessons in the course as set forth in the contract 
relating thereto or, if no number of lessons is so set 
forth, on the basis of the estimated length of the 
course as set forth in the contract. 


(3) For the purpose of this section, the fee payable 
for any quarter of a course of instruction shall be 
deemed to be equal, or as nearly equal as possible, 
to the fee payable for any other quarter, except where 
the fee for each quarter is set forth in the contract 
for the course. 


(4) Where any matter of dispute arises under this 
section, the Minister shall determine the dispute. 
O. Reg. 78/59, s. 6. 


7. Notwithstanding any provision contained in a 
contract in respect of a course of instruction at a trade 
school, the keeper or operator thereof shall not retain 
any money paid for or on account of instruction given 
by the school where, 


(a) the keeper or operator is not registered under 
the Act; or 


(b) the keeper or operator or his agent or represen- 
tative has made any false or misleading state- 
ment, regarding any course offered by the 
trade school or regarding the nature of the 
contract, for the purpose of inducing the 
person who has paid the money to take a 
course of instruction or to enter into the 
contract, 


and all money so received shall be forthwith repaid to 
the person who has paid it. O. Reg. 78/59, s. 7. 


SALESMEN’S CERTIFICATES 
8.—(1) Where a person, 

(a) makes application to the Minister for a cer- 
tificate of approval as a salesman of courses of 
instruction offered by a trade school; and 

(b) furnishes such verified information as. the 
Minister requires, together with the written 
consent of the keeper or operator of the 
school and a fee of $1, 


the Minister shall grant him the certificate. 


(2) A certificate of approval expires on the 31st day 
of December of the year in which it is issued. 


(3) The holder of a certificate may apply to the 
Minister for a renewal thereof, and a renewal expires 
on the 31st day of December of the year in which it is 
issued. 


(4) The fee payable upon an application for a cer- 
tificate of approval or a renewal thereof is $1. 


(5) The Minister may refuse to grant a certificate of 
approval or a renewal thereof where the applicant has 
been guilty of an offence against the Act or this Regu- 
lation. O. Reg. 78/59, s. 8. 


SALE OF COURSES 


9. No person shall sell or offer for sale any course of 
instruction offered by a trade school unless he holds a 
certificate of approval as a salesman of courses of 
instruction offered by the school. O. Reg. 78/59, s. 9. 


10. No keeper or operator of a trade school and no 
agent or representative thereof shall either verbally or 
in writing guarantee or in any way promise a position 
to any student or prospective student of the school. 
O. Reg. 78/59, s. 10. 


11. Every contract for a course of instruction shall 
contain in bold-face type a statement, 


(a) that the keeper or operator of the trade school 
is prohibited by law from guaranteeing a 
position to any student or prospective stu- 
dent; 


(b) that the contract is subject to The Trade 
Schools Regulation Act and the regulations 
made thereunder; 


(c) where the course includes instruction in a 
building or mechanical trade to which The 
Apprenticeship Act applies, as follows: 


“no apprenticeship credit under The Ap- 
prenticeship Act can be given for training 
obtained under this contract’; and 


(d) where the course includes instruction in any 
form of practical nursing, as follows: 


“a course in practical nursing under this 
contract does not entitle the student to any 
credit toward a certificate as a nursing 
assistant under The Nursing Act’. O. Reg. 
78/59, s. 11; O. Reg. 87/60, s. 1. 


ADVERTISING 


12.—(1) No person shall publish an advertisement 
relating to a trade school that by affirmative state- 
ment or illustration or by omission misleads or tends 
to mislead the public. 


(2) No person shall publish any advertisement 
relating to a trade school without first submitting the 
advertisement in duplicate to the Minister for approval. 


(3) All advertisements for trade schools shall 
include the name and post office address of the school. 


(4) In this section, ‘‘advertisement’’ includes 
broadcast by radio or television and publication by any 
printed matter. O. Reg. 78/59, s. 12. 


13. No stationery or other printed matter and no 
advertising of any kind, of or relating to a trade 
school, shall refer to the Minister’s approval of the 
school or of any of its courses of instruction except by 
the use of the following words: ‘‘Registered as a trade 
school under The Trade Schools Regulation Act 
(Ontario)’’. O. Reg. 78/59, s. 13. 
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SCHOOL MANAGEMENT 


14. A registered trade school shall have an agent 
or manager in Ontario who has authority to accept or 
cancel contracts for the school. O. Reg. 78/59, s. 14. 


15. A registered trade school shall have a post office 
address in Ontario. O. Reg. 78/59, s. 15. 


16.—(1) Except with the approval of the Minister, 
a person registered as the keeper or operator of a trade 
school shall not make any change, 


(a) in a course of instruction or the fees payable 
in respect thereof; 


(b) in the requirements relating to books or 
equipment required to be purchased by a 
student, or the charge made therefor; or 


(c) in any circular, pamphlet or other material 
used in connection with or issued by the trade 
school. 


(2) Any appointment to or change in the teaching 
staif of a trade school shall be reported forthwith in 
writing to the Minister. O. Reg. 78/59, s. 16. 


17. A person registered as the keeper or operator of 
a trade school shall display his certificate of registration 
under glass in a conspicuous location at the entrance to 
the school or in some other location on the premises 
where it can be readily observed by the students and 
public. O. Reg. 78/59, s. 17. 


18.—(1) A person registered as the keeper or 
operator of a trade school shall post a sheet or card 
supplied by the Department of Education and setting 
forth sections 2 and 4 of the Act and sections 6 and 7 
of this Regulation. 


(2) The sheet or card shall be posted in a conspicu- 
ous place in the school premises and be readily acces- 
sible to students. O. Reg. 78/59, s. 18. 


19. A person registered as the keeper or operator 
of a trade school shall annually submit a statistical 
statement and financial report to the Minister at a 
time and in a form determined by the Minister. 
O. Reg. 78/59, s. 19. 


DESIGNATION OF TRADES 


20. Under clause m of section 11 of the Act, each 
of the following occupations, callings or vocations is 
designated as a trade within the meaning of the Act: 


1. Advertising. 
2. Aeroplane Construction or Aeroplane Opera- 
tion. 


. Air Conditioning and Refrigeration. 

. Airline Occupations. 

. Art, Commercial or Industrial. 
Broadcasting Practice. 

Business and Office Practice. 

. Chemistry, Theoretical or Practical. 

. Civil Service Occupations. 

. Concrete Construction. 

. Dairy, Poultry and other Farm Work. 
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12. Detective and Secret Service Work. 

13. Diamond Drilling. 

14. Diesel and other Internal Combustion Engines. 
15. Drafting. 

16. Dress and Garment Designing, Dress-making, 


Millinery, or Dress Designing and Dress- 
making. 

17. Electricity or 
Practical. 

18. Engineering, Theoretical or Practical. 

19. Foundry Practice. 

20. Graphic Arts. 

21. Heavy Equipment (Road Type) Operation. 


22. Hotel Management and other Hotel, Cafe or 
Motel Occupations. 


23. Industrial and Business Management. 
24. Jewellery and Watch Repair. 

25. Journalism and Story Writing. 
26. Landscape Gardening. 

27. Machine Shop Practice. 

28. Mechanical Dentistry. 

29. Painting and Interior Decoration. 
30. Photography. 

31 Plastics: 

32. Practical Nursing. 

33. Pulp and Paper Making. 


34. Radio and Wireless 
cluding Television. 


35. Railway Station Agents and other Railway 
Occupations. 


36. Salesmanship. 


37. Sewing, Hand, Machine and Power Machine 
Operation. 


38. Sheet Metal Work. 


39. Sound Projection and Motion Picture Opera- 
tion. 


40. Speech, Oratory and Drama. 

41. Stationary or Marine Engineering. 
42. Telegraphy. 

43. Welding, Electric and Gas. 


44. Woodwork and Cabinet Making. 
78/59, s. 20; O. Reg. 87/60, s. 2. 


Electronics, Theoretical or 


Communications, in- 
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EXEMPTIONS 


21. Where a trade consisting of aircraft training is 
taught by an organization under the supervision of the 
Department of Transport of the Government of 
Canada, it is exempt from the operation of the Act 
and this Regulation. O. Reg. 78/59, s. 21. 


22. A course in practical nursing given in a school 
of nursing to which The Nursing Act applies is exempt 
from the operation of the Act and this Regulation. 
O. Reg. 87/60, s. 3. 


23. A privately operated school directed and con- 
trolled by an Ontario religious organization or by a 
corporation or organization legally constituted under 
Ontario law and not operated for profit is exempt 
from the operation of the Act and this Regulation. 
O. Reg. 78/59, s. 22. 
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Regulation 558 


under The Training Schools Act 


LIABILITY OF MUNICIPALITIES 
AND GRANTS 


1. When a boy or girl is sent or admitted to a 
training school, the municipality to which the boy or 
girl belongs is liable to the Department, in the case 
of an Ontario training school, and to the society 
operating the training school, in the case of a private 
training school, for and shall pay the sum of 90 cents 
per day towards the cost of maintenance and education 


of the boy or girl for each day’s stay of the boy or girl 
in the training school. O. Reg. 154/59, s. 1. 


2. There shall be paid to a society maintaining a 
private training school, out of moneys appropriated 
therefor by the Legislature, the sum of $3.50 per day 
for each day’s stay in the private training school of any 
boy or girl, less any amount payable under section 1 
in respect of the boy or girl for that day. O. Reg. 
154/59, s. 2. 
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Regulation 559 


under The Trench Excavators Protection Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 

(a) ‘cleat’? means a short member of shoring and 
timbering that directly resists the downward 
movement of a strut or wale; 

(b) “Minister’’ means the Minister of Labour; 

(c) “sheathing”? means the vertical members of 
shoring and timbering that directly resist 


pressure from the side of a trench; 


(d) “strut’’ means a transverse member of shoring 
and timbering that directly resists pressure 
from sheathing or wales; 


(e) ‘‘wale’’ means a longitudinal member of 
shoring and timbering that directly resists 
pressure from sheathing. O. Reg. 136/55,s. 1. 


METHODS OF SHORING AND TIMBERING 


2. In all methods of shoring and timbering of a 
trench, 


(a) the sheathing shall be placed against the side 
of the trench so that the length of each piece 
of sheathing is vertical; 


(6) the struts shall be horizontal and at right 
angles to the wales or sheathing supported 
thereby; and 


(c) the wales shall be parallel to the bottom or 
the proposed bottom of the trench. O. Reg. 
136/59,Sace 

3.—(1) The sheathing shall be held securely in place 
against the wales or, where wales are not used, the 
struts by pressure being firmly exerted on the side of 
the sheathing adjacent to the wall of the trench. 

(2) Where the trench is excavated in, 

(a) loose, sandy or soft soil; 

(b) soil that has been previously excavated; or 


(c) soil under hydrostatic pressure, 


each piece of sheathing shall be driven into the bottom 
of the trench so as to be firmly held in place. O. Reg. 
HIS6//99,,.S. 3: 

4.—(1) Each strut shall be, 


(a) cut to the proper length required to fit it 
tightly between, 


(i) the wales, or 
(ii) where wales are not used, the sheathing, 
supported by the strut; and 


(b) where necessary, held securely in place by 
wedges driven between the strut and, 


(i) the wales, or 


(ii) where wales are not used, the sheathing, 
supported by the strut. 
(2) Each strut shall, 
(a) have, 


(i) cleats that extend over the wales 


supported by the strut, or 
(41) other similar devices, 


attached securely to the strut by spikes or 
bolts; or 


(b) be placed on, 


(i) cleats spiked or bolted to posts support- 
ing wales, or 


(ii) where wales are not used, cleats or 
other similar devices spiked to the 
sheathing. O. Reg. 136/55, s. 4. 


5. Each wale shall be supported, 
(a) on cleats spiked to the sheathing; or 
(b) by posts set on, 
(i) the wale next below it, or 


Gi) in the case of the lowest wale, the 
bottom of the trench. O. Reg. 136/55, 
SOF 


MATERIALS 


6. The composition of materials used for shoring 
and timbering shall be, 


(a) structural eastern spruce; or 


(6) any other structural material having strength 
equal to or greater than that prescribed in 
clause a. O. Reg. 136/55, s. 6. 


7.—(1) Where materials used for shoring and 
timbering is that prescribed in clause a of section 6, 
the size and arrangement of materials used for shoring 
and timbering shall be as prescribed in, 


(a) section 12 for hard and solid soil; 
(b) section 13 for soil that may crack or crumble; 


(c) section 14 for loose, sandy or soft soil, or soil 
that has been previously excavated; or 


(d) section 15 for soil under hydrostatic pressure. 


(2) Each member used for shoring and timbering 
shall be a solid piece of material. 


(3) Where wales are used in the shoring and timber- 
ing of a trench, the smaller dimension of the wales shall 
be placed against the sheathing. O. Reg. 136/55, s. 7. 


8. The composition of materials used for shoring 
and timbering may vary from that prescribed in clause a 
of section 6, and the size, composition and arrangement 
of materials used for shoring and timbering may vary 
from that prescribed in section 7, but only to the 
extent that the strength of the shoring and timbering 
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is equal to, or greater than, the strength of the shoring 
and timbering prescribed in section 7. O. Reg. 136/55, 
s. 8. 


9. Where two or more pieces of sheathing are used 
one above another in the shoring and timbering of a 
trench, the sheathing shall be arranged so that the 
lower pieces of sheathing, 


(a) overlap the lowest wales supporting the pieces 
of sheathing next above it; and 


(b) are firmly driven into the soil and securely 
supported by wales and struts as the trench 
is made deeper. O. Reg. 136/55, s. 9. 


10.—(1) Subject to subsection 2, in the shoring 
and timbering of a trench, a trench-jack or trench- 
brace may be used in place of a strut prescribed by 
this Regulation, but only if the strength of the trench- 
jack or trench-brace is equal to, or greater than, the 
strength of the strut. 


(2) Where the trench is over four feet in width, a 
trench-jack or trench-brace, that contains a metal pipe- 
spacer shall not be used. O. Reg. 136/55, s. 10. 


11. Where a wedge is used in the shoring and tim- 
bering of a trench, the thick end of the wedge shall be 
at least two inches wide. O. Reg. 136/55, s. 11. 


HARD AND SOLID SOIL 


i2. Where a trench is excavated in hard and solid 
soil, the size and arrangement of materials used for 
shoring and timbering the trench of the depth shown 
in column 1 of Table 1 shall have, 


(a) the pieces of sheathing, 


(4) with a thickness and width not less than 
that prescribed in column 2, and 


(ii) arranged so that the horizontal spacing 
from the centre of one piece of sheathing 
to the centre of the next piece of 
sheathing on the same side of the trench 
is not greater than the spacing pre- 
scribed in column 3; 


(b) the wales, 


(i) with a thickness and width not less than 
that prescribed in column 4, and 


(11) arranged so that the vertical spacing 
from the centre of one wale to the centre 
of the next wale is not greater than the 
spacing prescribed in column 5; and 


(c) the struts, 


(1) with a thickness and width not less 
than that prescribed in column 6, where 
the trench is six feet or less in width, or 
with a thickness and width not less than 
that prescribed in column 7, where the 
trench is twelve feet or less in width 
but greater than six feet in width, 


(ii) arranged so that the vertical spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 


8, and 
(i111) arranged so that the horizontal spacing 
from the centre of one strut to the 


centre of the next strut is not greater 
than the spacing prescribed in column 9. 
O. Reg. 136/55, s. 12. 


SOIL THAT MAY CRACK OR CRUMBLE 


13. Where a trench is excavated in soil that may 
crack or crumble, the size and arrangement of materials 
used for shoring and timbering the trench of the depth 
shown in column 1 of Table 2 shall have, 


(a) the pieces of sheathing, 


(1) with a thickness and width not less 
than that prescribed in column 2, and 


(ii) arranged so that the horizontal spacing 
from the centre of one piece of sheathing 
to the centre of the next piece of sheath- 
ing on the same side of the trench is not 
greater than the spacing prescribed in 
column 3; 


(b) the wales, 


(4) with a thickness and width not less 
than that prescribed in column 4, and 


(ii) arranged so that the vertical spacing 
from the centre of one wale to the centre 
of the next wale is not greater than the 
spacing prescribed in column 5; and 


(c) the struts, 


(i) with a thickness and width not less 
than that prescribed in column 6, where 
the trench is six feet or less in width, or 
with a thickness and width not less 
than that prescribed in column 7, where 
the trench is twelve feet or less in width 
but greater than six feet in width, 


(it) arranged so that the vertical spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 8, 
and 


(iii) arranged so that the horizontal spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 9. 
O. Reg. 136/55, s. 13. 


LOOSE, SANDY OR SOFT SOIL 
OR SOIL THAT HAS BEEN PREVIOUSLY EXCAVATED 


14. Where a trench is excavated in loose, sandy or 
soft soil, or in soil that has been previously excavated, 
the size and arrangement of materials used for shoring 
and timbering the trench of the depth shown in column 
1 of Table 3 shall have, 


(a) the pieces of sheathing, 


(i) with a thickness and width not less 
than that prescribed in column 2, and 


(ii) arranged so that the horizontal spacing 
from the centre of one piece of sheath- 
ing to the centre of the next piece of 
sheathing on the same side of the trench 
is not greater than the spacing pre- 
scribed in column 3; 


(b) the wales, 


(i) with a thickness and width not less 
than that prescribed in column 4, and 


(ii) arranged so that the vertical spacing 
from the centre of one wale to the centre 
of the next wale is not greater than the 
spacing prescribed in column 5; and 


. 
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(c) the struts, 


(i) with a thickness and width not less 
than that prescribed in column 6, where 
the trench is six feet or less in width, or 
with a thickness and width not less 
than that prescribed in column 7, 
where the trench is twelve feet or less 
in width but greater than six feet in 
width, 


arranged so that the vertical spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 8, 
and 


(11) 


arranged so that the horizontal spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 9. 
O. Reg. 136/55, s. 14. 


(iii) 


SOIL UNDER HYDROSTATIC PRESSURE 


15. Wherea trench is excavated in soil under hydro- 
static pressure, the size and arrangement of materials 
used for shoring and timbering the trench of the depth 
shown in column 1 of Table 4 shall have, 


(a) the pieces of sheathing, 


(i) with a thickness and width not less 
than that prescribed in column 2, and 


arranged so that the horizontal spacing 
from the centre of one piece of sheath- 
ing to the centre of the next piece of 
sheathing on the same side of the trench 
is not greater than the spacing pre- 
scribed in column 3; 


(i1) 


(6) the wales, 


(i) with a thickness and width not less than 
that prescribed in column 4, and 


(i1) arranged so that the vertical spacing 
from the centre of one wale to the centre 
of the next wale is not greater than the 
spacing prescribed in column 5; and 


(c) the struts, 


(i) with a thickness and width not less 
than that prescribed in column 6, where 
the trench is six feet or less in width, or 
with a thickness and width not less 
than that prescribed in column 7, where 
the trench is twelve feet or less in width 
but greater than six feet in width, 


arranged so that the vertical spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 8, 
and 


(il) 


arranged so that the horizontal spacing 
from the centre of one strut to the 
centre of the next strut is not greater 
than the spacing prescribed in column 9. 
O. Reg. 136/55, s. 15. 


(iii) 


FEES 


16.—(1) In territory without municipal organiza- 
tion, the owner of land on which a trench is being 
excavated or, if the work on the trench is being done 
by a contractor, the contractor, shall pay the fees for 
the examination of drawings and specifications of 
shoring and timbering for trenches that are required 
to be submitted to an inspector for approval under 
subsection 4 of section 8 of the Act. 


_(2) The amount of the fees payable under subsection 
is, 

(a) where a trench does not exceed 40 feet in 

depth and 20 feet in width............ 


(b) where a trench exceeds 40 feet in depth or 
20 feet in width 


(3) The fees payable under subsection 1 shall be 


paid to the inspector for the Minister at the time the 
drawings and specifications are submitted to the 
inspector for approval. O. Reg. 136/55, s. 16. 


TABLE 1 


(For hard and solid soil) 


DEPTH OF TRENCH SHEATHING 
ITEM 
No. 
Column 1 Column | Column 
2 3 
Feet Inches Feet 
1 Over 6 but not over 10 2x8 6 
2 Over 10 but not over 15 2x8 4% 
3 Over 15 but not over 20 2x8 3 
4 Over 20 but not over 25 2x6 |Width of 
member 
5 Over 25 but not over 30 3x8 |Width of 
member 


WALES STRUTS 

Column | Column | Column | Column | Column | Column 

4 7 8 9 

Inches Feet Inches | Inches Feet Feet 

4x4 4x6 4 9 

6x6 4 4x6 6x6 4 9 

8x 8 4 6x6 6x6 4 9 

10x 10 4 6x8 8x8 4 9 

8x 12 4 8x 8 8x 10 4 9 


O. Reg. 136/55, Table 1. 
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TABLE 2 


(For soil that may crack or crumble) 


DeEpTH OF TRENCH SHEATHING WALES Struts 
ITEM 
No. ————_ o_o $£éq< x cryj_o—_——_-_ 
Column 1 Column | Column | Column | Column | Column | Column | Column | Column 
2 
Feet Inches Feet Inches Feet Inches | Inches Feet Feet 
1 Over 4 but not over 7 2x8 414 4x6 4 4x4 See 4 9 
2 Over 7 but not over 10 2x8 3 6x6 4 4x4 6x6 4 9 
3 Over 10 but not over 15 2x8 1 6x8 4 4x6 6x 6 4 9 
4 Over 15 but not over 20 2x6 |Widthof} 8x10 4 6x6 8x 8 4 9 
member 
5 Over 20 but not over 25 2x6 |Widthof| 10x 10 4 6x8 8x8 4 9 
member 
6 Over 25 but not over 30 3x8 |Widthof| 8x12 4 8x8 8x10 4 9 
member 
O. Reg. 136/55, Table 2. 
TABLE 3 
(For loose, sandy or soft soil or soil that has been previously excavated) 
DEpTH OF TRENCH SHEATHING WALES STRUTS 
ITEM 
No. 
Column i Column | Column | Column | Column | Column | Column) Column | Column 
2 4 5 
Feet Inches Feet Inches Feet | Inches | Inches Feet Feet 
1 Over 4 but not over 7 2x8 TLS | 45x'6 4 4x4 4x6 4 9 
2 Over 7 but not over 10 2x6 |Width off 6x8 3 4x6 6x6 3 9 
member 
3. | Over 10 but not over 15 2x6 |Width of| 8x8 4 6x6 6x6 4 9 
member 
4 Over 15 but not over 20 2x6 |Width of| 8x 10 4 6x6 6x8 4 9 
member 
5 Over 20 but not over 25 3x8 |Width of} 8x10 4 6x8 8x8 4 9 
member | 
6 Over 25 but not over 30 3x8 |Width of} 10 x 10 4 8x 8 8x8 4 9 
member | 
O. Reg. 136/55, Table 3. 
TABLE 4 
(For soil under hydrostatic pressure) 
DEPTH OF TRENCH SHEATHING WALES STRUTS 
ITEM 
No. ——_—_—) - S .)s  ,)s  .s A_ H 
Column 1 Column | Column | Column | Column | Column | Column | Column | Column 
Feet Inches Feet Inches Feet Inches | Inches Feet Feet 
1 Over 4 but not over 7 2x6 |Widthof}| 6x8 4 4x4 6x6 4 9 
member 
2 Over 7 but not over 10 2x6 |Widthof| 6x10 3 4x6 6x6 a 9 
member 
3 Over 10 but not over 15 3x8 |Widthot|] 10x 10 3% 6x 6 6x6 3% 9 
member 
4 Over 15 but not over 20 3x8 |Widthof| 10x 12 3% 8x8 8x8 3% 9 
member 
5 Over 20 but not over 25 4x8 |Widthof| 10x 14 5 8x8 8x 10 3 9 
member 
6 Over 25 but not over 30 4x8 |Widthof| 14x 14 3 8x10] 10x10 3 9 
member 


O. Reg. 136/55, Table 4. 
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Regulation 560 


under The Venereal Diseases Prevention Act 


GENERAL 
1. In this Regulation, 


(a) ‘‘clinic attendance” means a visit by a person 
infected or suspected of being infected with 
venereal disease to a clinic at which the 
person actually receives examination, treat- 
ment, supervision or after-care for venereal 
disease; 


(b) “Director” means the Director of the Division 
of Venereal Disease Control of the Department 
of Health; 


(c) “hospital” means a hospital to which section 
16 of the Act applies; 


(d) “local board’’ means a local board of health. 
O: Reg. 56/55, s. 1. 


EXAMINATION 


2. An examination of a person by a physician to 
ascertain whether or not the person is infected with 
veneral disease shall include, 


(a) a physical examination; 


(b) an inspection of the skin and mucous mem- 
branes; and 


(c) the obtaining of such specimens from the 
person as are necessary for laboratory examina- 
tions and tests. O. Reg. 56/55, s. 2. 


NOTICE 


3. Where the Minister, the Deputy Minister of 
Health, the Director or a medical officer of health is 
required or permitted by the Act or this Regulation 
to give or send a notice, report or direction to a person, 
he may give or send the notice, report or direction 
by prepaid registered mail addressed to the person 
at his latest known address. O. Reg. 56/55, s. 3. 


REPORT OF PHYSICIAN 


4. When requested in writing by the Director, a 
physician shall furnish to the Director any information 
that the physician has in his possession with respect 
to the condition and treatment of a person infected 
with venereal disease who is or has been under his 
diagnosis, treatment, care or charge. O. Reg. 56/55, 
s. 4. 


CLINICS 


5.—(1) A local board of health or a hospital that 
establishes a clinic for the treatment of persons in- 
fected or suspected of being infected with venereal 
disease shall appoint, 


(a) a physician to have charge of the examination, 
treatment, supervision and after-care of 
patients in the clinic; 


(b) an adequate staff of physicians and nurses 
to examine, treat, supervise and give after- 
care to all persons who apply for examination, 
treatment, supervision or after-care; and 


(c) at least one public health nurse. 


(2) The physician mentioned in clause a of sub- 
section 1 is responsible to the local board of health 
or to the hospital, as the case may be, that has appointed 
him. O. Reg. 56/55, s. 5. 


6. A local board or a hospital shall not appoint 
a physician in a clinic for the treatment of venereal 
disease unless the Minister has approved the appoint- 
ment. O. Reg. 56/55, s. 6. 


7. Where, for any reason, treatment of a person 
in a clinic is discontinued, the physician in charge 
of the clinic shall send a report in Form 1 to the 
Director. O. Reg. 56/55, s. 7. 


8.—(1) In this Regulation, ‘designated clinic”’ 
means a clinic established, equipped, operated and 
maintained by a local board of health or a hospital in 
accordance with this Regulation for the treatment 
of persons infected with or suspected of being infected 
with venereal disease. 


(2) Subject to subsection 3, the Minister shall pay 
a grant, computed in accordance with section 9, in 
each year to each local board or hospital that maintains 
a designated clinic. 


(3) The grant under subsection 2 shall be paid on 
the condition that the local board or the hospital, 


(a) permits the Director to inspect the records, 
equipment, administration and treatment 
services of a clinic at any time; 


(6) causes such examination, treatment, super- 
vision and after-care for venereal disease as 
is necessary to be given to any person who 
applies at the clinic; and 


(c) makes no charge for a service given under 
clause b. O. Reg. 56/55, s. 8. 


9.—(1) The amount of the grant is, 


(a) where the clinic is operated and maintained 
by a local board of health, an amount in 
respect of each clinic attendance equal to 
the amount payable under section 4 of 
Regulation 522 of Revised Regulations of 
Ontario, 1960, to a hospital in respect of a 
visit to an organized outpatient department, 


(b) $2.25 for each clinic attendance during the 
year not exceeding 1,000, in addition to the 
amount payable under clause a; 


(c) $1.50 for each clinic attendance during the 
year in excess of 1,000, but not exceeding 
2,500, in addition to the amounts payable 
under clauses a and b; 


(d) 50 cents for each clinic attendance during the 
year in excess of 2,500, but not exceeding 
6,000, in addition to the amounts payable 
under clauses a, b and c; and 


(e) 25 cents for each clinic attendance during the 
year exceeding 6,000, in addition to the 
amounts payable under clauses a, b, c and d. 
O. Reg. 56/55, s. 9 (1); O. Reg. 172/60, s. 1. 


954 


(2) For the purposes of clauses b, c, d and e of 
subsection 1, the number of clinic attendances during 
the year shall be computed by dividing by three the 
total number of clinic attendances during the three- 
year period immediately preceding the year for which 
the grant is payable. O. Reg. 56/55, s. 9 (2). 


10.—(1) Where, 
(a) the treasurer of a municipality, 


(i) receives an account for services given 
by a physician within three months 
after the services were performed, under 
the direction of the medical officer of 
health, and 


(ii) forwards the account to the Minister 
within three months after he received 
the account; and 


(b) the account of the physician for services 
does not exceed the amounts shown in sub- 
section 2, 


the Minister shall pay a grant so as to reimburse the 
municipality for the services mentioned in subsection 2 
in the amount prescribed by subsection 3. 


(2) The account of the physician shall not exceed, 
(a) $5 for a spinal-fluid examination; and 


(b) $2 for each intramuscular injection of peni- 
cillin. 


(3) The amount of the grant is 75 per cent of the 
amount of the account of the physician for the services 
mentioned in subsection 2. O. Reg. 56/55, s. 10. 


APPEAL 


11.—(1) Within two weeks after a notice has been 
given to the Minister under subsection 1 of section 24 
of the Act, the Minister shall notify the person of the 
date, time and place for the hearing. 


(2) The hearing shall be conducted im camera. 
OF Res 56/55, suiZ 


FORMS 


12. The report under subsection 2 of section 3 of 
the Act shall be in Form 2. O. Reg. 56/55, s. 13. 


13. A notice under subsection 1 of section 4 of the 
Act to a person suspected of being infected with 
venereal disease shall be in Form 3. O. Reg. 56/55, 
s. 14. 


14. A notice from a medical officer of health to a 
physician designated by or satisfactory to the medical 
officer of health to examine a person who is or may be 
infected with venereal disease or who has been exposed 
to infection shall be in Form 4. O. Reg. 56/55, s. 15. 


15. A report or certificate of the physician under 
subsection 1 of section 4 of the Act shall be in Form 5. 
O. Reg. 56/55, s. 16. 


16. The directions of the medical officer of health 
under clause a of subsection 3 of section 4 of the Act 
as to the course of conduct to be pursued by a person 
infected with venereal disease shall be in Form 6. 
GQ. Ree 56/55; 8.1ld. 


17. The order of the medical officer of health under 
clause b of subsection 3 of section 4 of the Act for the 
removal and detention for treatment shall be in 
Form 7. O. Reg. 56/55, s. 18. 


VENEREAL DISEASES 
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Form 1 
The Venereal Diseases Prevention Act 


REPORT ON PERSONS WHO HAVE 
DISCONTINUED TREATMENT IN CLINICS 


Date.of reports «0.0 2 tiene 
INAINIGS, § cies Sie: utene Sink set aes oot nee Pe hae 
Joc te beg Soi) Arey eee te Met A Stn ER. ee Sy 
Marital status...... Datevoteb iit enews er Sex.ces 


Type of venereal disease: 
Syphilis 
Gonorrhoea 
Other type 


Date-admitted torclinicz 1... ene 


2. Transferred to another physician 


OO CUMIC: Mee eee ee eres 


Particulars of any other reasons for discontinuing 
Leech bool OR MR nollie CARL AC one heathy a wach tk ess caters ee 


(signature of physician in 
charge of clinic) 


(address of clinic) 


O. Reg. 56/55, Form 1. 
Form 2 
The Venereal Diseases Prevention Act 


REPORT UNDER 
SUBSECTION 2 OF SECTION 3 OF THE ACT 


Registration No........-+ 


LS Wane dn tulvotpattenc.. © he - = Sens 
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2, Where patient has syphilis, give the following 
details: 


(yes or no) 


3. If answer to 2 is yes, 


by whom was treatment given?........... 


4. Classification of syphilis: 
LR PELIMAT Yeeeah 
LOeCOUMAny se wai ree 2 


iieyatentpaiamenics <4 Feet sacree’ 


v. Neurosyphilis..... 


Wits Otneiatertiany see erect: 


Vitis Other sae ee eee. ee 


5. Clinical and laboratory findings: 


ee @hancrekrr cela yaks as 
(yes or no) 


iiee Wark’ held: memes. sa aioe ip rice dot 


lite Blooditesta./wt cr. Sirsc Welt. ces 6s 
(positive or negative) 


Ive cerebro-spinal fluids sane aoe a 
(positive or negative) 


v. Other clinical symptoms............. 


3. Where patient has gonorrhoea, give the following 
details: 


ie Duratronuotintectionnes ae tyne ie vee ot 


2. Previous treatment, if any, of this infection 


(yes or no) 


3. Classification of gonorrhoea: 
i. Ophthalmia neonatorum............. 
fe Other tOrins wack eye eos ke Aesete 
4. Clinical or laboratory findings: 


ie, KOM over Gobatebineass we ay boo cue coomeamec 
(yes or no) 


(positive or negative) 


4. Where patient has other venereal disease, state 


whether patient has: 


t.Ghancromd as pie ees aa. e ol 
(yes or no) 


Ze lymphogranuloma see 
(yes or no) 


37 Granulomalmeuinalenme. son ssn 


Datesoireportuin acon eee eRe pl Olea 


(signature of physician, head 
or other person) 


(address) 


O. Reg. 56/55, Form 2. 


Form 3 
The Venereal Diseases Prevention Act 


NOTICE TO PERSON WHO IS OR MAY BE 
INFECTED OR HAS BEEN EXPOSED TO 
INFECTION WITH VENEREAL DISEASE 


Under The Venereal Diseases Prevention Act, you 


are directed to submit to an examination by........ 


of physician) (address of physician) 


a physician, within........ hours after receipt of this 
notice. You are further directed to procure and 


produce to me within.............. after the examina- 
tion a report or certificate of that physician that you 
are or are not infected with venereal disease, and, if so, 
in what form. 


(signature of Medical Officer 


of Health) 
LOE stars Meeatatant Rin Gl ae e Rote aaa 
(name of municipality or 
health unit) 
Datedsaccnwec se eedace: ATOM aed 


O. Reg. 56/55, Form 3. 
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Form 4 
The Venereal Diseases Prevention Act 


NOTICE TO PHYSICIAN UNDER 
SUBSECTION LOR SECTION 4. Ob THE ACT 


(address of physician) 


You are notified that, under subsection 1 of section 4 of 
The Venereal Diseases Prevention Aci, | have directed 


MNP CRe ear ocd Boca Cte eka Ree to you and directed 
(name of person) 


sie, gaeaeh an to submit to an examination by you and 


(him or her) 


to procure and produce to me within........ hours a 


report or certificate from you that.................. 
(he or she) (is or is 


Lae ee infected with venereal disease. 


not) 
"(Medical Officer of Health) 
1X0) caren HEC eee olin naOe 
(municipality or health unit) 
IDE KCH yee a PETER TR ee os Oe , 19 


O. Reg. 56/55, Form 4 


Form 5 
The Venereal Diseases Prevention Act 
REPORT OR CERTIFICATE OF PHYSICIAN 
SUBSECTION 1 OF SECTION 4 OF THE ACT 


I certify that, under The Venereal Diseases Prevention 


Act and the regulations, on the............... day of 


(him or her) (infected or not 


deere, teat. Pee with venereal disease. 
infected) 


If infected, in what form is the veneral disease? 


(name and address of 
physician) 


Dated 


O. Reg. 56/55, Form 5. 


Form 6 
The Venereal Diseases Prevention Act 


DIRECTION AS TO THE COURSE OF 
CONDUCT TO BE PURSUED BY A PERSON 
INFECTED WITH VENEREAL DISEASE 


Under The 


theres ulations, YVGUib a, saa an Read kA RN eee 


Venereal Diseases Prevention Act and 


(address) 
are directed and required to present yourself to 


(address) 


to undergo medical treatment for venereal diseases. 


O. Reg. 56/55, Form 6. 


Form 7 
The Venereal Diseases Prevention Act 


ORDER FOR REMOVAL AND DETENTION 
UNDER 
CLAUSE B OF SUBSECTION 3 OF SECTION 4 


OF THE ACT 
ocAll. Peace: Oiicersiol inti ene eee ete ere 
(name of municipality) 
Whereas 
(AERP ERR tr RA Cyne Mite rn cos os he ees fa of 


(address of person) 
under section 4 of the Act was directed to 


submit tom examination DV-c. a. ene ee 
(name of 
Be eS tor Pere Wen: hitudate teil oes eae mache 


(b) by the report or certificate of the physician it 


APPEANS CHAT is. <.o:0Sceuntyiec Oe cokes oe ole See 
(name of person) 
is infected with venereal disease; 


(c) under subsection 4 of section 4 of the Act the 
Minister has given his approval to this order; 


You are hereby commanded to remove.............. 
person) (place of detention) 


ANG SASEATNA Ase alae eee there for the prescribed 
(him or her) 


treatment until I am satisfied that an adequate degree 
of treatment has been attained. 


(municipality or health unit) 


Waited. arene ay eee eee Cu poke 
O. Reg. 56/55, Form 7, 
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Regulation 561 


under The Veterinary College Act (R.S.O. 1937, c. 375) 


ADVISORY COMMITTEE 
1 In this Regulation, 


(a) ‘Advisory Committee for the College’? means 
the Advisory Board mentioned in section 9 of 
the Act; 


(b) “Minister” means the Minister of Agriculture. 
O. Reg. 70/56, s. 1. 


2. The Advisory Committee for the College shal! be 
composed of, 


(a) the Deputy Minister of Agriculture and the 
Principal of the College; and 


(b) six other persons. O. Reg. 70/56, s. 2. 


3.—(1) The advisory Committee for the College 
shall, at its first meeting on or after the ist day of 
April in each year, elect from its members a chairman 
and vice-chairman. 


(2) When the chairman and vice-chairman are 
absent from a meeting, the Advisory Committee for 
the College may elect a chairman from the members 
present at the meeting. O. Reg. 70/56, s. 3. 


4.—(1) The Advisory Committee for the College 
shall appoint a secretary who shall be, 


(a) a member of the Committee; or 
(b) a member of the Public Service of Ontario. 
(2) The secretary shall, 


(a) attend all meetings of the Advisory Committee 
for the College and keep true minutes thereof; 


(b) conduct the correspondence of the Advisory 
Committee for the College; and 


(c) keep a record of all business transactions of 
the Advisory Committee for the College. 
O. Reg. 70/56, s. 4. 


5.—(1) Meetings of the Advisory Committee for 
the College shall be called by the chairman or the 
vice-chairman. 


(2) Unless otherwise stated in the notice calling 
the meeting, the meetings of the Advisory Committee 
for the College shall be held at the College. O. Reg. 
OS Ss Se 


6. A majority of the members of the Advisory 
Committee for the College constitutes a quorum for 
the transaction of business ata meeting. O. Reg. 70/56, 
s. 6 


7.—(1) The minutes of each meeting shall be signed 
by the chairman or vice-chairman and the secretary. 


(2) As soon as is practicable after the holding of a 
meeting of the Advisory Committee for the College, 
the secretary shall provide copies of the minutes, 


(a) for the Minister; and 


(b) where a board has been appointed by the 
Minister under The Department of Agriculture 
Act, for the use of the board. O. Reg. 70/56, 
SS he 


8. The Advisory Committee for the College shall, 


(a) examine the organization and facilities, and 
the manner of functioning thereof, at the 
College respecting education, research and 
extension and advisory services, in relation to 
the changing needs in agricultural education 
in Ontario; 


(b) recommend policies that it considers to be 
advisable for the operation and development 
of the College as an outstanding institution 
of science and education; 


(c) examine the expenditures of the College; 


(d) consider and approve the annual estimates 
of the expenditures of the College before 
submission of the estimates to the Minister and 
to any board appointed by the Minister 
under The Department of Agriculture Act; 


(e) encourage the establishment of endowments, 
scholarships, fellowships and grants for the 
advancement of education and research; 


(f) determine the views of the public with 
reference to the operation and development 
of the College; 


(g) promote a better understanding by the public 
of the aims and objects of the College; 


(h) encourage more extensive use of the facilities 
of the College; and 


(7) encourage understanding and appreciation of 
the place of the College in provincial, national 
and international affairs. O. Reg. 70/56, s. 8. 


9. Each member of the Advisory Committee for 
the College shall be paid an allowance of $25 for each 
day that he attends a meeting of the Committee, 
and necessary travelling expenses actually incurred in 
attending the meeting. O. Reg. 70/56, s. 9. 
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Regulation 562 


under The Vital Statistics Act 


GENERAL 
REGISTRATION OF BIRTHS 


1. A notice of birth under subsection 1 of section 5 
of the Act shall be in Form 1. C.R.O. 1950, Reg. 363, 


Se. 

2. A statement of birth under subsection 1 of 
section 6 of the Act shall be in Form 2. C.R.O. 1950, 
IReg1363;5) siz. 


3. An acknowledgment of registration of birth 
under subsection 2 of section 9 of the Act shall be in 
Bormese Coke OnlO50 Regn 36365 o- 


4.—(1) A request under subsection 5 of section 6 
of the Act to register a child in the name of the father 
shall be in Form 34. 


(2) A request under subsection 5 of section 6 of 
the Act to amend the registration of a birth shall be 
in Form 35. C.R.O. 1950, Reg. 363, s. 4. 


5. Application for registration of the birth of a 
child after one year from the day of the birth shall be 
in Form 4. C.R.O. 1950, Reg. 363, s. S. 


6. The statement under clause } of subsection 2 of 
section 10 of the Act shall bein Form 5. O. Reg. 297/59, 
Sel 


7. The statutory declaration under clause c of sub- 
section 2 of section 10 of the Act shall be in Form 6. 
CR OF 1950 Ree. 303,610. 


8.—(1) Subject to section 10, there shall be filed 
with the Registrar General under clause d of sub- 
section 2 of section 10 of the Act at least one item of 
Class A evidence of birth. 


(2) The evidence under clauses @ to e of section 9 
shall set out the date and place of birth and the names 
of either or both parents. C.R.O. 1950, Reg. 363, s. 7. 


9. Class A evidence of birth consists of, 


(a) a copy of the hospital record of the birth, 
certified by a competent official of the hospital; 


(b) a copy of the record of the duly qualified medi- 
cal practitioner or nurse in attendance at the 
birth, certified by the practitioner or nurse, as 
the case may be; 


(c) a notarial copy of the record of the duly quali- 
fied medical practitioner or nurse in attendance 
at the birth; 


(d) a baptismal certificate or other church record 
of the birth or a notarial copy of a baptismal 
certificate or other church record of the birth, 
if the baptism took place or the record was 
made not later than four years after the birth; 


(e) an insurance policy on the life of the child, 
taken out before the child was more than 
four years of age; 


(f) a newspaper, a notarial copy thereof or a 
notarial extract therefrom, containing, 


(i) the date of publication of the news- 
paper, 


(ii) anannouncement of the birth, made not 
more than fifteen days after the date of 
the birth, and 


(iii) the date and place of the birth and the 
names of the parents; 


(g) a certified copy of any record of a child welfare 
organization but only where, 


(i) the organization is approved by the 
Deputy Minister of Public Welfare, and 


(ii) the record was made before the child 


was four years of age, and sets out the 
age of the child or the date of birth; 


(h) a notice of birth in Form 1; or 


@ 


an acknowledgment of registration of birth in 
Form 3. C.R.O. 1950, Reg. 363, s. 8. 


19. Where an applicant for registration of the birth 
of a child after one year from the day of the birth is 
unable to obtain Class A evidence of the birth, he may 
file with the Registrar General, 


(a) an affidavit setting out his attempts to obtain 
Class A evidence of birth, together with the 
correspondence he has had in respect of those 
attempts; and 


(b) at least two items of Class B evidence of birth. 
GROMTIS OW Rega 303s s9: 


11.—(1) Class B evidence of birth consists of, 
(a) at least one letter or telegram, 
(i) addressed to either or both parents, 


(11) dated not more than one month after 
the birth, and 


(iil) setting out the date of birth; 


(b) at least one book, 


(i) addressed to the child before his fourth 
birthday, and 


(ii) setting out the date of birth; 
(c) a copy of any public or separate school record, 


(i) setting out the name of the child and his 
age or date of birth, and 


(ii) certified by the principal of the school or 
by a person who has custody of the 
record; 


(d) a notarial copy of the birth entries in the 
family Bible but only where the certificate of 
the notary public sets out, 


(i) that he has examined the family Bible, 


(ii) that he has made an exact copy of 
the entries therein, and 
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(iii) that there have been no erasures or 
changes in the entries, 


and, where known, in whose handwriting the 
entries were made; 


(e) a certified copy of a census, immigration or 
consular record setting out the age of the 
child or the date of birth; 


(f) a certified copy of any official health record, 


(i) made before the child was twelve years 
of age, and 


(ii) setting out the age of the child or the 
date of birth; 


(g) acertified copy of any record of a child welfare 
organization but only where, 


(i) the organization is approved by the 
Deputy Minister of Public Welfare, and 


(ii) the record was made before the child 
was ten years of age, and sets out the 
age of the child or the date of birth; 


(h) an official marriage certificate setting out the 
date and place of birth; 


(7) a baptismal certificate or other church record 
of the birth or a notarial copy of a baptismal 
certificate or other church record of the birth, 
where the baptism took place or the record 
was made after four years after the birth; 


(j) affidavits of two persons, each stating, 


(i) that the deponent is not related to the 
child, 


Gi) the date when and place where the child 
was born, 


(iii) that the deponent first saw the child 
not later than three months after the 
date of birth, or 


(iv) the circumstances by which the de- 
ponent remembers the date of birth; 
and 


(k) any other documentary, evidence of birth. 
ERON 1950) Regs 3030s 105 (iL). "ON Ree. 
DO TSO) S72 Oe Reg TOO sis. lie 


(2) The circumstances given by the deponent under 
subclause iv of clause 7 of subsection 1 shall be verified 
by documentary evidence of a death, marriage or 
another birth or other event. C.R.O. 1950, Reg. 363, 
s. 10 (2), revised. 


(3) The affidavits under clause 7 of subsection 1 
shall together be deemed to be one item of Class B 
evidence of birth. C.R.O. 1950, Reg. 363, s. 10 (3). 


12. The fee for registration of the birth of a child 
who has not been registered within one year of the 
day of the birth is $2. C.R.O. 1950, Reg. 363, s. 11. 


REGISTRATION OF A CHILD LEGITIMATED BY 
SUBSEQUENT MARRIAGE 


13.—(1) The evidence as to legitimation that is 
required by clause b of subsection 1 of section 12 of the 
Act is the statutory declaration of each parent in 
Form 7, or, where one parent is dead or mentally in- 
capable, by the other parent, together with, 


(a) a certificate of marriage of the parents, issued 
by the province, state or country in which the 
marriage was solemnized; or 


(b) affidavits of at least two persons present at 
the marriage ceremony, setting out the date 
and place of the marriage and the names of 
the bride and bridegroom, and a statement 
certified by an official in charge of the marriage 
records for the province, state or country in 
which the marriage was solemnized that he 
has searched the records for a_ three-year 
period but has been unable to find a record of 
the marriage. 


(2) Where a statutory declaration in Form 7 is 
made by one parent, evidence of the death or mental 
incapacity of the other parent shall be filed with the 
Registrar General. 


(3) The affidavits referred to in clause b of sub- 
section 1 shall not be made by the bride or bridegroom 
or a parent of either of them. 


(4) The three-year period referred to in clause } 
of subsection 1 shall be, 


(a) the year in which the marriage was solemnized; 


(b) the year next preceding the year in which the 
marriage was solemnized; and 


(c) the year next following the year in which the 
marriage was solemnized. 


(5) The Registrar General may, 


(a) retain any certificate of marriage that is sub- 
mitted as evidence of legitimation of a child; 
or 


(b) return the certificate in exchange for a notarial 
copy or a print from a photographic film 
thereof. C.R.O. 1950, Reg. 363, s. 12. 


14. The fee for registration of the birth of a child 
legitimated by the subsequent intermarriage of his 
parents is $1 plus the fee for search under subsection 1 
of section 61. C.R.O. 1950, Reg. 363, s. 13. 


15. An application to set aside the registration of a 
birth and cause the substitution of a new registration 
of birth in accordance with the facts contained in an 
adoption order, judgment or decree shall be in Form 8. 
O. Reg. 7/59, s. 1. 


ALTERATIONS AND ADDITIONS OF GIVEN NAMES 
IN BIRTH REGISTRATIONS 


16. The statutory declaration required by sub- 
section 1 of section 13 of the Act shall set out, 


(a) the registered name of the child; 
(b) that, 

(i) the given name by which the child was 
registered was changed within ten years 
after the birth of the child, or 

(i1) where the child was registered without a 
given name, that a given name was 


given within ten years after the birth; 


(c) the alteration or addition to be made on the 
registration of the birth; and 


(d) whether the change of the given name was 


effected by baptism. C.R.O. 1950, Reg. 363, 
si14. 


17. The fee for, 


(a) the alteration of the given name by which @ 
child was registered; or 
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(b) where the child was registered without a given 
name, the addition of a given name, 


is $2. C.R.O. 1950, Reg. 363, s. 15; O. Reg. 212/60, s. 1. 
REGISTRATION OF STILLBIRTHS 


18. A notice of stillbirth shall be in Form 1. 
C.R.O. 1950, Reg. 363, s. 16, amended. 


19. A statement of stillbirth under subsection 1 of 
section 14 of the Act shall be in Form 9. C.R.O. 1950, 
Reg, 363, s. 17. 


20. An acknowledgment of registration of stillbirth 
shall be in Form 3. C.R.O. 1950, Reg. 363, s. 18, 
amended, 


_ 21. A medical certificate as to the cause ofa still- 
birth shall be in Form 10, C.R.O. 1950, Reg. 363, s. 19. 


22. Application for registration of a stillbirth after 
one year from the day of the stillbirth shall be in 
Form 11. C.R.O. 1950, Reg. 363, s. 20. 


23. The statutory declaration to be filed with the 
Registrar General upon an application for registration 
of a stillbirth after one year from the day of the still- 
birth shall be in Form 12. C.R.O. 1950, Reg. 363, s. 21. 


24.—(1) Subject to section 26, there shall be 
filed with the Registrar General upon an application 
for registration of a stillbirth after one year from the 
day of the stillbirth at least one item of Class A 
evidence of stillbirth. 


(2) The evidence under clause a, b or c of section 25 
shall set out the date and place of stillbirth and the 
names of the parents. C.R.O. 1950, Reg. 363, s. 22. 


25. Class A evidence of stillbirth consists of, 


(a) a copy of the hospital record of the stillbirth, 
certified by a competent official of the hospital; 


(b) a copy of the record of the duly qualified 
medical practitioner or nurse in attendance at 
the stillbirth, certified by the practitioner or 
nurse, as the case may be; 


(c) a notarial copy of the record of the duly 
qualified medical practitioner or nurse in 
attendance at the stillbirth; 


(d) a newspaper, a notarial copy thereof or a 
notarial extract therefrom, containing, 


(i) the date of publication of the news- 
paper, 


(ii) an announcement of the stillbirth, 
made not more than fifteen days after 
the date of the stillbirth, and 


(iii) the date and place of the stillbirth and 
the names of the parents; 


(e) a notice of stillbirth, in Form 1; or 


(f) an acknowledgment of registration of still- 
birth, in Form 3. C.R.O. 1950, Reg. 363, s. 23. 


26. Where an applicant for registration of a still- 
birth after one year from the day of the stillbirth is 
unable to obtain Class A evidence of the stillbirth, 
he may file with the Registrar General, 


(a) an affidavit setting out his attempts to obtain 
Class A evidence of stillbirth, together with 
the correspondence he has had in respect of 
those attempts; and 


(6) at least two items of Class B evidence of still- 
birth. C.R.O. 1950, Reg. 363, s. 24. 


27.—(1) Class B evidence of stillbirth consists of, 
(a) at least one letter or telegram, 
(i) addressed to either or both parents, 


(1i) dated not more than one month after 
the stillbirth, and 


(iil) setting out the date of stillbirth; 


(6) a notarial copy of the birth and stillbirth 
entries in the family Bible but only where the 
certificate of the notary public sets out, 


(i) that he has examined the family Bible, 


(ii) that he has made an exact copy of the 
entries therein, and 


(ii) that there have been no erasures or 
changes in the entries, 


and, where known, in whose handwriting the 
entries were made; 


(c) affidavits of two persons, each stating, 


(i) that the deponent is not related to the 
stillborn child, 


(11) the date when and place where the still- 
birth occurred, and 


(iii) the circumstances by which the de- 
ponent remembers the date of the still- 
birth; or 


(d) any other documentary evidence of stillbirth. 


(2) The circumstances given by the deponent under 
subclause iii of clause c of subsection 1 shall be verified 
by documentary evidence of a birth, death, marriage or 
another stillbirth or other event. 


(3) The affidavits under clause c of subsection 1 
shall together be deemed to be one item of Class B 
evidence of stillbirth. C.R.O. 1950, Reg. 363, s. 25, 


revised. 


28. The fee for registration of a stillbirth that has 
not been registered within one year from the day of the 
stillbirth is $2. C.R.O. 1950, Reg. 363, s. 26. 


REGISTRATION OF MARRIAGE 


29. An acknowledgment of receipt of a statement of 
marriage under subsection 2 of section 15 of the Act 
shall be in Form 13. C.R.O. 1950, Reg. 363, s. 27. 


30.—(1) Where a marriage has not been registered 
within one year of the day of the marriage, application 
for the registration of the marriage may be made to 
the Registrar General by either party to the marriage 
or by any other person. 


(2) The application shall, 
(a) be in Form 14; and 
(b) be accompanied by, 
(i) particulars of the marriage in Form 15, 
(ii) a statutory declaration in Form 16, 
(iii) a fee of $2, and 
(iv) one item of Class A evidence of marriage 
or at least two items of Class B evidence 


of marriage. C.R.O. 1950, Reg. 363, 
s. 28. 
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31. Class A evidence of marriage consists of, 


(a) a notarial copy of the record of the marriage in 
the marriage register of the church where 
solemnized; 


an affidavit of the person solemnizing the 
marriage, setting out the names of the parties 
and the date and place of their marriage; or 


(b) 


an acknowledgment of receipt of a statement 
of marriage in Form 13. C.R.O. 1950, 
Reg. 363, s. 29. 


(c) 


32. Where an applicant for registration of a mar- 
riage not registered within one year of the day of 
marriage is unable to obtain Class A evidence of the 
marriage, he may file with the Registrar General, 


(a) an affidavit setting out his attempts to obtain 
Class A evidence of the marriage, together 
with the correspondence he has had in respect 
thereto; and 


(b) at least two items of Class B evidence of 
marriage. C.R.O. 1950, Reg. 363, s. 30. 


33.—(1) Class B evidence of marriage consists of, 


(a) a telegram dated the day of the marriage and 
addressed to either or both parties to the 
marriage; 


(b) a wedding invitation or wedding announce- 
ment setting out the date and place of marriage 
and the names of the parties; 


(c) a newspaper, a notarial copy thereof or a 
notarial extract therefrom, containing, 


(i) the date of publication of the news- 
paper, and 


(ii) an announcement of the marriage, the 
date and place thereof and the names of 
the parties; 


(d) affidavits of two persons other than parties 
to the marriage, each stating, 


(i) the date and place of the marriage and 
the names of the parties, and 


(ii) that the deponent was present at the 
marriage ceremony; or 


(e) any other evidence of the 


marriage. 


documentary 


_ (2) The affidavits referred to in clause d of subsec- 

tion 1 shall together be deemed to be one item of 
Class B evidence of marriage. C.R.O. 1950, Reg. 363, 
stile 


REGISTRATION OF DEATHS 

34. A statement of death under subsection 2 of 
section 17 of the Act shall be in Form 17. C.R.O. 1950, 
Reg. 363, s. 32. 


35. A medical certificate of death under subsection 3 
of section 17 of the Act shall be in Form 18. C.R.O. 
1950, Reg. 363, s. 33. 


36. An acknowledgment of registration of death 
under clause a of subsection 3 of section 18 of the Act 
shall be in Form 19. C.R.O. 1950, Reg. 363, s. 34. 


37. A burial permit under clause b of subsection 3 
of section 18 of the Act shall be in Form 20. C.R.O. 
1950, Reg. 363, s. 35. 
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38. Where the cause of death shown on the medical 
certificate of death in Form 18 was by disease, the 
division registrar shall insert the cause of death in the 
burial permit. C.R.O. 1950, Reg. 363, s. 36, revised. 


39. The fee for registration in another registration 
division under subsection 1 of section 19 of the Act 
is $1. C.R.O. 1950, Reg. 363, s. 37. 


40. An application for registration of a death after 
one year from the day of the death shall be in Form 21. 
C.R.O. 1950, Reg. 363, s. 38. 


41. The statutory declaration to be filed with the 
Registrar General under clause ¢ of subsection 2 of 
section 24 of the Act shall be in Form 22. C.R.O. 1950, 
Reg. 363, s. 39. 


42.—(1) Subject to section 44, there shall be filed 
with the Registrar General under clause d of subsec- 
tion 2 of section 24 of the Act at least one item of 
Class A evidence of death. 


(2) The evidence under clause a or 6 of section 43 
shall set out the date and place of death and the name 
of the deceased. C.R.O. 1950, Reg. 363, s. 40. 


43. Class A evidence of death consists of, 
(a) a medical certificate of death, in Form 18; 


(b) a notarial copy of the record of the funeral 
director; or 


(c) an acknowledgment of registration of death, 
im Horm 19: “ClR:O. 1950) Reo. 303, .sessar 
revised. 


44. Where an applicant for registration of a death 
after one year from the day of the death is unable to 
obtain Class A evidence of the death, he may file with 
the Registrar General, 


(a) an affidavit setting out his attempts to obtain 
Class A evidence of the death, together with 
the correspondence he has had in respect 
thereto; and 


(b) at least two items of Class B evidence of death. 
C.R.O. 1950, Reg. 363, s. 42. 


45.—(1) Class B evidence of death consists of, 
(a) a letter or telegram, 


(1) addressed to the applicant or a relative 
of the deceased, 


(ii) dated not more than one month after 
the death, and 


(iti) setting out the date of death and the 
name of the deceased; 


(b) a newspaper, a notarial copy thereof or a 
notarial extract therefrom, containing, 


(i) the date of publication of the news- 
paper, and 


(ii) an announcement of the death, the date 
and place thereof, and the name of the 
deceased; 


(c) a notarial copy of a burial permit or any ceme- 
tery record that sets forth the name of the 
deceased and the date of death; 


(d) affidavits of two persons, each stating, 


(i) the name of the deceased and the date 
and place of death, 
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(ii) the relationship between the deponent 
and the deceased, and 


(iii) that the deponent was present at the 
funeral and saw the body of the de- 
ceased; or 


(e) any documentary evidence of death. 


(2) The affidavits referred to in clause d of subsec- 
tion 1 shall together be deemed to be one item of 
Class B evidence of death. C.R.O. 1950, Reg. 363, 
s. 43. 


46. The fee for registration of a death not registered 
within one year of the day of the death is $2. C.R.O. 
1950, Reg. 363, s. 44. 


47. The monthly return of burials and cremations 
to be made under section 23 of the Act shall be in 
Form 23. C.R.O. 1950, Reg. 363, s. 45. 


REGISTRAR’S STATEMENT OF FINAL DECREE 
OF DIVORCE 


48.—(1) The statement under subsection 1 of sec- 
tion 28 of the Act with respect to a final decree of 
divorce entered by the Registrar of the Supreme Court 
or a local registrar of the Supreme Court shall be in 
Form 24. 


(2) The statement shall be forwarded to the 
Registrar General not later than ten days after the 
Registrar or the local registrar enters the final decree 
of divorce. C.R.O. 1950, Reg. 363, s. 46. 


CORRECTION OF ERRORS IN REGISTRATIONS 


49. The statutory declaration referred to in sub- 
section 3 of section 32 of the Act shall be in Form 25. 
C.R.O. 1950, Reg. 363, s. 47. 


50. Where under subsection 3 of section 32 of the 
Act the Registrar General corrects an error in registra- 
tion, the fee therefor is $2. C.R.O. 1950, Reg. 363, 
s. 48; O. Reg. 212/60, s. 2. 


SUBSTITUTION OF REGISTRATION 


51. The statutory declaration referred to in sub- 
section 1 of section 33 of the Act shall be in Form 26. 
O. Reg. 108/54, s. 1. 


52. The fee fora new registration under subsection 1 
of section 33 of the Act is $5. O. Reg. 108/54, s. 1. 


REGISTRATION DIVISIONS 


53.—(1) That part of Ontario that is not within 
a municipality is divided into ninety-three registration 
divisions, each of which is described in one of the 
schedules. C.R.O. 1950, Reg. 363, s. 49 (1), amended. 


(2) In the schedules, ‘‘township”’ means geographic 
township. C.R.O. 1950, Reg. 363, s. 70. 


(3) Every Indian agent in Ontario is authorized to 
act ex officio as division registrar for the Indians under 
his jurisdiction. C.R.O. 1950, Reg. 363, s. 49 (2), 
amended. 


DUTIES OF DIVISION REGISTRARS 


54.—(1) A division registrar shall transmit to the 
Registrar General at the beginning of each week, 


(a) a statement in Form 27 setting out the total 
of the registrations made by him of births, 
deaths and stillbirths during the preceding 
week; and 


(b) the statements of personal particulars, notices 
of births and stillbirths, medical certificates as 
to the cause of stillbirths, and medical certi- 
ficates of deaths received by him in respect of 
those registrations. 


(2) Where no birth, death or stillbirth has been 
registered, the report of that fact shall be in Form 27. 
C.R.O. 1950, Reg. 363, s. 50. 

_ .55.—(1) The division registrar shall keep separate 
rae for registrations of births, deaths and still- 
irths. 


_ (2) The index for registrations of births shall con- 
tain the following particulars of each birth: 


1. Name of the child. 
2. Date of birth. 

3. Place of birth. 

4. Sex. 

5. Date of registration. 


Registration No. 


=I ON 


Name and post office address of, 


(a) the person who completed the state- 
ment of birth; and 


(b) the duly qualified medical practitioner 
or nurse in attendance at the birth. 


_(3) The index for registrations of deaths shall con- 
tain the following particulars of each death: 


1. Name of deceased. 

2. Date of death. 

3. Place of death. 

4. Cause of death. 

5. Sex. 

6. Date of registration. 

7. Registration No. 

8. Name and post office address of, 


(a) the person who completed the state- 
ment of death; 


(b) thelegally qualified medical practitioner 
or coroner who completed the medical 
certificate of death; and 


(c) the funeral director in charge of the 


body. 


(4) The index for registrations of stillbirths shall 
contain the following particulars of each stillbirth: 


1. Name of the stillborn child. 

2. Date of stillbirth. 

3. Place of stillbirth. 

4, Sex. 

5. Date of registration. 

6. Registration No. 

7. Name and post office address of, 


(a) the person who completed the state- 
ment of stillbirth; 


(b) the duly qualified medical practitioner 
or coroner who completed the medical 
certificate as to the cause of a still- 
birth; and 
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(c) the funeral director in charge of the 
body. C.R.O. 1950, Reg. 363, s. 51. 


CERTIFICATES 


56. A certificate of the Registrar General under 
subsection 1 of section 38 of the Act shall be in Form 28. 
C.R.O. 1950, Reg. 363, s. 52. 


57. A birth certificate of a live birth shall be in 
Form 29 and the fee therefor, which includes the fee 
under subsection 1 of section 61 for search in respect of 
one five-year period, is $1. O. Reg. 212/60, s. 3. 


58. A marriage certificate shall be in Form 30 and 
the fee therefor, which includes the fee under sub- 
section 1 of section 61 for search in respect of one 
five-year period, is $1. O. Reg. 212/60, s. 3. 


59. A death certificate shall be in Form 31 and the 
fee therefor, which includes the fee under subsection 1 
of section 61 for search in respect of one five-year 
period, is $1. O. Reg. 212/60, s. 3. 


60. The fee for a certified copy of a registration of 
birth, marriage, death or stillbirth is $2 plus the fee 
for search under subsection 1 of section 61. C.R.O. 
1950, Reg. 363, s. 56. 


FEE FOR SEARCHES 


61. The fee to have search made for the regis- 
tration of a birth, marriage, death or stillbirth, 


(a) in the indexes kept in the office of the Regis- 
trar General; or 


(b) in any record kept in the office of the Registrar 
General under section 31 of the Act, 


is $1 for a search within each five-year period. O. Reg. 

212/60) ss Az 

POWERS AND DUTIES OF DEPUTY REGISTRAR GENERAL 
62.—(1) Except as set forth in subsections 3, 4 and 

5 of section 3 of the Act, and section 42 of the Act, the 


powers and duties of the Registrar General under the 
Act are delegated to the Deputy Registrar General. 


(2) Notwithstanding subsection 1, the Registrar 
General may exercise the powers and perform the 
duties prescribed for him under the Act. C.R.O. 1950, 
Reg. 363, s. 58. 


DUTIES OF INSPECTORS 


63.—(1) An inspector shall, in the registration 
divisions assigned to him, 


(a) inspect the offices of division registrars; 


(b) examine the registrations, records, notices, 
documents and indexes in the possession of 
division registrars in order to ensure that the 
Act and this Regulation have been complied 
with; 

(c) inspect the registrations in the possession of 

the division registrars to ensure that the 

registrations have been written legibly in 
durable ink; 

(d) instruct division registrars in their duties and 

advise them on any matter arising under the 

Act or this Regulation; 

(e) visit duly qualified medical practitioners, 

nurses, coroners, funeral directors, cemetery 

owners and other persons who have failed to 
comply with the Act or this Regulation, and 
investigate the reasons for the failure; 


(f) advise duly qualified medical practitioners, 
nurses, coroners, funeral directors and ceme- 
tery owners of their duties under the Act 
and this Regulation; 

(g) investigate and prepare a written report on 

any matter referred to him by the Registrar 

General or the Deputy Registrar General; 

(h) visit cemetery owners and inspect the burial 

permits in their possession in order to ensure 

that the deaths have been registered in accord- 
ance with the Act and this Regulation; 

(1) investigate complaints arising under the Act 

or this Regulation; 

(j) investigate violations of the Act or this Regu- 

lation that are reported to him and prepare a 

written report thereon in duplicate; 

(k) prepare a separate report, in triplicate, on each 

registration division he has inspected during 

the week; and 

(l) prepare a weekly summary, in duplicate, 

setting out, 


(i) the registration divisions and hospitals 
he has visited, 

(ii) the names and addresses of duly quali- 

fied medical practitioners, nurses, coro- 

ners, funeral directors, cemetery owners 

and other persons he has visited, 


the number of miles he has travelled in 
performing his duties, and 


(iii) 


(iv) 


his itinerary for the week next follow- 
ing. 


(2) The original of the report referred to in clause 7 
of subsection 1 shall be forwarded to the Deputy 
Registrar General and the copy shall be retained by 
the inspector. C.R.O. 1950, Reg. 363, s. 59. 


64.—(1) A report referred to in clause k of subsec- 
tion 1 of section 63 shall, 


(a) be signed by the inspector; and 


(b) set out in detail the result of the inspection and 
the inspector’s recommendations. 


(2) The original of the report shall be forwarded to 
the Deputy Registrar General. 


(3) One copy of the report shall be given to the 
division registrar and the other copy shall be retained 
by the inspector. C.R.O. 1950, Reg. 363, s. 60. 


65.—(1) The original of the summary referred to in 
clause / of subsection 1 of section 63 shall be forwarded 
to the Deputy Registrar General. 


(2) The copy of the summary shall be retained by 
the inspector. C.R.O. 1950, Reg. 363, s. 61. 


SYSTEM OF FILING OF REGISTRATIONS 
66.—(1) Registrations of births, marriages, deaths, 
stillbirths, adoptions, divorces and changes of name 
that are received in the office of the Registrar General 
shall be filed each year in seven separate series of 


volumes. 


(2) The registrations in each series shall be con- 
secutively numbered beginning with 001. 


(3) The volumes in each series shall be consecu- 
tively numbered beginning with 001. 


As 
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(4) Each complete volume shall contain 999 1. Names of the parties to the divorce. 
registrations. C.R.O. 1950, Reg. 363, s. 62. 


_ 67.—(1) The Registrar General shall prepare an 
index for each complete volume of registrations. 


(2) The index of registrations of births shall contain 
the following particulars of each birth: 


1. Name of the child. 

2. Date of birth. 

3. Place of birth. 

4. Sex. 

5. Year of registration. 
6. Registration number. 


(3) The index of registrations of marriages shall 
contain the following particulars of each marriage: 


1. Names of the parties. 
2. Date of the marriage. 
3. Place of the marriage. 
4. Year of registration. 

5. Registration number. 


(+) The index of registrations of deaths shall contain 
the following particulars of each death: 


1. Name, age and marital status of the deceased. 
2. Date of death. 

Place of death. 

Sex. 


Year of registration. 


Dn Rw 


Registration number. 


(5) The index of registrations of stillbirths shall 
contain the following particulars of each stillbirth: 


1. Name of the stillborn child. 
2. Date of stillbirth. 

3. Place of stillbirth. 
4. Sex. 

5. Year of registration. 


6. Registration number. 


(6) The index of registrations of orders of adoptions 
shall contain the following particulars of each adoption: 


1. Date and place of the adoption order. 

2. Name of the child before adoption. 

3. Name of the child after adoption. 

4. Date of birth. 

5. Year of registration. 

6. Registration number. 

(7) The index of registrations of statements of 

divorces registered under subsection 2 of section 28 of 


the Act shall contain the following particulars of each 
divorce: 


2. Place of divorce. 
Date of decree absolute. 


Year of registration. 


US ae 2 


Registration number. 

(8) The index of registrations of orders respecting 
changes of name shall contain the following particulars 
of each change of name: 

1. Name of person before the change of name. 
2. Name of person after the change of name. 


3. Date and place of the change of name. 


4. Year of registration. 


on 


Registration number. C.R.O. 1950, Reg. 363, 


s. 63. 


SUB-REGISTRARS 


68. \WWhere, with the approval of the Registrar 
General, the division registrar in a city having a 
population of 50,000 or over appoints a sub-registrar to 
carry out the provisions of the Act with respect to the 
registration of deaths and for the issuing of burial 
permits, the sub-registrar shall, 


(a) within twenty-four hours after he issues a 
burial permit, forward to the division registrar 
by whom he was appointed, 


(i) the statement of death, in Form 17, and 


(ii) the medical certificate of death, in 
Form 18; and 


(b) keep a chronological index containing the 
following particulars of each death: 


1. Name of deceased. 
2. Date of death. 

3. Place of death. 

4, Cause of death. 

5. Sex. 


6. The name and address of the person who 
completed the statement of death. 


7. The name and address of the legally qualified 
medical practitioner or coroner who com- 
pleted the medical certificate of death. 


8. The name and address of the funeral director 
in charge of the body. C.R.O. 1950, Reg. 
363, s. 64. 


ACCESS TO AND INFORMATION FROM RECORDS 


69.—(1) The Regional Director of Family Allow- 
ances for Canada may have access to or may be given 
information from the records in the Registrar General’s 
office but only after he has taken an oath of secrecy in 
Form 32. 


(2) A representative of Canada, duly authorized in 
writing, may have access to or may be given informa- 
tion from the records in the Registrar General’s office 
but only after he has taken an oath of secrecy in Form 
ye 
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(3) A representative of Ontario or another province, 
duly authorized in writing, may be given information 
from the records in the Registrar General’s office but 
only after he has taken an oath of secrecy in Form 32. 


(4) Upon application to the Registrar General, a 
representative of another state or country may be given 
information from the records in the Registrar General’s 
office but only after he has taken an oath of secrecy in 
Form 32. 


(5) The medical officer of health of a municipality 
or health unit, as the case may be, may be given 
information from the records in any division registrar’s 
office but only after he has taken an oath of secrecy in 
Form 32. 


(6) Any officer, clerk or servant of a board of health 
who is designated in writing for the purpose by the 
medical officer of health may be given information from 
the records in the office of the division registrar but only 
after he has taken an oath of secrecy in Form 32. 
C.R.O. 1950, Reg. 363, s. 65 (1-6). 


(7) Any officer or clerk in the Department of 
Health, named in writing by the Deputy Minister of 
Health for the purpose, may have access to, or be given 
information from, the records in the Registrar General’s 
office or in any division registrar’s office but only after 
he has taken an oath of secrecy in Form 33, O. Reg. 
340/52, s. 1. 


(8) The payment of any fee for information given 
under subsections 1, 2, 3, 4, 5, 6 and 7 is waived. 
O. Reg. 128/53, s. 6. 


OFFICERS TO SIGN REGISTRATIONS AND NOTATIONS 


70. The following officers may sign registrations 
and notations: 


1. Registrar General. 

2. Deputy Registrar General. 

3. Executive Officer. 

4. The clerk in charge of applications to register 
a birth, stillbirth, marriage or death after one 


year from the date thereof. 


Chief Clerk. 


on 


6. The clerk in charge of current registrations. 
C.R.O. 1950, Reg. 363, s. 66; O. Reg. 124/58, 
Shadl 


COPIES OF DOCUMENTS 


71.—(1) The fee for a copy of any document 
required under subsection 2 of section 12 of The 
Marriage Act that is forwarded to the Registrar 
General pursuant to subsection 2 of section 36 of that 
Act is 50 cents a foolscap page. 


(2) The fee for a certified copy of any document 
mentioned in subsection 1 is 50 cents a foolscap page 
plus $1. 

(3) No copy or certified copy of any document 
mentioned in subsection 1 shall be issued by the 
Registrar General except to one of the parties to the 
marriage that was dissolved or annulled or to the 
solicitor of one of the parties. O. Reg. 7/60, s. 2. 


Schedule 1 
In the Territorial District of Algoma: 
Beginning at the northwest angle of the District; 


thence easterly along the northerly limit of the District 
to the northwest angle of the Township of Storey in 


the Territorial District of Cochrane; thence southerly 
along the westerly limit of the townships of Storey and 
Langemarck in the Territorial District of Cochrane and 
continuing southerly along the westerly limit of the 
townships of Dowsley and Farquhar in the Territorial 
District of Algoma to the northerly limit of the Town- 
ship of Lascelles; thence easterly along the northerly 
limit of the Township of Lascelles to the northwest 
angle of the Township of Woolrich; thence southerly 
along the westerly limit of the townships of Wool- 
rich, Derry, Ermine, Carney and Simpson to the 
northwest angle of the Township of St. Julien; thence 
westerly along the production westerly of the northerly 
limit of the LTownship of St. Julien to the northeast 
angle of the Township of Tp. 61; thence continuing 
westerly along the northerly limit of the townships of 
Tp. 62 and Tp. 63 to the southeast angle of the 
Township of Tp. 66; thence northerly along the easterly 
limit of the Township of Tp. 66 to the northeast angle 
thereof; thence westerly ina the northerly limit of 
the Township of Tp. 66 and the production westerly of 
that limit to the westerly limit of the Territorial District 
of Algoma; thence northerly along that limit to the 
place of beginning; excepting therefrom the municipal 
oe of Wicksteed. C.R.O. 1950, Reg. 363, 
scheds 1% 


Schedule 2 
In the Territorial District of Algoma: 
The townships of, 
(a) Abbott, Alderson, Allenby and Amundsen; 


(6) Bourinot, Buchan and Byng; 


(c) Carney, Champlain, Clouston, Coderre, Con- 
cobar, Conking and Cromlech; 


(d) Davin, Derry, Doherty and Downsley; 
(e) Ebbs, Ericson and Ermine; 

(f) 
(g) Hawkins, Hayward ded Hook; 
(h) 
(2) Kapuskasing and Kirkwall; 
(7) 
(k) 


Farquhar and Franz; 


Irving; 


Legge, Lerwick and Lougheed; 


Mc- 
and 


Martin, 
Minnipuka, 


Maude, 


Marjorie, Makawa, 
Mons 


Farlan, Mildred, 
Moorehouse; 
(1) Nebotik; 
(m) Opazatika and Oscar; 
() Pelletier and Puskuta; 
(0) 
(P) 


(q) 


Radisson and Roche; 

Scholfield, Shanly, Simpson and Stefansson; 
Talbott and Templeton; 

(vy) Usnac; and 


(s) Walls and Woolrich. C.R.O. 1950, Reg. 363, 
Sched. 2. 


Schedule 3 
In the Territorial District of Algoma: 
The townships of, 


(a) Abigo, Acton and Amik; 
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(b) Challener; (e) Tp. 22, Tp. 23 and Tp. 24, Range 11; 

(c) Glasgow; (f) Tp. 22 and Tp. 23, Range 10; 

(d) Kildare; (g) Aberdeen, Anderson, Archibald and Aweres; 
(e) Meath; (h) Chesley, Chesley Additional and Curtis; 
(f) Pearkes; (z) Dennis, Deroche and Duncan; 

(g) St. Julien; (j) Fenwick and Fisher; 

(h) Winget; and (k) Gaudette and Gillmor; 

(1) Tp. 46, Tp. 47, Tp. 48, Tp. 49, Tp. 51 and (1) Havilland, Herrick, Hodgins and Home; 


Tp. 52. C.R.O. 1950, Reg. 363, Sched. 3. 
(m) Jarvis; 


Schedule 4 (n) Kars; 
In the Territorial District of Algoma: (0) Kehoe and Kincaid; 
The townships of, (p) Ley; 
(a) Tp. 28 to Tp. 33, both inclusive, Range 27; (q) Marne and McMahon; 
(b) Tp. 32 and Tp. 33, Range 28; (r) Palmer, Pennefather and Plummer; 
(GE Ppsss pees, pl p: vorandeLp. 56; (s) Ryan; 
(Ha pe Ole pe Oe sli pe Osnel p04 cl paloosand. (t) Shields; 
Tp. 66; 


Decne (u) Tilley and Tupper; 


DEVanKoustnet 
Ef) Tilston. (CRO, 1950, Rev 363 ches. PAV aap euE net cae 


(w) Whitman. C.R.O. 1950, Reg. 363, Sched. 6. 


Schedule 5 
In the Territorial District of Algoma: Schedule 7 
The townships of, In the Territorial District of Algoma: 
(a) Tp. 25 to Tp. 33, both inclusive, Range 25; The townships of, 
(b) Tp. 25 to Tp. 33, both inclusive, Range 26; (a) Bridgland and Bright; 
(c) Tp. 24 to Tp. 33, both inclusive, Range 23; (6) Galbraith, Gladstone, Gould and Grasett; 
(d) Tp. 24 to Tp. 33, both inclusive, Range 24; (c) Haughton; 
(e) Tp. 24 to Tp. 31, both inclusive, Range 18; (d) Kirkwood; 
(f) Tp. 24 to Tp. 31, both inclusive, Range 19; (e) Montgomery and Morin; 
(g) Tp. 24 to Tp. 31, both inclusive, Range 20; (f) Otter; 
(h) Tp. 24 to Tp. 31, both inclusive, Range 21; (g) Parkinson and Patton; 
(1) Tp. 24 to Tp. 31, both inclusive, Range 22; (h) Rose; 
(j) Tp. 24 to Tp. 30, both inclusive, Range 17; (2) Wells; and 
(k) Tp. 24 to Tp. 29, both inclusive, Range 16; and CB) Wj, NOY, yoy, SNS, Wisy, TW, Ao BIDY Woy, 285 “Woe 
GAD ARDY. HD ABH silee Mey Gil, Toy GLE, Ney, Sal 
(1) Tp. 43 and Tp. 45. C.R.O. 1950, Reg. 363, Tp. 4D, Tp. 4E, Tp. 4F, Tp. 4G, Tp. 4H, Tp. 
Sched. 5. SD) dip ob ai p Oe hp 5 Gy lipo, dp GID, 


Ay OBS Wop, Oe Woy, Es, AMoy, Wel Woy WD). 1 oy. 
7B. Aboy, (hay Abjon (hn aley, Want Asp iS aley, WG, 
Schedule 6 Bp lS2) pws py 195. eli. 196.0 py 20d 
and Tp. 202. C.R.O. 1950, Reg. 363, Sched. 7. 


In the Territorial District of Algoma: 


The townships of, 


Schedule 8 
(a) ip2t ap. 25. apecO, Upeaseandel p29) 
Range 15; In the Territorial District of Algoma: 
(b) Tp. 22 to Tp. 29, both inclusive, Range 14; The townships of, 
(c) Tp. 22 to Tp. 28, both inclusive, Range 13; (a) Cobden; 
(d) Tp. 22 to Tp. 27, both inclusive, Range 12; (b) Long; 
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(c) Mack and McGiverin; 
(d) Scarfe and Striker; and 


(2) TpriA, Pp 2A, TpssAy Dps4Ay 7p. 5A; Tp. 
GAD Los (AS TpalB lpa2B ip. obs lps4B: 
LpiobaipsOB slp beliprel Ee lpsZ@ aap: 
$C) ps4G, LpeoC, TpsoGylps 7G ps 155; 
Dp plooy pels il palo, spe dole wip alos, 
Tp. 167, Tp. 168 and Tp. 169. C.R.O. 1950, 
Reg. 363, Sched. 8. 


Schedule 9 
In the Territorial District of Algoma: 
The townships of, 
(a) Deagle; 
(b) Esten; 
(c) Lewis; 
(d) Proctor; 
(e) Shedden and Spragge; 
(f) Tennyson; 
(g) Victoria; and 


C2ips Aaa pas ipa ep. Die. pase dipsser 

ipa Gyelipw tty Uppy lps ts lps ko upsell, 
SVG ep Np. Om hp bl pO a lpak, 
SOM lpi tips Up. Vv, dips Weelpwox, 
5 NE ies 745 Woy. 1A, Ano WA Thay 1 
5 Wisy, At oy, AS), Dey, ISK Toy ile, aay, ley, 
Tp. 137, Tp. 138, Tp. 139, Tp. 143, Tp. 144, 
Tp: 145, Tp, 149) Ip. 150 and fp, 151. 
C.R.O. 1950, Reg. 363, Sched. 9. 


Schedule 10 
In the Territorial District of Algoma: 


Beginning at a point on the north shore of Lake 
Huron at the southwest angle of the Township of 
Harrow in the Territorial District of Sudbury; thence 
northerly along the westerly limit of that township to 
the southeast angle of the Township of Salter; thence 
westerly, southerly and westerly along the southerly 
limit of that township to the southwest angle thereof; 
thence northerly along the westerly limit of that town- 
ship to the northwest angle thereof; thence easterly 
along the northerly limit of that township to the north- 
east angle thereof; thence northerly along the westerly 
limit of the Township of Gough and Tp. 118, Tp. 119 
and Tp. 120 to the northwest angle of the last-num- 
bered township; thence easterly along the northerly 
limit of that township to the southwest angle of Tp. 
114; thence northerly along the westerly limit of Tp. 
114 and Tp. 115, and the townships of Gilbert and 
Dennie to the northwest angle of the last-named town- 
ship being also the northeast angle of Tp. D in the 
Territorial District of Algoma; thence westerly along 
the northerly limit of Tp. D, Tp. H, Tp. L, Tp. P and 
Tp. T to the northwest angle of the last-lettered town- 
ship, being also the southeast angle of Tp. Y; thence 
northerly along the easterly limit of Tp. Y, Tp. Z and 
Tp. 7Z to the northeast angle of the last-numbered 
township; thence westerly along the northerly limit of 
Yo. WZ, lp. fA; ipo papa eG. Lp, Dy ips 7; 
Tp. 7F, Tp. 7G and Tp. 7H, and continuing westerly 
along the northerly limit of Tp. 22 and Tp. 23, Range 
14, to the easterly limit of Tp. 24, Range 15; thence 
northerly along the easterly limit of Tp. 24, Ranges 15 
to 22, both inclusive, to the northeast angle of the 
last-numbered township; thence westerly along the 
northerly limit of that township to the southeast angle 
of Tp. 24, Range 23; thence northerly along the 


easterly limit of Tp. 24 in Ranges 23 and 24, Tp. 43e 
Tp. 45 and Tp. 46, and the Township of Meath, to tho 
northerly limit of the last-named township, being alse 
the southerly limit of the Township of Acton; thencf 
easterly along the southerly limit of the townships of 
Acton, Winget, Amik, Abigo, Kildare, Lerwick, Kirk- 
wall, Kapuskasing and Lougheed to the southeast 
angle of the last-named township; thence northerly 
along the easterly limit of the townships of Lougheed, 
Davin, Buchan, Allenby, Concobar and Shanly to the 
northeast angle of the last-named township; thence 
westerly along the northerly limit of the townships of 
Shanly, Bourinot, Opazatika, Abbot, Doherty and 
Pelletier to the southeast angle of the Township of 
Scholfield; thence northerly along the easterly limit of 
the townships of Scholfield and Ebbs to the northeast 
angle of the last-named township; thence westerly 
along the northerly limit of the townships of Ebbs, 
Templeton, McFarlan and Dowley to the northwest 
angle of the last-named township; thence northerly 
along the westerly limit of the townships of Lange- 
marck and Storey in the Territorial District of Cochrane 
to the northwest angle of the last-named township; 
thence westerly along the southerly limit of the town- 
ships of McMillan, McCoig, Kohler and Clavet to the 
northwest angle of the Territorial District of Algoma; 
thence southerly along the westerly limit of the District 
to the International Boundary; thence southeasterly 
and easterly following the International Boundary 
through Lake Superior, St. Mary River, Lake George, 
Munuscong Lake and North Channel to a point in 
North Channel between Drummond and Cockburn 
islands, being also a point in the southerly limit of the 
Territorial District of Algoma; thence easterly along 
the last-mentioned limit to the place of beginning; 
excepting therefrom, 


(a) the lands in schedules 1 to 9; 
(0) the City of Sault Ste. Marie; 


(c) the towns of Blind River, Bruce Mines, Nester- 
ville and Thessalon; 


the municipal townships of Day and Bright 
Additional, Hilton, Jocelyn, Johnson, Korah, 
Laird, Macdonald and Meredith, Plummer 
Additional, Prince, St. Joseph, Tarbutt and 
Tarbutt Additional, Tarentorus, Thessalon 
and Lefroy, Thompson and Wicksteed; and 
(e) the Village of Hilton Beach. C.R.O. 1950, 
Reg. 363, Sched. 10. 


Schedule 11 
In the Territorial District of Cochrane: 


Beginning at the southwest angle of the Town- 
ship of Raynar, being also a point in the westerly limit 
of the District; thence easterly along the southerly 
limit of the townships of Raynar, Chipman, Goodwin, 
Barlow, Selsyn and Henderson to the southeast angle 
of the last-named township, being also the northwest 
angle of the Township of Boyce; thence southerly along 
the westerly limit of the townships of Boyce and Clavet 
to the southwest angle of the last-named township; 
thence easterly along the southerly limit of the town- 
ships of Clavet, Kohler, McCoig and McMillan to the 
southeast angle of the last-named township, being also 
the northwest angle of the Township of Storey; thence 
southerly along the westerly limit of the townships of 
Storey and Langemarck to the southwest angle of the 
last-named township; thence easterly along the south- 
erly limit of the townships of Langemarck, Verdun, 
Landry, Lowther and Shetland to the westerly limit of 
the Township of Orkney; thence southerly along the 
westerly limit of the townships of Orkney and Caith- 
ness to the southwest angle of the last-named town- 
ship; thence easterly along the southerly limit of that 
township to the southeast angle thereof; thence north- 
erly along the easterly limit of the townships of Caith- 
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ness and Orkney to the northeast angle of the last- 
named township; thence westerly along the northerly 
limit of that township to the southeast angle of the 
Township of Shetland; thence northerly along the, 
easterly limit of the townships of Shetland, Kendall, 
Casgrain and Ritchie and the production northerly of 
the easterly limit of the last-named township to the 
northerly limit of the District; thence in a general 
westerly direction along the northerly limit of the 
District to the westerly limit of the District; thence 
southerly along the westerly limit of the District to 
the place of beginning; excepting therefrom the Town 
of Hearst. C.R.O. 1950, Reg. 363, Sched. 11. 


Schedule 12 
In the Territorial District of Cochrane: 


Beginning at the southwest angle of the Town- 
ship of Rykert; thence easterly along the southerly 
limit of the townships of Rykert, Fergus and Ecclestone 
to the southeast angle of the last-named township; 
thence northerly along the easterly limit of the town- 
ships of Ecclestone, Parnell, McCrea, McCowan, 
Fleck, Sweet, McLeister and McBrien, and continuing 
northerly along the production northerly of the easterly 
limit of the last-named township to the northerly limit 
of the District; thence in a general westerly direction 
along the northerly limit of the District to its inter- 
section with the production northerly of the westerly 
limit of the Township of Mulvey; thence southerly 
along that production and continuing southerly along 
the westerly limit of the townships of Mulvey, Shannon, 
Devitt and Staunton to the southwest angle of the 
last-named township; thence easterly along the south- 
erly limit of that township to the northeast angle of 
the Township of Orkney; thence southerly along the 
easterly limit of the townships of Orkney and Caithness 
to the place of beginning. C.R.O. 1950, Reg. 363, 
Sched. 12. 


Schedule 13 
In the Territorial District of Cochrane: 


Beginning at the southwest angle of the Town- 
ship of Ossin; thence easterly along the southerly limit 
of the townships of Ossin, Nova, Strachan and Enid 
to the southeast angle of the last-named township; 
thence northerly along the easterly limit of the town- 
ships of Enid, Fortune, Aitken, Oke, Ford and Car- 
michael to the northeast angle of the last-named 
township, being also the southeast angle of the Town- 
ship of Shackleton; thence westerly along the southerly 
limit of the Township of Shackleton to the southwest 
angle thereof; thence northerly along the westerly limit 
of that township to the northwest angle thereof, being 
also the northeast angle of the Township of Nansen; 
thence westerly along the northerly limit of the Town- 
ship of Nansen to the northwest angle thereof, being 
also the southeast angle of the Township of O’Brien; 
thence northerly along the easterly limit of the Town- 
ship of O’Brien to the northeast angle thereof, being 
also the southwest angle of the Township of Gurney; 
thence easterly along the southerly limit of the Town- 
ship of Gurney to the southeast angle thereof; thence 
northerly along the easterly limit of the townships of 
Gurney, Torrance, Hopkins, Mowbray, Harmon, Kip- 
ling, Sanborn and Lambert to the northeast angle of 
the last-named township; thence westerly along the 
northerly limit of that township to the southwest angle 
of the Township of Gentles; thence northerly along the 
westerly limit of the townships of Gentles and McCuaig 
to the northerly limit of the last-named township, being 
also the southerly limit of the Township of Brain; 
thence westerly along the southerly limit of that town- 
ship to the southwest angle thereof; thence northerly 
along the westerly limit of the townships of Brain and 
Dunsmore, and continuing northerly along the pro- 
duction northerly of the westerly limit of the last- 
named township to the northerly limit of the District; 


thence westerly along the northerly limit of the Dis- | 


trict to where it is intersected by the production 
northerly of the westerly limit of the Township of 
Amery; thence southerly along that production and 
continuing southerly along the westerly limit of the 
townships of Amery, Garden, Fryatt, Hillmer, Burritt, 
Neely, Idington, Cumming and Cargill to the southerly 
limit of the last-named township, being also the north- 
erly limit of the Township of Bourinot; thence easterly 
along the northerly limit of the townships of Bourinot 
and Shanly to the northeast angle of the last-named 
township, being also the northwest angle of the Town- 
ship of Staples; thence southerly along the westerly 
limit of the townships of Staples, Fenton, Seaton, Lis- 
gar, Wadsworth and Ossin to the place of beginning; 
excepting therefrom the Town of Kapuskasing. C.R.O. 
1950, Reg. 363, Sched. 13. 


Schedule 14 
In the Territorial District of Cochrane: 


Beginning at the southwest angle of the Town- 
ship of Kirkland; thence easterly along the southerly 
limit of the townships of Kirkland, Kingsmill, Aubin, 
Nesbitt, Beck and Reaume to the southeast angle of 
the last-named township; thence northerly along the 
easterly limit of the townships of Reaume, Fournier, 
Clute, Leitch, Marven, Ireland, Agassiz, McAlpine, 
Maund and Harewood to the northeast angle of the 
last-named township; thence westerly along the north- 
erly limit of the townships of Harewood, Kineras, Par- 
liament, Traill and Cockshutt to the northwest angle 
of the last-named township; thence southerly along the 
westerly limit of the townships of Cockshutt, Howells, 
Clay, Tucker and Beardmore to the southwest angle 
of the last-named township; thence easterly along the 
southerly limit of that township to the southeast angle 
thereof, being also the northwest angle of the Town- 
ship of Alexandra; thence southerly along the westerly 
limit of the townships of Alexandra, Haggart, Sydere, 
Laidlaw and Kirkland to the place of beginning; 
excepting therefrom the Town of Smooth Rock Falls. 
C.R.O. 1950, Reg. 363, Sched. 14. 


Schedule 15 
In the Territorial District of Cochrane: 


Beginning at the southwest angle of the Town- 
ship of Hanna; thence easterly along the southerly 
limit of the townships of Hanna, St. John, Pyne, Mor- 
timer, Sherring, Marathon and Bowyer, and along the 
easterly production of the southerly limit of the last- 
named township to the southwest angle of the Town- 
ship of Bonis; thence continuing easterly along the 
southerly limit of the last-named township to the 
westerly limit of the Township of Sargeant; thence 
southerly along the westerly limit of that township to 
the southwest angle thereof; thence easterly along the 
southerly limit of that township to the southeast angle 
thereof, being also the easterly limit of the District; 
thence northerly along the easterly limit of the District 
to where it is intersected by the production easterly of 
the northerly limit of the Township of Blakelock; 
thence westerly along that production and continuing 
westerly along the northerly limit of the townships of 
Blakelock, Tweed, McQuibban, Swartman and Inglis 
to the northwest angle of the last-named township; 
thence southerly along the westerly limit of the town- 
ships of Inglis, Thorning and Blount to the southwest 
angle of the last-named township; thence easterly along 
the southerly limit of that township to the southeast 
angle thereof, being also the northeast angle of the 
Township of Glackmeyer; thence southerly along the 
easterly limit of that township to the southeast angle 
thereof; thence westerly along the southerly limit of 
the township to the southwest angle thereof, being 
also the northwest angle of the township of Lamarche; 
thence southerly along the westerly limit of the town- 
ships of Lamarche and Hanna to the place of beginning; 
excepting therefrom the Town of Cochrane. C.R.O. 
1950, Reg. 363, Sched. 15. 
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Schedule 16 
In the Territorial District of Cochrane: 


Beginning at the northwest angle of the Town- 
ship of Inglis; thence easterly along the northerly limit 
of the townships of Inglis, Swartman, McQuibban, 
Tweed and Blakelock, and continuing easterly along 
the production easterly of the northerly limit of the 
last-named township to the easterly limit of the Dis- 
trict; thence northerly along the easterly limit of the 
District to the northerly limit thereof; thence in a 
general westerly direction along the northerly limit of 
the District to where it is intersected by the production 
northerly of the westerly limit of the Township of 
Dunsmore; thence southerly along that production and 
continuing southerly along the westerly limit of the 
townships of Dunsmore and Brain to the southwest 
angle of the last-named township; thence easterly along 
the southerly limit of that township to the northwest 
angle of the Township of McCuaig; thence southerly 
along the westerly limit of the townships of McCuaig 
and Gentles to the southwest angle of the last-named 
township; thence easterly along the southerly limit of 
that township to the northwest angle of the Township 
of Rapley; thence southerly along the westerly limit of 
the townships of Rapley, Hecla and Emerson to the 
southwest angle of the last-named township; thence 
easterly along the southerly limit of the townships of 
Emerson, Hamlet, Pitt, Wacousta and Ganong to the 
southeast angle of the last-named township, being 
also the northeast angle of the Township of Harewood; 
thence southerly along the easterly limit of the town- 
ships of Harewood, Maund, McAlpine and Agassiz to 
the place of beginning. C.R.O. 1950, Reg. 363, Sched. 
16. 


Schedule 17 
In the Territorial District of Cochrane: 

The townships of, 

(a) Barnet; 

(b) Clergue and Coulson; 

(c) Dokis; 

(d) Egan and Elliott; 

(e) Frecheville; 

(f) Garrison and Guibord; 

(g) Harker and Holloway; 

(h) Lamplugh; 


(4) Marriott, McCann, McCool, Michaud, Milli- 
gan and Munro; 


(7) Rand; 
(k) Sheraton and Stoughton; 
(l) Tannahill and Thackeray; and 
(m) Walker except that part in the municipal 
Township of Black River, Warden and Wilkie. 
C.R.O. 1950, Reg. 363, Sched. 17. 
Schedule 18 
In the Territorial District of Cochrane: 
The townships of, 
(a) Bristol and Byers; 


(b) Carman, Carnegie, Carscallen, Cody, Cété 
and Crawford; 
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(c) Deloro, Duff and Dundonald; 

(d) Evelyn; 

(e) Geary, German, Godfrey and Gowan; 
(f) Hoyle; 

(g) Jamieson and Jessop; 

(h) Kidd; 

(2) Little, Loveland and Lucas; 


(j) Macdiarmid, Macklem, Mahaffy, Mann, Mas- 
sey, Matheson, Moberly and Murphy; 


(k) Ogden; 

(1) Prosser; 

(m) Reid and Robb; 

(2) Shaw; 

(0) Thomas, Thorburn, Tully and Turnbull; and 
GRO; 


(p) Wark, Whitesides and Wilhelmina. 
1950, Reg. 363, Sched. 18. 


Schedule 19 
In the Territorial District of Cochrane: 

The townships of, 

(a) Aurora; 

(b) Berry; 

(c) Edwards; 

(d) Galna; 

(e) Kerrs and Knox; 

(f) McCart and Moody; 

(g) Newmarket; 

(h) Rickard; 


(7) Teefy except that part in the Town of Iroquois 
Falls; and 


(j) Wesley. C.R.O. 1950, Reg. 363, Sched. 19. 


Schedule 20 
In the Territorial District of Cochrane: 


Beginning at a point where south shore of James 
Bay is intersected by the easterly limit of the Terri- 
torial District of Cochrane; thence southerly along 
that limit to the southeast angle of the Township of 
Dokis; thence westerly along the southerly limit of the 
townships of Dokis, Tannahill, Elliott, Thackeray, 
Barnet, Cook, Playfair, McCann, Egan, Sheraton, 
Thomas, Carman, Shaw, Deloro, Ogden, Bristo, Cars- 
callen and Whitesides to the southwest angle of the 
last-named township; thence northerly along the 
westerly limit of that township to the northwest angle 
thereof, being also the southeast angle of the Town- 
ship of Enid; thence westerly along the southerly limit 
of the townships of Enid, Strachan, Nova and Ossin to 
the southwest angle of the last-named township; 
thence northerly along the westerly limit of the town- 
ships of Ossin, Wadsworth, Lisgar, Seaton, Fenton and 
Staples to the southerly limit of the Township of Sul- 
man; thence westerly along the southerly limit of the 
townhips of Sulman, Cargill, Ecclestone, Fergus, Ry- 
kert and Caithness to the southwest angle of the last- 
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named township; thence northerly along the westerly 
limit of the townships of Caithness and Orkney to the 
southerly limit of the Township of Shetland; thence 
westerly along the southerly limit of the townships of 
Shetland, Lowther, Landry, Verdun and Langemarck 
to the southwest angle of the last-named township; 
thence northerly along the westerly limit of the town- 
ships of Langemarck and Storey to the northwest angle 
of the last-named township, being also the southeast 
angle of the Township of McMillan; thence westerly 
along the southerly limit of the townships of McMillan, 
McCoig, Kohler and Clavet to the southwest angle of 
the last-named township; thence northerly along the 
westerly limit of the townships of Clavet and Boyce to 
the northwest angle of the last-named township, being 
also the southeast angle of the Township of Henderson; 
thence westerly along the southerly limit of the town- 
ships of Henderson, Selwyn, Barlow, Goodwin, Chip- 
man and Raynar to the southwest angle of the last- 
named township, being also a point in the westerly 
limit of the District; thence northerly along the westerly 
limit of the District to the northerly limit thereof; 
thence in a general easterly direction along the northerly 
limit of the District to the place of beginning; excepting 
therefrom, 


(a) the lands in schedules 11 to 19; 


(b) the improvement districts of Kingham (part) 
and Mountjoy; 


(c) the towns of Cochrane, Hearst, Iroquois Falls, 
Kapuskasing, Matheson, Smooth Rock Falls 
and Timmins; and 


(d) the municipal townships of Black River, 
Calvert, Fauquier, Glackmeyer, Playfair, 
Shackleton and Machin, Tisdale and Whitney. 
C.R.O. 1950, Reg. 363, Sched. 20. 


Schedule 21 
In the Territorial District of Kenora: 


Beginning at the intersection of the 3rd Base 
Line and the westerly limit of the Territorial Dis- 
trict of Thunder Bay; thence westerly along the 3rd 
Base Line to the 5th Meridian; thence northerly 
along the Sth Meridian to the southeast angle of 
the Township of Melgund; thence westerly along 
the southerly limit of that township to the south- 
west angle thereof; thence northerly along the westerly 
limit of the townships of Melgund, Avery and MacFie 
to the northwest angle of the last-named township; 
thence easterly along the northerly limit of that 
township and continuing easterly along the production 
easterly of that limit to the westerly limit of the 
Territorial District of Thunder Bay; thence southerly 
along the last-mentioned limit to the place of beginning; 
excepting therefrom the municipal Township of Ignace. 
C.R.O. 1950, Reg. 363, Sched. 21. 


Schedule 22 
In the Territorial District of Kenora: 


Beginning at the intersection of the 3rd Base 
Line and the 5th Meridian; thence westerly along the 
3rd Base Line to the 6th Meridian; thence northerly 
along the 6th Meridian to where it is intersected by the 
production easterly of the southerly limit of the Town- 
ship of Godson; thence westerly along that production 
and continuing westerly along the southerly limit of 
the Township of Godson to the 7th Meridian; thence 
northerly along the 7th Meridian to the southerly limit 
of Tp. 41; thence westerly along the southerly limit 
of Tp. 41 to the southwest angle thereof; thence 
northerly along the westerly limit of Tp. 41 and con- 
tinuing northerly along the production northerly of 
that limit to the 7th Base Line; thence easterly along 
the 7th Base Line to the 6th Meridian; thence southerly 
along the 6th Meridian to the southwest angle of the 


Township of Rowell; thence easterly along the southerly 
limit of that township to the southeast angle thereof, 
being also the northeast angle of the Township of 
Britton; thence southerly along the easterly limit of 
the Township of Britton to the southeast angle thereof, 
being also the northwest angle of the Township of 
Zealand; thence easterly along the northerly limit of 
the townships of Zealand, Brownridge and Laval to 
the northeast angle of the last-named township; 
thence southerly along the easterly limit of the town- 
ships of Laval, Hartman, Southworth and Satterly to 
the southeast angle of the last-named township, being 
also the southwest angle of the Township of Melgund; 
thence easterly along the southerly limit of that town- 
ship to the southeast angle thereof, being also the 
Sth Meridian; thence southerly along the 5th Meridian 
to the place of beginning; excepting therefrom, 


(a) the municipal townships of Machin and Van 
Horne; and 


(6) the Town of Dryden. 
Sched. 22. 


C.R.O. 1950, Reg. 363, 


Schedule 23 
In the Territorial District of Kenora: 


Beginning at the intersection of the 7th Meridian 
and the southerly limit of the District; thence northerly 
along the 7th Meridian to the southerly limit of Tp. 
41; thence westerly along that limit to the southwest 
angle of Tp. 41; thence northerly along the westerly 
limit of that township and continuing northerly along 
the northerly production of that limit to the 7th Base 
Line; thence westerly along the 7th Base Line to a 
point where it is intersected by the production north- 
erly of the easterly limit of the Township of Spohn in 
the Territorial District of Rainy River; thence south- 
erly along that production to the southerly limit of the 
Territorial District of Kenora; thence in a general 
easterly direction along that limit to the place of begin- 
ning; excepting therefrom, 


(a) the municipal Township of Jaffray and Melick; 
(b) the Improvement District of Sioux Narrows; 
(c) the Town of Kenora; and 


(d) the lands in Schedule 24. 
363, Sched. 23. 


C.R.O. 1950, Reg. 


Schedule 24 
In the Territorial District of Kenora: 


Beginning at the northeast angle of the Im- 
provement District of Sioux Narrows; thence north 
astronomically six miles; thence westerly parallel to the 
northerly limit of the Improvement District to where 
it is intersected by the production northerly of the 
westerly limit of the Improvement District; thence 
southerly along that production to the northwest angle 
of the improvement district; thence easterly along the 
northerly limit of the improvement district to the 
place of beginning. C.R.O. 1950, Reg. 363, Sched. 24. 


Schedule 25 
In the Territorial District of Kenora: 


That part of the District lying south of the 7th 
Base Line and west of the production northerly of the 
easterly limit of the Township of Spohn in the Terri- 
torial District of Rainy River; excepting therefrom the 
Town of Keewatin. C.R.O. 1950, Reg. 363, Sched. 25. 
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Schedule 26 
In the Verritorial District of IXenora: 


Beginning at a point where the production east- 
erly of the northerly limit of the Township of MacFie 
intersects the westerly limit of the Territorial District 
of Thunder Bay; thence westerly along that production 
to the southeast angle of the Township of Laval; 
thence northerly along the easterly limit of that town- 
ship to the northeast angle thereof; thence westerly 
along the northerly limits of the townships of Laval, 
Brownridge and Zealand to the southeast angle of 
the Township of Britton; thence northerly along the 
easterly limit of that township to the northeast angle 
thereof; thence westerly along the northerly limit of 
that township to the 6th Meridian; thence northerly 
along the 6th Meridian to the 7th Base Line; thence 
easterly along the 7th Base Line to the westerly limit 
of the Territorial District of Thunder Bay; thence 
southerly along that limit to the place of beginning; 
excepting therefrom the Town of Sioux Lookout. 
C.R.O. 1950, Reg. 363, Sched. 26. 


Schedule 27 
In the Territorial District of Kenora: 


Beginning at a point where the 7th Base Line 
intersects the westerly limit of the Territorial District 
of Thunder Bay; thence westerly along the 7th Base 
Line to the boundary between Ontario and Manitoba; 
thence northerly along that boundary to the produc- 
tion westerly of the 11th Base Line; thence easterly 
along that production and continuing easterly along 
the 11th Base Line to the 6th Meridian; thence south- 
erly along the 6th Meridian to the 10th Base Line; 
thence easterly along the 10th Base Line to its inter- 
section with the production northerly of the westerly 
limit of the Territorial District of Thunder Bay; thence 
southerly along that production and continuing south- 
erly along the westerly limit of the last-named District 
to the place of beginning. C.R.O. 1950, Reg. 363, 
Seled. 27. 


Schedule 28 
In the Territorial District of Kenora: 


Beginning at a point where the production west- 
erly of the 11th Base Line intersects the boundary 
between Ontario and Manitoba; thence easterly along 
that production and continuing easterly along the 11th 
Base Line to the 6th Meridian; thence southerly along 
the 6th Meridian to the 10th Base Line; thence easterly 
along the 10th Base Line to its intersection with the 
production northerly of the westerly limit of the Terri- 
torial District of Thunder Bay; thence northerly along 
that production to the boundary between Ontario and 
Manitoba; thence in a general southwesterly and south- 
erly direction along that boundary to the place of 
beginning. C.R.O. 1950, Reg. 363, Sched. 28. 


Schedule 29 
In the Territorial District of Kenora: 


Beginning at a point where the 10th Base Line 
intersects the production northerly of the westerly 
limit of the Territorial District of Thunder Bay; thence 
northerly along that production to the boundary be- 
tween Ontario and Manitoba; thence northeasterly 
along that boundary to the northerly limit of the 
Patricia portion of the Territorial District of Kenora; 
thence in a general easterly direction along the last- 
mentioned limit to its intersection with the production 
northerly of the westerly limit of the Territorial Dis- 
trict of Cochrane; thence southerly along that produc- 
tion to the northerly limit of the Territorial District of 
Thunder Bay; thence in a general westerly direction 
along the last-mentioned limit to the westerly limit of 


the Territorial District of Thunder Bay; thence north- 
erly along the production northerly of the last-men- 
tioned limit to the place of beginning. C.R.O. 1950, 
Reg. 363, Sched. 29. 


Schedule 30 
In the Territorial District of Kenora: 


Beginning at a point in the northerly limit of the 
District where it is intersected by the production 
northerly of the westerly limit of the Territorial Dis- 
trict of Cochrane; thence in a general easterly and 
southerly direction along the northerly and easterly 
limits of the first-named District to the southerly limit 
of that District; thence in a general westerly direction 
along the southerly limit of that District to the westerly 
limit of the Territorial District of Cochrane; thence 
northerly along the production northerly of that limit 
to the place of beginning; excepting therefrom, 


(a) the Improvement District of Sioux Narrows; 


(b) the towns of Dryden, Keewatin, Kenora and 
Sioux Lookout; 


(c) the municipal townships of Ignace, Jaffray and 
Melick, Machin and Van Horne; and 


(d) the lands described in schedules 21 to 29. 
C.R.O. 1950, Reg. 363, Sched. 30. 


Schedule 31 
In the Territorial District of Manitoulin: 
Composed of, 
(a) the townships of Carlyle and Humboldt; and 


(6) Philip Edward Island. 
363, Sched. 31. 


C.R.O. 1950, Reg. 


Schedule 32 
In the Territorial District of Manitoulin: 
The following islands, 
(a) Club; 
(b) Fitzwilliam; 
(c) Lonely; 
(d) Rabbit; and 


(e) Squaw. C.R.O. 1950, Reg. 363, Sched. 32. 


Schedule 33 
In the Territorial District of Manitoulin: 


The townships of Campbell and Mills. C.R.O. 


1950, Reg. 363, Sched. 33. 


Schedule 34 
In the Territorial District of Manitoulin: 
Composed of, 
(a) the Township of Robinson; and 


(b) the Duck Islands. C.R.O. 1950, Reg. 363, 


Sched. 34. 
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Schedule 35 
In the Territorial District of Manitoulin: 
Composed of, 
(a) the Township of Dawson; and 


(b) Crescent and Vidal islands. 
Reg. 363, Sched. 35. 
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Schedule 36 
In the Territorial District of Manitoulin: 
The following islands, 
(a) Bedford; 
(b) Clapperton; and 


(c) Great Cloche and Little Cloche. 
Reg. 363, Sched. 36. 


C.R.O. 1950, 


Schedule 37 
In the Territorial District of Manitoulin: 
The following islands, 
(a) Badgeley; 
(b) Heywood; 
(c) McGregor; and 
(d) Poa bery. C.R.O. 1950, Reg. 363, Sched. 


Schedule 38 
In the Territorial District of Manitoulin: 


Beginning at the southeast angle of the Township 
of Humboldt; thence south astronomically 40 miles; 
thence west astronomically to the International 
Boundary; thence northwesterly and northeasterly 
along that boundary to an angle therein in the North 
Channel between Cockburn and Drummond islands; 
thence easterly in a straight line through the North 
Channel to a point distant 114 miles south astrono- 
mically from the southwest extremity of Kenny 
Point of Innes Island; thence north 55° east astro- 
nomically 5 miles; thence east astronomically 3 miles; 
thence south 36° east astronomically 514 miles; thence 
northeasterly in a straight line to a point in the water’s 
edge of the North Channel at the intersection of 
the production southerly of the westerly limit of the 
Township of Harrow; thence easterly and southerly 
following the water’s edge of the North Channel to the 
northerly limit of the westerly part of Indian Reserve 
No. 4; thence easterly along that limit and its pro- 
duction to the water’s edge of the North Channel; 
thence northerly, easterly and southerly following the 
water’s edge to the northerly limit of the Township of 
Killarney; thence easterly along the northerly limit of 
the townships of Killarney and Carlyle to the north- 
east angle of the last-named township; thence southerly 
along the easterly limit of that township to the north- 
west angle of the Township of Humboldt; thence 
easterly along the northerly limit of that township to 
the northeast angle thereof; thence southerly along 
the easterly limit of that township to the place of 
beginning; excepting therefrom, 


(a) the lands in schedules 31 to 37; 


(b) the towns of Gore Bay and Little Current; and 


(c) the municipal townships of Assiginack, Barrie 
Island, Billings and part of Allan, Burpee, 
Carnarvon, Cockburn Island, Gordon and 
part of Allan, Howland, Rutherford and 
George Island, Sandfield and Tehkummah. 
C.R.O. 1950, Reg. 363, Sched. 38. 


Schedule 39 
In the Territorial District of Muskoka: 


The townships of Baxter and Gibson. C.R.O. 


1950, Reg. 363, Sched. 39. 


Schedule 40 
In the Territorial District of Muskoka: 


The Township of Sinclair. 


C.R.O. 1950, Reg. 363, 
Sched. 40. 


Schedule 41 
In the Territorial District of Nipissing: 
The townships of, 
(a) Bertram; 
(b) Falconer; and 
(c) Latchford. C.R.O. 1950, Reg. 363, Sched. 41. 


Schedule 42 
In the Territorial District of Nipissing: 
The townships of, 
(a) Kirkpatrick; 
(6) Loudon; and 
(c) Nene C.R.O. 1950, Reg. 363, Sched. 


Schedule 43 
In the Territorial District of Nipissing: 
The townships of, 
(a) Angus, Antoine, Askin and Aston; 


(b) Badgerow, Banting, Bastedo, Beaucage, Bel- 
fast, Best, Blyth, Briggs, Burnaby and Butler; 


(c) Canton, Cassels, Chambers, Charlton, Clark- 
son, Clement, Commanda, Crerar and 
Cynthia; 

(a) mDana- 

(e) Eddy and Eldridge; 

(f) Fell, Flett and French; 


(g) Garrow, Gibbons, Gladman, Gooderham and 
Grant; 


(h) Hammell, Hartle, Hebert, Hobbs and Hugel; 
(4) Joan and Jocko; 

(7) Kenny; 

(k) La Salle, Le Roche, Lockhart and Lyman; 


(1) McAuslan, McCallum, McLaren, McWilliams, 
Merrick, Milne and Mulock; 
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(m) Notman; 
(n) Olive, Olrig and Osborne; 


(o) Pardo, Parkman, Pedley, Phelps, Phyllis and 
Poitras; 


(p) Riddell; 

(q) Scholes, Sisk, Stewart, Strathcona and Strathy; 
(ry) Thistle and Torrington; 

(s) Vogt; 

(t) Wyse; and 


(u) Yates. C.R.O. 1950, Reg. 363, Sched. 43. 


Schedule 44 
In the Territorial District of Nipissing: 
The townships of, 
(a) Ballantyne, Boulter and Boyd; 
(bo) Lauder; 
(c) Pentland; and 
(d) Wilkes. C.R.O. 1950, Reg. 363, Sched. 44. 


Schedule 45 
In the Territorial District of Nipissing: 
The townships of, 
(a) Airy; 
(b) Biggar, Bishop, Bower and Butt; 
(c) Canisbay; 
(d) Devine; 
(e) Finlayson and Freswick; 
(f) Hunter; 
(g) Lister; 
(kh) McCraney and McLaughlin; 
(2) Osler; 
(j) Paxton and Peck; and 


(k) Sproule. C.R.O. 1950, Reg. 363, Sched. 45. 


Schedule 46 
In the Territorial District of Nipissing: 
The townships of, 
(a) Anglin; 
(b) Barron and Bronson; 
(c) Clancy; 
(d) Deacon, Dickens and Dickson; 
(e) Edgar; 
(f) Fitzgerald; 
(g) Guthrie; 
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(h) Lyell; 

(7) Master and Murchison; 
(j) Niven; 

(k) Preston; 

(1) Sabine and Stratton; and 


(mm) White. C.R.O. 1950, Reg. 363, Sched. 46. 


Schedule 47 
In the Territorial District of Nipissing: 


Beginning at the southeast angle of the Town- 
ship of Falconer; thence westerly along the southerly 
limit of that township to the southwest angle thereof; 
thence northerly along the westerly limit of the town- 
ships of Falconer, Loudon and Macpherson to the 
northwest angle of the last-named township; thence 
easterly along the northerly limit of that township to 
the southwest angle of the Township of Kirkpatrick; 
thence northerly along the westerly limit of the town- 
ships of Kirkpatrick, Hugel, Crerar, Dana, Pardo, 
Clement, Scholes and Belfast to the northwest angle 
of the last-named township; thence easterly along the 
northerly limit of that township to the southwest 
angle of the Township of Le Roche; thence northerly 
along the westerly limit of the townships of Le Roche 
and Canton to the northwest angle of the last-named 
township; thence easterly along the northerly limit 
of the townships of Canton, Aston, Banting and Best 
to the northeast angle of the last-named township; 
thence southerly along the easterly limit of the 
townships of Best and Cassels to the southeast 
angle of the last-named township, being also the 
northwest angle of the Township of Eldridge; thence 
easterly along the northerly limit of the townships of 
Eldridge and Hebert and continuing easterly along 
the production easterly of the northerly limit of the 
last-named township to the boundary between Ontario 
and Quebec; thence in a general southerly direction 
along that boundary to the production northerly of the 
easterly limit of the Township of Cameron; thence 
southerly along that production and _ continuing 
southerly along the easterly limit of the townships of 
Cameron and Deacon to the northwest angle of the 
Yownship of Fitzgerald; thence easterly along the 
northerly limit of that township to the northeast 
angle thereof; thence southerly along the easterly limit 
of that township to the northwest angle of the Town- 
ship of Edgar; thence easterly along the northerly limit 
of the last-named township to the northeast angle 
thereof; thence southerly along the easterly limit of 
that township to the northwest angle of the Townshi 
of Bronson; thence easterly along the northerly limit 
of that township to the northeast angle thereof; thence 
southerly along the easterly limit of the townships of 
Bronson, Stratton and Master to the southeast angle 
of the last-named township; thence westerly along the 
southerly limit of the townships of Master and Guthrie 
to the northeast angle of the Township of Dickens; 
thence southerly along the easterly limit of that town- 
ship to the southeast angle thereof; thence westerly 
along the southerly limit of that township to the north- 
east angle of the Township of Lyell; thence southerly 
along the easterly limit of that township to the south- 
east angle thereof; thence westerly along the southerly 
limit of the townships of Lyell and Sabine to the south- 
west angle of the last-named township; thence northerly 
along the westerly limit of the townships of Sabine and 
Airy to the southerly limit of the Township of Sproule; 
thence westerly along the southerly limit of the town- 
ships of Sproule, Canisbay, Peck and Finlayson to the 
southwest angle of the last-named township; thence 
northerly along the westerly limit of that township to 
the northwest angle thereof; thence easterly along the 
northerly limit of that township to the southwest 
angle of the Township of McCraney; thence northerly 
along the westerly limit of the townships of McCraney, 
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Butt, Paxton and Ballantyne to the northwest angle 
of the last-named township; thence easterly along the 
northerly limit of that township to the southwest 
angle of the Township of Chisholm; thence northerly 
along the westerly limit of the townships of Chisholm 
and East Ferris to the southerly limit of the Township 
of West Ferris; thence westerly along the southerly limit 
of the District to the place of beginning; excepting 
therefrom, 

(a) the lands described in schedules 41 to 46; 

(6) the City of North Bay; 

{c) the Improvement District of Cameron; 


(d) the towns of Bonfield, Cache Bay, Mattawa 
and Sturgeon Falls; and 


(e) the municipal townships of Bonfield, Caldwell, 
Calvin, Chisholm, East Ferris, Field, Mat- 


tawan, Papineau, Springer, West Ferris and 
Widdifield. C.R.O. 1950, Reg. 363, Sched. 47. 


Schedule 48 
In the Territorial District of Parry Sound: 


The townships of Bethune and Proudfoot. C.R.O. 


1950, Reg. 363, Sched. 48. 


Schedule 49 
In the Territorial District of Parry Sound: 


The Township of Laurier. C.R.O. 1950, Reg. 363, 


Sched. 49. 


Schedule 50 
In the Territorial District of Parry Sound: 
The townships of, 
(a) Gurd; 
(b) Hardy; 
(c) Patterson; and 


(d) Pringle. C.R.O. 1950, Reg. 363, Sched. 50. 


Schedule 51 
In the Territorial District of Parry Sound: 


The Township of Lount. C.R.O. 1950, Reg. 363, 
Sched. 51. 


Schedule 52 
In the Territorial District of Parry Sound: 


The Township of Monteith. C.R.O. 1950, Reg. 363, 
Sched. 52. 


Schedule 53 
In the Territorial District of Parry Sound: 
The townships of, 
(a) Croft; 
(b) Ferrie; and 


(c) Spence. C.R.O. 1950, Reg. 363, Sched. 53. 
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Schedule 54 
In the Territorial District of Parry Sound: 
The townships of, 
(a) McConkey; 
(6) Mills; and 


(c) Wilson. C.R.O. 1950, Reg. 363, Sched. 54. 


Schedule 55 
In the Territorial District of Parry Sound: 
The townships of, 
(a) Burpee; 
(6) Burton; 
(c) Ferguson; and 


(d) McKenzie. C.R.O. 1950, Reg. 363, Sched. 55. 


Schedule 56 


In the Territorial District of Parry Sound: 


The townships of Conger and Cowper. C.R.O. 
1950, Reg. 363, Sched. 56. 
Schedule 57 
In the Territorial District of Parry Sound; 
The townships of Harrison and Shawanaga. C.R.O. 


1950, Reg. 363, Sched. 57. 


Schedule 58 
In the Territorial District of Parry Sound: 

The townships of, 
(a) Blair; 
(6) Brown; 
(c) Henvey; 
(d) Mowat; and 
(e) Wallbridge. C.R.O. 1950, Reg. 363, Sched. 58. 


Schedule 59 
In the Territorial District of Parry Sound: 


Beginning at the southwest angle of the District; 
thence easterly along the southerly limit of the District 
to the production southerly of the easterly limit of the 
Township of Humphry; thence northerly along that 
production and continuing northerly along the easterly 
limit of that township to the northeast angle thereof 
being also the southwest angle of the Township of 
Monteith; thence easterly along the southerly limit of 
the townships of Monteith, McMurrich, Perry and 
Bethune to the southeast angle of the last-named 
township; thence northerly along the easterly limit of 
the townships of Bethune, Proudfoot, Joly and Laurier 
to the southerly limit of the Township of South Hims- 
worth; thence easterly along the southerly limit of 
that township to the southeast angle thereof; thence 
northerly along the easterly limit of the townships of 
South Himsworth and North Himsworth, to the north- 
east angle of the last-named township; thence westerly 
along the northerly limit of that township to the shore 
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of Lake Nipissing; thence in a general westerly direction 
along the northerly limit of the District to the westerly 
limit of the District; thence southerly along the westerly 
limit of the District to the place of beginning; except- 
ing therefrom, 


(a) the lands described in schedules 48 to 58; 


(b) the towns of Kearney, Parry Sound, Powassan 
and Trout Creek; 


(c) the municipal townships of Armour, Carling, 
Chapman, Christie, Foley, Hagerman, Hum- 
phry, Joly, Machar, McDougall, McKellar, 
MecMurrich, Nipissing, North Himsworth, 
Perry, Ryerson, South Himsworth and Strong; 
and 


(d) the villages of Burk’s Falls, Magnetawan, 


Rosseau, South River and Sundridge. C.R.O. 
1950, Reg. 363, Sched. 59. 
Schedule 60 
In the Territorial District of Rainy River: 


The Township of Morley Additional. C.R.O. 1950, 


Reg. 363, Sched. 60. 
Schedule 61 
In the Territorial District of Rainy River: 
The townships of, 
(a) Croome and Curran; 
(b) 
(c) Mathieu; 
(d) 


Dewart; 


Nelles; 
(e) Pratt; 


(f) 


(g) Spohn and Sutherland. 
363, Sched. 61. 


Rowe; and 


C.R.O. 1950, Reg. 


Schedule 62 
In the Territorial District of Rainy River: 


Beginning at the intersection of the 3rd Base 
Line and the 5th Meridian; thence westerly along the 
3rd Base Line to the 6th Meridian; thence northerly 
along the 6th Meridian to the northerly limit of the 
District; thence westerly and southwesterly along the 
northerly limit of the District to the easterly limit of 
the Township of Croome; thence southerly along the 
easterly limit of the townships of Croome and Rowe to 
the southerly limit of the last-named township, being 
also the northerly limit of the municipal Township of 
Chapple; thence easterly along the northerly limit of 
the municipal Township of Chapple to the northeast 
angle thereof; thence southerly along the easterly limit 
of that township to the northerly limit of the Improve- 
ment District of Kingsford; thence easterly along the 
last-mentioned limit to the northeast angle thereof; 
thence southerly along the easterly limit of that 
improvement district to the southeast angle thereof, 
being also the southwest angle of the Township of 
Dance; thence easterly along the southerly limit of the 
Township of Dance to the southeast angle thereof, 
being also the northwest angle of the Township of 
Miscampbell; thence southerly along the westerly limit 
of that township to the southwest angle thereof; thence 
easterly along the southerly limit of that township to 
the westerly limit of Indian Reserve No. 18B; thence 
southerly along that limit to the southwest angle of 


that reserve; thence easterly along the southerly limit 
of that reserve to the northwest angle of Indian 
Reserve No. 16A; thence southerly along the westerly 
limit of that reserve to the southwest angle thereof; 
thence easterly along the southerly limit of that reserve 
to the easterly limit of the Township of MclIrvine; 
thence southerly along that limit and the production 
southerly thereof to the International Boundary; thence 
in a general easterly direction along that boundary to 
the production southerly of the 5th Meridian; thence 
northerly along that production and _ continuing 
northerly along the Sth Meridian to the place of 
beginning. C.R.O. 1950, Reg. 363, Sched. 62. 


Schedule 63 
In the Territorial District of Rainy River: 


Beginning at the northeast angle of the District; 
thence westerly along the 3rd Base Line being also the 
northerly limit of the District to the 5th Meridian; 
thence southerly along the 5th Meridian and the pro- 
duction southerly thereof to the southerly limit of the 
District, being also the International Boundary; thence 
in a general easterly direction along that boundary to 
the easterly limit of the District; thence northerly along 
the easterly limit of the District to the place of begin- 
ning; excepting therefrom the Improvement District 
of Atikokan. C.R.O. 1950, Reg. 363, Sched. 63. 


Schedule 64 
In the Territorial District of Rainy River: 


Beginning at a point where the easterly limit of 
the District intersects the International Boundary in 
Saganaga Lake; thence northerly along that limit to 
the northeast angle of the District; thence westerly 
along the 3rd Base Line being also the northerly limit 
of the District to the 6th Meridian; thence northerly 
along the 6th Meridian a distance of six miles, more or 
less, to an angle in the District; thence due west forty- 
five miles, more or less, to the easterly shore of Sabas- 
kong Bay in the Lake of the Woods; thence westerly and 
southwesterly along the southerly shore of that bay 
and along the easterly shore of the Lake of the Woods 
to where the last-named shore is intersected by the 
49 degree parallel of north latitude; thence due west 
along that parallel of latitude a distance of fifteen miles, 
more or less, to the International Boundary; thence 
southerly and easterly along the International Boundary 
to the place of beginning; excepting therefrom, 


(a) the lands in schedules 60 to 63; 


(b) the improvement districts of Atikokan and 
Kingsford; 


(¢) the towns of Fort Frances and Rainy River; 
and 


the municipal townships of Alberton, Atwood, 
Blue, Chapple, Dilke, Emo, Lavallee, Me- 
Crosson and Tovell, McIrvine, Morley and 
Pattullo, Morson and Worthington. C.R.O. 
1950, Reg. 363, Sched. 64. 


(d) 


Schedule 65 
In the Territorial District of Sudbury: 


Beginning at the northeast angle of the Township 
of Bonar; thence southerly along the easterly limit 
of that township to the northwest angle of the Town- 
ship of Lincoln; thence easterly along the northerly 
limit of the townships of Lincoln and Lemoine to the 
northeast angle of the last-named township; thence 
southerly along the easterly limit of the townships of 
Lemoine, Carty, Pinogami, Biggs, Rollo, Swayze an 
Cunningham, and continuing southerly along the 
production southerly of the easterly limit of the last- 
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named township to the northeast angle of the Township 
of Tp. 19; thence continuing southerly along the 
easterly limit of the Township of Tp. 19 to the southerly 
limit thereof; thence easterly along the production 
easterly of the southerly limit of the last-named 
township to a point where it is intersected by the 
production northerly of the westerly limit of the 
Township of Faust; thence southerly along that 
production and continuing southerly along the easterly 
limit of the townships of Tp. 9Z and Tp. 8Z to the 
southeast angle of the last-named township; thence 
westerly along the southerly limit of the townships of 
ipa cZ, lpasa Lpmob. ips oe lipms Ds py 8h, 
Tp. 8F, Tp. 8G and Tp. 8H, and continuing westerly 
along the southerly limit of the townships of Tp. 22 
and Tp. 23, Range 15, to the southwest angle of the 
last-named township, being a point in the westerly 
limit of the District; thence northerly along that limit 
to the northeast angle of the Township of Tp. 24, 
Range 22, in the Territorial District of Algoma; thence 
westerly along the northerly limit of the last-named 
township to the southeast angle of the Township of 
Tp. 24, Range 23, being a point in the westerly limit 
of the Territorial District of Sudbury; thence northerly 
along that limit to the northwest angle of the Township 
of Tp. 44; thence easterly along the northerly limit of 
the townships of Tp. 44 and Lang to the northeast 
angle of the last-named township, being also the south- 
west angle of the Township of Missinaibi; thence 
northerly along the westerly limit of the townships of 
Missinaibi and Baltic to the northwest angle of the 
last-named township; thence easterly along the 
northerly limit of the townships of Baltic, Barclay, 
Calais, Lloyd and Bonar to the place of beginning; 
excepting therefrom the municipal Township of 
Chapleau. C.R.O. 1950, Reg. 363, Sched. 65. 


Schedule 66 
In the Territorial District of Sudbury: 


Beginning at the northeast angle of the Township 
of Frey; thence southerly along the easterly limit 
of the townships of Frey, Sewell, Kenogaming, Regan, 
Wigle, Whalen and Somme to the northerly limit of 
the Township of Neville; thence easterly along the 
northerly limit of that township to the northeast angle 
thereof; thence southerly along the easterly limit of 
that township to the southeast angle thereof; thence 
westerly along the southerly limit of the townships of 
Neville, Potier, Huffman, Osway, Esther and Fawn 
to the westerly limit of the last-named township; thence 
northerly along the last-mentioned limit and continu- 
ing northerly along the easterly limit of the townships 
of Cunningham, Swayze, Rollo, Biggs, Pinogami, Carty 
and Lemoine to the northerly limit of the last-named 
township, being also the southerly limit of the Town- 
ship of Shenango; thence westerly along the southerly 
limit of the townships of Shenango and Sherlock to the 
westerly limit of the last-named township; thence 
northerly along the westerly limit of that township to 
the northwest angle thereof; thence easterly along the 
northerly limit of the townships of Sherlock, Shenango, 
Oates, Oswald, Melrose and Frey to the place of 
beginning. C.R.O. 1950, Reg. 363, Sched. 66. 


Schedule 67 
In the Territorial District of Sudbury: 
The townships of, 


(a) Abney, Alcona, Alton, Arbutus, Arden and 
Athlone; 


(b) Battersby, Biscotasi and Breadner; 


(c) Carew, Cavell, Ceylon, 
Comox and Cortez; 


Chalet, Chester, 


(d) Dublin and Durban; 


(e) Earl, Edith, Elizabeth and Ethel; 
(f) Fairbairn, Faust, Fingal and Fulton; 
(g) Gladwin; 

(h) Hall, Hong Kong and Hubbard; 

(2) Invergarry, Iris and Ivy; 

(j) Jasper and Joffre; 

(k) Kelso; 

(1) La Fleche; 
(m) Margaret, McPhail and Muldrew; 


(n) Onaping; 


(o) Smuts; 
(p) Yeo; and 


py We, eh, Wy Wey S, Win, Oeunch Wj, WY, CIRsey- 


1950, Reg. 363, Sched. 67. 
Schedule 68 
In the Territorial District of Sudbury: 
The townships of, 
(a) Acadia, Amyot, Armagh and Asquith; 
(6) Baynes, Beaumont, Beemer, Benneweis, Beres- 
ford, Beulah, Blewett, Brebeuf, Browning, 


Brunswick and Burrows; 


(c) Cabot, Carter, Champagne, Churchill, Clary, 
Connaught, Cotton and Crothers; 


(d) Delhi, DeMorest, Dunbar and Dundee; 

(e) Edinburgh, Ellis, Emerald and English; 

(f) Fawcett and Frechette; 

(g) Garibaldi, Garvey, Gouin, Grigg and Groves; 


(h) Haentschel, Halliday, Hassard, Hazen, Hen- 
nessy, Hodgetts, Howey and Hutt; 


(z) Inverness; 

(7) Jack; 

(Rk) Kelvin and Kemp; 

(1) Lampman, Leask and Londonderry; 

(m) Macmurchy, Marconi, Marquette, Marshay, 
Mattagami, McBride, McLeod, McNamara, 
Middleboro, Miramichi, Moffat, Moher and 
Mond; 

(x) Natal, Noble, Northrup and Nursey; 

(0) Ogilvie; 

(p) Parker and Paudash; 

(q) Roblin; 

(rv) St. Louis, Scotia, Seagram, Selby, Selkirk, 
Semple, Sheard, Shelley, Shelburne, Sladen, 
Sothman, Stetham, Stobie, Stull and Sweeny; 

(s) Togo and Turner; 

(t) Unwin; 


(w) Valin and Vrooman; 
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(v) Westbrook; and 


(w) Zavitz. C.R.O. 1950, Reg. 363, Sched. 68. 


Schedule 69 
In the Territorial District of Sudbury: 
The townships of, 
(a) Acheson and Antrim; 
(6) Cartier, Cascaden and Craig; 
(c) Dennie; 
(d) Emo and Ermatinger; 
(e) Gilbert; 
(f) Hart, Harty and Hess; 


(g) Leinster and Levack except that part in the 
Town of Levack; 


(hk) Moncrieff, Morse and Munster; 
(1) Rhodes; 

(7) Stralak; 

(k) Ulster; and 


(1) Tp. 107, Tp. 108, Tp. 114, Tp. 115and Tp. 120. 
C.R.O. 1950, Reg. 363, Sched. 69. 


Schedule 70 
In the Territorial District of Sudbury: 
The townships of, 
(a) Afton and Aylmer; 
(6) Botha and Bowell; 


(c) Capreol except that part in the Town of 
Capreol, and Creelman; 


(d) Davis; 

(e) Falconbridge, Foy and Fraleck; 
(f) Henry and Hutton; 

(g) Janes; 

(h) Kelly and Kitchener; 

(1) Loughrin and Lumsden; 


(j) Macbeth, Mackelcan, Maclennan, McCarthy, 
McConnell, McNish and Morgan; 


(k) Norman; 

(1) Parkin; 

(m) Rathbun and Roberts; 

(n) Scadding, Sheppard and Street; 

(o) Telfer and Tyrone; and 

(p) Wisner. C.R.O. 1950, Reg. 363, Sched. 70. 
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Schedule 71 
In the Territorial District of Sudbury: 
The townships of, 
(a) Allen, Attlee and Awrey; 
(6) Bevin, Bigwood, Broder and Burwash; 
(c) Caen, Cherriman, Cleland, Cox and Creighton; 
(d) Delamere, Dieppe, Dill and Dryden; 
(e) Eden; 
(f) Fairbank and Foster; 
(g) Goschen; 


(h) Haddo, Halifax, Hawley, Hendrie, Hoskin 


and Hyman; 


Ww 


(7) Kilpatrick; 


Laura, Lorne and Louise; 


wa 


G 
(k) Roosevelt; 


(Ll) Sale, Secord, Servos, Snider, Stalin and 


Struthers; 


(im) Tilton, Totten, Travers, Trill and Truman; 
and 


(n) Waldie. C.R.O. 1950, Reg. 363, Sched. 71. 
Schedule 72 
In the Territorial District of Sudbury: 


The Township of Scollard. C.R.O. 1950, Reg. 363, 
Sched. 72. 


Schedule 73 
In the Territorial District of Sudbury: 

The townships of, 
(a) Bigelow; 
(6) Dunlop; 
(c) Gough; 
(d) McKinnon, Merritt and Mongowin; 
(e) Porter; 
(f) Shakespeare; 
(g) Vernon; and 


(h) Tp. 118 and Tp. 119. C.R.O. 1950, Reg. 363, 
Sched. 73. 


Schedule 74 
In the Territorial District of Sudbury: 


Beginning at a point on the north shore of North 
Channel at the southwest angle of the Townshi 
of Harrow; thence northerly along the westerly limit 
of that township to the southeast angle of the Town- 
ship of Salter; thence westerly, southerly and westerly 
along the southerly limit of the Township of Salter to 
the southwest angle thereof; thence northerly along 
the westerly limit of that township to the northw 


Reg. 562 
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angle thereof; thence easterly along the northerly 
limit of the township to the northeast angle thereof, 
being also the southwest angle of the Township of 
Gough; thence northerly along the westerly limit of the 
townships of Gough, Tp. 118, Tp. 119 and Tp. 120 
to the northwest angle of the last-named township; 
thence easterly along the northerly limit of that 
township to the northeast angle thereof, being also 
the southwest angle of the Township of Tp. 114; 
thence northerly along the westerly limit of the town- 
ships of Tp. 114, Tp. 115, Gilbert and Dennie to the 
northerly limit of the last-named township; thence 
westerly along the northerly limit of the Township of 
Dennie and continuing westerly along the southerly 
limit of the townships of Alton, Jasper, Durban, Ethel 
and Comox to the southwest angle of the last-named 
township; thence northerly along the westerly limit of 
the townships of Comox, Fulton and Iris to the north- 
west angle of the last-named township, being also the 
southeast angle of the Township of Tp. 8Z; thence 
westerly along the southerly limit of the townships of 
UpecZ psa pe sbailipsrsC cl pros dlp shy 
Tp. 8F, Tp. 8G and Tp. 8H, and continuing westerly 
along the southerly limit of the townships of Tp. 22 
and Tp. 23, Range 15, to the easterly limit of the 
Township of Tp. 24, Range 15, in the Territorial 
District of Algoma; thence northerly along the easterly 
limit of the Township of Tp. 24, Ranges 15 to 22, both 
inclusive, in that District, to the northeast angle of 
the last-named township; thence westerly along the 
northerly limit of that township to the southwest 
angle of the Township of Tp. 23, Range 23, in the 
Territorial District of Sudbury; thence northerly along 
the westerly limit of the Township of Tp. 23, Range 23, 
and continuing northerly along the production northerly 
of that limit to the northwest angle of the Township 
of Rennie; thence easterly along the northerly limit 
of the townships of Rennie, Leeson, Baltic, Barclay, 
Calais, Lloyd, Bonat, Sherlock, Shenango, Oates, 
Oswald, Melrose and Frey to the northeast angle 
of the last-named township; thence southerly along 
the easterly limit of the townships of Frey, Sewell 
and Kenogaming to the northwest angle of the Town- 
ship of Crothers; thence easterly along the northerly 
limit of the townships of Crothers, McBride, Hassard, 
Beemer, English and Zavitz to the northeast angle of 
the last-named township; thence southerly along the 
easterly limit of the townships of Zavitz, Hutt, Halli- 
day, Mond, Natal, Macmurchy, Fawcett, Ogilvie and 
Browning to the southeast angle of the last-named 
township, being also the northwest angle of the Town- 
ship of Stull; thence easterly along the northerly limit 
of the townships of Stull, McLeod, Ellis, Parker, Selby 
and Sladen to the northeast angle of the last-named 
township; thence southerly along the easterly limit 
of the townships of Sladen, Shelburne and Delhi to 
the southeast angle of the last-named township; 
thence westerly along the southerly limit of that town- 
ship to the northeast angle of the Township of Armagh; 
thence southerly along the easterly limit of the town- 
ships of Armagh, Afton, Macbeth, McNish, Janes, 
Henry, Ratter and Dunnet to the southeast angle of 
the last-named township; thence westerly along the 
southerly limit of that township to the northeast 
angle of the Township of Casimir; thence southerly 
along the easterly limit of the townships of Casimir, 
Haddo and Martland to the northerly limit of the 
Township of Scollard; thence easterly along that limit 
to the southerly limit of the District; thence westerly 
along that limit to the southwest angle of the Town- 
ship of Travers; thence northerly along the westerly 
limit of the townships of Travers and Kilpatrick to 
the northwest angle of the last-named township, being 
also the northeast angle of the Township of Humboldt; 
thence westerly along the northerly limit of that town- 
ship to the easterly limit of the Township of Carlyle; 
thence northerly along the easterly limit of the Town- 
ship of Carlyle to the southeast angle of the Township 
of Goschen; thence westerly along the southerly limit 
of the Township of Goschen and continuing westerly 
along the production westerly of that limit to the shore 
of Georgian Bay; thence continuing westerly along the 
southerly limit of the District to the place of beginning; 
excepting therefrom, 


(a) the lands in schedules 65 to 73; 
(b) the City of Sudbury; 
(¢) the Improvement District of Renabie; 


(d) the towns of Capreol, Chelmsford, Coniston, 
Copper Cliff, Frood Mine, Levack, Massey 
and Webbwood; and 


(e) the municipal townships of Baldwin, Balfour, 
Blezard, Casimir, Jennings and Appleby, 
Chapleau, Cosby and Mason, Dowling, 
Drury, Denison and Graham, Hagar, Hallam, 
Hanmer, Martland, McKim, Nairn, Neelon 
and Garson, Ratter and Dunnet, Rayside, 
Salter, May and Harrow, and Waters. C.R.O. 
1950, Reg. 363, Sched. 74. 


Schedule 75 
In the Territorial District of Thunder Bay: 


Beginning at the southeast angle of the Town- 
ship of Bell; thence westerly along the southerly limit 
of the townships of Bell, Low, Klotz, Fernow, O’Meara, 
Bain and Bickle to the southwest angle of the last- 
named township; thence northerly along the westerly 
limit of the Township of Bickle and continuing north- 
erly along the production northerly of that limit to 
the southerly limit of the Township of Nakina; thence 
westerly along the southerly limit of the townships of 
Nakina, Exton, Danford, Paska and Oboshkegan to 
the southwest angle of the last-named township; 
thence west astronomically to Phillips’ and Benner’s 
Line 1920; thence southerly along that line to Ross’s 
Base Line 1923; thence westerly along the last-named 
Line to the westerly limit of the District; thence 
northerly along that limit to the northerly limit of the 
District; thence easterly along the last-mentioned limit 
to the easterly limit of the District; thence southerly 
along the last-mentioned limit to the northerly limit of 
the Township of Bain; thence easterly along the north- 
erly limit of the townships of Bain, O’Meara, Fernow, 
Klotz, Low and Bell to the northeast angle of the last- 
named township; thence southerly along the easterly 
limit of that township to the place of beginning. C.R.O. 
1950, Reg. 305, Seneds hor, 


Schedule 76 
In the Territorial District of Thunder Bay: 


Beginning at the northeast angle of the Town- 
ship of Shabotik being a point in the easterly limit of 
the District; thence southerly along the easterly limit 
of the District to the shore of Lake Superior; thence 
in a general westerly and northwesterly direction along 
that shore to the southwest angle of the Township of 
Pic; thence easterly along the southerly limit of that 
township to the southeast angle thereof; thence north- 
erly along the easterly limit of the Township of Pic 
to the northeast angle thereof; thence westerly along 
the northerly limit of that township to the southwest 
angle of Township 75; thence northerly along the 
westerly limit of that township to the northwest angle 
thereof; thence easterly along the northerly limit of 
Township 75 to the easterly limit thereof; thence 
southerly along that limit to the northerly limit of 
Township 74; thence easterly along the northerly limit 
of Township 74, Township 73, Township 72 and Town- 
ship 71 to the northeast angle of the last-numbered 
township, being also the southwest angle of the Town- 
ship of Bryant; thence northerly along the westerly 
limit of the townships of Bryant, Atikameg and McGill 
to the northwest angle of the last-named township; 
thence easterly along the northerly limit of the town- 
ships of McGill and Shabotik to the place of beginning. 
C.R.O. 1950, Reg. 363, Sched. 76. 
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Schedule 77 
In the Territorial District of Thunder Bay: 


Beginning at the northeast angle of the Town- 
ship of Shabotik being a point in the easterly limit of 
the District; thence westerly along the northerly limit 
of the townships of Shabotik and McGill to the north- 
west angle of the last-named township; thence south- 
erly along the westerly limit of the townships of McGill, 
Atikameg and Bryant to the southwest angle of the 
last-named township, being also the northeast angle 
of Township 71; thence westerly along the northerly 
limit of Township 71, Township 72, Township 73 and 
Township 74 to the southeast angle of Township 75; 
thence northerly along the easterly limit of that town- 
ship to the northeast angle thereof; thence westerly 
along the northerly limit of Township 75 and the Im- 
provement District of Marathon to the southeast 
angle of Township 79; thence northerly along the 
easterly limit of that township to the northeast angle 
thereof; thence westerly along the northerly limit of 
Township 79, Township 80, Township 81, Township 82, 
Township 83 and Vownship 84, to the northwest angle 
of the last-numbered township; thence southerly along 
the westerly limit of that township to the north shore of 
Lake Superior; thence in a general westerly direction 
following that shore to the easterly limit of the Town- 
ship of Nipigon; thence northerly along the easterly 
limit of that township to the northeast angle thereof; 
thence easterly along the production easterly of the 
northerly limit of that township to the point of inter- 
section with the production southerly of the easterly 
limit of the Township of Ledger; thence northerly along 
the last-mentioned production to the southeast angle 
of the Township of Ledger; thence easterly along the 
production easterly of the southerly limit of that town- 
ship to its intersection with the production southerly 
of the easterly limit of the Township of Vincent; thence 
northerly along that production to the southeast angle 
of the last-named township; thence easterly along the 
production easterly of the southerly limit of that town- 
ship to where it is intersected by the production south- 
erly of the easterly limit of the Township of Croll; 
thence northerly along that production to the south- 
east angle of the Township of Croll; thence easterly 
along the production easterly of the southerly limit of 
that township eight miles; thence south astronomically 
twelve miles; thence east astronomically thirty-five 
miles; thence south astronomically twelve miles; thence 
east astronomically to the easterly limit of the District; 
thence southerly along the easterly limit of the District 
to the place of beginning. C.R.O. 1950, Reg. 363, 
Sched. 77. 


Schedule 78 
In the Territorial District of Thunder Bay: 
The townships of, 
(a) Pic; and 
(6) Township 76, 


except the parts thereof in the Improvement District 
of Marathon. C.R.O. 1950, Reg. 363, Sched. 78. 


Schedule 79 
In the Territorial District of Thunder Bay: 


Township 79 and Township 80. 
Reg. 363, Sched. 79. 


Schedule 80 


C.R.O. 1950, 


In the Territorial District of Thunder Bay: 


Township 81, Township 82, Township 83 and Town- 
ship 84, except the parts thereof in the _ Improvement 
District of Terrace Bay. C.R.O. 1950, Reg. 363, 
Sched. 80 
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Schedule 81 
In the Territorial District of Thunder Bay: 


Beginning at the southeast angle of the Towa- 
ship of Bell being a point in the easterly limit of the 
District; thence westerly along the southerly limit of 
the townships of Bell, Low, Klotz, Fernow, O'Meara, 
Bain and Bickle to the southwest angle of the last- 
named township; thence northerly along the westerly 
limit of the Township of Bickle and continuing north- 
erly along the production northerly of the westerly 
limit of that township to the southerly limit of the 
Township of Nakina; thence westerly along the south- 
erly limit of the townships of Nakina, Exton, Danford, 
Paska and Oboshkegan to the southwest angle of the 
last-named township; thence southerly along the pro- 
duction southerly of the westerly limit of that town- 
ship to the southeast angle of the Township of Vincent; 
thence easterly along the production easterly of the 
southerly limit of the Township of Vincent to where it 
is intersected by the production southerly of the east- 
erly limit of the Township of Croll; thence northerly 
along that production to the southeast angle of that 
township; thence easterly along the production easterly 
of the southerly limit of that township eight miles; 
thence south astronomically twelve miles; thence east 
astronomically thirty-five miles; thence south astronom- 
ically twelve miles; thence east astronomically to the 
easterly limit of the District; thence northerly along the 
easterly limit of the District to the place of beginning; 
excepting therefrom the Town of Geraldton. C.R.O. 
1950, Reg. 363, Sched. 81. 


Schedule 82 
In the Territorial District of Thunder Bay: 


Beginning at the southwest angle of the Town- 
ship of Dorion; thence northerly along the westerly 
limit of that township to the northwest angle thereof; 
thence easterly along the northerly limit of the town- 
ship to where it is intersected by the production 
southerly of the westerly limit of the Township of 
Innes; thence northerly along that production to where 
it is intersected by the production westerly of the 
northerly limit of the Vownship of Booth; thence 
westerly along the production westerly of the northerly 
limit of that township to Phillips’ and Benner’s Line 
1920; thence northerly along that line to the point of 
intersection with a line drawn west astronomically 
from the southwest angle of the Township of Obosh- 
kegan; thence east astronomically to the southwest 
angle of that township; thence southerly along the pro- 
duction southerly of the westerly limit of the Township 
of Oboshkegan to the southeast angle of the Township 
of Vincent; thence continuing southerly along the pro- 
duction southerly of the easterly limit of that township 
to where it is intersected by the production easterly of 
the southerly limit of the Township of Ledger; thence 
westerly along that production to the southeast angle 
of the Township of Ledger; thence southerly along the 
production southerly of the easterly limit of that town- 
ship to where it is intersected by the production 
easterly of the northerly limit of the Township of 
Nipigon; thence westerly along the last-mentioned 
production to the northeast angle of that township; 
thence southerly along the easterly limit of the Town- 
ship of Nipigon and continuing southerly along the 
production southerly of that limit two miles, more or 
less, to a point in the west shore of Nipigon Bay; 
thence in a general southerly direction following that 
shore to the southeast angle of the Township of Lyon; 
thence westerly along the southerly limit of that town- 
ship to the northerly shore of Black Bay; thence in a 
general westerly and southerly direction following the 
northerly and westerly shore of Black Bay to the 
southeast angle of the Township of Dorion; thence 
westerly along the southerly limit of that township to 
the place of beginning; excepting therefrom, 


(a) the improvement districts of Beardmore and 
Red Rock; and 
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(6) the municipal Township of Nipigon. C.R.O. 


1950, Reg. 363, Sched. 82. 


Schedule 83 
In the Territorial District of Thunder Bay: 


Beginning at a point in the westerly limit of the 
District where it is intersected by Ross’s Base Line 
1923; thence easterly along that line seventy-six miles, 
more or less, to Phillips’ and Benner’s Line 1920; 
thence southerly along the last-named line to where 
it is intersected by the production westerly of the 
northerly limit of the Township of Booth; thence 
easterly along that production to where it is intersected 
by the production southerly of the westerly limit of 
the Township of Innes; thence southerly along the last- 
mentioned production to the northerly limit of the 
Township of Dorion; thence westerly along the 
northerly limit of that township to the northwest 
angle thereof; thence southerly along the westerly 
limit of the Township of Dorion to the southwest 
angle thereof; thence continuing southerly along the 
production southerly of that limit nine miles, more or 
less, to an angle in the municipal Township of Shuniah; 
thence westerly along the northerly limit of that 
township to the easterly limit of the Township of 
Gorham; thence southerly along the easterly limit of 
the Township of Gorham to the southeast angle 
thereof; thence westerly along the southerly limit of 
the townships of Gorham and Ware to the easterly 
limit of the Township of Conmee; thence northerly 
along the easterly limit of the last-named township to 
the northeast angle thereof; thence westerly along the 
northerly limit of that township to the northwest 
angle thereof; thence southerly along the westerly 
limit of the townships of Conmee and O’Connor to 
the southwest angle of the last-named township; 
thence easterly along the southerly limit of that 
township to the southeast angle thereof; thence 
northerly along the easterly limit of the township 
to the northerly limit of the Township of Scoble; 
thence easterly along the northerly limit of the Town- 
ship of Scoble to the northeast angle thereof; thence 
southerly along the easterly limit of that township to 
the southerly limit of the Township of Paipoonge; 
thence easterly along the southerly limit of that town- 
ship one mile, more or less, to an angle in the Township 
of Neebing; thence southerly along the easterly limit of 
the townships of Scoble and Pearson to the southeast 
angle of the last-named township; thence westerly 
along the southerly limit of that township to the north- 
east angle of the Township of Devon; thence southerly 
along the easterly limit of that township and continu- 
ing southerly along the production southerly of that 
limit to the International Boundary; thence in a 
general westerly direction along the International 
Boundary to the westerly limit of the District; thence 
northerly along that limit of the District to the place of 
beginning; excepting therefrom the municipal Town- 
ship of Gillies. C.R.O. 1950, Reg. 363, Sched. 83. 


Schedule 84 
In the Territorial District of Thunder Bay: 


Beginning at a point where the easterly limit of 
the Territorial District of Thunder Bay intersects the 
north shore of Lake Superior; thence south astronomi- 
cally to the International Boundary; thence in a general 
westerly direction along that boundary to the westerly 
limit of the District, being also the easterly limit of 
the Territorial District of Rainy River; thence north 
astronomically along that limit to the middle channel 
of Lake St. Joseph; thence northeasterly along that 
channel and the middle channel of the Albany River 
to its intersection with the westerly limit of the Terri- 
torial District of Cochrane; thence southerly along that 
limit to the southwest angle of the Township of Ray- 
nar, being also the northwest angle of the Township 
of Bain in the Territorial District of Thunder Bay; 


thence easterly along the northerly limit of the town- 
ships of Bain, O’Meara, Fernow, Klotz, Low and Bell 
to the northeast angle of the last-named township, 
being a point in the easterly limit of the last-named 
District; thence southerly along that limit to the place 
of beginning; excepting therefrom, 

(a) the lands in schedules 75 to 83; 

(b) the cities of Fort William and Port Arthur; 


(c) the improvement districts of Beardmore, 
Marathon, Red Rock and Terrace Bay; 


(d) the Town of Geraldton; and 
(e) the municipal townships of Conmee, Gillies, 
Neebing, Nipigon, O’Connor, Oliver, Pai- 


poonge, Schreiber and Shuniah. C.R.O. 1950, 
Reg. 363, Sched. 84. 


Schedule 85 
In the Territorial District of Timiskaming: 
The townships of, 
(a) Adams, Alma and Argyle; 


(b) Baden, Bannockburn, Bartlett, Blackstock, 
Bompas and Burt; 


(c) Cairo, Childerhose and Cleaver; 


(d) Davidson, Denton, Doon, Douglas, Doyle and 
Dunmore; 


(e) Eldorado; 

(f) Fallon, Fasken, Flavelle and Fripp; 
(g) Geikie and Gross; 

(h) Hillary, Hincks and Holmes; 

(1) Keefer and Kimberley; 

(j ) Langmuir and Lee; 


(k) McArthur, McEvay, McKeown, McNeil, 
Michie, Midlothian, Montrose and Musgrove; 


(1) Nordica; 
(m) Pharand, Powell and Price; 
(1) Reynolds and Robertson; 
(0) Sheba; 
(p) Terry, Thorneloe, Timmins and Tolstoi; 
(q) Willison; and 


(r) Yarrow. C.R.O. 1950, Reg. 363, Sched. 85. 


Schedule 86 
In the Territorial District of Timiskaming: 
The townships of, 
(a) Brewster; 
(6) Charters, Chown, Corkill and Corley; 
(c) Donovan and Dufferin; 
(d) Gamble; 


(e) Haultain; 
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(f) Knight; 

(g) Lawson, Leckie, Leith and Leonard; 
(h) Milner and Morel; 

(7) Nicol and North Williams; 

(7) Rankin, Ray and Raymond; 

(k) Tyrrell; and 


(1) Van Hise. C.R.O. 1950, Reg. 363, Sched. 86. 


Schedule 87 
In the Territorial District of Timiskaming: 
The townships of, 
(a) Auld; 
(b) Banks, Barber, Beauchamp and Bryce; 
(c) Cane; 
(d) Farr; 
(e) Henwood; 
(f) Lundy; 
(g) Mickle; 
(h) Roadhouse and Robillard; 
Smyth and 


(7) Savard, Sharpe, Shillington, 


Speight; 
(j) Truax and Tudhope; and 


(k) Wallis and Willet. C.R.O, 1950, Reg. 363, 


Sched. 87. 


Schedule 88 
In the Territorial District of Timiskaming: 

The townships of, 

(a) Barr and Brigstocke; 

(b) Cole; 

(c) Dane; 

(d) Firstbrook; 

(e) Gillies Limit; 

(f) Kittson and Klock; 

(g) Leo; 

(h) McGiffin and Medina; 

(2) Rorke; 

(j) Trethewey; 

(k) van Nostrand; and 


(1) Whitson. C.R.O. 1950, Reg. 363, Sched. 88. 


Schedule 89 
In the Territorial District of Timiskaming: 
The townships of, 
(a) Arnold; 
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(6) Ben Nevis; 

(c) Catharine and Clifford; 
(d) Hearst; 

(e) Katrine; 

(f) McElroy and McFadden; 


(g) McVittie except that part in the Improvement 
District of McGarry; 


(A) Ossian; 
(z) Pontiac; 
(7) Rattray; and 
(k) Skead. C.R.O. 1950, Reg. 363, Sched. 89. 
Schedule 90 
In the Territorial District of Timiskaming: 
The townships of, 


(a) Benoit except that part in the Improvement 
District of Kingham; 


(6) Bernhardt, Bisley, Blain and Boston; 
(c) Eby; | 
(d) Grenfell; 
(e) Lebel; 
(f) Maisonville, Marquis and Morrisette; 
(g) Otto;.and 
(h) Pacaud. C.R.O. 1950, Reg. 363, Sched. 90. 
Schedule 91 
In the Territorial District of Timiskaming: 
The townships of, 
(a) Bayly; 
(6) Ingram; 
(c) Marter and Mulligan; and 


(d) Pense. C.R.O. 1950, Reg. 363, Sched. 91. 


Schedule 92 
In the Territorial District of Timiskaming: 


The townships of Lorrain and South Lorrain. 
C.R.O. 1950, Reg. 363, Sched. 92. 


Schedule 93 
In the Territorial District of Timiskaming: 


Beginning at the northeast angle of the Town- 
ship of Riddell in the Territorial District of Nipissing, 
being also the southwest angle of the Township of 
South Lorrain in the Territorial District of Timiskam- 
ing; thence northerly along the westerly limit of the 
last-named township to the southwest angle oi the 
Township of Lorrain; thence westerly in a straight line 
71% miles, more or less, to the southeast angle of the 
Township of Brigstocke; thence continuing westerly 
along the southerly limit of the townships of Brigstocke, 
Cole and Medina to the southwest angle of the last- 
named township; thence northerly along the westerly 
limit of that township to the northwest angle thereof, 
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being also the southeast angle of the Township of 
Rorke; thence westerly along the southerly limit of the 
townships of Rorke, McGiffin, Gamble, Corley, Leckie 
and Dufferin to the southwest angle of the last-named 
township; thence northerly along the westerly limit of 
the townships of Dufferin, North Williams, Leonard, 
Tyrrell, Knight, Raymond, Midlothian, Montrose and 
Hincks to the northwest angle of the last-named town- 
ship, being also the southeast angle of the Township 
of Geikie; thence westerly along the southerly limit of 
the townships of Geikie, Bartlett, Musgrove, Doyle, 
Childerhouse and Pharand to the southwest angle of 
the last-named township; thence northerly along the 
westerly limit of the townships of Pharand, Hillary and 
Keefer to the northwest angle of the last-named town- 
ship; thence easterly along the northerly limit of the 
townships of Keefer, Denton, Thorneloe, Price, Adams, 
Eldorado, Langmuir, Blackstock, Timmins, McEvay, 
Tolstoi, Black, Benoit, Melba, Bisley, Clifford, Ben 
Nevis and Pontiac to the boundary between Ontario 
and Quebec; thence southerly along that boundary to 
a point east astronomically from the place of beginning; 
thence west astronomically a distance of 1014 miles, 
more or less, along the southerly limit of the Township 
of South Lorrain, to the place of beginning; excepting 
therefrom, 


(a) the lands in schedules 85 to 92; 


(6) the improvement districts of Gauthier, King- 
ham (part), and McGarry; 


(c) the Towns of Charlton, Cobalt, Englehart, 
Haileybury, Latchford and New Liskeard; 


(d) the municipal townships of Armstrong, 
Brethour, Bucke, Casey, Chamberlain, Cole- 
man, Dack, Dymond, Evanturel, Harley, 
Harris, Hilliard, Hudson, James, Kerns, 
Larder Lake, Matachewan and Teck; and 

(e) the Village of Thornloe. C.R.O. 1950, 

Reg. 363, Sched. 93. 


Form 1 
The Vital Statistics Act 
NOTICE OF LIVE BIRTH OR STILLBIRTH 


tae Namerofenother (print) Me gee eo ni tuslet ei paneaelsl at aes 
(Mrs./Miss) (surname) 


(given names) 


2, Permanent address of mother... -4+.4sse4ss5-650 


(city, town or village, township, county or district) 


3. Place of birth: Home [_] Hospital (] 


AP Mateo tubintiite nae: icc 2 scot eae meet ey eal eee 
(day month year) 
Sex: Male] Female [_] 
SEDGE Wwelpiuterrnrmr. “accra ae manera aceon arene wees 


(Ibs. and ozs. or grams) 
Weeks of vestationon. wassmiseteriares 


6. Was child born alive? : 


Yes (] No [] Single 
Twin (] Triplet _] Other [J 
7. Number of previous pregnancies...............00. 
Number of previous births: live....  still....... : 


8. Were any congenital malformations noted at birth: 
Wes; lil] No [] 


ifivesidescribent anvanat.ce cies aiscraemeascestee 


oO 


Was there a birth injury: Yes (J 


lf yes, describes acc. ase oes ae Ao 


(signature of attending 
physician or nurse) 


(name of family physician) 


O. Reg. 39/58, s. 1. 
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Form 2 
The Vital Statistics Act 
STATEMENT OF BIRTH 


Pees 


For use of Registrar General only 


WELACE OF SBTKa EH: 


City, Town, Village 
OP DOW TSI pn cre eco te ecte  c oo ove. ose CLO RNG GOSS ore cae Seva Vera och arRate ea cian eee ee 
(if birth took place in a hospital or 
other institution, state the name thereof) 


County or 

Territorial District tomes ote ee totter eke tances tomatoe eg oe AAR Dae cote aac roa Peer ea ita ois secede en 
* CHILD IN FULL ae ee rh alba ae 

CHILD IN FULL 

(Surname) 
(Given names) 
BES DY. CAMO Te OT mE OO Got oer 
(Write male or female) 

4, (1) Single (] Twin (] Triplet (J Other (J (Place X in proper square) 


Qik OLUBR state themumber. scares ack 
(3) If a twin, triplet or other, state whether the child was born first, second, third, et cetera 


S60. @ S96 Bee Ba! #80 8 90, 9) BS Oa OL FLD eee A Ss eyal e091 4) By alse als, te, (ele a) mi dubiids-sitar oles calake aial he vele Vere Pie Salve e. wim Ww adle iel\e) ap) <6. ees eat 


ify, Ga RS Sik 0) shod oj] N20 Oo Rete AR Ree are iA ere sricin Amira Eyre aka cuncaeite SCs fm A MOOD A MOE OCRIE Go s+ 
(Month by name) (Day) (Year) 
G, OWeioht ofichildiatebirths c/s stl ecg 30 sin Soshaelare oi ous len eeheaeee ee ACRIe ets ica RET RR Nee Ae ecto Srey 1a) cee 
(Ibs. and ozs. or grams) 
i Mengthiol pregnancy an Completed iweeks’--7 rec ic ccs oe ae ley a ele ceaevekecate lacie sre ole oiaiael orsie eiatee ine oie eee 
(Before completing items 8 to 13 read note 1.) 
PARTICULARS OF HUSBAND 
8. PRINT NAME IN FULL | | | | | | | | | | | | | | 
| 
(Surname) 
BERL AO RA ei mit 
(Given Names) 
Do OPERMANEN T ADDRESS | 665s bo asverelatee essex oh ae tere eae ec akties hear ate 
(Street address if any) 
bch ah Ca aU ANG Cate tae RS ORE Pig tl, Ee RHO aaa RGR 
TGA, BAIN SEU ois psn cts a seo coy ciepese wisn e-tela¥e, wisn (@ STR. Ab Gee aacieneel Oe oe eee token Senate ek eee cteterere een ee ee 


(See note 2) 
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ieee A GE nee capone. Bo poe ou 12 PVA CEVOKSE TR arn eeic rs: aie arene 
(At time of this birth) (Province, State or Country) 
z,| 
13. oO} (1) TRADE, PROFESSION 
= ORSKEN DIOR 2WO RK sarin ters acct Want: Soh Med Wed ei: ea ee Morea cet) <P RC yee as 
a (See note 3) 
S (2) TYPE OF INDUSTRY 
S ORSE USN ES Seer me eh ccn ities: Specht Meas ton ent en cas coe eae nn pert eee teag ee 
S (See note 4) 
PARTICULARS OF MOTHER 
14. THE MOTHER OF THE CHILD IS: 
Single [] Married [] Widowed [J Divorced [J 
(Place X in the proper square) 
15. PRINT MAIDEN NAME IN FULL | | | | | | | | | | | | | | 
(Surname) 
(Given names) 
{Grae RVIANE NAD DRIES Sac sy Peres Svat Sera ie an Ve ee oe GR eee ee 
(Street address if any) 
Rar Reacher ict y xh seleta) ms ternal ads eager Fe ee eR DE. Ee aE ee 
7 CQGAVASINS shee ees Torre e enn Cer oooh noe net Mi zitte, 4 Mb ethe tala teen eh arene ee ae 
(See note 2 
TUS VAN Ga as ance SEN eters Dene ean 19S PEACEOF FBTR Diack sarscyorse- do ce sangeet ober ta rere 
(At time of this birth) (Province, State or Country) 
20. (1) TRADE, PROFESSION 
ORSINI Y © BBW OR areca ty ton ane actin cre Bee EU Sm EER Soca toe Pt can cy ele ee 
(see note 5) 
(2) TYPE OF INDUSTRY 
ORS BUSENGESS sy a avoryaee oastorcuct fy oraga lai eo. rohen Meee. Sey sh sherri Sree ai Site ae eee ae ST Se ance ene te ee 
(see note 6) 
21. HOW MANY CHILDREN BORN TO THIS MOTHER BEFORE THIS BIRTH: 
(@) were bornvaliveraia-taieactas ae ie ets (D)anemowelivin cress ener eee reter ate 
(c) were born dead after the mother was pregnant at least twenty-eight weeks?...............0000eceeee 
27, 


MEDICAL PRACTITIONER OR 
NURSE IN ATTENDANCE AT | 
THIS BIRTH (Gian) 


Kala had a ada 


(Given names or initials) 


ial dk 


5 piip ie, 0) 016) (0. (6. wees loli: # &-#)e\(s @eks aol ales, + siale v -slecels lobe 9/8) sie (x) sieeve «ele 410 \o}'s'0\\6) pe) 6 


(Post office address) 


(See note 7) 


I CERTIFY THAT TO THE BEST OF MY KNOWLEDGE AND BELIEF ITEMS 1 TO 22 ARE 


TRUE AND CORRECT. 


tee 


aieyienese eee) ew ls! eTAusas: 0) lu! site alele’isilv Ye feb: 0)0)/6.9| 620.0) Sie 6, e..e) ee a6 eis. ss \el,e pe lat vie i et¢ eS 8) Ie 


Be ecdce Gla) s vicip ee es) bales 6.0) 5 Bie 6 esas) Sie leh wm selec imimce wie 8 8 8 «sO S S.0 8 Oe Wel e Bie) 06 (ela a0 650s erp avers ee © 9 © U's) wi8) 66> 


(Post office address) (Signature) 
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(This space for use of division registrar only) 
REGISTRATION NUMBE RY bs cute ceria sitelie iether 
I am satisfied as to the correctness and sufficiency of this statement and register the birth by signing the 


BtATEMENT EMIS. scree eae else eior ie Sat ee ebem cree cheese ise ener svey 
(Month by name) (Day) (Year) 


(Code number) 
©; Reg. 297/59, sco. 


NOTES 
1. Subsection 4 of section 6 of The Vital Statistics Act is as follows: 


6. (4) No indication of the paternity of the child shall be given in the registration of the birth of a child 
of a married woman, but the particulars of the husband may be given, provided that the statement 
is not rendered unreceivable by reason only of failure to supply the particulars of the husband. 

Subsection 5 of the said section 6 is, in part, as follows: 

6. (5) In the registration of the birth of a child of an unmarried woman, the child shall be registered in 
the name of the mother and no person shal]l be named as the father, provided that, where the person 
acknowledging himself to be the father and the mother so request in writing, the father may be 
named and the child registered in the name of the father in accordance with the request, ...... 

2. Citizenship refers to the country to which a person owes allegiance. The term ‘‘Canadian’’ means a person 
who was born in Canada or who has the rights of citizenship in Canada, unless that person has subsequently 
become a citizen of another country. 

3. Under item 13 (1) the trade, profession or kind of work in which the husband or father is occupied is to be 

inserted, for example: spinner, doctor, office clerk, sales clerk, salesman, labourer, et cetera. 

4. Under item 13 (2) the type of industry or business in which the husband or father is occupied is to be inserted, 
for example: paper, lumber, coal, newspaper, insurance, banking, clothing, grocery store, et cetera. 

5. Under item 20 (1) the trade, profession or kind of work in which the mother was occupied before the birth is 
to be inserted, for example: spinner, doctor, stenographer, office clerk, sales clerk, elevator operator, et cetera. 
If a housewife in her own home, state ‘‘housewife’’. 

6. Under item 20 (2) the type of industry or business in which the mother was occupied before the birth is to be 
inserted, for example: cotton mill, soap factory, law office, et cetera. If a housewife in her own home, state 
‘fat home’’. 

7. Subsection 1 of section 6 of the Act is as follows: 

6. (1) Within thirty days after the day of the birth within Ontario ah a child, 

(a) the mother; 
(b) if the mother is incapable, the father; or 
(c) if the mother and father are incapable, the person standing in the place of the parents of the 
child, 
shall complete, certify and deliver or mail a statement in the prescribed form respecting the birth to the 
division registrar of the registration division within which the child was born, provided that the Registrar 
General may accept the statement of the father although the mother is not incapable. 


Form 3 
The Vital Statistics Act 
ACKNOWLEDGMENT OF REGISTRATION OF BIRTH OR STILLBIRTH 


Under The Vital Statistics Act and the regulations, I acknowledge the registration of the...............- 
(birth or stillbirth) 


of 
oc iia tal anh e Sy 2 o aes ell gee lee 
(Registered surname) 
BERR RRRAEERE eRe esse 
(Registered given names) 
2) pt LO CTS SOE ke A eI OE RATT COR Ite Senet GR utah bee ae, Mert SS A Oe a eS ee a Re oe 
Pl aPed nated dodes etoch vind ei am oie enrate aie SCD TGs ey cet the hearer ASEIGES 3 na ore eae ict Rete eine eee Ap 6°) 


(signature of division registrar) 


Ce re 


Code No. 
C.R.O. 1950, Reg. 363, Form 3. 
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Form 4 
The Vital Statistics Act 


APPLICATION FOR REGISTRATION OF A BIRTH NOT REGISTERED 
WITHIN ONE YEAR OF THE DAY OF BIRTH 


Under The Vital Statistics Act and the regulations, 


SSI ae 


(print given names of applicant) 


TN A a i shia 


(print surname of applicant) 


(post office address ) 


make application to the Registrar General to register the birth of 


987 


Paeeiba ei ko ace Eee tale Lee 


(print surname of child) 
bes iG a 


a ap ae 


(print given names of child) 


Wwhokwas bonn-atewmemeech a trp eee ere ae otter et ec ee ce ance te ees tie os ict eco a Ed ea 


in Ontariowon=thesasas seed ae eee CENMOLN ee. Nea ea ret ate ee aoe rfl Da ge 
I attach the following: 
1. A delayed statement of birth in Form 5 and a statutory declaration in Form 6. 
2. A fee of $2. 


3. The following documentary evidence: 


d) wre) calle 6) 9 6a, al oiis {81 (9\ 0./e\-eiin.e, eile lal v0) (0) ow elkeiia/ei:e ysl 8: 8) .0:19\ 6) (94) #1814: er strat, 6" (6; Gye: (oye) (a) /e) 6,8) (680) (01 ob) 9:1" fui 40 m7 (0) 8) | tea), 61 \@)8) ora ante, “Sia ael 


(Month by name) (Day) 


se eee eee 


(Year) 


C.R.O. 1950, Reg. 363, Form 4; O. Reg. 297/59, s. 4. 
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Form 5 
The Vital Statistics Act trates) 
DELAYED STATEMENT OF BIRTH 

Ball marine oft child oc icstvettvese eevee teat ee Cn OSI cee TAR: RIG yeaa a re Sten oe talc vce ee mate Une een te es cee 
eS (Surname) (Given names) 
cal GLa beOe Wurelie as. Sa oe Weve Ant OA <td rok oa ate Ma en ce eee Sexgl rs eis mee aa 
Zz (month day year) 
Be | eblacerok Makthi se ook 2) unc ue castes soucsnns hus callaa deeds leone eer eee ene oe 
z (City, Town, Village or Township) (County) 
. Lf anehospitalior ansticntions ee 1verlMain © gul-concacraraetmecrets aie rcraisietetete: oicinciey tetera inks Sicita scarica etnias 
eo) 
iQ 
5 FATHER MOTHER 
Aba Sea Pa ncn eh Pan SMO: on toe 1311 ater rich send di Stel er dd ade 
a,| name (Surname) ‘maiden (Surname) 
ei name 
Ey Bois hott Re PRs Shr aed Oe Es SOR ete MGR al Pe Ee hee ik he A ee 
a (Given names) (Given names) 
a Birthplacesee st a eee ee eee eee Binthplacey sates eee et he eee eee eee 
—] 
A 


6 8 wie 08) wae 16 6). ee 6.016 1s 8 fe lace este lee #10816) 61@ 6 Lelere le ara, 


(Signature of informant) 


This space for use of Registrar General only. 
I REGISTER THE BIRTH BY SIGNING THIS STATEMENT 


PIS eke Sik ths enters Gay Olsen risen aeterions © uke eas Are at Toronto, Ontario, Canada. 


0610) 0 ee © ee 6.6).8 2 9) ce 0) 04: lee 06: 2 0 6 6,0 «ee @ ae 0 elblere 


Deputy Registrar General 


ee ey 


O. Reg. 297/59, s. 5. 
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Form 6 
The Vital Statistics Act 


STATUTORY DECLARATION IN SUPPORT OF AN APPLICATION FOR REGISTRATION 
OF A BIRTH NOT REGISTERED WITHIN ONE YEAR OF THE DAY OF THE BIRTH 


\ In the matter of an application for registration of 


\ 
j a birth not registered within one year of the day of 


Province ee 
State 


the birth. 


(print given names) 


es | isa alinntenwlan eee Pe ES 


(print surname) 


County 


Province 
District of 


0 Fats SOS DRED ALE DT EUG FOTOS, SI OTE ENE in the State 


Cd 


SOLEMNLY DECLARE THAT: 


1. I make this statutory declaration in support of an application for registration of the birth of 


(dS ae a SS 


(print surname of child) 


A neal fl ld dl 


(print given names of child) 


a ec i leas th 


2. The birth was not registered within one year of the day of the birth. 


The information contained in the attached statement of birth is true and correct. 


Ww 
. 


(state relationship to child, if any) 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the 
same force and effect as if made under oath. 


Declared betore meiat the, a...smes cetera se aoe a 

RINE CH Gee cen cr eouanere me orayerorees OF Se aN RELA toate i IR rev evaitetece tare ayer oie lots: eater reece Me aie that Aust cintere eth n Cyevelehers 
(signature of deponent) 

EAS aerere eer efesrs GAY OF Nace cavers srousreletets on See as , 19 


CO eee eee emer rere eee seers sere eressrrereseseseseseee 


A Commissioner, etc. 
C.R.O. 1950, Reg. 363, Form 5. 
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Form 7 
The Vital Statistics Act 
STATUTORY DECLARATION BY PARENTS OF A LEGITIMATED CHILD 


State child has been legitimated by the subsequent inter- 


Province \ B In the matter of a registration of birth where a 
marriage of his parents. 


Se edesd he | ah ay eG el tas at ea 


(print given names of father) 


Bae See eee 


(print surname of father) 


peek HO) LA ol lee | le 


(print given names of mother) 


|] ed Bl ntl) fs alleles el ol eal one 


(print MAIDEN surname of mother) 


County 


otath ee: pie aay er oncie yee ree Of enter a hd en ehh ne a in the District Qfccs ccc e etter teens 


SOLEMNLY DECLARE that: 


1. We are the father and mother of 


pel edlaiaeldiaiaiiaultiny Wieser: de a 


(print registered surname of child) 


BEPRAR EE Rhe eee wae 


(print registered given names of child) 


# Vi Wake elem bea 6 eee RLw ce! Cc8 ie me WWM Les wy PD a Ce ee RES sal 8 Bye coe cme Ly aC we awe ew R86 «swe fe oO MN m e 0Lela hiv w) 4 wR ue mie) Rie 


2. The birth, 


(a) is not registered; or 


(strike out words not applicable) 


3. We were married to each other on the.......... EG (0) Rian ane Se een Aen 529... scg(liben 2 canes oe 
(Province, 


State or Country) 
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ee ee er | 


Siibtis!\ 6b )ewice)loi/#\ce _e-e\ia! elvsie)le\/yi\e/.s)e).s te -» (e\jelsile) 9) s\'s7 6: ots Eare eh eholien eel ia Wheleuelte, alive fe) s].<) ae) ¢ ©6618) 6.6, 6,81 @:slia1/6)a)\e 0 6):s\ © -0.6)\e, 16) 6: 6 6a) 6/10) 6) «).01<6) 


(see notes) 


Rae scuine the Registrar General to register the birth as if we had been married to each other at the time 
of the birth. 


And we make this solemn declaration conscientiously believing it to be true, and knowing that is is of 
the same force and effect as if made under oath. 


thissersys 6 ote: dan OlREeonE piers ears anes pel Dac (signature of mother) 


We alie tee « Xa)(6) 6) 4) Sie) a} 6)/a\ mis)ipi'ei's isle (ee! ee oUeile) ses) 4/914) %) 0) accel sles. 


A Commissioner, etc. 


C.R.O. 1950, Reg. 363, Form 6. 


NOTES 
Section 12 of The Vital Statistics Act is as follows: 
12.—(1) Where a child has been legitimated by the subsequent intermarriage of his parents, then upon the parents, 
(a) completing and certifying the statement required under subsection 1 of section 6; 


(b) delivering the statement, together with such evidence as to the legitimation as is required by the 
regulations, to the Registrar General; and 


(c) paying the prescribed fee, 

the Registrar General shall, 
(d) register the birth as if the parents had been married to each other at the time of the birth; and 
(e) make a notation on the statement that the registration was made under this section, 


and the statement constitutes the registration of the birth, provided that, upon proof that one of the parents 
is dead or mentally incapable, the application may be made by the other parent. 


(2) Where the birth of the child has been registered before the marriage, the original registration shall be 
withdrawn from the registration files and shall be kept in a separate file and sealed. 
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Form 8 
The Vital Statistics Act 
APPLICATION FOR SUBSTITUTED REGISTRATION ON ADOPTION 


In the matter of the substitute birth registration of the child 


wie ee ek) ea We See e ee ee) wiges BL eel wee toi K 


(county or territorial district) 


Pursuant to section 25 (2) of The Vital Statistics Act, 


IT IS REQUESTED THAT: 


a new birth registration, changed in the following particulars, be substituted for the original registration and that 
this document be filed and sealed with the original registration: 


1. NAME IN FULL OF CHILD 


(Surname) 
RRM SREP DE Ne PANE CORI ONE aR MR | 
(Given names) . 
2. NAME IN FULL OF HUSBAND | 3, MAIDEN NAME OF MOTHER (Name before 
marriage) 
(Surname) (Surname) 
(Given names) (Given names) 
BRAIN IE Nga RIES Sica ce ae eee PERMIAN ENG eA IRE SS. cancers neers 
(Street address) (Street address) 
Rete Gee Mace ee tA ee Basa ante eee aa 
(AG ELWA INS QUE Roo aor eine ccte Rae Se Ora oo on (Cli VADINIS SN ee Ree Mion S CRE Leck co 
INAIW Beane ae MNCL OIN NCB all. saan koe ae ade INVAIVER etait BVAGE OB BUR Dic. ones eee 
(At time (Province, State (At time (Province, State 
of this or Country) of this or Country) 
birth) birth) 
Zi (1) TRADE, PROFESSION Z (1) TRADE, PROFESSION 
iS} ORGKINIOT OE Wy OR Kiwis caves crear iS} ORVKINDEOE WORK sen. 122 eee 
> & 
= (2) TYPE OF INDUSTRY a 2) DY PE. OF INDUSTRY 
5 ORJBUSINESS ta, weap: ces neat eee 5 OR [BUSINESS wii sos. ee ace 2 ee 
oO 1S) 
oO 1S) 
ie) ‘S) 


I CERTIFY THAT TO THE BEST OF MY KNOWLEDGE AND BELIEF THESE ITEMS ARE 
TRUE AND CORRECT. 


(Post office address) (Month) (Day) (Year) 


O. Reg. 7/59, s. 2; O. Reg. 297/59, s. 6 
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Form 9 


The Vital Statistics Act | | 
STATEMENT OF STILLBIRTH 
For use of Registrar General 
only 


PLU ACHION SPELBIRGEH 


City, Town, 
Willageoreownship wari eter creme ttre ester StreetiAddress te cme sa cee ce tne ree rescore 


(If stillbirth took place in a hospital or other institution, state the name thereof.) 


County or 
Merritorial ND istrict*olaere mre re ete rec rete ees IN Cec Ae ee eles eS eos ainda Mien Na haere 


LAE UND NPN OO Mest en contin Minne ene R Oo aGosuo ric ono ord Raa ooe Gosrors 


STILLBORN CHILD 


€/(9y le <6: 9).#) 9, 0101.86: Sw ).e. we j6 6, lef ieriaitaly at €; (8 6) 9: (0) (9) @) 4 414) 6:16,18, 41,8) 6! soe ke) la) 0861/0316) (0) el ej's) 0.0.8 426) 6. 


ei elfe/is i ere] e\elia ¥e.(elle) oir) eicni vo) en. cei e/a) +) aa’ al on ele ere) sl enema) 8y aie). ta. (et (ala! <e) (Scale! /ay efleirels) oi ay 6) esl 


(Given names or insert stillbirth) 


(Write male or female) 


(1) Single (7 Twin (] Triplet (J Other (J 


(Put X in the proper square) 


QQ) ODER ctatethemumberwr ams asaeler 


(3) If a twin, triplet or other, state whether the child was born first, second, third, et cetera 


©) 0) 8) 8! [e: (61 ©: s.'e\10) 10). 0 [e'<0i(0):4)-0) 0/160) 81.0] 8) # e).0\(0) 0) aie! 6.16) .6) 0 © (vila re, 0 1619 8i\ni ol 9 0) © (00) (0@, @ 011s) Sellei\vie vie, 6) 0) & (6s (8/6 6119) 6/10 14) 8) 658 O) hep) wee) aie).0).618 


Buje} .e\;s) #0) die (#/\e, 6)(8),8) @) e)e)isleliel/evela: & se) islieleie. 6s 6 ele) 60, Bie 67 s1s el e\s6 «6 \s:\0\\e,(« a\'6 aiellelle (6 eit pile) 6 «als a\'= o)in\0)je) ele) eo) a swe sie vis wee) 0/6) 61 618)10)/0 Ss .6Le. 


ale 


PRINT NAME IN FULL | | | | | | | 


(BeforeScompleting items 6 to 11 read note 1.) 


PARTICULARS OF HUSBAND 


eae ld 


(Surname) 


ie a |e rah alli le PN i 


(Given names) 


ERIN DAUIN EGG we TDD REE SS yess dea ok cue de tsvesiza oR cance ce sb kee We a cw ACE ar nat Wor Rea Hoe RON eg enem torent odep esas Set 
(Street address, if any) 
NE CICEKS 0 REET CRI EO CeO ctrco. tert uci nese teat Me GaP Ra Ek ak 
(OSIGIRTI ZAIN SEL Se ee oe ae gen ar ac Bc at) SUG cree es Be eh oh ci arses ena PNR, ean Gear cree users 
(See note 2) 
INGAAS Boheme iets 1OMEEA CE ORCBURWEien er cnetecr creer ters 
(At time of this stillbirth) (Province, State or Country) 
S (1) TRADE, PROFESSION OR 
SS EST BOE WO RK een ee ote tetan Vottr, veiaians bevel ose avers: ore clttvere eratajensin suave visrese denuietaue yororw shore aera eta 
< (See note 3) 
ee 
ze (2) TYPE OF INDUSTRY 
oO ORB WIS TIN ESSS emer cea ote oferta cota e Rett te ore cron otra c coe cele tia ca tenvv fouonieto teaches aeuctegs 
e) (See note 4) 
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We 


13. 


iy, 


16. 


fe 


19. 


20. 


PAM 


PARTICULARS OF MOTHER 
THE MOTHER OF THE CHILD IS 


Single [] Married [] Widowed [] Divorced [J 
(Place X in the proper square) 


MOTHER 
PRINT MAIDEN NAME IN FULL | | | | | | | | | | | | | | | 


(Surname) 


BERBERS eT 


(Given names) 


onde Se wee wie sy 6 Se a oe Sik 6 ee we Ce ie i Ree iF © 6! we Pee sim @ bdee 6 a ohe Ss mile ole Teas tell se) PRRIe 


ib rag) = {ole (eter a sre) 0 eks) @) Wim widens! esto aye u, 4) 415) OVER SIS ulimug eto petal ie elce (elvis) @) (6 isle tw 'eing (a) oldu csi ells) si shui’ Wie) eV uni lel Wi etnis ote gle! telanre lel 6ityi vel .@1 eel a? wilh iws ae Waren 


LENGTH OF STAY IN CAI Rate en cud eee Le ties wen 0) Otic open bc - 
YEARS, MONTHS AND DAYS (in municipality, organized township or (in Ontario) 
territorial district where stillbirth 
occurred) 
We) et Peeualdate & eoche aie cyst OCLs wtibln urya kus Cie ein ole e eae 
(In Canada, if immigrant) 
Ge) UB ASIN SHS WH Gai gee ae eterna tri ciearnercinectins coer ice Cec wscs conan Gti hittsiicanancrs Mine mre ants ota ae Aco « “ 
(See note 2) 
AGE an cocieeieaees ats Oe ee 135 PEACE OF BIRTH. . 30: aioe ae ena 
(At time of this stillbirth) (Province, State or Country) 
PL 
O| (1) TRADE, PROFESSION 
rz OR KUN DOA W ORK oo a5 tere ne ecient S atotioh we ceases a died ae oral kc Ante che eer ere eee 
< (See note 5) 
5| (2) TYPE OF INDUSTRY 
oO OR BUSINESS Speae 2 ssiisiach sasdiaitos av Gee Oh SEURCRARS RECae eee PAE Deco ate ek css Sencha oh eats ere fe ener ee 
o) (See note 6) 


HOW MANY CHILDREN BORN TO THIS MOTHER BEFORE THIS STILLBIRTH: 


Cee ee eo 8 ee; a ee © hao, ee eee 


Leva ifs hu eli 


NURSE IN ATTENDANCE AT 


MEDICAL PRACTITIONER OR | | | | | | | 
THIS SPilLlBiRTA 


(Surname) 
reat aah A ae 
RAO EO TRICE RPA (Given names or initials) 


(Post office address) 


(See note 7) 
I CERTIFY THAT TO THE BEST OF MY KNOWLEDGE AND BELIEF ITEMS 1 TO 21 ARE 


TRUE AND CORRECT. 


(Post office address) (Signature) 
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(Item 22 is to be completed only by the funeral director) 
22. (1) The proposed date of burial, cremation or other disposition or the removal of the body is 


(Month by name) (Day) (Year) 
(2) The proposed place of 


So eo alah ce shia Ue wiper dl PAG a Lei €oi8i e/a mi a0) ut elredia/farceinl sede w <ian areal Ni eavatiel <r Auk Gan pi .c)ial patel siisi ap au iuiwaeie) ic \e)e 1 abies DACP RTO 


(Post office address of funeral director) 


(Signature of funeral director) 


(This space for use of division registrar only) 


Fee Gao UeALON UN UNS ERG cece seek ss ce ane se DATE BUR UAE SRE RMU Ica S S Witt) pense: 
536.00 toe rt eo DOIG es RS os cc cae oie 
BUNUN cme VEL SS UIE DB Wan sem, ce tc.a span cece «coer FE DIDIUESTS OI) MUSSWITRG o cnt d anon deoc 


I am satisfied as to the correctness and sufficiency of this statement and the medical certificate of the cause 


of the stillbirth, and I register the stillbirth by signing the statement and certificate this 


PRES oR isiie/ See eticace Repo) iateyes tee A CTU PEY Me PG) Pe 8 A aiistetattaretrwnv:. eieie a taridt aie se tetylehe ibiehevettel sel etal etnrererater shots. 


(Code Number) (Signature of division registrar) 
NOTES 


1. Subsection 4 of section 6 of The Vital Statistics Act is as follows: 


6. (4) No indication of the paternity of the child shall be given in the registration of the birth of a child 
of a married woman, but the particulars of the husband may be given, provided that the statement 
is not rendered unreceivable by reason only of failure to supply the particulars of the husband. 


Subsection 5 of the said section 6 is, in part, as follows: 


6. (5) In the registration of the birth of a child of an unmarried woman, the child shall be registered in 
the name of the mother and no person shall be named as the father, provided that, where the person 
acknowledging himself to be the father and the mother so request in writing, the father may be 
named and the child registered in the name of the father in accordance with the request, ... 


2. Citizenship refers to the country to which a person owes allegiance. The term “Canadian” means a person 
who was born in Canada or who has the rights of citizenship in Canada, unless that person has subsequently 
become a citizen of another country. 


3. Under item 11 (1) the trade, profession or kind of work in which the husband or father is occupied is to be 
inserted, for example: spinner, doctor, office clerk, sales clerk, salesman, labourer, et cetera. 


4, Under item 11 (2) the type of industry or business in which the husband or father is occupied is to be inserted, 
for example: paper, lumber, coal, newspaper, insurance, banking, clothing, grocery store, et cetera. 


5. Under item 19 (1) the trade, profession or kind of work in which the mother was occupied before the stillbirth 
is to be inserted, for example: spinner, doctor, stenographer, office clerk, sales clerk, elevator operator, et 
cetera. If a housewife in her own home, state ‘housewife’. 


6. Under item 19 (2) the type of industry or business in which the mother was occupied before the stillbirth is to 
be inserted, for example: cotton mill, soap factory, law office, et cetera. If a housewife in her own home, 
state ‘‘at home’’. 


7. Subsection 1 of section 6 of the Act is as follows: 
6. (1) Within thirty days after the day of the birth within Ontario of a child, 


(a) the mother; 

(b) if the mother is incapable, the father; or 

(c)¥if the mother and father are incapable, the person standing in the place of the parents of the 
child, 


shall complete, certify and deliver or mail a statement in the prescribed form respecting the birth to the 
division registrar of the registration division within which the child was born, provided that the Registrar 
General may accept the statement of the father although the mother is not incapable. 

O. Reg. 297/59, s. 7. 
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Form 10 


The Vital Statistics Act 
MEDICAL CERTIFICATE OF THE | | 
CAUSE OF STILLBIRTH 
(For use of Registrar General only) 
1 PLACE OF STILEBIRDTH: 


City, Town, 
Willaveior Township oftitanacccme eae eee ene eee Streck ad dresseWa pate tole co esi ai barianendl rxprreermee rae 


REN STE eo ae IT Lo Oe eh County or 


or other institution, state the name thereof) Territorial District Of... 1.0... .0e eee e sence eee eee 


2. PRINT FULL NAME OF (Surname) 
STILLBORN CHILD 
| | 
| | 
BAe See eee ee. 


(Given names or insert stillbirth) 


Sts OD, een eine iano OE 4, (1) Single 1 Twin 1 Triplet [ Other [J 


(write male or female) 
COMIE SOMMER vstatesthe numb etre aime acre eitonen ar 


(Place X in the proper square) 


(3) If a twin, triplet or other, state whether the child was born first, 


Second: “third, Cb) Ceterarwien. och qcsalarcle: x aussie ahd oA Role ote 
eye BY .NG ON em 0) So esd BIN Bs Bh By eed Ric Ea a A ee ee ener Mths Hien Meee Neh creer GG occ dos: - 
(month by name) (day) (year) 
GROUP 1 6. CAUSE OF STILLBIRTH 


(See notes) 


DNV DLA BGA WS B=Civie the h(a). sey bas conte ae ee ee ee co oe 
morbid conditions that caused foetal 
death, not mode of dying, as asphyxia, due to 
et cetera. 


MORBID CONDITIONS, if any, giving 
rise to immediate cause (stated in order 
backwards from immediate cause). due to 
( 


GROUP 2 


OTHER MORBID CONDITIONS (if sie erates wakes adh eae ctewhawkere viet kitary Ren eer ent tet de rem ha er 
important) contributing to foetal death 
but not causally related to immediate { 
cause. | 
{ 


1. STATE: TT dele a 


(Surname) 


(a) NAME OF MOTHER OF 
sce tah 


(Given names) 


(6) PERIOD OF GESTATION IN COMPLETED WEEKS AT TIME OF STILLBIRTH.........% 


Reg. 562 VITAL STATISTICS 997 


8 (1) WAS THERE MANIPULATIVE, INSTRUMENTAL OR OTHER OPERATIVE PROCEDURE 
INO LOIS END Gr oecgagecoangdanues 


CG) RS CAPE SN AGU By © FPR O CE) URE eterno tia eter corer cence Tie 1 


(Such as low, middle or high forceps; version and extraction, 
Caesarian section, craniotomy ) 


SOD Drath OCCUR BE RORESLABOUR?. ae ek see DURUIN GaIUAR OUR chee Seer os 
(Yes or No) (Yes or No) 

Ar GERECAB OURS Ul BERORE RESPIRA TION. aaa. WAS TABOURT UND UWIGE Diet oeaer 

(Yes or No) (Yes or No) 

10) WAS LHI RESAN SAU LO PSY reimeare hase (Q) IEE SOsS LAE Sa INDLNGS = soeemenen eee 


Ors 6.010 © A 0 6) 01s, 8, 65, 6: & © i wile) © © €1/o160 9.4; [0 le: oliel'¢ is le) aime lele le » 


certify sthateleerwerecretaneirt | in attendance at this stillbirth and that the statements herein are true 
(was or was not) 


and correct to the best of my knowledge and belief. 


@S8.e Dive) ie \9: 5c) heh auelyey Biel eK sapio: Oe, we. leige ey.0: ia) a0) 08/16) ierle\/ens\\s/.6 (OL 


(month by name) (day) (year) 
MOnEU ALOR ee ae eer ne ae OL: 
ae 4) (post office address) = sS (Designation as medical practitioner or coroner) 


(This space for use of division registrar only) 
REGIST ION EN © Sacre rca oeieeriereryere 
I am satisfied as to the correctness and sufficiency of this medical certificate and the statement of stillbirth, 


and I register the stillbirth by signing the certificate and statement this............. 000 cc ce ece cence eeeeees 
(month by name) (day) (year) 


Gi eriaisice sol 6 'er'e\ 'w: a) .6),9) 4 aie. sihelie. 4. 6 (ie, wi leve lee) \e)a elie op sia/inc see, (ele) 9 


(Code No.) 


NOTES 
1. The morbid conditions relating to a stillbirth are divided into two groups. In Group 1 are those conditions 
causally related to the “IMMEDIATE CAUSE” and in Group 2 those not causally related thereto. In most 
cases the completion of Group 1 will be sufficient. When it is necessary to record more than one entry, these 
should be stated in order so as to indicate their mutual relationship. 
2. Follow these instructions: 


1. Name first the ‘Immediate Cause” of death, i.e., the disease, injury or complication that caused death 
(not mode of dying or terminal condition). 


2. Then give other morbid conditions (if any) of which the immediate cause was the consequence, in order 
of causal relationship, stating the most recent one first and then the others in order. 


3. Group 2 is reserved for other important contributory morbid conditions, particularly when death was 
due to a combination of maladies, none of which would have been fatal alone. 


4. Use accepted terms for morbid conditions and never record mere symptoms only. 
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3. The following examples illustrate the essential principles in the use of the form: 
GROUP 1 Example 1 Example 2 Example 3 
IMMEDIATE CAUSE—Give the | (a) Cerebral haemor- | (a) Excessive cranial | (a2) Foetal anaerosis 
morbid condition that caused rhage stress (Foetal 
foetal death, not mode of dying, due to asphyxia) due to 
as asphyxia, et cetera. due to 
MORBID CONDITIONS, if any, | (b) Dystocia (b) Dystocia (b) Relative placental 
giving rise to immediate cause insufficiency 
(stated in order backwards from due to due to due to 
immediate cause). 
GROUPRZ (c) Breech presenta- | (c) Contracted pelvis | (c) Maternal nephritic 
tion toxaemia 
OTHER MORBID CONDITIONS Relative placental in- 
(Gigimportant) seontriburcins 9ton ee derision Suihicrency) 10 larcan| ae. einem roiiaeieeie oem 
foetal death but not causally tion and degenera- 
related to immediate cause. tion of placenta 


C.R.O. 1950, Reg. 363, Form 8; O. Reg. 297/59, s. 8. 


Form 11 


The Vital Statistics Act 


APPLICATION FOR REGISTRATION OF A STILLBIRTH NOT REGISTERED WITHIN 


ONE YEAR OF THE DAY OF STILLBIRTH 
Under The Vital Statistics Act and the regulations, 


ZAI (ea nn fe fe ae We I EP a al 


(print given names of applicant) 


Bs bese De tee io ee De ae Oe, 


(print surname of applicant) 


(post office address) 


make application to the Registrar General to register the stillbirth of 


SEEPS Rees 


(print surname of child) 


wt ee Pa eee eee 


(print given names of child or insert STILLBIRTH) 
The place of stillbirth was 


The date of stillbirth was 


(month by name) 
I attach the following: 
1. A statement of stillbirth, in Form 9. 
2. A statutory declaration, in Form 12. 
3. Fee of $2. 


4” Thefollowing: Glass: .o) 24 swe ae evidence of stillbirth: 
(A or B) 


(month by name) 


Lote | Le 


ee ee ee ee 


(day) (year) 


C.R.O. 1950, Reg. 363, Form 9. 
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Form 12 
The Vital Statistics Act 
STATUTORY DECLARATION IN SUPPORT OF AN APPLICATION FOR REGISTRATION 


OF A STILLBIRTH NOT REGISTERED WITHIN ONE YEAR OF THE 
DAY OF THE STILLBIRTH 


Province | \ In the matter of an application for registration of 
of a stillbirth not registered within one year of the 
State ) day of the stillbirth. 


(print given names) 


Weer MRO wiol le eA admiee cl lee Pt vinnie 


(print surname) 


: County 
(63 Pid oes Gitte eee ree ln one OLR pics Sete eR RT cine in the Diseice of 


SOLEMNLY DECLARE THAT: 


1. I make this statutory declaration in support of an application for registration of the stillbirth of 


Li pe 0 a 


(print surname of child) 


PSST Se ale eae a ee) 


(print given names of child or insert STILLBIRTH) 


2. The stillbirth was not registered within one year of the day of the stillbirth. 
3. The information contained in the attached statement of stillbirth is true and correct. 


ji SHREW os race REAR Coe Ree RO ciated Suan) Tat RENE ARR ie, MN: Wee eADe APMIS Sia! Meek meer ne an A We net manera dn 
(state relationship to stillborn child, if any) 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the 
same force and effect as if made under oath. 


(signature of applicant) 


Pe ero terere eters a teres ran ted 
C.R.O. 1950, Reg. 363, Form 10. 


Form 13 
The Vital Statistics Act 
ACKNOWLEDGMENT OF RECEIPT OF A STATEMENT OF MARRIAGE 


Under The Vital Statistics Act and the regulations, I acknowledge receipt of a statement of marriage 
solemnized by you under authority of 


fale BannseNosae vaca eee ter nee ees 


WatediataLoronton this ster aiaisie «rere: GEN Ca bie a olote oo b.0.0 MO Oh reine hse nicer on POL 6 


Registrar General 


O. Reg. 105/59, s. 1. 
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Form 14 


The Vital Statistics Act 


APPLICATION FOR REGISTRATION OF A MARRIAGE NOT REGISTERED 


WITHIN ONE YEAR OF THE DAY OF MARRIAGE 


Under The Vital Statistics Act and the regulations, 


Reg. 562 


Tie alte Sea bileeal ent eas ene 


(given names of applicant) 


ERP VERSE Se eS 


(surname of applicant) 


(post office address) 


make application to the Registrar General to register the marriage of 


eh eee eae | 


(surname of bridegroom) 


Baer ea Se 


(given names of bridegroom) 


gi RR ot hee ee om ee 


(MAIDEN surname of bride) 


Sey ee nae lines Slee, Sica 


(given names of bride) 


(place of marriage) 
I attach the following: 


1. Particulars of the marriage, in Form 15. 
2. A statutory declaration, in Form 16. 


3. Fee of $2. 


A ithe tollawine Classics. <seae 5 ent - evidence of marriage: 
(A or B) 


(post office address) (month by name) 


(year) 


C.R.O. 1950, Reg. 363, Form 12. 
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Form 15 
The Vital Statistics Act 


PARTICULARS OF A MARRIAGE | | 


(For use of Registrar General only) 


. PLACE OF MARRIAGE: 


Street Address or 
Municipalitveol@earvrsties sh cenetcuir tere seat NamecomChunchiz a scevsctececare eevvccs oles rapt Mere een 


Gountyzorelerritortal@Disthictcolepeperc tater sere tece toh ee cuss utr eon eer Sha cess ioe Faecaycuionod nce den rot rae econ etere 


ee ae TORUS (Gee rahe Seaceatnrl ate nahh contin onic eae eaa te Si hiv hai cee orat Aree Son 2 oy ec 
(month by name) (day) (year) 
321) LICENCE, Ei) BANNS: [fs 
(Place X in proper square) 
(AY IDMESIN(C) 3 INUIMNBIDI Ros 6 osouaboodonuumoes 
BRIDEGROOM 
eee alba eel gee alo ose 
(surname) 
(given names) 
Eh TESS SY) PIS GY ROG eee ih ey Gk Se Pcs NO SINE OLS Cnc CRETE SIE eet Stree rsync TOA ea te ee Oe pS oi 
(Usual place of abode. If in a municipality, state the street address and the municipality. 
If not in a municipality, state the post office address and the county or territorial district.) 
6. BACHELOR [] WIDOWER [] DIVORCED [] 
(Place X in the proper square) 
fs RAS GS CTOAOSN TOE INRO UN UNDAMIDIKOUND nee a 8 Bi hao room Penta OL Gore Sid a eDO OM ES de so pO MAC omaraNGs 
sce CSN Er Scat OPEN Os Gr deere CRC EASE TOR Oh (CHSMVA DING Ul the ein on a aoe GAO OS boos bb bao 6 
(In years) (See note 1) 
TOMI NCE ORE BUR C ES Se exn rae Mar tor taet or are Va ew Mew crea Sa NE sae Aetiele or heh wines s Se aC Pl ee 
(If in Canada, state post office address, county or territorial district and province. 
If outside Canada, state the name of the country.) 
11. (1) TRADE, PROFESSION 
ORSINI 2@ FAVOR reece pe es seme ire mar remeber seer eery ts are ep omy Ban ras aed NN ene reo Senn a ae 
(See note 2) 
(2) TYPE OF INDUSTRY 
ORSBUSTINESS ek: he ye athe etn ter ce kee ae aed. vo rena a tite ote op rim ita ean encarta ee a yea rege up iar 
(See note 3) 
OF FATHER eee a ee 
OF FATHER 
(surname) (given names) 
13. PRINT MAIDEN NAME | | | | | | | | | | | | | | 
OF MOTHER 


(maiden surname) (given names) 
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14. BIRTHPLACE 15. BIRTHPLACE 
ORT RATE REG cee rahe eee rare ee eee OE SVIOUC HIER.) tec seeyers sine save Oe ae eee 
(Province or Country) (Province or Country) 
BRIDE 
16. PRINT MAIDEN | | | | | | | | | | | | 
NAME 
(maiden surname) 
(given names) 
PT RESTD ENCE 43 Soe ieee SS toe BF yes eed eee aa MIE ae See eh a ee Be 
(Usual, place of abode. If in a municipality, state the street address and the municipality. 
If not in a municipality, state the post office address and the county or territorial district.) 
18. SPINSTER [] WIDOW [] DIVORCED [J 


(Place X in the proper square) 


19. RELIGIOUS DENOMINATION a. ctxctoee erie ee ae eaters eee a eI ore eee eee ee 
2D IAN GG oe a ta Rk ti cue a ae oa ret keyed, pe Dit CUZ ENSAT Pe. eee te ae ee ee ee 
(In years) (See note 1) 
22M PIGAC ESO Bag URGE ED wsestoreaeucte cs cau neaehee ores Retna e reo Nan eI Ma Poon eae an hha gere tel asa a aca dos cP 
(If in Canada, state post office address, county or territorial district and province. 
If outside Canada, state the name of the country.) 
23. (1) TRADE, PROFESSION 
OREN: ORSW ORE Cee er eee en es ttn e rc OMRON ee a bree Sonia re iat te? rei ee 
(See note 4) 
@) TYPE OF INDUSTRY 
ORB U SINESS frst es trance eres osu cets ROR NSS Rae IST ere cone oe eR EP etaret nc SenSnc Te acc Tetons vane eee 
(See note 5) 
24. PRINT NAME OF 
FATHER 
(surname) (given names) 
25. PRINT MAIDEN NAME 
OF MOTHER 
(maiden surname) (given names) 
26. BIRTHPLACE Zi; BIRTHPLACE 
Suet S272 Nal) WS oan eae conn eee teat cece aera for OF “MOTHERS «, 2 scc5.00 0 eeree 3 a wees ieee nen 
(Province or Country) (Province or Country) 
28. NAME AND ADDRESS OF PERSON SOLEMNIZING THE MARRIAGE 


CCC See CORE CER Se OR ew ees as 608 6 we Pe ee ee 


(signature) 


6 6 (Oe Oin OS SW OED IS sl © 014 6.66 b 6.0 6 eee 5 we wine 


(day) (month) (year) 
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NOTES 


1, Citizenship refers to the country to which the person owes allegiance. The term ‘‘Canadian’’ means a person 


who was born in Canada or who has rights of citizenship in Canada, unless he has subsequently become a 
citizen of another country. 


2. Under item 11 (1) the trade, profession or kind of work in which the bridegroom is occupied is to be inserted. 
For example: spinner, doctor, office clerk, sales clerk, salesman, labourer, et cetera. 


3. Under item 11 (2) the type of industry or business in which the bridegroom is occupied is to be inserted. For 
example: paper, Jumber, coal, newspaper, insurance, banking, clothing, grocery store, et cetera. 


4. Under item 23 (1) the trade, profession or kind of work in which the bride is occupied is to be inserted. For 
example: spinner, doctor, stenographer, office clerk, sales clerk, elevator operator, et cetera. 


5. Under item 23 (2) the type of industry or business in which the bride is occupied is to be inserted. For example: 
cotton mill, soap factory, departmental store, law office, et cetera. If unemployed, state ‘‘at home’’. 
O. Reg. 297/59, s. 9. 
Form 16 
The Vital Statistics Act 
STATUTORY DECLARATION BY AN APPLICANT FOR REGISTRATION OF A MARRIAGE 
NOT REGISTERED WITHIN ONE YEAR OF THE DAY OF THE MARRIAGE 
Province In the matter of an application for registration 
° ( of marriage not registered within one year 
State ) of the day of marriage. 
To Wir: 
eaten a toy) ee eae 
| | 
(print given names) 
oer as ay es Wanted SL araiteatal Var ce eee 
(print surname) 
: County 
0) Bk OR Eee in the District OL Reiter IME: BA OK ores eee ethane (oy as Ge oh eats b oath cutis Bataan 


SOLEMNLY DECLARE THAT: 


1. Iam the applicant for registration of the marriage of 


a Ea, 


(print surname of bridegroom) 


| ee | Bawa Te 


(print given names of bridegroom) 


and | | | 


(print MAIDEN surname of bride) 


hes aries oo Jay Ez a ace 


(print given names of bride) 


2. The marriage was not registered within one year of the day of the marriage. 


3. The information contained in the attached statement of the particulars of the marriage, in Form 15, is 
true and correct. 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the same 
force and effect as if made under oath. 


Weclared berore.meatthe me soca terete sieve | 

Eth OC awere et ete eee IRC ARADO RO AEE Che an Dore : Say oie ae Orioeh ishe we Famers iets Seah ags buns be Banaras 
(signature of deponent) 

ELIS Wnts eee eae br GANA GIR Norte severe orcs ohare tare eter , 19 


6. Ras EGIL CIOL se a 
ge ees ep C.R.O. 1950, Reg. 363, Form 14. 
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Form 17 


The Vital Statistics Act 


STATEMENT OF DEATH anes 


(For use of Registrar General only) 


PLACE OF DEATH 
City, Town, Village 


AT VATS OC CUPRAU LOIN Gai, cet erate. 75201, -vauie tl aril abr ties oe,.t es xe tere CIS Sins. aie ioe ie or 


co) cial oy 01) 014 9) EEE A IG UM Acris CRAG Chcls ARO An Aerio cs Sle rn pines te otto com more male chee o.oo claere 
StreetAd dress 2 sakes tegen pats Meee Cremer an acest ts ae lair Oe SEG Gs aay AS caer) sae EE apne RM 
(If death took place in a hospital or other institution, state the name thereof) 
County or 
Territorial Districtt Ole dts t cc etesters Severna ee atte: Tee ae eI Ri RE er arene oMetTas aCe Te: ie hetaler ona terete petals 
7a) BN Ol Zen ©) aoa NID1] ca Wd ip Cerner ea ei entre a setae eC A, nite Dara AAMC to tee pat Amemtrenae rte iat He © Sho Als 
(month by name) (day) (year) 
3. LENGTH DECEASED RESIDED (a) in municipality or place where death occurred................ 
(In years, months and days) 
CO) want, Omtarton cee eiuieoer ernie ciae ahi eter are skein = wll ann oPatevn cteknt rome others 
(@)yeint Ganadasrtammnigranitenrs apts nclaeeie cate crm re stern 
4. PRINT NAME OF | | | | | | | | | | | | 
DECEASED IN FULL | 
(surname) 
(given names) 
5. PERMANENT RESIDENCE OF DECEASED 
City, Town, Village Street 
ODa LOWS IUD Ole maser ven Reece eee ee srk yee hee ora PNG AP eSS RN oe cttene e¥s hs ae. Taos faster scacihenaVaueve A eteotenaeeee 
County or Territorial 
IDS] orig (eV) dee Sar nc cred etc a en A, A Rane ie ee reed Se a ee eis Meats ere Eee SiS 6.6 o~ 
PrOViNCG Ob Sta lemre: tu cmicey hist cee etree neers (Srelnuoknm See RN IE RA ere a ho 
GSU.) Sac, 0 eee te ee Fee TG ey, i SITIZENSHIP Sl eee ee 
(Write male or female) (See note 1) 
Sie PROVING Bsa aon PaO ks CO UNNAERY) (@ Pi a Bagels ne ch ae tepolagtn arses Sin svc cxctonsscyet ou con lel ae ieaes Pate ta aicees ore cee 
OS DUN Bd EO SARE RA Glo leroy es Sere ei eae Unbeh, ee erh oy eA oie cen) Ah rd eke EEA EOE SON a RE ye OOS en - 
(month by name) (day) (year) 
10. AGE Years Months Days If deceased died when less than one day old 
RS RIES PIT ain a Ae ice I leas ah os ee KLOUESS tals nee a ULM EeS 
11. (1) TRADE, PROFESSION 
| ORS SUN TOE © He WG) RSG ere th ria Step eye etaceay toons Res stile ie ai Pov evans Tele aTo reacanieec tach te dete heb as ate ea 
(See note 2) 
ea 
Oy (2) TYPE OF INDUSTRY 
= CRE US INTE SS settle ses eV ree ats ee recut ey Sache eee ac aeer Pea zltncd sail Peeve ch cae iT aie th otk SIP nar ee 
< (See note 3) 
12: | (1) DATE DECEASED LAST WORKED 
oO 
oO} 


(month by name) (day) (year) 


(2) TOTAL NUMBER OF YEARS DECEASED 
WASTENGAGED IN BIS OCCUPATION io suc uyactee feria «ieee eee ten rs alter aoa eee 
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13. (1) STATE WHETHER DECEASED WAS SINGLE, MARRIED, WIDOWED OR DIVORCED 


oa ST OINY Sate coh eel jolie, .elKmslune) is, eke fake laitedel ssa) 's) ei elcacataeMeitahs/ (80 [0 isi, /e, \<\\e elie isan: biv,<o) (ejiete ia.) ¢: (st, alle: (ee: a) «cert ietatians: bie) be (eeheleSiielel sie) baste rier ete. 


(2) IF DECEASED WAS | | 
MARRIED, WIDOWED OR | | | | 
DIVORCED, STATE NAME OF (surname) 
HUSBAND OR MAIDEN 
se en este eile Le eae 


(given names) 


PRE NOME eee en seam 


(surname) 


Se ea Sa 


(given names) 


15. PRINT MAIDEN NAME OF | | | | | | | | | | | | | | | 


(maiden surname) 


SREP 


(given names) 


1Op BR URSOE PICA CE OTs FAs DED ES ROS iemessten ya tyetmsr yer gage res tgeaai aud ie rycen eke ae cedar ee a eee 


flys. Vey ARs MeO JEP CAD KOLO MUON US Sinica, Sele preci eo meek SIO EID Mee n Some pee ccs Ais din wn oho Gian aoeacb aS 
(Province, State or Country) 


I CERTIFY THAT TO THE BEST OF MY KNOWLEDGE AND BELIEF ITEMS 1 TO 17 ARE 
TRUE AND CORRECT. 


we Suelle xe lwulgiie (ole) es.wiiatje (ejielipualus) eosin, 6: (ole aire! (ba sleii6) ie) 1a hall'ey m piiejce) s)takal eile élisii4iL.stekoile) 


(post office address) (relationship to deceased) 


(Item 18 is to be completed only by funeral! director) 


18. (1) The proposed date of burial, cremation or other disposition or removal of the body is............+...+. 
(month by name) 


(day) (year) 
(2) Mihe proposedsplace oleae tac ra ner eri ater Ree ei tae scene nee anette Leaner east 


(post office address) (signature of funeral director) 
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(This space for use of division registrar only) 


REGIST RATIO NGNIUIMB rome seen e Deb UR TATE RRM eS UG) rant eden 


BURTAL PERMITE iSSUBD BY 5 cia ccteieteras ake a (yer kete erenelereten coy s-c05, oes eve, ei RAN epee ON RRR REM Ec PEE met eNe Poteet 
ADDRESS yO Be USSU ERG ies ei Sai -pe erates saree tative thas Mev ec ST eM ch st = Arte tckstece Ponce ARG MeN CL cP Te eA aN aT ee 


I am satisfied as to the correctness and sufficiency of this statement and the medical certificate of death, 


and Pregister the death by signing this statement and certiticate this. «4; sare ses secre seem crete steers 
(month by name) (day) (year) 


(code number) 


NOTES 


1. Citizenship refers to the country to which a person owes allegiance. The term ‘‘Canadian”’ means a person 
who was born in Canada or who has rights of citizenship in Canada, unless that person has subsequently 
become a citizen of another country. 


2. Under item 11 (1) the trade, profession or kind of work in which the deceased was occupied before death is to 
be inserted. For example: spinner, doctor, stenographer, sales clerk, office clerk, elevator operator, salesman, 
labourer, carpenter, et cetera. If a housewife in her own home, state ‘housewife’. 

3. Under item 11 (2) the type of industry or business in which the deceased was occupied before death is to be 
inserted. For example: cotton mill, soap factory, law office, departmental store, insurance, banking, clothing, 
newspaper, et cetera. If a housewife in her own home, state ‘‘at home’’. 


O. Reg. 297/59, s. 10. 


orm 18 


The Vital Statistics Act | 
MEDICAL CERTIFICATE OF DEATH 


((For use of Registrar General only) 


1. PLACE OF DEATH; 
City, Town, 
Nillage or Township.ols io. «archers Beals oe oe TAL ae ar DCEO aC Gressa estate deere ner eee cae 
(if death took place in a hospital 


County or : 
Aiat hs oh a AoE aE: CeO AL ae Ee oe ARE re oe eters ‘Territorial Stictok.« mee-2 asia aataaeraione 2 soe ee ne 


2. PRINT FULL NAME (surname) 
OF DECEASED 


3. DATE OF DEATH 
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eS LO PDR CEASE DE wee sie bite weer c ce eas DAPAGE cece nara dates 
(male or female) (years) 


6. CAUSE OF DEATH Approximate interval 
(Read carefully the instructions on the | between onset and death 
reverse side) ananRTieainaIaEaIaetaaiimnaiaeaaa 


I 
IMMEDIATE CAUSE-—State the 
GHESAS Tita? Ol? GOupliteniionuieie, WW) sole eeemh gace noes bead see eladssnoel| sameadd aoe cn aa obeabanes: 
caused death, not the mode of dying, due to 
such as heart failure, asphyxia, as- 
thenia, et cetera. 


MORB [DEC ONDIERLONS Biititat yaaa (by) au tue va erent Valery there cee | taeiaite oiee ea ree one 
giving rise to immediate cause (state due to 
in order backwards from immediate 
cause). COME Samer gt nec mba rs SERS cr caA che at irse Cot cat ll Nery Semen eM uA NEO Re ee 
II 
OMEEREVMORB IE 2 COND Tel ONS AGH myn tients cece ie cine eae Renee hp asls elise) a aeeee aad cee cae reer 


important) contributing to death but 
not causally related to immediate 
CAUSE a ey SAD Wad 1] Pag aed edb ce Ie ee elk EE A ah eke lh a enc oe 


or within ninety days thereafter?..................4. 
(yes or no) 
Ole) WiASMOn a Nin wAG SUING GAIe: OPE RAT ON a0... iee ei ee erate: 
(yes or no) 
CD) Fa BY Na B) SCG) Se NONEY BISSACOPIMOUNT | pte hain Acca rane Bice Arama ee baltic es Menten ino HOE 
(month by name) (day) (year) 

GS) ee SaP-AG BecEGDNIDILIN G'S spt eters Seve Such sey ntets Pal ercen. AAS IN ois ORE aA CAL SUR RR Mr, ccc cep eseye 

ONG) WAS THERE CANGAU UORSVihi was: GIES TA TE RIN DLN GS sec cectcel sitar tee cenier en rer tsetse 


(yes or no) 


10. IF DEATH WAS DUE TO VIOLENCE, STATE WHETHER IT WAS AN ACCIDENT, SUICIDE OR 


EL © Vig GD hes sty a neselecteaecge na ey ea DIANE gO HE NG UR: Voc) Dart cnsrcrs tate augers = copy ete Saree ieee 
(month by name) (day) (year) 

STATES HOW DEE INTURYEWAS SUSTAINED) yh ctasr yet apse perry orci tar) erst ieee teeter 

SAC aN AG WEES © Ee DINU peeeeege chaarsitnrces oh cls ate ctitictcediy Grohe mttaer atc tra ray tel ae) Senne nee he ememeae 


STATE WHETHER INJURY TOOK PLACE AT HOME, IN INDUSTRY, OR IN A PUBLIC PLACE 


I certify that, 


(a) I attended the deceased from the.......... Gays Ol enters ta meet ofee eee: FIL mermieonsnSe gn ora ae day of 
SI ee RoR eee Ne NER Prt Shezy 9 , 19...., both inclusive; and 
(b) I last saw the deceased alive on the.......... AN Ole pet eye eco ace a ae iS a 
Phys an pe sii ee Cases ; ees 
See Soe eee Cae Reed WAR FE 
ee | (post office address) = —t™*” ” (designation as medical practitioner, coroner, 


or medical officer of health) 


1008 


REGISTRATION NO 
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(This space for use of division registrar only) 


I am satisfied as to the correctness and sufficiency of this medical certificate and the statement of death, 


and I register the death by signing the certificate and statement this 


ea ae eee ARE EN ud aie ORONO ae eS 


INSTRUCTIONS 


1. The morbid conditions relating to death are divided into two parts. In Part I are those conditions causally 
related to the ‘IMMEDIATE CAUSE” and in Part II those not causally related thereto. In most cases the 
completion of Part I will be sufficient. Detailed certification is not required, the entry of a single cause being 
preferable in cases where a single cause is sufficient, as in Example 1. Where the person completing the 
certificate finds it necessary to record more than one cause, it is important that they be stated in the position 
provided on the form as indicative of their mutual relationship. 

2. Follow these instructions: 

1. Name first the ‘‘Immediate Cause’ of death, i.e., the disease, injury or complication that caused death 
(not mode of dying or terminal condition). 

2. Then give the other morbid conditions (if any ) of which the immediate cause was the consequence, in order 
of causal relationship, stating the most recent one first and then the others in order. 

3. Part II is reserved for other important contributory morbid conditions, particularly when death was due 
to a combination of maladies, none of which would have been fatal alone. 

4. Use accepted terms for morbid conditions and never record mere symptoms. 

5. Maternal deaths—qualify all diseases resulting from child-birth, miscarriage or abortion by the word 
‘puerperal’, for example, puerperal septicaemia; distinguish between septicaemia originating in abortion 
and in child-birth. 

6. Cancer—specify the organ or part first affected. 

7. Violent deaths—where a death was due to a violent cause, the person completing the medical certificate 
shall indicate clearly whether the death was due to accident, suicide or homicide, and the manner and 
nature of the injury that resulted in death; where the death was due to accident the circumstances shall 
be stated as fully as possible, for example, an automobile accident shall always be designated as such. 

3. The following examples illustrate the essential principles in the use of the form: 

I Example 1 Example 2 Example 3 Example 4 Example 5 
| 
| | 

IMMEDIATE CAUSE (a) Lobar (a) Pulmonary |(a@) Acute (a) Broncho- (|(a) Uraemia 

State the disease, injury or pneumonia tuberculosis peritonitis pneumonia) 

complication that caused | 

death, not the mode of dy- due to due to due to due to due to 

ing, such as heart-failure, as- 

phyxia, asthenia, et cetera. 

MORBIDCONDITIONS, TRICR)) Ges. e seen Cha ea aany: trace \(b) Acute (6) Operation |(b) Chronic a. 

ANY, GIVING RISE TO} appendicitis nephritis 

IMMEDIATE CAUSE (state due to due to due to due to due to 

in order backwards from im-| 

mediate cause). NNO eae tia ues (70) ieee ee Rie (ot) Hee Aeon, Ae ee (ce) Strangulated|(G) 32.2. seem As 

inguinal 
II hernia 
| 

OTHER MORBID. COMES 2.5 xuene ees ode sae baie Maps eet paar he pee Chronic inter-|Chronic | 

TIONS (if important) con- | stitial nephritis! bronchitis 

tributing to death but not} 

causally related to immediate) 

cause. 


C.R.O. 1950, Reg. 363, Form 16; O. Reg. 297/59, s. 11; O. Reg. 212/60, s. ist 
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Form 19 
The Vital Statistics Act 
ACKNOWLEDGMENT OF REGISTRATION OF DEATH 


Under The Vital Statistics Act and the regulations, I acknowledge the registration of the death of 


Ce attra allel ol 2 Roe ee ae eae 


(surname) 


Puintiaaeneviel\¢) uel. ¢.eheiereieleenenele@ree6@ MN 6 0 wipt ele elenel el, are. 6, afel's 61.4, al,e\te wile, se wisi (aloo 6)(n) apinmt eed asia) son) seis im let 


(Code No.) (signature of division registrar) 


C.R.O. 1950, Reg. 363, Form 17. 


Form 20 
The Vital Statistics Act 
BURIAL PERMIT 


Under The Vital Statistics Act and the regulations, and subject to the limitations thereof, this permit is 
granted to 


eel \v focus. 016 [ele elle. (0\,01.8).91 0 ef Sie) slip ee. ai.s) 4) 6) 9) esier.6, 04, 0) ald) 60) 6, 81/0) miele ds Gt * BLie Sele neu 6b 6) 9l/e 18) [a J01'0,/8) -0,-4)\02 0 enl0 19,/e..8).4) 8) (8 jouieel.aiie. ©. ©, weile’ ene..© |,/0)01\6\e) 81010, 6 


(post office address) 


for the purpose of the burial or other disposition of the body of 


(month by name) (day) (year) 
EXTRACT FROM R.R.O. 1960, REG. 562 


38. Where the cause of death shown on the medical certificate of death in Form 18 was by disease, the division 
registrar shall insert the cause of death in the burial permit. 


C.R.O. 1950, Reg. 363, Form 18. 
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Form 21 
The Vital Statistics Act 


APPLICATION FOR REGISTRATION OF A DEATH NOT REGISTERED WITHIN 
ONE YEAR OF THE DAY OF THE DEATH 


Under The Vital Statistics Act and the regulations, 


WC ee elec ie ead sed 


(print full name of applicant) 


Bee Ree cel 


(post office address) 


make application to the Registrar General to register the death of 


jf elk lle | ol alll aaa) dl dered ace cated eo 


(print full name of deceased, surname preceding) 


(place of death) 
I attach the following: 
1. A statement of death, in Form 17. 
2. A statutory declaration, in Form 22. 


3. Fee of $2. 
fa thetollowings Class. vaneriae = evidence of death: 


65! Dim) olieis/ eu Seip el slim @ ie uaie\.o.\6, 9,6 me eles By = 'e.6) 41915) peo. 09>) @ ele 


(month by name) (day) (year ) 
C.R.O. 1950, Reg. 363, Form 19. 


Form 22 
The Vital Statistics Act 


STATUTORY DECLARATION IN SUPPORT OF AN APPLICATION FOR REGISTRATION OF 
A DEATH NOT REGISTERED WITHIN ONE YEAR OF THE DAY OF THE DEATH 


Province \ In the matter of an application for registration 
of ‘ of a death not registered within one year of the 

State | day of the death. 
Teer riete leclalinls tleiieloss hin 

| | = 

(print given names) 
| 
dep Ae Th les ake Ss al eg 
(print surname) 

Beebe Ratan y hee hee yntks Retest ee ee CLC A SR 


District 
SOLEMNLY DECLARE THAT: 


1. I make this statutory declaration in support of an application for registration of the death of 


RESPIR Seer 


(print surname) 


BERR Ress 


(print given names) 


Reg. 562 VITAL STATISTICS 


2. The information contained in the attached statement of death is true and correct. 


1011 


(state relationship to deceased, if any) 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of the same 


force and effect as if made under oath. 


Peclaredibefore mire va tithes... ses. clea sven le eraevsicas se 
MEN Seay eee soe ee aC (0) es as aot br miro: OCC REECE Se Oe oe pier GPa. FG Deer Se Pate RONEN Crip RON eC 5.5 
| (signature of deponent) 
BETIS ts tacseer teh exc ayo fa esi cutie Stour a wie pee oy 5 9) J 
3 Raton ee ROA Ve eae A Raa NT SHE 
C.R.O. 1950, Reg. 363, Form 20. 
Form 23 


The Vital Statistics Act 


RETURN OF BURIALS AND CREMATIONS 


LOGAUN ERIN OMENRO tresks yer a nals ae TE re i vane 
Municipality Name 
Print full name of deceased, Sex Date or place in of person Date of 
surname preceding (M or F) of which death who issued burial or 
death occurred burial permit || cremation 
fe | ae pal oad we | 
Ye ARES Se a en 
COLONEL (Okey Cope ler Me Pon eee cr en Hr estes Mera nde cal aye eensep or Guener ay SAS he eau neee ued ee ee ee ee tae to 
(name of cemetery or crematorium) 
EN PORE RAG Sos tietess «tet ter Mote he at OLR ARR BRR cid suse tacos te charter inthe: County soln smcmicer icici strstr sens j 
Gertiivatbatst his) is sre cumin olealluthe erent erste easter vere Cheeta ra re etaye eeer eke ete eye) efeaeteee leer) ak- a reretedans iste) Aenea 
(burials or cremations) 
PHETeiN Ot the month) Ol-war ee eerie nt a 7 1) 


C.R.O. 1950, Reg. 363, Form 21. 
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Form 24 


The Vital Statistics Act 


REGISTRAR’S STATEMENT OF A FINAL DECREE OF DIVORCE 


PLAINTIFF DEFENDANT SPOUSE 


APP Date otomarnlae Guy carers or etard tei eens eR eat etek cae Neae eee ere ee Oat ae ace Le a Sencar eLearn 
(month by name) (day) (year) 

Be IPIACOtOf MATTIAS. pach e ways erste Oe Nao iia Oe eke: Te My mp ee  Sy Sie oely aoe ted Seg soos acne h n eee ned e 

3. INamefandistatusiohitemalespouseibeforemmanniages ty hme iat eciecva ioe vices ena ie Perec tee excel ate ate ers 

APE lACEvOMiSSUC Ol wilt recente octet oreo eK ere Te eo toler eer orc ta tee ce Pera Ecc eeanat ea aely er ee n 

DisAD A tesodSs ecOrawilte ron teecar a muetei inte MTR eaE ee RR ER ean yan yh reek ee rate ee WirttsINOte cae eae 

(month by name) (day) (year) 

Gree Watevorpiimeal decree eecteicc eereceacpa or cya eine re icici aaaie reenter a ral ah ett uae nee ichtas eieraieiaeins woe ees neia ne eee 

(month by name) (day) (year) 


puso: 0 fe fake) (ole eels) 09. (9) ,2=) 96 x) WU. 6 0.16 659 0) Uebel Sib ee ¥ ele! ele pis o viele sid, walyie 


(month by name) (day) (year) 
Note: Clause h of section 1 of the Act is as follows: 


(h) “divorce” means dissolution and annulment of marriage and includes nullity of marriage. 


C.R.O. 1950, Reg. 363, Form 22; O. Reg. 231/53, s. 4. 
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Form 25 
The Vital Statistics Act 


STATUTORY DECLARATION BY AN APPLICANT TO CORRECT 
AN ERROR IN REGISTRATION 


Province : In the matter of the correction of an error in the registration 
Co) 
State 


an a a a ee 


(surname) 


ih i al a peel |e 


(given names) 


under subsection 3 of section 32 of the Act. 


ee eae eli ie | ae 


(name of applicant in full) 


County 


OMe sures arelerate cy ene RCTS OLA Tas ots eet nee nner ase in the District Of "sot 202 sot ae eens 


SOLEMNLY DECLARE THAT: 


1. I am the applicant for correction of an error in registration of the 


(birth, stillbirth, marriage or death) 


of the first-named person. 


2. The particulars of registration in the files of the Registrar General at Toronto, Ontario, are as follows: 


pWalpiieleta? ola visite ch cikeMier le Helis) aieiiay oWet olin) allele dela islisifcliet sions) seie/felie\e\la els \si<eireielie) (61 "ei /e)ie) o)is\4i sire) a) :0.\8 {el s/labatie;(e!isiie] aie aial/sieretetten eiells\(elierisiieh site! 


I request the Registrar General to correct the error. 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is 
of the same force and effect as if made under oath. 


Weclared beforemeatithe: austere ose. tee ease. sass | 

LEE ee oe Tene iaMdalSe.ne abn ARES oO ona cee tUor So mEw ap Malo clo Ratio momen Man Dm eS Unde Soe ONO OTK memo D nome Sus 
(signature of applicant) 

NCR cents oor (AINA (0) are NI eon ALOIS. 0 , 19 


EUsirpi 6) 6) 4) (a) Ow <0\.s a0 6iimie.atib e,e) 6.16) @) 6) ¢) sls 5/\8 alisl.s s)/8) =) (a) =<) a1 4) 10) \*1 (9) 8) vie 6s 


A Commissioner, etc. 


C.R.O,. 1950, Reg. 363, Form 23. 
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Form 26 
The Vital Statistics Act 
STATUTORY DECLARATION UNDER SECTION 33 OF THE ACT 


Province In the matter of incorrect information in the registration of birth of 
of 
‘i RR eee i eRe ee eae" 
(registered surname) 
(given names) 
under subsection 1 of section 33 of the Act. 
IO ESSE ey ee ees ecehae chc ae ene © ese let ora taged ote enTeka Me Pip FaBes endear vel ane tear etre Ola ate teues euatette  nvreye cee sy char RemenRece eer amare 


(state relationship of child) 


2. The information in the registration of birth of 


aS RSS See iS See a 


(surname) (given names) 
WMASANCORNEC ERLE MACs a auciresisvanerabed nate ans traitran abo oyane faves peer eters eo orches onare ces arrange Se eet, aay alee re 


OL AO) eed, Ls SIKG oce.b 8 lel Slew AR ra. Mil y ae) (Bo, Ale) Bo) oli ie 1a, Vigil ofa a UPS Wl We Sh tie Ok ce). .6 eee. wie, Siem) e.u) 6.00 64) 6 .4c8s a (at he Cote Wie Sb eics ae © Site), wees Secale 
ar ie: Nom Sm, ome B66: m5) ge tal) (6ie: oma, Oe v0. mW! feb. Or sR 02 Bt /B, ce LH solses To ce: Yar yuh epi fa. Ww ce Cem g, fal (6, Tan aiiy bm: Vu. a) Pp’) Ch ets. bie. wa eee 6 fee eee hav BK Ne. se Tes wb ee ere 


She hU6 ep (eke .e ee be Bes (sie ve ieee isiels iene © wie vis He = «(eel Pie © als Bis 06.0 pe whe bis wipe se © ©) © mie) s ie ©0568 we) lv ove hn ¢ ee 9 6 wie ene weve 


3. The information set out in the attached duplicate statement of birth is true and correct. 


And I make this solemn declaration conscientiously believing it to be true, and knowing that it is of 
the same force and effect as if made under oath. 


Weciared before meat the... cos. ayere se cronies 

Seite ifaWad ast Gr, cameo ae Ph cLe ad 28 Por Mee Orso Stern FR Re eee PIN a TE CORES Cee ee tae creo. 
(signature of applicant) 

PiiSewsaten erecta’ CaveGh eh eter eee et ee cae a , 19 


A Commissioner, etc. 


O. Reg. 108/54, s. 1. 
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Form 27 
The Vital Statistics Act 
WEEKLY STATEMENT OF DIVISION REGISTRAR 


FOR USE OF DIVISION REGISTRAR FOR USE OF REGISTRAR GENERAL 
IO Iy isiomioleman crus canis erertec vere INO wearer rcter seein Repistration-divisionsNOans7) ait eadree aie cei 
Rerrodiendingina seeahac sito foie eras ke Reriodtendinigiy teases saeisschc 2 rac aeeece tie sel nor aiee 
Number otibirthsie. eet erin chive tarts nents ReturnaNoemomeont ce siscliton Cree ole ee er ere 
Num Der ofsd eathisirsena a iiey setae ovate Aaeenelars Wisayee INumberzote bin they as mosn fey eects chaser aceareiets 
Niu bencofs stillbinthss acest nor cremate tie secietehe isis al el INumberrofddeathsiann trace oa cocks a nea awe 
PEN yc Re ee Teo lows et caioh cares ons ore iningec es eeast its aad Nunberrolestillbirthswea- wre acme ere eaii cia eres 
(signature of division registrar) 

Nameof division registrars asset een eee 

SOS DASIO ARATE EASE PVCS DG SRST IOS Ie Oe aT eee Statementscheckediiby/n uve eases areccereicts pier ears 
(post office address) (signature) 


C.R.O. 1950, Reg. 363, Form 24, 


Form 28 
The Vital Statistics Act 
CERTIFICATE AS TO REGISTRATIONS RECEIVED FROM A DIVISION REGISTRAR 
I acknowledge receipt of your statements for the period commencing the.......... Gay Of sar tneis step ess os 5 
LOPE iden Ging: the asm se rereeiaee GENIACHin anon os coe oon td urea OOS ak LE ee 
I certify that during this period the number of registrations of births, deaths and stillbirths complete and 


satisfactory and transmitted to me was as follows: 


Births Deaths Stillbirths 


[RCGeatirgale OV ILEbAATSCO) Oyo trend told 5 4 4 how GUE OO GIGLID ons CO TIEE 6154.0 6 MOD aeiond.6 Oc moto Eine oo nun OG Bpaoniad aoa son 
Nibimoe Outer yS Gl Bewctacos cect coor DAO oo came hog oo omae ote’ GUM abOooCOd bon at cMo co ounomoosGne oo 6 
INANE Of GLVASLOMTERISERALE Ay. ayers ame erate teste tener ons ies Gl nb Ee eu OCEANS cue oe ROA To he a ciene ot eeokerors che eneys (oka eieyna ona rer 


[EXO Greoy spLer Sua Ka Gb eC Me eee RR tee Pon eth A SAE SDR GRCORITT eo NOICAE: ONC REMI OREN RON O RO EEO IES IDE OOS OER Once 10 


(signature of Registrar General) 


C.R.O. 1950, Reg. 363, Form 25. 
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Form 29 Date of registration........ Registration No......... 
The Vital Statistics Act Issued at Toronto, Ontario, Canada, the......... 
BIRTH CERTIFICATE day oles. three wanes LO ceny es 
INOM eae a cknciciecOR A) WE Wek tr og net reearet ype 
Registrar General 
IN GMoutaratere oye She RE ee rete ceo Mente soe setae merctor 
an O. Reg. 7/60, s. 3. 
Datesol: birth... cc. secacc.c Greteevertie n ceeuetiale temo e ire si 
Birthplace: .woccrnr Greene Cote eee rae Form 31 
Setne Me tret sure Registration wane er ee eee The Vital Statistics Act 
Dat Numb 
WP ate tee Namie? DEATH CERTIFICATE 
Issued at Toronto, Ontario, Canada, the......... N 
ING ine eet ens 
Phe foc teleecestt seek hoe aint as ep LORS 
aay Namevot deceasedita: « oavicts Meacice use ae 
 Retatrag Gensel = Date Ondeatlt quae he aac a ee Oe 
a eae (Month by name) (Day) (Year) 
O. Reg. 7/60, s. 3. 
SORE hed Gites eetua ie aves fanpage a Suen SION OT TOES 
Mal f ! 
Rored 30 (Male or female) 
. he Marital status aici. atc aeacran okie ASE. ccs nae 
The Vital Statistics Act (Single, married, widowed or divorced) 
MARRIAGE CERTIFICATE Placeetates tiie, aivirs at ecdous a 24a oe 
NO. .-40-+---s Datetohinecistration mene emia cscs eet eae 
; (Month by name) (Day) (Year) 
Name.of DridegrOOmlsmrter mets te eterce ce rateh ioe ete oles ofare 
. Registration number mean. eeeiee 7 eee eee eee 
Birthplaces-aisk, fae cise ote ae aie Seon needs Cake eeerencs 
INE Reo Ul yale eae Ree ree ee Stor ooo car.n Goan Teetnd Ob genie ater Genes a ae 
: AVP OLeere neste ae csse tear bute He A Ge 
Birth placeme pirat «eco aietee ie eth iee Greatest are 
Date aries, eee ee ee P| eso Registrar General 
PuACenOMIMaArha gens eiery ei chens ees ate oe O. Reg. 7/60, s. 3. 
Form 32 


The Vital Statistics Act 
OATH OF SECRECY 


COG EES fa aia 


Pane te ed ee 


(given names) 


(Pa aS aa 


1 


(surname) 


solemnly swear that I will hold secret and will not disclose to any person any information given me from the 
records in the Registrar General’s office or obtained from those records by reason of my access thereto. 


Swola belore une. nyse or conte see re eerie ee ee aie 
MONE w ct: eink tment cir as OP Ree eran seclics fete ty alers 
A ARIE TO ide eRe aan = VN ee eset ree er ey PERN Cec hCnCRCRE Gucci 
Be oy SOURED Tat Sey ech OR eiaters aeeeare a cise iciate ke 
PIS ae error. GAA loa scis lol shee ele are teat asia a9 


A Commissioner, etc. 


(signature of deponent) 


C.R.O. 1950, Reg. 363, Form 29. 


Reg. 562 


VITAL STATISTICS 
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Form 33 
The Vital Statistics Act 
OATH OF SECRECY 


(surname) 


solemnly swear that I will hold secret and will not disclose to any person any information given me from the 
records in the Registrar General’s office or in any division registrar’s office or obtained from those records by 
reason of my access thereto, except to the Director of Industrial Hygiene or the Medical Statistician of the Depart- 


ment of Health. 


Sworn before me 


9h 0 4161 s0 9 4) 10) oy) elle. 61-6 001 10(¢ b/w ios. ee) 4), 8) 41) ec elem ele « 


A Commissioner, etc. 


Sem ee meee eer eer ere ees essere essersereseeesssererece 


(signature of deponent) 


O. Reg. 340/52, s. 1. 
Form 34 


The Vital Statistics Act 


REQUEST TO REGISTER A BIRTH IN NAME OF FATHER 


Under The Vital Statistics Act and the regulations, we 


ee eee era 


ial lye el ale A a 


(name of mother in full) 


eS Ee 


ls Ve 2 ea ae 


(name of father in full) 


i Nojiel (6) $i'ejier oie: Aleol ene. sp 6: aialie) ie) wie) st sihiv.ibr(etel tales 


(signature of witness) 


(surname of child) 


a ane La | 


(given names of child) 


acknowledge myself to be the father of the child. 


C.R.O. 1950, Reg. 363, Form 36. 
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Form 35 
The Vital Statistics Act 
REQUEST TO AMEND THE REGISTRATION OF A BIRTH IN SPECIAL CASES 


Under The Vital Statistics Act and the regulations, we 


BRERA ERS ee ee 


(name of mother in full) 


iain iD i 8 dD ee a 


(name of father in full) 


momothengns tecenol OT Ne 1) Vaid I eke yak A ee On 


(registered surname of child) 


MERAGCR hie ea See 


(registered given names of child) 


Street Addr essia re < Fineie. soa sarg diaiteceia Byerars, tgpictcite ee mar be tam crewauetay es togekensoxaparer es eearal na nee eh A och a Sua RS ya LTT nese aE Ree ere 
Mowrshiprolsnc asset meee aoe County, or Territorial: Districtofan scence aire ce eee teen A 
OD then tne Rete erence LE AO yap eaters Scones aan. dan eet lta boae or ae ean cara epee Mos ,19...., request the Registrar General 
to amend the registration so that the child will be registered in the name of................. father, as follows: 


(his or her) 


pS Ee a 


(surname) 


er A NR 


(given names) 


eh a CRI a st rch hy Shr eer ee acknowledge myself to be the father of the child. 


(signature of witness) (signature of mother) 
(signature ce op ees CA Oe ei ne (signature of father) og 
(date) 


C.R.O. 1950, Reg. 363, Form 37. 


Reg. 563 
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1019 


Regulation 563 


under The Voters’ Lists Act 


GENERAL 
REMUNERATION AND EXPENSES 


___1.—(1) The allowances and expenses payable to a 
judge under subsection 4 of section 16 of the Act are, 


(a) for attendance at the place where the revision 
is held, for the purpose of revising the voters’ 
lists, other than at the county town, $10 a 
day; and 


(b) ten cents for each mile necessarily travelled. 
OF Reg 236/524 si 


(2) The fees and costs to be payable under the Act 
to persons other than judges are those set forth in the 
Schedule. 


(3) Except as otherwise expressly provided in the 
Schedule, the fees and allowances prescribed in the 
regulations made under The Election Act shall be 
deemed to be full remuneration and compensation for 
services and disbursements rendered or made under 
The Voters’ Lists Act as well as under The Election Act 
by a returning officer. 


(4) No expense for clerical or other assistance shall 
be allowed except where the assistance has been en- 
gaged with the approval of the Chief Election Officer 
upon the recommendation of the chairman of the board. 


(5) No expense for printing, office rent or inci- 
dentals shall be allowed unless certified by the Chief 
Election Officer as proper in that electoral district. 


(6) An election board shall be allowed the amounts 
actually disbursed, authorized by the board and 
approved by the Chief Election Officer. O. Reg. 
240/51, s. 1 (1-5). 


(7) Upon the certificate of the chairman of the 
board, officers and other persons required to travel in 
the performance of their duties under the Act shall be 
allowed their actual and necessary travelling expenses 
and, where private automobiles are used, the allowance 
shall be at the rate of 11 cents a mile for each mile 


actually travelled. O. Reg. 159/54, s. 1; O. Reg. 
176/58, s. 1. 
FORMS 
2. The following Forms are prescribed: 
1. An enumerator’s certificate on an urban 


polling subdivision list of voters shall be in 
Form 1. 


2. An enumerator’s certificate on a rural polling 
’ subdivision list of voters shall be in Form 2. 


3. The appointment of a revising officer shall be 
in Form 3. 


4. The oath of a revising officer shall be in 
Form 4. 


5. The appointment of a clerk to the revising 
officer shall be in Form 5. 


6. The certificate of a revising officer on a list 
shall be in Form 6. 


7. The certificate of a revising officer on a state- 
ment of changes and additions shall be in 
Form 7. 


8. The form of printed certificate to be used by 
returning officers on statements of changes 
and additions in urban polling subdivisions 
shall be in Form 8. O. Reg. 240/51, s. 2; 
O. Reg. 159/54, s. 2 (1, 2). 


DUTIES OF OFFICERS 
3. The clerk of the board shall, 


(a) obey the directions of the chairman o! the 
board; 


(b) keep his office open at the times required by 
the board for the purpose of supplying in- 
formation as to lists and copies of, or extracts 
from, any list in his possession; 


(c) keep, 


(i) regular minutes of the proceedings of 
the meetings of the board, and 


(ii) a record of the proceedings in his own 
office; and 


(d) under the direction of the board, make ar- 
rangements for the holding of the sittings of 
the revising officer for urban polling subdi- 
visions. O. Reg. 240/51, s. 3. 


4.—(1) A revising officer shall hold sufficient 
evening sittings to afford a fair opportunity for persons 
employed during the day-time to appear and present 
complaints and objections. 


(2) The hours of the sittings of the revising officers 
shall be arranged by the board with due regard to the 
circumstances of each registration and revising district, 
the number of complaints or objections likely to be 
heard and the convenience of persons whose appearance 
is necessary in connection therewith. O. Reg. 240/51, 
Saas 


5.—(1) The enumerators appointed for an urban 
polling subdivision shall cause the list and all copies 
prepared by them to be legibly typewritten at their 
joint expense. 


(2) An enumerator appointed for a rural polling 
subdivision shall cause the preliminary list and all 
copies prepared by him to be legibly typewritten at his 
own expense. O. Reg. 240/51, s. 5. 


BOOKS AND RECORDS 


6.—(1) An election board shall keep the following 
books and records: 


1. A minute book recording the proceedings of 
the meetings of the board. 


2. Account books showing all sums received 
under accountable warrants and otherwise 
and all disbursements made. 


3. Records of the work done in the office of the 
clerk. 


(2) A revising officer shall keep a book recording, 
(a) briefly the proceedings at each day’s sittings; 


(b) a statement showing the number of hours 
during which he was employed at the sittings; 
and 


(c) his travelling and other expenses. O. Reg. 


240/51, s. 6. 
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COMPLAINTS OR OBJECTIONS 

7. A list of complaints of persons omitted from the 
list or wrongfully registered may include complaints 
or objections as to more than one person but shall 
relate only to one polling subdivision. O. Reg. 240/51, 
Se ule 

SAFEKEEPING OF REVISED LISTS 

8.—(1) In this section, ‘‘clerk of the peace’’ means 
the clerk of the peace for the county or judicial district 
in which a polling subdivision is situated. 

(2) A returning officer shall deliver to the clerk of 
the peace for safekeeping for purposes of reference as 
required by any Act of the Legislature, ten copies of, 


(a) the certified revised voters’ list for each urban 
polling subdivision; 


(b) the certified statement of changes and addi- 
tions relating to the list; and 


(c) the certified revised voters’ list for each rural 
polling subdivision. O. Reg. 240/51, s. 8. 


Form 1 
The Voters’ Lists Act 
(Section 62) 

ENUMERATOR’S CERTIFICATE ON URBAN 
POLLING SUBDIVISION 
CISTMOPRWOTERS 
BlectoralcclisthictiO mater are eior ie. ci PEt eae 


RollimessubainaslonwN Oe serine enamine re: can reenter 


Ola Thee 5 cocsvastenteksots& beerine CO Licaode rece i. ewe ee ede 


ER RT ENGR CIN? ch eerie a enone Rs , make oath and say: 
The annexed (or within) list of voters for 
polling: subdmwisioneINOse rma es of the 
electoraldistriGtyote® ¢ eb cisrass aegis cee stem ecsieace 
ARG RIND Bie Oo CLIC Cee contains a true and 
correct list of the names, addresses and occu- 
pations of persons in that polling subdivision 
qualified to vote at the election now pending 
in the electoral district aforementioned. 


Severally sworn before me | 
| 
| 


CN Rn MPERD Rare ai fates au piaks te aaa | 


A Commissioner, etc. 
(or as the case may be) 


O. Reg. 240/51, Form 1. 


VOTERS’ LISTS 
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Form 2 
The Voters’ Lists Act 
(Section 94) 
ENUMERATOR’S CERTIFICATE ON RURAL 
POLLING SUBDIVISION 
LIST OF VOTERS 


Blectoraldistrictio times terre amnesic enrol en eae 


Leoihn aves eiooyalsGin INkorwan aarp osineoomeobonseosdnec 


Miarnrerpalitvs ofan Grannis ena ee ene Of cathe eeEe 
(town, village or township) 

| Facer endaeeserntacie Gate once Chou aoe RI (REPO e oun eeeaiooco-c 

Ofthn Gee waco ee tree OT Sty aceerantets cree eee 


el We NPT I AL Ora g gk aan oon anoo odoinn Goosule oc j 
make oath and say: 


The annexed (or within) list of voters for polling 
subdivision No........ of the electoral district 


OR EE re ares his aa, Sen ee contains a 
true and correct list of the names, addresses and 
occupations of persons in that polling subdivi- 
sion qualified to vote at the election now pending 
in the electoral district aforementioned. 


Sworn before meat........ 
cn Pe ene in the county 
OL Re setae Grote Rey ear ee Lee 


Enumerator 


A Commissioner, etc. | 
(or as the case may be) 


O. Reg. 159/54, s. 2 (1). 


Form 3 
The Voters’ Lists Act 
(Sections 64, 65, 68) 
APPOINTMENT OF REVISING OFFICER 


(occupation) 


Under The Voters’ Lists Act you are appointed to 
be one of the revising officers for the electoral district 


for the election now pending and to act in that capacity 
for registration and revising the lists in polling sub- 
divisions "Noss. Sn. Lm. neee eee. of that electoral 
district. 


Reg. 563 


VOTERS’ LISTS 


1021 


Dated@thisea.ce ase Gay" O ferry am eee pelos ee 


Chairman 


O. Reg. 240/51, Form 3. 


Form 4 
The Voters’ Lists Act 
(Section 67) 
OATH OF REVISING OFFICER 


LUA: etal il ed ate sities te Rie Son os aire a ee 
Ole theme tee eae rece are OR Pang a Atao once Pian arr 
appointed revising officer for polling subdivision 
MUMIDehEeds ata. sake cee ate in the electoral district 
0S ccnreho is Aiteoseats eR RMAC Merriam GR. kn aon Ps Mee , swear 


that in that capacity I will perform my duties faith- 
fully and impartially. 


Sworn before meat......... 


Revising Officer 


A Commissioner, etc. 
(or as the case may be) 


O. Reg. 240/51, Form 4. 


Form 5 
The Voters’ Lists Act 
(Section 66) 


APPOINTMENT OF CLERK TO THE 
REVISING OFFICER 


(occupation) 


Under The Voters’ Lists Act you are appointed a 
clerk to the revising officer for polling subdivisions 


SOE LE iret ATES On oe eae of the electoral 


THIS (LICE OLED <5 utp ee NA We Ae arePsi ried RNR or tai 
for the election now pending. 


Datedithismmmneene Gas, GES faire creeinc ner rerees p19 


Chairman 


O. Reg. 240/51, Form 5. 


Form 6 
The Voters’ Lists Act 
(Section 84 (1)) 


CERTIFICATE OF REVISING OFFICER 
ON LISD 


a revising officer for the electoral district of.......... 


Teas ee eee Se eee ee CCU amt nartamune 
annexed (or within) list is a correct copy offthe list of 
voters to be used at the election now pending in the 


clectoralidistricttolieay..-nys atesne ieee een rere 
for the polling subdivision designated therein, according 
to my revision and corrections thereof under The 
Voters’ Lists Act. 


Datedethisuecy sence Gay pOlt sce eee eee po LD 


Revising Officer 
O. Reg. 240/51, Form 6. 


Form 7 
The Voters’ Lists Act 
(Section 84 (1)) 


CERTIFICATE OF REVISING OFFICER ON 
STATEMENT OF CHANGES 
AND ADDITIONS 


a revising officer for the electoral district of.......... 


RT reese ae ee net me eae certify that the 
annexed (or within) statement is a true statement of 
the changes and additions made to the list of voters 
to be used at the election now pending in the electoral 


GIStrICU OLR crt eee eee a eee eater: -atcemeny ame cranes 
for the polling subdivisions designated therein, accord- 
ing to my revision and correction of the said list under 
The Voters’ Lists Act. 


Dated this...) Casy OL cars 1a eee Oe. 


Revising Officer 
O. Reg. 240/51, Form 7, 
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Form 8 
The Voters’ Lists Act 
(Section 88 (2)) 
FORM OF PRINTED CERTIFICATE TO BE 
USED BY RETURNING OFFICERS ON STATE- 


MENT OF CHANGES AND ADDITIONS IN 
URBAN POLLING SUBDIVISIONS 


returning officer for the electoral district of.......... 
Berea Soe tonite Sah des eas Pe certify that, 
(a) the attached statement is a true copy of the 
statement of changes and additions as pre- 

pared and certified by the revising officer; 
(b) it, together with the attached copy of the 
preliminary list as finally revised by the re- 
vising officer, accurately sets out the names, 
addresses and occupations of persons entitled 


to vote in polling subdivision No.......... : 
and 


(c) the list and statement together constitute the 
polling list for that polling subdivision. 


Dated thise seer. Gavi Ofer ate se 5 a PO eet, 


Returning Officer 
O. Reg. 240/51, Form 8. 
Schedule 
FEES 
1. For the chairman of the board, 


(a) where the county or judicial district 


includes only one electoral district..... $ 75 
(6) for each additional entire electoral 
district within the county or judicial 
district, am additionale).....-..0.0.--0 WS 
(c) where the electoral district includes 
part of another county or judicial 
Gisthick, am adaditionalem sss ae. seo cs ak 50 
2. For each member of the board, including the 
chairman, for every meeting actually at- 
tended, as certified by the chairman........ 10 
3.¥ For the clerk of the board, 
(a) where the county or judicial district 
includes only one electoral district..... 200 


ile 


(6) for each additional entire electoral 
district within the county or judicial 
districtwam adcitional acs asc ute ans $ 100 


(c) where the electoral district includes 
part of another county or judicial 
districtaan addteonaly a. sere is 


For revising officers, 


(a) where one sitting only is held on one 
Gaya pea Bg Os Soran hes ces anne ate $ 15 


(b) where two or more sittings are held on 
One day, m@onjeach sitting... aye n aap: 10 


For municipal clerks acting as clerks to 
revising officers, 


(a) for every day upon which one or two 
Sittingsvare actually held .h..5.-.05.-- 10 


(b) for every day upon which three sittings 
aretactuallytheldiara< ean sas te 15 


For furnishing lists or copies, 


(a) for every manuscript or typewritten 
copy of a voters’ list or any part thereof, 
or of changes made therein on com- 
plaint or objection, other than a list 
or part thereof required to be fur- 
nished by any Act of the Legislature, 
for every ten names on each copy 
Supplied’) Aksar alae eee 6 cents 
payable by the person to whom sup- 
plied, 


(b) for all copies of the first part of the list 
of voters under Part I of the Act 
furnished to a returning officer as re- 
quired by statute for use at an election, 
per polling subdivision............... $1 
and for every name corrected or added 
by manuscript on each copy furnished. . 1 cent 


ENUMERATORS 


For each enumerator, for all services and 
expenses including furnishing the typewritten 
list and copies, 


(a) where the list contains not more than 


ASO MAINES a: 2k Chere. cee ete eters $ 40 
(b) where the list contains more than 250 


names, for each name over 250, an 
AG GION ose erace en taints eee 8 cents 


O. Reg. 240/51, Sched.; O. Reg. 176/58, s. 2. 
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Regulation 564 


under The Warble Fly Control Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “brush method of treatment for warble fly’’ 
means the application of the ingredients 
prescribed in section 3 for the treatment 
by means of a stiff bristle brush to the area 
of skin within one foot of each side of the back- 
bone extending from the shoulder to the 
rump of the cattle so that, 


(i) the ingredients are worked into the 
hair and wet the skin; and 


(ii) the treatment loosens the scabs over 
any grubs in the skin; 


(b) “spray method of treatment for warble fly” 
means the application of the ingredients 
prescribed in section 3 for the treatment 
by means of a spray ejected from a nozzle, 
having a single aperture five-sixty-fourths of 
an inch in diameter known as a No. 5 disc, 
under a pressure of 400 pounds a square inch 
at the nozzle aperture to the area of skin 
within one foot of each side of the backbone 
extending from the shoulder to the rump of 
the cattle so that the ingredients wet the skin. 
OP Ree? 232752 sale 


CATTLE EXEMPTED BY BY-LAW 


2.—(1) Cattle that are free from warble fly grubs 
are designated a class of cattle. 


(2) The class of cattle designated in subsection 1 
is exempt from the provisions of any by-law passed 
under the Act or any predecessor of the Act. O. Reg. 
xe SS ile 


TREATMENT 


3. The ingredients to be used and the strength 
thereof shall be, 


(a) in the case of the brush method of treatment 
for warble fly, 


(i) 8 ounces of Derris powder containing 
5 per cent rotenone or such other quan- 
tity of Derris powder as contains an 
equivalent strength of rotenone, and 


(ii) 7 ounces of wettable sulphur, 


thoroughly mixed in one imperial gallon of 
water; and 


(b) in the case of the spray method of treatment 
for warble fly, 714 pounds of Derris powder 
containing 5 per cent rotenone or such other 
quantity of Derris powder as contains an 
equivalent strength of rotenone, thoroughly 
mixed in eighty imperial gallons of water. 
O} Regs 232/52,'s122 


4.—(1) Where a municipality has passed a by-law 
under section 2 of the Act, the treatments shall be 
given within a period commencing with the 10th day 
of April and ending with the 31st day of May in each 
year. 


(2) The first treatment shall be given within eight 
days after the commencement of the period and any 
additional treatments required shall be given at 
intervals of not less than twenty-one days or more than 
twenty-eight days until the end of the period. 


(3) Where cattle that are not free from warble fly 
grubs are brought into a municipality in which a by-law 
is in force and are not accompanied by a certificate 
under section 5 of the Act, the cattle shall be treated 
for warble fly within three days after being brought 
into the municipality. O. Reg. 17/58, s. 2. 


INSPECTORS 


5. The Commissioner shall provide courses for the 
instruction of inspectors in, 


(a) the detection of warble fly in cattle; 


(b) methods of treatment and their application; 
and 


(c) methods of enforcing treatment and the effects 
of treatment. O. Reg. 232/52, s. 4. 


6. An inspector shall, 
(a) attend the courses of instruction; 


(b) instruct cattle owners in the brush method 
of treatment for warble fly, and persons 
operating power sprayers in the spray method 
of treatment for warble fly, so as to insure 
that the treatment is efficiently carried out; 
and 


(c) where he inspects cattle for warble fly, keep 
a record of the inspection showing, 


(i) the date thereof, 


(ii) the name and address of the cattle 
owner, 


(iii) the location and number of cattle in- 
spected, and 


(iv) the results of the inspection with refer- 


ence to warble fly. O. Reg. 232/52, 
Shon 


7. Where an inspector causes cattle to be treated 
for warble fly, he shall keep a record showing, 


(a) the date of the treatments; 

(b) the name and address of the cattle owner; 

(c) the location and number of cattle treated 
during the periods of the first and second 
treatments, and, if given, the third treatment; 

(d) the method of treatment; and 

(e) the number of cattle brought or received by 


the cattle owner into the municipality during 
the periods of treatment. O. Reg. 232/52, s. 6. 


8. A certificate under section 5 of the Act shall be 
in Horm 1, (©) Reg, 232/52) s: 7. 
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9. Where cattle have been treated for warble fly, 
the inspector shall, upon the request of the cattle 
owner, issue a certificate in Form 1 to the cattle owner. 
O. Reg. 232/52, s. 8. 


METHODS OF MAKING CATTLE AVAILABLE 
FOR INSPECTION AND TREATMENT 


10. The methods of making cattle available for 
inspection or treatment are, 


(a) by securely tying them in stanchions, or in 
any other manner, in stalls; 


(b) by confining them to box stalls located in a 
barn, stable or shed; 


(c) by confining them in a corral or other en- 
closure; or 


(d) by such other method as will enable an in- 
spector, 


(i) to make a physical examination by 
hand on the back of each head of 
cattle for the purpose of determining 
whether warble fly grubs exist under 
the skin, or 


Gi) to apply treatment by the brush 
method of treatment for warble fly or 
the spray method of treatment for 
warble fly. O. Reg. 70/55, s. 2. 


CONTROL IN UNORGANIZED TERRITORY 


11.—(1) Any cattle owner having cattle in any 
unorganized territory between the ist day of April and 
the 31st day of May in any year may in writing apply 
to the Ontario Agricultural Representative for the 
district that includes the unorganized territory for 
Peet ae on and materials for treatment for warble 

y. 


(2) The application shall show, 
(a) the name and address of the cattle owner; 
(6) the number of cattle; and 


(c) the location of the cattle between the 1st day 
of April and the 31st day of May. 


(3) Where an Ontario Agricultural Representative 
receives applications from at least 50 per cent of the 
cattle owners in unorganized territory within his 
district, he shall so state in writing to the Commissioner. 


(4) On receipt of a statement from the Ontario 
Agricultural Representative showing the number of 
cattle owners in the unorganized territory in his 
district, the number of applications received by him 
and the number of cattle in the unorganized territory 
in his district owned by the applicants, the Com- 
missioner shall cause that Agricultural Representative 
to receive materials for treatment of the cattle for 
warble fly. 


(5) On receipt of materials for treatment of the 
cattle for warble fly, the Agricultural Representative 
shall distribute the materials to the cattle owners for 
treatment of their cattle. O. Reg. 232/52, s. 10. 


PAYMENTS AND GRANTS 


12. The Minister shall pay out of the Consolidated 
Revenue Fund the cost of materials supplied to 
Agricultural Representatives for the treatment for 
warble fly of cattle in unorganized territory. O. Reg. 
232/52 1S. ale 


13.—(1) Out of the moneys appropriated by the 
Legislature for the purpose, the Minister shall make 
grants so as to reimburse any municipality to the 
extent of 50 per cent of, 

(a) the salary of the inspectors appointed; 

(b) the actual travelling expenses necessarily in- 
curred by the inspectors in the performance 
of their duties; and 

(c) the cost of the Derris powder purchased by 
the municipality. O. Reg. 232/52, s. 12 (1); 
O. Reg. 65/53, ss. 1, 2. 

(2) Where the moneys appropriated by the Legis- 
lature are insufficient to pay the grants under sub- 


section 1, the grants shall be decreased pro rata. 
ODRegs 2382/5205. 1212). 


Form 1 
The Warble Fly Control Act 
CERTIFICATE 
under Section 5 of the Act 


Under The Warble Fly Control Act and the regula- 


BONS iGentiny ata berca tel evo tes sue teris een 
(name of 
cattle owner) 
kh scanty # Steet es td ly EAR oie ta enaci ys co ea a eon ae ; 
(address) 
lacaitedtate lot. wa aeae an sCOMCESSIO Uschi senna F 
UGH Nhs Son bee ee COUNTY: Of; acm. eerie ; 


were treated for warble fly during the period within 
which treatments are required in any year as follows: 


FiESt str CatMIe MUS. vic racemes ae cis <eleeee: eee ae x 
(date) 
Second: treatments. 2.:/s «sce by sscc e-cpse epee ae ee . 
(date) 
if given, third treatment:... ath eis, 4 \a 5) Oe 
(date) 

Dated tatty ryac cehtestarnae eee aterm rea, | day of 
ASA oy 3 19. 


Inspectorior: Scene ee 
(state jurisdiction) 


O. Reg. 232/52, Form 1. 
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Regulation 565 


under The Weed Control Act 


GENERAL 
NOXIOUS WEEDS 
1.—(1) The plants named in Schedule 1 and 
Schedule 2 are designated as noxious weeds generally 
in Ontario. 
(2) In schedules 1 and 2, 


(a) “L.” is an abbreviation for Linnaeus; 


(b) “Mill.” is an abbreviation for Miller; 


(c) “Scop.” is an abbreviation for Scopoli; and 
(d) “spp.” is an abbreviation for species. O. Reg. 
146/60, s 


2. An order issued by an inspector under section 10 
of the Act shall be in Form 1. O. Reg. 146/60, s. 2. 


3.—(1) No person shall transport farm produce 
containing noxious weeds or weed seeds on any public 
road or property, or transport farm produce so in- 
fested to a farm that is free from such noxious weeds or 
weed seeds, except in a manner that prevents the escape 
of noxious weed seeds. 


(2) No person shall transport soil, gravel or other 
substance containing noxious weed seeds except in a 
manner that prevents the weed seeds from being 
scattered during transportation or from being deposited 
onany land where the weed seeds may grow to maturity. 
O. Reg. 146/60, s. 3. 


4.—(1) Noxious weeds shall be destroyed by means 
of 
(a) covering the plants with mulch or other 
substances that prevent growth of the plants 
or the ripening of their seeds; 


(b) pulling or otherwise removing the plants 
from the soil; 


(c) cutting the roots or stalks of the plants 
before the seeds have developed sufficiently 
to ripen after the cutting; 


(d) plowing or cultivating the soil in which the 
plants are growing; or 


(e) treating with a herbicide that causes the 
plants to be destroyed or prevents the growth 
of the plants or the ripening of their seeds. 


(2) Where noxious weeds are destroyed in a manner 
mentioned in subsection 1 and the seeds have developed 
sufficiently to ripen, the seeds shall be destroyed in a 
manner mentioned in subsection 4. 


(3) Where an inspector causes the destruction of 
noxious weeds, the destruction shall be in a manner 
mentioned in subsection 1 that is efficient and at a 
reasonable cost in the circumstances. 


(4) Weed seeds shall be destroyed by means of, 
(a) removal to locations where the seeds are 
unable to germinate, or, if germination takes 


place, where the noxious weeds are unable to 
grow to maturity; 


(b) composting; 


(c) use as silage or other form of fodder in which 
the weed seeds are consumed by animals; 


(d) grinding or crushing; or 
(e) burning. O. Reg. 146/60, s. 4. 


5.—(1) The circumstances and conditions under 
which an inspector may cause noxious weeds to be 
destroyed under section 12 or 14 of the Act are, 


(a) that the inspector is of the opinion, 


(i) that propagation of the noxious weeds 
would be prevented or substantially 
reduced by reason of their destruction, 
and 


(ii) except in the case of poison ivy and 
ragweed, that lands other than the 
lands on which the noxious weeds are 
growing are likely to be damaged by 
propagation of the noxious weeds; 


(b) that the inspector makes a report to the 
district inspector and has obtained his con- 
sent for the destruction of the noxious weeds 
and his approval of the manner of the destruc- 
tion; 


(c) that the weed inspector destroys the noxious 
weeds in a manner approved by the district 
inspector; 


(d) that the inspector does not cause damage to 
the property more than is necessary for or 
incidental to entering upon the lands and 
transporting the equipment used in the 
destruction of the noxious weeds; 


(e) that in the destruction of Dodder found in a 
growing crop, the inspector does not damage 
the land or reduce the yield of the growing 
crop more than is necessary for or incidental 
to the destruction of the Dodder; 


(f) that in the destruction of noxious weeds 
named in Schedule 1, other than Dodder, 
found in a growing crop, the inspector does 
not destroy the growing crop unless the 
noxious weeds are growing in greater density 
than one noxious weed plant in an area of one 
square yard; and 


(g) that in the destruction of noxious weeds, other 
than noxious weeds named in Schedule 1, 
found in a growing crop, the inspector does 
not damage or destroy the growing crop 
unless the noxious weeds are growing in 
greater density than two noxious weed plants 
in an area of one square yard. 


(2) Subsection 1 does not apply to the destruc- 
tion of noxious weeds where the owner of the land on 
which the noxious weeds are growing makes an agree- 
ment with the inspector for the destruction of the 
noxious weeds. O. Reg. 146/60, s. 5 


LICENCES FOR THE OPERATION OF 
SEED-CLEANING PLANTS 


6.—(1) A licence for the operation of a plant for 
the cleaning of grain or seeds for seed purposes shall 
be in Form 2. 
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(2) A licence under subsection 1 expires on the 
31st day of March next following the date of issue. 


(3) The fee for a licence is $5. 


(4) The Minister may suspend or, after a hearing, 
cancel a licence where the licensee fails to comply with 
the Act or this Regulation. O. Reg. 146/60, s. 6. 


7. A licence for the operation of a plant for the 
cleaning of grain or seeds for seed purposes is issued 
upon the conditions, 


(a) that the operator of the seed-cleaning plant 
maintains the plant and equipment in good 
condition and operates the plant in accord- 
ance with recognized principles for seed- 
cleaning; 


(b) that the floors, bins, cleaners, elevators, 
elevator-boots, elevator-heads, scourers, 
screens, scales and other equipment in use 
for the cleaning of grain and seed are thor- 
oughly cleaned after the cleaning of each lot 
of seed; 


(c) that the person in charge of the seed-cleaning 
operations has knowledge of selections and 
combinations of screens for efficient cleaning 
and of adjustments of other equipment that 
may be necessary for proper operation of the 
equipment; 


(d) that the operator of the plant exercises care 
to assure that weed seeds obtained in the 
seed-cleaning operations are disposed of 
properly; and 


(e) that weed seeds or foreign grain or seeds or 
other materials that were not present in any 
lot of grain or seeds delivered to the plant 
are not present in the grain or seed delivered 
from the plant. O. Reg. 146/60, s. 7. 


8. A seed-cleaning plant operated for the cleaning 
of grain or seed for seed purposes for persons other than 
the owner of the plant shall have floor space of not less 
than 1,000 square feet on the ground floor for seed- 
cleaning operations and storage of seed. O. Reg. 
146/60, s. 8. 


9. A seed-cleaning plant shall be equipped with, 


(a) windows for ventilation and light that pro- 
vide at least one square foot of window space 
for every 160 cubic feet of room space; 


(b) where insufficient light is obtained through 
windows, adequate artificial lighting for all 
parts of the seed-cleaning operation; 


(c) a floor in the seed-cleaning room constructed 
of matched lumber, concrete, asphalt or other 
material, so as to provide a smooth imper- 
meable surface from which all grain, seeds, 
dust, dirt and refuse may be removed by 
sweeping; 


(d) one seed-cleaner equipped with at least two 
screens; 


(e) at least fifteen screens for the cleaning of 
grain and seeds, that are clearly marked as to 
size and, when not in use, are stored in a proper 
screen rack; 


(f) a hand-operated or mechanical device for the 
cleaning of machinery and equipment; 


(g) elevators or other elevating facilities that are 
designed, constructed and located so as to 
ensure ease of access to elevator-boots and 
elevator-heads for cleaning, oiling, repairing 
and other services, and designed to prevent 
mixing of seed of uncleaned and cleaned lots 
of other grain or seeds; 


(h) adequate power and transmission of power 
for efficient operation of all machinery at 
normal operating capacity; 


(2) installation of machines and other equipment 
arranged to provide adequate spacing for 
inspecting, adjusting, cleaning and operating 
purposes; 


(j) adequate storage bins that are designed and 
constructed so that the floors slope at least 
45 degrees from the horizontal, the sides are 
lined with smooth material so that grains and 
seeds do not lodge on the surface and the 
construction of the bins allows for ease of 
access for purposes of inspecting and servicing; 


(k) where milling operations are carried on in the 
building in which the seed-cleaning equipment 
is located, a partition that separates the seed- 
cleaning from the milling operations; and 


(1) where dust from milling or other operations 
interferes with seed-cleaning operations of a 
plant, a dust collection or disposal system. 
O. Reg. 146/60, s. 9. 


10.—(1) In addition to the requirements of section 
9, a seed-cleaning plant in which pedigreed seed is 
cleaned shall be equipped with, 


(a) screens that have minimum dimensions of 
34 inches by 42 inches; 


(b) one scourer or debearder; 


(c) one disc separator or indent cylinder for 
grading of grain and seeds; 


(d) one platform scale having a minimum capacity 
of 1,000 pounds; 


(e) one seed treater for the accurate application 
of a liquid seed dressing; 


(f) one power-operated device for the cleaning of 
machinery and equipment by means of air 
blast or suction; 


(g) a set of small test screens of the same sizes as 
the screens used in the regular operations; and 


(h) a means of taking samples before and after 
any lot of grain or seed is cleaned and of 
retention of the samples so that the samples 
are, in the case of cereal grains, at least one- 
half of a pound and kept for at least ten 
months, and in the case of forage seeds, at least 
four ounces and kept for at least eighteen 
months. 


(2) Where a plant has the additional equipment 
referred to in subsection 1, that fact may be noted 
on the licence. O. Reg. 146/60, s. 10. 


REIMBURSEMENT 


11. Where the clerk of a municipality complies 
with section 7 of the Act, and the municipality, 


(a) submits to the Minister on or before the 31st 
day of December in each year a statement 
certified by its clerk of the rate of pay and of 
all money paid as remuneration and travelling 
expenses to its inspector or inspectors during 
the year; and 


(6) has caused each of its inspectors to submit 
to the Minister a complete report of the in- 
spector’s work for the year, 


the municipality shall be reimbursed for part of the 
money so expended in the amount of, 
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(c) 50 per cent of the money so expended to a 
county; and 


(d) 50 per cent of the money so expended to a 


township in a territorial district, but not to 
exceed $50. O. Reg. 146/60, s. 11. 


Form 1 
The Weed Control Act 


ORDER TO DESTROY NOXIOUS WEEDS 
OR WEED SEEDS 


fe COD Vail Ota vee raeyrins svn ey ae rene lepers mir a votes 
(name of owner of land shown on assessment 


(address) 


Under The Weed Control Act you are hereby 
ordered to destroy the noxious weeds and weed seeds, 


found on the land owned or occupied by you and 
described as follows: 


street name) (name of municipality) 


within such period of time as is necessary to prevent 
the weed seeds from ripening, but not later than 


3 Aa LORRI REET CAE OD ore days from the date of 
(number, not less than seven) 


service of this order. 


Wated-at 75.1. des ter: WN oo od day Of taeracvacins ore rs soe: ; 


(signature of weed inspector) 


*Where the owner of the land is not named above, a 

copy of the order shall be served upon the person 
shown as the owner of the property on the last revised 
assessment roll of the municipality in which the 
property is located. 


O. Reg. 146/60, Form 1. 


Form 2 
The Weed Control Act 


LICENCE TO OPERATE 
A SEED-CLEANING PLANT 


_ Under The Weed Control Act and the regula- 
tions, and subject to the limitations thereof, this 
licence is issued to 


(address) 


to operate a plant for the cleaning of grain or seeds for 


seed purposes located. atiyaeccnes winder eee ee 
(location of plant) 


This licence expires with the 31st day of March, 


OR: 
Issued at Toronto, this...... GA OFS onze texckanopewnycuetetenatets ; 
TOWN ee 
‘"" "Minister of Agriculture 
O. Reg. 146/60, Form 2. 
Schedule 1 
IremM | Common NAME ScrentTiric NAME 
1 Bull thistle Cirsium lanceolatum 
Hill 
Canada thistle Cirsium arvense L., Scop. 
Dodder Cuscuta spp. 
Milkweed Asclepias spp. 


Nodding thistle Carduus nutans L. 


Dn on &- WD LY 


Scotch thistle Onopordum acanthium 


7 | Sow-thistle, Sonchus spp. 
perennial and 


annual 


Euphorbia esula 


O. Reg. 146/60, Sched. 1. 


8 Spurge, leafy 
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Schedule 2 


ITEM 


Common NAME 


Bladder-campion 


Chicory 
Common barberry 


Common or Euro- 
pean buckthorn 


Common St. 
John’s wort 


Dock 


Field bindweed 
Goat’s-beard 
Knapweed 


Night-flowering 
catch-fly 


Poison ivy 
Ragweed 


Russian thistle 


Spurge, cypress 
Stinkweed 
White cockle 
Wild carrot 
Wild mustard 


Yellow rocket 


SCIENTIFIC NAME 


Silene latifolia (Mill.) 


Britten & Rendle 
Cichorium intybus L. 
Berberis vulgaris L. 


Rhammus catharticus L. 
Hypericum perforatum 
Rumex crispus L. and 
Rumex obtusifolius L. 
Convolbulus arvensis L. 
Tragopogon spp. 
Centaurea spp. 


Silene noctiflora L. 


Rhus radicans L. 
Ambrosia spp. 


Salsola kali L. 
Salsola tragus L. 


Euphorbia cyparissias L. 
Thlaspi arvense L. 
Lychnis alba Mill. 
Daucus carota L. 
Brassica arvensis L. 
Barbarea spp. 

O. Reg. 146/60, Sched. 2. 
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Regulation 566 


under The Welfare Units Act 


GENERAL 


INTERPRETATION 


1. In this Regulation, 


(a) 


(d) 


(c) 


(d) 


(e) 


“branch supervisor’? means a person having 
administrative responsibility for a branch in 
a unit; 


“fleld-worker’’ means a person employed in a 
unit whose duties consist chiefly of visiting 
persons in their homes; 


“in-service training’? means training in a 
course provided for the staff of a unit and 
conducted in conjunction with the employ- 
ment of a staff member in the unit; 


‘Supervisor’? means a supervisor appointed 
under The Department of Public Welfare Act; 


“welfare agency’’ means a welfare organization 
that has among its objects the providing of 
assistance in kind or in service to persons in 
need, but does not include a charitable institu- 
tion under The Charitable Institutions Act. 
C.R.O. 1950, Reg. 367, s. 1. 


WELFARE MATTERS ADMINISTERED BY ADMINISTRATORS 


2. The welfare matters that shall be administered 
by administrators are those in respect of, 


(a) 
(d) 
(c) 
(d) 


(e) 


(f) 


(g) 


(h) 
(4) 


The General Welfare Assistance Act; 
The Day Nurseries Act; 
The Public Hospitals Act; 


any by-law of the municipality to provide 
unemployment relief to any person or classes 
of persons not provided for by The General 
Welfare Assistance Act, or regulations there- 
under; 


any by-law of the municipality directing pay- 
ment of charitable grants; 


investigation of applications under The Old 
Age Assistance Act and The Mothers’ and 
Dependent Children’s Allowances Act; 


disbursement of any money that the muni- 
cipality is required to pay to a Children’s 
Aid Society under The Child Welfare Act as 
the municipality directs by by-law; 


any matter under this Regulation; and 


any other matter that is designated in any 
Act of the Legislature. C.R.O. 1950, Reg. 367, 


Seas 


QUALIFICATIONS OF ADMINISTRATOR 


3.—(1) An administrator shall, 


(a) be experienced and of proven efficiency in 


administration; 


(b) have had experience of at least five years in a 


welfare agency during which time he has shown 
a specialized knowledge of welfare problems; 


(c) 


(d) 


(2) Notwithstanding subsection 


be suitable in point of age, health, sympathetic 
understanding and personality to occupy the 
position; and 


have demonstrated his ability to obtain the 
confidence of staff and direct staff efficiently. 


1, an employee 


occuping the position of welfare administrator in a 
municipality at the time a unit is established may be 
confirmed in that position. C.R.O. 1950, Reg. 367, s. 3. 


QUALIFICATIONS OF BRANCH SUPERVISOR 


4. A branch suprvisor shall, 


(a) 


(b) 


(c) 


(d) 


(e) 


(f) 


have demonstrated an interest in and an 
ability to understand administrative problems; 


have had experience as a field-worker in a 
welfare agency; 


have demonstrated his ability to obtain the 
confidence of staff; 


have a specialized knowledge of the duties of 
the branch over which he is to preside; 


be suitable in point of age, health and per- 
sonality to occupy the position; and 


be prepared to take such additional training 


as the administrator deems necessary. C.R.O. 
1950, Reg. 367, s. 4. 


QUALIFICATIONS OF FIELD-WORKER 


5. A field-worker shall, 


(a) 
(6) 


(c) 


be sympathetic to the public welfare; 


have a specialized knowledge of welfare service 
through graduation from a recognized training- 
school or by experience, or be prepared to 
obtain the knowledge by experience and 
in-service training; and 


be suitable in point of age, health and per- 
sonality to occupy the position. C.R.O. 1950, 
Reg. 367, s. 5. 


POWERS AND DUTIES OF ADMINISTRATOR 


6. An administrator shall, 


(a) 


(d) 


(c) 


(d) 


subject to the provisions of the Act and this 
Regulation, be responsible to the municipal 
council for the efficient performance of any 
duties assigned to him in this Regulation; 


be the local authority for the taking of appli- _ 
cations under The Old Age Assistance Act and 
The Mothers’ and Dependent Children’s Allow- 
ances Act; 


investigate and report on any matter referred 
to him under The Old Age Assistance Act and 
The Mothers’ and Dependent Children’s Allow- 
ances Act, and the regulations made there- 
under; 


be responsible for making the returns to the 
Minister prescribed by this Regulation; 
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(e) ensure that the municipality is properly repre- 
sented before a court in any proceeding for the 
commitment of a child as a ward of a children’s 
aid society where the municipality is liable to 
be charged with the maintenance of the child; 


(f) receive and investigate applications for un- 
employment relief; 


(g) disburse unemployment relief under The 
General Welfare Assistance Act and any by- 
law of the municipality to provide unemploy- 
ment relief to any persons or classes of persons 
not provided for under The General Welfare 
Assistance Act; 


(h) receive applications for admission of indigents 
to a public hospital; 


(2) investigate and make recommendations in 
respect of the ability of indigents to pay 
hospital costs; 


(7) perform such other duties in respect of the 
admission and care of indigents in hospital as 
are required by special by-law or The Muni- 
cipal Act or any other Act of the Legislature; 


(k) receive and investigate applications for admis- 
sion to homes for the aged and arrange for 
admission thereto; 


(1) administer such other programmes of care as 
the municipality designates by by-law for 
the aged and the indigent; 


(m) receive and investigate applications for admis- 
sion to a day nursery and arrange for admission 
thereto; 


(n) perform such duties as are prescribed by 
this Regulation or any Act of the Legislature; 


(0) exercise diligence in dealing with any of the 
welfare matters prescribed in this Regulation; 


(p) ensure that no qualified person is denied 
assistance thereunder; 


(q) attend such meetings of welfare agencies as the 
municipal council approves or directs; 


(ry) in a manner not inconsistent with the Act, 
this Regulation or any other Act or a by-law 
of the municipality, co-operate with private 
welfare agencies in the municipality in pro- 
viding specialized services; 


(s) ensure that sufficient suitably-qualified secre- 
tarial, clerical, accounting and book-keeping 
staff is employed to administer the regulations 
in respect of computing costs, keeping records 
and efficient administrative procedures; and 


(t) ensure that such records and forms are kept 
as are required under any Act referred to in 
section 2. C.R.O. 1950, Reg. 367, s. 6. 


RECORDS AND RETURNS 
7.—(1) An administrator shall keep books of 


account and adequate ledgers for all receipts and 
disbursements of the unit. 


(2) The books shall show clearly actual adminis- 
trative disbursements for welfare matters designated 
in section 2 under the following headings and sub- 
headings: 


1. Salaries. 


2. Superannuation payments. 
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3. Maintenance: 
i. Cost of office space. 
ii. Heat. 


iii. Services furnished by public utilities, 
being water, electricity, gas. 


iv. Building maintenance: 
Building supplies. 
Extra care of premises. 
v. Office supplies and expenses. 
vi. Office equipment. 
4. Insurance. 
5. Travelling expenses. 

(3) The cost of administration of a unit shall be 
computed monthly and a return in Form 1, in duplicate, 
shall be submitted monthly to the Minister by the 
council of the municipality. 

(4) The accounts shall be signed by two municipal 
officials authorized for that purpose by the council 
of the municipality. 

(5) All books of accounts shall be subject to audit 
at any time by an auditor in the public service of 
Ontario. 

(6) All records of a unit, including records of 
accounts, showing receipts and disbursements, shall 
be open at all times for inspection and examination 
by a supervisor. C.R.O. 1950, Reg. 367, s. 7. 

8. A by-law passed by the council of a municipality 


to establish a unit shall be in Form 2. C.R.O, 1950, 
Reg. 367, s. 8. 


Form 1 
The Welfare Units Act 


STATEMENT OF COST OF ADMINISTRATION 
OF WELFARE MATTERS 


Phe municipality: Ofethes sa. cate eee 
applies for 50 per cent of the cost of administration 
under The Welfare Units Act and the regulations, and 
submits hereunder a statement of the cost of administra- 


Horror berm OntbAOlh mes esis <r snare ee eee , Loe 
A Salaries sah veraamte siete eae $ 
De Superannuation payments....... $ 


3. Maintenance: 


i. Cost of providing office space $ 


ili. Services (public utilities— 
water, electricity, gas)... $ 


iv. Building maintenance— 


Building supplies. ...... $ 
Extra care of premises .. $ 


v. Office supplies and expenses. $ 
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vi. Office equipment........- $ 

Are insuanCe wees ince oe eee 

Deeebtavellinggexpencesni aetna $ 
Motaliye ates Shr ee 


This statement is true and correct, and the amounts 
shown have actually been disbursed, and no item is 
included that is not in accordance with the regulations 
under The Welfare Units Act. 


Signature 


ROSIGIOT een ie Pere ie OSLULO lee tras 


C.R.O. 1950, Reg. 367, Form 1. 


* ol. 3—Sig. 34 


Form 2 


BY-LAW NO 


The Council of the Municipality of the Corporation 


(name of corporation) 
enacts as by-law No........ as follows: 


1. A welfare unit is established under The Welfare 


Unis Acts Enacted and'passed thiss.s--s eres ee 


! 
Corporate | 
(signature of the head of the council) 


Seal 
( 


(signature of clerk) 


C.R.O. 1950, Reg. 367, Form 2. 
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Regulation 567 


under The Wilderness Areas Act 


WILDERNESS AREAS 


1.—(1) The public lands described in the schedules 
hereto are set apart as wilderness areas for the purposes 
set out in section 2 of the Act. 


‘ (2) In addition to the purposes in subsection 1, 
Tickell Wilderness Area is set apart for use as a landing 
place for watercraft. O. Reg. 281/60, s. 1 


ALGOMA DISTRICT 
Schedule 1 


HILTON TOWNSHIP WILDERNESS AREA 


In the geographic Township of Hilton in the 
Territorial District of Algoma, containing an area of 
97 acres, more or less, described as follows: 


All that part of Broken Lot 20 in Concession VII 
in the geographic Township of Hilton lying north- 
westerly of a line drawn across the said lot parallel 
to the northwesterly limit thereof from a point in the 
northeasterly limit thereof distant 48 chains and 50 
links measured southeasterly thereon from the most 
northerly angle of that lot. O. Reg. 281/60, Sched. 1. 


Schedule 2 


MONTREAL RIVER WILDERNESS AREA 


In the geographic Township of Tp. 29 in Range 
XIV in the Territorial District of Algoma, containing 
an area of 108 acres, more or less, described as follows: 


Beginning at a point in the water’s edge on the 
easterly shore of Lake Superior where the same is 
intersected by the northerly boundary of the geographic 
Township of Tp. 29, Range XIV; thence easterly 
along the northerly boundary of that geographic town- 
ship to the intersection with the westerly limit of that 
part of the King’s Highway known as No. 17 as shown 
on a Department of Highways, Ontario, plan of survey 
P-2652-19; thence southerly along the westerly limit 
of that King’s Highway to a point where the same is 
intersected by a line drawn west astronomically from 
a point distant 40 chains measured south astronomically 
from the 8 mile post on the northerly boundary of the 
geographic Township of Tp. 29 in Range XIV; thence 
west astronomically to the water’s edge on the easterly 
shore of Lake Superior; thence in a general northeasterly 
direction following that water’s edge to the place of 
beginning. O. Reg. 281/60, Sched. 2. 


Schedule 3 
OLD BRUNSWICK HOUSE WILDERNESS AREA 


In the geographic Township of Kildare in the 
Territorial District of Algoma, containing an area of 
51 acres, more or less, described as follows: 


Beginning at a point distant 94 chains measured 
west astronomically from a point in the easterly 
boundary of the geographic Township of Kildare 
distant { mile and 55 chains measured northerly along 
that boundary from the southeasterly corner of that 
geographic township; thence north astronomically to 
the intersection with the water’s edge on the south- 
easterly shore of Missinaibi Lake; thence in a general 
southwesterly, southerly and southeasterly direction 
following that shore to the intersection with a line 
drawn west astronomically from the place of begin- 
ning; thence east astronomically to the place of 
beginning. O. Reg. 281/60, Sched. 3. 


COCHRANE DISTRICT 
Schedule 4 
ABITIBI LAKE NARROWS WILDERNESS AREA 


In the geographic Township of Rand in the Terri- 
torial District of Cochrane, containing an area of 9.75 
acres, more or less, described as follows: 


Beginning at a point in the water’s edge on the 
westerly shore of The Narrows of Lake Abitibi where 
the same is intersected by a line drawn east astro- 
nomically from a point distant 8 chains measured 
south astronomically from Station 40A as estab- 
lished by Speight and Van Nostrand, Ontario Land 
Surveyors, in the year 1908; thence west astronomically 
13 chains, more or less, to the intersection with a line 
drawn south astronomically from a point distant 8 
chains measured west astronomically from Station 
40A; thence north astronomically 10 chains, more or 
less, to the water’s edge on the westerly shore of The 
Narrows of Lake Abitibi; thence in a general south- 
easterly direction following that water’s edge to the 
place of beginning. O. Reg. 281/60, Sched. 4. 


Schedule 5 
OLD FORT ALBANY WILDERNESS AREA 


In the Territorial District of Cochrane at ap- 
proximate latitude 52° 12’ 36” north and longitude 
81° 38’ 38” west, containing an area of 11 acres, more 
or less, described as follows: 


Beginning at a point in the water’s edge on the 
southeasterly shore of Fishing Creek where the same 
is interesected by longitude 81° 38’ 38” west, said point 
of intersection being also distant 12,500 feet, more 
or less, measured south 41° 11’ west from Post No. 248 
planted by J. S. Dobie, Ontario Land Surveyor, on 
the northerly shore of the Albany River; thence in 
a general westerly direction following the water’s 
edge on the southeasterly shore of Fishing Creek 5 
chains; thence south astronomically 10 chains; thence 
east astronomically 10 chains; thence north astro- 
nomically 12 chains, more or less, to the water’s edge 
on the southeasterly shore of that creek; thence in a 
general southwesterly direction following that water’s 
edge to the place of beginning. O. Reg. 281/60, 
Sched. 5. 


FRONTENAC COUNTY 
Schedule 6 
KISHKEBUS LAKE WILDERNESS AREA 


In the Township of Barrie in the County of 
Frontenac, containing an area of 332 acres, more or 
less, described as follows: 


1. Those parts of lots 23, 24 and 25 in Con- 
cession XIV, lying north of a line drawn north 
69° 08’ 20” east astronomically from a point 
in the westerly limit of Lot 25 distant 25 
chains measured southerly thereon from the 
northwesterly angle of said Lot 25. 


2. Lots 23, 24 and 25 in Concession XV. 


3. Lot 25 in Concession XVI. O. Reg. 281/60, 


Sched. 6. 
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HASTINGS COUNTY 


Schedule 7 
TICKELL WILDERNESS AREA 


Gull Island, also known as Snake Island, situate 
in the Bay of Quinte, County of Hastings, and being 
distant about 55 chains south of Lot 14 in Concession I 
of the Township of Thurlow, and about 36 chains north 
from Cedar Island, including the rocks at the east 
end of Gull Island. O. Reg. 281/60, Sched. 7. 


KENORA DISTRICT 
Schedule 8 
CAPE HENRIETTA-MARIA WILDERNESS AREA 


In the Territorial District of Kenora, Patricia 
Portion, located at approximate latitude 55° 05’ north, 
longitude 82° 35’ west, containing an area of 225 
square miles, more or less, and described as follows: 


Beginning at a point in the water’s edge on the 
westerly shore of James Bay where the same is inter- 
sected by latitude 55° 00’ north; thence westerly along 
that latitude 24.7 miles, more or less, to the water’s 
edge on the easterly shore of an unnamed river flowing 
into Hudson Bay; thence ina general northerly direction 
following the water’s edge on the easterly shore of that 
river to the confluence with the water’s edge on the 
southerly shore of that bay; thence in a general easterly, 
northerly and southerly direction following the water’s 
edge on the southerly shore of that bay and the westerly 
shore of James Bay to the place of beginning. O. Reg. 
281/60, Sched. 8. 


Schedule 9 
ECHO TOWNSHIP WILDERNESS AREA 


In the geographic Township of Echo in the Terri- 
torial District of Kenora, containing an area of 492 
acres, more or less, described as follows: 


Beginning at a point in the easterly limit of 
Lot 7 in Concession III distant 40 chains measured 
southerly along that limit from the northeasterly 
angle of that lot; thence west astronomically to the 
intersection with the water’s edge on the easterly shore 
of Kathlyn Lake; thence in a general northeasterly 
and northerly direction following that water’s edge 
to the intersection with the production westerly of the 
northerly limit of said Lot 7; thence easterly along that 
production and that northerly limit to the southwesterly 
angle of Lot 6 in Concession IV; thence northerly 
along the westerly limit of that lot 40 chains, more or 
less, to the line between the north and south halves 
of that lot; thence easterly along the line between the 
north and south halves of that lot to the westerly 
limit of Lot 5 in Concession IV; thence easterly in a 
straight line across that lot 40 chains, more or less, 
to a point in the easterly limit of that lot distant 40 
chains measured northerly along that limit from the 
southeasterly angle of that lot; thence southerly along 
the easterly limit of that lot 40 chains to the south- 
easterly angle of that lot; thence westerly along the 
line between Concessions III and IV, 40 chains, more 
or less, to the northeasterly angle of Lot 6 in Con- 
cession III; thence southerly along the easterly limit 
of that lot 40 chains, more or less, to the intersection 
with a line drawn east astronomically from the place 
of beginning; thence west astronomically 40 chains, 
more or less, to the place of beginning. 


Saving and excepting thereout and therefrom a strip 
of land 66 feet in perpendicular width lying 33 feet 
on either side of a centre line and centre line produced, 
which said centre line may be more particularly 
described as follows: 
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Beginning at a point distant 3.48 chains measured 
east astronomically from a point distant 40 chains 
measured southerly along the easterly limit of Lot 7 
in Concession III; thence north 0° 09’ 30” west astro- 
nomically 80 chains, more or less, to a point in the line 
between the north and south halves of Lot 6 in Con- 
cession IV, distant 3.3833 chains, more or less, measured 


easterly along that line from the westerly limit of that. 


lot. O. Reg. 281/60, Sched. 9. 
Schedule 10 
THE JONES ROAD WILDERNESS AREA 


In unsurveyed territory north of the geographic 
Township of Jackman in the Territorial District of 
Kenora containing an area of 640 acres, more or less,. 
and being all that portion of land lying 500 feet in 
perpendicular distance on either side of the limits of 
that road known as the Jones Road, extending from the- 
northerly boundary of the geographic Township of 
Jackman to a line drawn north astronomically from: 
a point distant 29 chains measured west astronomically 
from the water’s edge on the most easterly extremity 
of John Lake. O. Reg. 281/60, Sched. 10. 


Schedule 11 
MASSACRE ISLAND WILDERNESS AREA 


Massacre Island situate in Lake of the Woods in 
the Territorial District of Kenora located at ap- 
proximate latitude 49° 16’ north and longitude 94° 46” 
west, containing an area of 78 acres, more or less. 
O. Reg. 281/60, Sched. 11. 


Schedule 12 
SIOUX MOUNTAIN WILDERNESS AREA 


In the geographic Township of Drayton in the 
Territorial District of Kenora and being the whole 
of Lot 20 in Concession I, containing an area of 28.398. 
acres, more or less. 


Excepting thereout and therefrom a strip of land 
100 feet in perpendicular width lying 50 feet on either 
side of a centre line and centre line produced, which 
said centre line may be more particularly described as. 
follows: 


Beginning at a point in the westerly limit of 
said Lot 20 distant 417.87 feet measured southerly 
along that limit from the northwesterly angle of that 
lot; thence north 57° 15’ east astronomically 254.8 
feet; thence north 49° 44’ east astronomically 434.5 
feet, more or less, to a point in the northerly limit of 
said Lot 20. O. Reg. 281/60, Sched. 12. 


Schedule 13 
SUTTON LAKE GORGE WILDERNESS AREA 


In the Territorial District of Kenora, Patricia 
Portion, containing an area of 125 acres, more or less, 
described as follows: 


Beginning at a point in the water’s edge on an 
extremity of land on the northerly shore of Sutton 
Lake at approximate latitude 54° 25’ north and 
longitude 84° 41’ west; thence west astronomically 25 
chains; thence north astronomically 50 chains; thence 
east astronomically 25 chains; thence south astro- 
nomically 50 chains, more or less, to the place of 
beginning. O. Reg. 281/60, Sched. 13. 


Schedule 14 
WHITE OTTER LAKE WILDERNESS AREA 
In unsurveyed territory in the Territorial District 
of Kenora located at approximate latitude 49° 10’ 30 


north and longitude 91° 54’ 30” west, containing an 
area of 41 acres, more or less, described as follows: 
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Beginning at a point in the water’s edge on the 
easterly shore of White Otter Lake distant 129.5 chains, 
more or less, measured south astronomically from the 
most northerly extremity of McOuat Bay of that lake; 
thence north 50° 00’ east astronomically 13 chains; 
thence south 40° 00’ east astronomically 35 chains; 
thence south 50° 00’ west astronomically 19 chains, 
more or less, to the water’s edge on the easterly shore 
of that lake; thence in a general northerly and north- 
westerly direction following that water’s edge to the 
place of beginning. O. Reg. 281/60, Sched. 14. 


KENT COUNTY 
Schedule 15 
RONDEAU PROVINCIAL PARK WILDERNESS AREA 


In the Township of Harwich in the County of Kent 
and being composed of part of Rondeau Provincial 
Park containing an area of 559.74 acres, more or less, 
and more particularly described as follows: 


Beginning at a point distant 5.573 chains measured 
west astronomically from the southwesterly angle 
of Lot 311 according to a plan of subdivision of part 
of Rondeau Provincial Park prepared by R. W. Code, 
Ontario Land Surveyor, dated November 22nd, 
1945, of record in the Department of Lands and Forests, 
Ontario; thence south 5° 43’ west 36.923 chains; 
thence south 12° 13’ west 18.546 chains, more or less, 
to the intersection with a line drawn west astronomically 
from the southwesterly angle of Lot 361 according 
to said plan of subdivision; thence west astronomically 
103.2 chains, more or less, to the water’s edge on the 
easterly shore of Long Pond; thence in a general north- 
easterly direction following the said water’s edge to 
the intersection with a line drawn west astronomically 
from the place of beginning; thence east astronomically 
98.8 chains, more or less, to the place of beginning. 
O. Reg. 281/60, Sched. 15. 


MANITOULIN DISTRICT 
Schedule 16 
CRATER LAKES WILDERNESS AREA 


In the geographic Township of Killarney in the 
Territorial District of Manitoulin containing an area 
of 550 acres, more or less, described as follows: 


Beginning at a point in the water’s edge on 
the northerly shore of Baie Fine of Narrow Bay where 
the same is intersected by a line drawn north astro- 
nomically from a point in the northerly boundary of 
the geographic Township of Rutherford distant 14 
chains measured easterly thereon from the north- 
westerly corner of Section 20 in the said geographic 
township; thence north astronomically 42 chains; thence 
west astronomically 80 chains; thence south astro- 
nomically 85 chains, more or less, to the water’s edge 
on the northerly shore of Narrow Bay of the North 
Channel of Lake Huron; thence in a general north- 
easterly direction following the water’s edge on the 
northerly shore of that bay and Baie Fine to the place 
of beginning. O. Reg. 281/60, Sched. 16. 


MUSKOKA DISTRICT 
Schedule 17 


MCCRAE LAKE WILDERNESS AREA 


In the geographic Township of Baxter in the 
Territorial District of Muskoka, containing an area of 
625 acres, more or less, described as follows: 


Beginning at a point in the westerly limit of Lot 
30 in Concession XV, distant 25 chains measured 
northerly along that limit from the southwesterly 
angle thereof; thence north 69° 08’ 20” east across 
lots 30, 29 and 28 in Concession XV to a point in the 
easterly limit of the last-mentioned lot; thence northerly 


along the easterly limit of Lot 28 to the northeasterly 
angle of that lot; thence easterly along the line between 
Concessions XV and XVI to the intersection with a 
line drawn south 20° 51’ 40” east from a point in the 
northerly limit of Lot 26 in Concession XVI, distant 5 
chains measured westerly along the northerly limit 
of that lot from the northeasterly angle thereof; thence 
north 20° 51’ 40” west to the northerly limit of that 
lot; thence westerly along the northerly limit of that 
lot and its production westerly to the water’s edge on 
the westerly shore of an unnamed bay of McCrae 
Lake; thence westerly in a straight line to and along 
the northerly limit of lots 27 and 28 in Concession 
XVI and continuing westerly along the production 
westerly of the northerly limit of Lot 28 to the water’s 
edge on the easterly shore of an unnamed island in 
McCrae Lake; thence westerly in a straight line to 
and along the northerly limit of lots 29 and 30 in Con- 
cession XVI on the said island and continuing westerly 
along the production westerly of the northerly limit 
of that part of Lot 30 on the said island to the water’s 
edge on the westerly shore of McCrae Lake; thence 
westerly in a straight line to the northwesterly angle 
of Lot 30 in Concession XVI; thence southerly along 
the westerly limit of Lot 30 in Concession XVI and 
Lot 30 in Concession XV to the place of beginning. 
O. Reg. 281/60, Sched. 17. 


NORFOLK COUNTY 
Schedule 18 
TURKEY POINT WILDERNESS AREA 


In the Township of Charlotteville in the County of 
Norfolk, containing an area of 52.85 acres, more or less, 
described as follows: 


Beginning at a stone monument in the westerly 
limit of Lot 12 in front of Concession A defining the 
northwesterly angle of a plan registered in the Registry 
Office for the Registry Division of the County of Nor- 
folk as No. 128; thence north 29° 12’ 30” west along 
that westerly limit 1369.14 feet; thence north 29° 50’ 
west along the westerly limit of Lot 12 in Concession 
A 208.34 feet; thence north 60° 10’ east to a point in 
the easterly limit of that lot; thence south 29° 50’ 
east along that limit 66 feet; thence south 60° 10’ 
west 576.4 feet; thence south 29° 50’ east 1511.48 feet 
to a survey post; thence south 60° 10’ west 1427.55 
feet, more or less, to the place of beginning. O. Reg. 
281/60, Sched. 18. 


RENFREW COUNTY 
Schedule 19 
MATAWATCHAN WILDERNESS AREA 


In the Township of Matawatchan in the County of 
Renfrew containing an area of 160 acres, more or less, 
described as follows: 


1. The east half of Lot 8 in Concession I and that 
part of the west part of Lot 8 in Concession II 
lying westerly of Hutson Lake and an unnamed 
creek connecting Hutson Lake and an un- 
named lake on the line between Lots 6 and 7 
in Concession I]. 


2. The east half of Lot 9 in Concession I and that 


part of Lot 9 in Concession II lying west of 
Hutson Lake. O. Reg. 281/60, Sched. 19. 


SUDBURY DISTRICT 
Schedule 20 
EIGHTEEN MILE ISLAND WILDERNESS AREA 
In the geographic Township of Mason in the 


Territorial District of Sudbury, containing an area of 
482 acres, more or less, described as follows: 
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Beginning at the southwesterly angle of Lot 8, 
Concession III in the geographic Township of Mason; 
thence easterly along the southerly boundary of that 
lot 40.66 chains, more or less, to the southeasterly 
angle of that lot; thence easterly along the southerly 
limit of Lot 7 a distance of 20.0 chains; thence north 
astronomically 79.16 chains, more or less, to the 
northerly limit of that lot; thence westerly along the 
northerly limit of that lot and Lot 8, Concession III 
to the northwesterly angle of the said Lot 8; thence 
southerly along the westerly limit of that lot 79.63 
chains, more or less, to the place of beginning. O. Reg. 
281/60, Sched. 20. 


Schedule 21 
FAIRY POINT WILDERNESS AREA 


In the geographic Township of Missinaibi in the 
Territorial District of Sudbury, containing an area of 
640 acres, more or less, described as follows: 


Beginning at a point in the water's edge on the 
easterly shore of Baltic Bay of Missinaibi Lake where 
the same is intersected by a line drawn north 69° 27’ 
west from a point distant 61.5 chains measured south 
astronomically from a witness post planted in the 
northerly boundary of the geographic Township of 
Missinaibi marked 1 mile - 1 chain east; thence in a 
general southwesterly, northerly, westerly, southerly 
and northeasterly direction following the water’s edge 
on the easterly shore of Baltic Bay of Missinaibi 
Lake and the water's edge on the northerly shore of 
that lake to the intersection with a line drawn south 
69° 27’ east from the place of beginning; thence 
north 69° 27’ west 94 chains, more or less, to the place 
of beginning. O. Reg. 281/60, Sched. 21. 


Schedule 22 
WHITEFISH FALLS WILDERNESS AREA 


In the geographic Township of Missinaibi in the 
Territorial District of Sudbury, containing an area of 
266 acres, more or less, described as follows: 


Beginning at a witness post planted in the north- 
erly boundary of the geographic Township of 
Missinaibi marked 4 miles - 7 chains west; thence 
south 31° 30’ east 37 chains; thence south 58° 30’ 
west 80 chains; thence north 31° 30’ west 36 chains, 
more or less, to the water’s edge on the southerly 
shore of Missinaibi Lake; thence in a general north- 
easterly, southerly, easterly, northerly and north- 
easterly direction following that water’s edge to the 
intersection with the northerly boundary of the geo- 
graphic Township of Missinaibi; thence easterly along 
that boundary to the place of beginning. O. Reg. 
281/60, Sched. 22. 


THUNDER BAY DISTRICT 
Schedule 23 
BAT CAVE WILDERNESS AREA 


In the geographic Township of Dorion in the 
Territorial District of Thunder Bay, containing an 
area of 177 acres, more or less, described as follows: 


Beginning at a point in the northerly limit of 
Lot 14 in Concession [X, distant 22.22 chains measured 
easterly along that limit from the northwesterly angle 
of that lot; thence south astronomically to the southerly 
limit of that lot; thence easterly along the southerly 
limit of that lot to the westerly limit of Mining Location 
8L; thence southerly along the westerly limit of that 
mining location to the southwesterly corner thereof; 
thence easterly along the southerly limit of that mining 
location 20 chains; thence northerly in a straight line 
to the southwesterly corner of Mining Location 7L; 


thence northerly along the westerly limit of that mining 
location to the northwesterly corner thereof; thence 
westerly along the northerly limit of Lot 14 in Con- 
cession IX to the place of beginning. O. Reg. 281/60, 
Sched. 23. 


Schedule 24 
GANLEY HARBOUR WILDERNESS AREA 


In unsurveyed territory in the Territorial District 
of Thunder Bay located at approximate latitude 47° 
56’ north, longitude 85° 44’ west, containing an area of 
6.5 acres, more or less, described as follows: 


Beginning at a point in the water’s edge on the 
most westerly extremity of Ganley Harbour of Lake 
Superior; thence west astronomically to the water’s 
edge on the easterly shore of that lake; thence in a 
general southeasterly, easterly, northeasterly and 
northwesterly direction following the water’s edge of 
that lake and Ganley Harbour of that lake to the place 
of beginning. O. Reg. 281/60, Sched. 24. 


Schedule 25 
OUTER BARN ISLAND WILDERNESS AREA 


Outer Barn Island situate in Lake Nipigon in the 
Territorial District of Thunder Bay at approximate 
latitude 50° O01’ north and longitude 88° 47’ west, 
containing an area of 161 acres, more or less. O. Reg. 
281/60, Sched. 25. 


Schedule 26 
PORPHYRY ISLAND WILDERNESS AREA 


Part of Porphyry Island situate in Lake Superior 
in the Territorial District of Thunder Bay located 
at approximate latitude 48° 23’ north and longitude 
88° 38’ west, containing an area of 260 acres, more or 
less, described as follows: 


Beginning at a point in the water’s edge on the 
westerly shore of that island where the same is inter- 
sected by the production northwesterly of the north- 
easterly boundary of Location PP 736 of record in the 
Department of Lands and Forests, Ontario; thence 
south 61° 41’ east astronomically along that production 
and the northeasterly limit of that location 291.1 feet, 
more or less, to the most easterly angle of that location; 
thence south 28° 19’ west astronomically 300 feet to 
the most southerly angle of that location; thence 
north 61° 41’ west astronomically along the south- 
westerly limit of that location and its production north- 
westerly 328.6 feet, more or less, to the water’s edge on 
the westerly shore of Porphyry Island; thence in a 
general southwesterly direction following that water’s 
edge to the intersection with the production north- 
westerly of the northeasterly limit of Location DC 46 
of record in the Department of Lands and Forests, 
Ontario; thence south 28° 30’ east astronomically along 
that production and the northeasterly limit of that 
location 159.36 feet, more or less, to the most easterly 
angle of that location; thence south 61° 30’ west astro- 
nomically 200 feet to the most southerly angle of that 
location; thence north 28° 30’ west astrongmically 
along the southwesterly limit of that location and its 
production northwesterly 198.8 feet, more or less, to 
the water’s edge on the westerly shore of Porphyry 
Island; thence in a general southwesterly direction 
following that water's edge to a point distant 1050 feet 
measured northerly along that water's edge from the 
water’s edge on the most southerly extremity of that 
island; thence south 78° 48’ east astronomically to the 
water’s edge on the easterly shore of that island; 
thence in a general northeasterly, northerly and south- 
westerly direction following the water’s edge on the 
easterly and westerly shores of that island to the place 
of beginning. O. Reg. 281/60, Sched. 26. 
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Schedule 27 
RICHARDSON HARBOUR ISLAND WILDERNESS AREA 
Richardson Harbour Island situate in the geo- 
graphic Township of Homer in the Territorial District 


of Thunder Bay, containing an area of 42 acres, more 
or less. O. Reg. 281/60, Sched. 27. 


Schedule 28 
SLEEPING GIANT WILDERNESS AREA 
In the geographic Township of Sibley in the 


Territorial District of Thunder Bay, containing an 
area of 633 acres, more or less, described as follows: 
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Beginning at the northwesterly corner of Section 
3 in the geographic Township of Sibley; thence southerly 
along the westerly limit of that section and Mining 
Location O and its production southerly to the water’s 
edge of Lake Superior; thence in a general south- 
westerly direction following that water’s edge to the 
easterly limit of the lighthouse reserve vested in the 
Government of Canada by an Order in Council dated 
January 11th, 1901; thence northerly along the easterly 
limit of that reserve to the northeasterly corner thereof; 
thence westerly along the northerly limit of that reserve 
to the water’s edge on the easterly shore of Thunder 
Bay of Lake Superior; thence in a general northerly 
direction following that water’s edge to the production 
westerly of the southerly limit of Section 2 in the said 
geographic township of Sibley; thence easterly along 
that production and that southerly limit to the place of 
beginning. O. Reg. 281/60, Sched. 28. 
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Regulation 568 


under The Wild Rice Harvesting Act 


GENERAL 


1. The areas shown on the plans filed in the office 
of the Registrar of Regulations at Toronto as Nos. 294 
to 297, both inclusive, are wild rice harvesting areas, 
designated by the identifying number and initials 
shown thereon. O. Reg. 261/60, s. 1. 


2. An application for a licence to harvest wild rice 
on Crown lands shall bein Form 1. O. Reg. 261/60, s. 2. 


3. A licence to harvest wild rice on Crown lands 
shall be in Form 2. O. Reg. 261/60, s. 3. 


4. The fee for a licence in Form 2 is $1. 
261/60, s. 4. 


5. A licence in Form 2 expires with the 31st day of 
October next following the date of issue. O. Reg. 
261/60, s. 5. 


O. Reg. 


6. A licence in Form 2 is not valid unless it is 
signed by the licensee. O. Reg. 261/60, s. 6. 


7.—(1) Where a licensee is convicted under section 
5 of the Act, his licence is thereupon cancelled. 


(2) A licence shall not be assigned or transferred 
without the approval of the Deputy Minister. O. Reg. 
261/60, s. 7. 

Form 1 
The Wild Rice Harvesting Act 


APPLICATION FOR A LICENCE TO HARVEST 
WILD RICE ON CROWN LANDS 


IDENTIFICATION OF APPLICANT: 


DiGi cnT i 5 ca Se enero Cece eee Ae eer nes NS er 
UNGOLESS sites, act hoatesusae Maruina tes Pod evagetarsat emer Sjeveti sie 
INS Cs eine tsi wis > eich Gaer eee roe Wess ooo amar 
Colourol Byesan.sccs on. Colouiotitatrer sys senc 


Number of last year’s licence.......... 
1. Under The Wild Rice Harvesting Act and the 
regulations, and subject to the limitations thereof, 


I make application for a licence to harvest wild rice 
on Crown land in Wild Rice Harvesting Area No. 


2. I have harvested wild rice on Crown land in the 


wild rice harvesting area for the past.......... years. 


3. I am a resident of Ontario and have resided in 


Ontariosomthespastaemee ae years. 


(signature of applicant) 


O. Reg. 261/60, Form 1. 


Form 2 
The Wild Rice Harvesting Act 
OR ye 


LICENCE TO HARVEST WILD RICE 
ON CROWN LANDS 


IDENTIFICATION OF LICENSEE: 


Iteence: Now. slerrers 

Fee: $1 

ING Osi acausheei Hetghits Avsacroec Weight sia 
ColouriofEyesrnne asa: Golounor Harner. 


Under The Wild Rice Harvesting Act and the 
regulations, and subject to the limitations thereof, 
this licence is granted to 


Ga Se) sineielercaiei(e Nelle a) ales -« \0l.« jo § else) ers: sta) e)sies)ia) enim eis) aja @leial/oleyej« 


to harvest wild rice on the Crown lands in Wild Rice 


Harvesting Area No........... , subject to the follow- 
ing conditions: 


a 10 © ee ap vie « «6 90) 00) 0. 0/@ ©) 01916 016| 8 0/4 00) 0/0 selec 0 «\¢) elelele, 
gia, ol be) ee) ejisia, wiwcelietel ouole,die/ allele iéue: »)e1@pel-6.cexe) (on) 'eka).e.e) ehersiols tse 


(signature of issue) 


O. Reg. 261/60, Form 2. 


(date of issue) 


in Poey weer ne 
Sain el er ee) eerernes i" 


cum? : ort a PRS 
~ ‘ 
ry wy? : a 7 - 
“ii a ) (eanbu > beauty ae. . > 
7 : 
Pst ia aA up —_ ee 
. ees ¢ ote eee 
i mest os eat. 6 STE age * ae 
(ies DOO 


i os ¢enles@e an ee 
: : ~* TER ae — 


svaul 7 
_ ; re Ee 
Aen) ane Pe 7" a ‘ =e aS > w= a ae 
7 
‘ ‘ ° 


4 Aaa a 7 


eamens4 
, 
& a) & 
- : “y 
} 
i i - $e |} Gy ‘ 
? ts Des 2 
'f _ - 
af #) = 
ow oa sat * 
a q® . 
oe | 
é 
1 
a wae 
é 
eo 
7 - : oe 
a 
7 iL af! 
C6 > «<a é 
N 


Reg. 569 


WOLF AND BEAR BOUNTY 


1041 


Regulation 569 


under The Wolf and Bear Bounty Act 


BOUNTIES 
WOLF BOUNTIES 


1. The affidavit required by section 2 of the Act 
shall be in Form 1. C.R.O. 1950, Reg. 370, s. 1. 


2. The certificate to be given under section 2 of 
the Act shall bein Form 2. C.R.O. 1950, Reg. 370, s. 2. 


3. Where a wolf skin marked as provided in 
section 7 is not required for the purpose of the Crown, 
it shall be returned to the person to whom the bounty 
has been paid, and it becomes his property. O. Reg. 
USE Ce 


BEAR BOUNTIES 


4. Sections 10 to 13 of the Act apply to any town- 
ship of which not less than 25 per cent of the total 
area is devoted to agriculture in, 


(a) the counties of Bruce, Frontenac, Hastings, 
Lanark, Lennox and Addington, Peter- 
borough, Renfrew or Victoria; 

(b) the Provisional County of Haliburton; and 

(c) the territorial districts. C.R.O. 1950, Reg. 

0, s. 4. 
5. The affidavit required by clause b of sub- 

section 2 of section 11 of the Act shall be in Form 3. 

GAR O81950) Reg. s70Nsno- 


6. The certificate to be given under subsection 2 
of section 11 of the Act shall be in Form 4. C.R.O. 
1950, Reg. 370, s. 6. 


GENERAL 


7. A wolf skin or bear skin on which a bourty is 
paid shall be marked by completely severing it from 
the inside corner of the right eye to the left side of the 
snout, and from the inside corner of the left eye to 
the right side of the snout. C.R.O. 1950, Reg. 370, s. 7. 


8. Where wolf skins or bear skins are produced for 
bounty, each skin shall have firmly attached thereto 


a tag of identification bearing the name and address 
of the applicant and a number. C.R.O. 1950, Reg. 370, 
S515 


Form 1 
The Wolf and Bear Bounty Act 


AFFIDAVIT OF APPLICANT 
FOR WOLF BOUNTY 


Bear Bounty Act 


Province of Ontario In the matter of The Wolf and 
To Wir: 


Pewee reseres eres eesces 


MAKE OATH AND Say: 


(brush ) 
i UeAteleksledithessass. eens (timber) wolf on 
(number) 


which I claim bounty, the skin(s) of which (is) (are) 


iden tinedibyantimber(S))ee eas. cee tee Eien eee 
on the following dates and in the following places: 


County or 
Provisional 
Judicial 
District 


Place 
Where 
Killed 


Date of 
Killing 


Skin 
Numbered 


2 UAT ysuSualyOCCUpAtiON iS ane tenet 


and my occupation at the time I killed the........... 
WEOLL W'S tt sabavcaeaes-enehone meaancrenclsieyetarea weit dese ius ceer asa k amu ee 
3) DaAD wolf numbered@..))s.ee et (was) (were) 


three months of age or over, and wolf numbered...... 


months, 


(was) (were) under the age of three 


4, Tuat the wolf (was) (were) not kept in captivity 
while under the age of three months. 


5. Tuat the wolf (was) (were) hunted from 


(other vehicle, specify) 


(motor car) 


(aircraft) 


6. THAT the wolf (was) (were) hunted in the area 
and according to the terms and conditions permitted 


in writing by the Minister, dated................... 
(if 5 or 6 not applicable, mark thus: N/A) 


7. Tuat I killed the wolf in the following manner: 
beap ped: INO mw seer ren 
Shipigaete ING 6s so cc Sonor 
Shot: NOMA ole 


Jetey Stores INDE Fa gacecc our 
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Skin 
Other means (Specify) NO se4 ere 


Sworn BEFORE ME at the 


(signature of applicant) 


(state authority for taking 
this affidavit) 


C.R.O. 1950, Reg. 370, Form 1. 


Form 2 
The Wolf and Bear Bounty Act 
WOLF BOUNTY CERTIFICATE 


E RACER TEE OPT ER Of eeee eee e rege cere esas seen eens 


(post office _ (if Indian, 
address) state band and reserve) 
acialeorieun son) tear ae ee AS Come aie Weight.... 
Heights ese Colour of eyes....... 


Paentt wine tare (ih ally) tess ae. Se ee 


— 


whose identity has been proven to my satisfaction, did 
ODN Ae ale GaNnOl sewer women enn ere pai Kole ee 


produce before me at the..... fo) Maen San alse ef 
in the County or Provisional Judicial District of 
the whole skin(s) 


(number ) (number) 
timber wolf, of which the skin(s) numbered...... 
(is) (are) three months of age or over, and the skin(s s) 


eKEoIU I er Lee ey Rane Creer Ss © (is) (are) under the age 
of three months, together with an affidavit in the pre- 
scribed form that the wolf (was) (were) killed on the 
dates and at the places following: 


WOLF AND BEAR BOUNTY 
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County or 
Provisional 
Judicial 
District 


Skin 
Numbered | Sex 


Place 
Where 


Date of 
Killing 


Makedrate tere eta ween reer: Olan Pee 


iho lee ¢ (chaparg hehe oy erg Se reat RMP ara Gee ENG Oe tad c of 


(signature of issuer) 


C.R.O. 1950, Reg. 370, Form 2. 


Form 3 
The Wolf and Bear Bounty Act 
AFFIDAVIT OF APPLICANT FOR 
BEAR BOUNTY 


Province of Ontario ) In the matter of The Wolf and 
Bear Bounty Act 


To Wirt: 
| ee EEE Ae RAE PAIN Ke eA ree. As 
(name of applicant) 
OMEN Si, 3 spa setae ea snes Oe eae eee ee 
LTE Gos Nate eer ae (6) bod aT RE ct cette et te, Alc 
in the Province of Ontario, MAKE OATH AND Say: 
{:, UA eloiled thesees sae en: bear, on which¥l 
(number ) 


claim bounty, the skin(s) of which (is) (are) identified 


DYRI UMD ENS) hase aon et stu ae et ttc a toe er 
on the following dates and in the following places: 


Skin Date Township County or 
Num- of Where Provisional 
bered | Killing Killed Judicial District 


2. Tuat at the time of the killing I was a bona fide 
resident of the township in which the bear (was) (were) 


killed, and that my usual occupation is......... 


Reg. 569 


3. Tuat the bear (was) (were) killed between the 
15th day of April and the 30th day of November in 
defence or preservation of livestock or property, and 
I was not, at the time of the killing, a tourist outfitter or 
licensed guide, or rendering service in such capacity 
to non-residents of the township. 


4, THaT bear numbered............. (was) (were) 
twelve months of age or over, and bear numbered 


Ak eas (was) (were) under the age of twelve 
5. THAT none of the bear was kept in captivity 
previous to the date on which it was killed. 


6. THaT I killed the bear numbered.............. 


trapped 


in the following manner } eed 


(signature of applicant) 


(state authority for taking 
this affidavit) 


C.R.O. 1950, Reg. 370, Form 3. 


Form 4 
The Wolf and Bear Bounty Act 
BEAR BOUNTY CERTIFICATE 


ERLE Cr caradetex crayon es chaiays io Ofer aa fete sts Neem ee pamemn pe 
(state authority ) 


WOLF AND BEAR BOUNTY 
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Do CrEertiry THAT 


(post office address) 


(if Indian, state band and reserve) 


whose identity and place of residence have been proven 
LOMMyasatistacciony aid ont then: seein day of 
. produce before me at the 
To Ltee ane ree ie Olsen sonia eet bea County, 
on Provisionalis| udicials District ofan arte ee 
they WhOlerskcin(G) Rote anaes bear, of which the 
skin(s) enuniberedty ge sae ee ee er eee (is) (are) 
twelve months of age or over, and the skin(s) num- 
Bered iy saso) Geese (is) (are) under the age of 
twelve months, together with an affidavit in the pre- 


scribed form that the bear (was) (were) killed on the 
dates and at the places following: 


Skin Date Township County or 
Num- of Where Provisional 
bered | Killing Killed Judicial District 

eee 


Anp I FurTHER CERTIFY that I have marked the 
bear skin(s) in the manner prescribed by the regu- 
lations, and that I have returned the skin(s) to the 
applicant. 


DATED Ratathewscer <.nerkeene Of Sais ote nara octets 


(signature of issuer) 


C.R.O. 1950, Reg. 370, Form 4. 
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Regulation 570 


under The Wolf and Bear Bounty Act 


WOLVES OR BEARS IN CAPTIVITY 


1.—(1) A permit to keep live wolves or bears in 
captivity in an immovable cage or pen shall be in 
Form 1. 


(2) A permit to keep live wolves or bears in cap- 
tivity in a movable cage or pen shall be in Form 2. 
C.R.O. 1950, Reg. 369, s. 1. 


2.—(1) A permit in Form 1 or 2 is subject to the 
terms and conditions that the holder of the permit, 


(a) keep the wolf or bear in a movable or immov- 
able cage or pen in accordance with the 
specifications in Schedule 1 or 2, as the case 
may be; 


(b) observe the specifications in Schedule 1 or 2, 
as the case may be; 


(c) supply food and water at twelve-hour intervals 
to any wolf or bear kept in captivity; and 


(d) keep in a sanitary condition, 


(i) the cage or pen and weatherproof 
shelter in Schedule 1, or 


(ii) the cage or pen in Schedule 2. 


(2) A permit in Form 1 is subject to the further 
term and condition that the holder of the permit 
provide suitable bedding for any wolf or bear kept in 
kept in captivity during the period from the 30th day 
of November to the 15th day of April in the year next 
following. 

(3) A permit in Form 2 is subject to the further 
term and condition that the holder of the permit 
provide adequate shelter for any wolf or bear kept in 
captivity. C.R.O. 1950, Reg. 369, s. 2. 


3.—(1) A permit in Form 1 expires with the 31st 
day of December of the year in which it is issued. 


(2) A permit in Form 2 expires with the 30th 


day of November of the year in which it is issued. 
GRO2 1950, Ree 1309 ss. 3. 


Form 1 


The Wolf and Bear Bounty Act 


LO 


CAPTIVITY PERMIT FOR WOLVES AND 

BEARS IN IMMOVABLE CAGE OR PEN 

Under The Wolf and Bear Bounty Act and the 
regulations, and subject to the limitations thereof, this 
permit is granted to: 


(address ) 


a as live wolf (wolves), 


UO. aed 


(signature of issuer) 


© ¥,)8, ee! 6) 8 (6:61 9) |p," 0 ha).e, 91818: 16;-b nie 


Minister of 
Lands and Forests 


C.R.O. 1950, Reg. 369, Form 1. 


Form 2 


The Wolf and Bear Bounty Act 


NOT 


CAPTIVITY PERMIT FOR WOLVES AND 
BEARS IN MOVABLE CAGE OR PEN 


Under The Wolf and Bear Bounty Act and the 


regulations, and subject to the limitations thereof, this 
permit is granted to: 


nee ay Yee se) Ee kel im ela ee ae) Wn ve elede) Wie, Wie ieee Nis wm Bee) Wire! she ahaa eR 


(name) 

Cee en, Cee Oe I EES Se ER TO CAEN, CO Mh oo 
(address) 

to keep in captivity...... live wolf (wolves)...... live 


bear(s), in a movable cage or pen. 
This permit expires with the 30th day of November, 


LOW 


Minister of 
Lands and Forests 


(date) 
C.R.O. 1950, Reg. 369, Form 2. 


Schedule 1 
The immovable cage or pen shall, 


(a) be at least 20 feet long by 20 feet wide by 
6 feet high, for one or two animals; 


(b) have concrete flooring 4 inches thick; 


(c) have sides and top of 9-gauge, N.B.S., wire, 
with two-inch mesh, the wire on the sides to 
be flush with the edge of the concrete flooring, 
with at least six inches of the wire embedded 
horizontally in the concrete at a depth of 
three inches; 
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(d) have uprights, spaced not more than five feet 
apart, of, 


(i) two-inch strap-iron one quarter of an 
inch thick, 


(ii) two-inch angle-iron one-eighth of an 
inch thick, 


(iii) two-inch pipe, or 


(iv) wood posts with at least a four-inch 
diameter when peeled; and 


(e) have a weatherproof shelter inside the cage or 
pen, with raised board flooring, at least, 


(i) 4 feet long by 3 feet wide by 3 feet high, 
for one bear, 


(ii) 5 feet long by 4 feet wide by 3 feet high, 
for two bears, 


(iii) 3 feet long by 3 feet wide by 3 feet high, 
for one wolf, or 


(iv) 4 feet long by 3 feet wide by 3 feet high, 
for two wolves. 


C.R,O. 1950, Reg. 369, Sched. 1. 
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Schedule 2 
The movable cage or pen shall, 
(a) be at least, 

(i) 4 feet long by 3 feet wide by 3 feet high, 
for one bear under the age of twelve 
months, 

(ii) 8 feet long by 4 feet wide by S feet high, 
for one bear over the age of twelve 


months, or 


(iii) 3 feet long by 3 feet wide by 3 feet high, 
for one wolf; 


(b) have sides, floor and top of at least 9-gauge, 
N.B.S., wire; and 


(c) have uprights of, 


(i) at least two-inch strap-iron one-quarter 
of an inch thick, 


(ii) at least two-inch angle-iron one-eighth 
of an inch thick, 


(iii) at least two-inch pipe, or 


(iv) wood posts with at least a four-inch 
diameter when peeled. 


C.R.O. 1950, Reg. 369, Sched. 2. 
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Regulation 571 


under The Workmen’s Compensation Act 


GENERAL 
INTERPRETATION 
1. In this Regulation, 


(a) “office building’? means a building used or 
occupied, wholly or partly, for office purposes; 


(b) ‘‘restaurant’’ means a cafe, cafeteria, dining- 
room, tea-room or coffee-room, or any place 
where meals or refreshments are served on 
order to the public. C.R.O. 1950, Reg. 371, 
Ge ale 


INDUSTRIES EXCLUDED FROM PART I OF THE ACT 


2. The following industries are excluded from the 
operation of Part I of the Act: 


1. The business of, 


(a) a florist or seedsman and seed-growing; 
(6) gardening and horticulture; 
(c) fruit-growing; 


(d) picking, grading, packing, handling, 
hauling and storage of fruit or vege- 
tables, carried on by co-operative 
fruit-growers’ associations or com- 
panies whose membership or share- 
holders are limited to the producers 
of the fruit or vegetables and whose 
object is to bring about more satis- 
factory handling and sale thereof and 
not to carry on the work or operations 
as a business for profit or gain; and 


(e) keeping and breeding of livestock, 
poultry or bees. 


2. Barbering and shoe-shining establishments. 
3. The business of an architect. 


4. Educational work, veterinary work and den- 
tistry. 


5. Funeral-directing and embalming. 

6. Mail-carrying. 

. The business of a photographer. 

8. Taxidermy. C.R.O. 1950, Reg. 371, s. 
OF Reg 13/53,5s.0 2 One 230/550; 


O. Reg. 202/56, s. 2; O. Reg. 240/56, s. 
O. Reg. 253/57, s. 2; O. Reg. 288/58, s. 


~I 


NNN bdo 


TORONTO FIRE DEPARTMENT EXCLUDED 


3. Part I of the Act does not apply to the per- 
manent employees of the Fire Department of the City 
of Toronto who are under The Toronto Fire Department 
Superannuation and Benefit Fund. C.R.O. 1950, 
Reg. 371, s. 6. 


4. Subject to section 8, 


(a) anything not itself done by the employer as 
a business or trade or for profit or gain if, but 
for this section, it would be an industry 


included in Schedule 1, is excluded from the 
operation of Part I of the Act, except where it 
is done as a part of, or process in, or incident- 
ally to, or for, or for the purpose of, an 
industry in Schedule 1; and 


(6) where anything not itself done by the employer 
as a business or trade or for profit or gain is 
done as a part of, or process in, or incidentally 
to, or for, or for the purpose of, an industry in 
Schedule 1, it is included in the class in 
Schedule 1 in which the last-mentioned 
industry is included. C.R.O. 1950, Reg. 371, 
Saoe 


INDUSTRY REGARDED AS A UNIT 


5.—(1) For the purpose of determining and fixing 
the percentage, rate or sum to be assessed and levied 
upon employers, an industry, including its various 
operations, shall be regarded as a unit. C.R.O. 1950, 
Reg.3/1su 91): 


(2) The several operations in an industry shall not 
be segregated and shall not be given a separate rate of 
assessment, except that, 


(a) where operations in each of two or more sub- 
classes or groups of industries are so inter- 
mingled as to make difficult the apportion- 
ment of the cost of accidents happening in the 
operations to the appropriate sub-classes or 
groups, the operations shall be rated separ- 
ately, but for the purposes of assessment they 
shall all be allocated to the class, sub-class or 
group of industries to which the preponderat- 
ing part of the industry belongs; 


(b) where an employer carries on operations in 
each of two or more classes, sub-classes or 
groups of industries, each operation being 
carried on as a business or trade or for profit 
or gain and there is a definite segregation of 
pay-rolls, each operation may be dealt with as 
an industry and may be separately rated and 
assigned to the class, sub-class or group to 
which that industry would ordinarily belong; 


(c) where an employer has operations bearing 
different rates of assessments and general 
operations or pay-rolls that are common to 
all, for purposes of assessment the pay-roll 
for the general operations shall be appor- 
tioned pro rata at the different rates; 


(d) building-construction work, excluding ordin- 
ary wear-and-tear repair-work, ordinarily done 
by employers in Class 24, where the yearly 
pay-roll exceeds $1,000, shall be segregated 
and separately rated; and 


(e) logging ordinarily done by employers in Class 
1, where the yearly pay-roll exceeds $1,000, 
shall be segregated and separately rated. 
O. Reg. 240/56, s. 4. 


(3) Where distinctly separate plants or establish- 
ments are operated in the same industry, the employer 
may transmit to the Board separate pay-rolls, and in 
that case the pay-rolls shall bear the rate of assessment 
chargeable to the industry. C.R.O. 1950, Reg. 371, 
SuO(3): 
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OPERATIONS CARRIED ON PARTLY AS A BUSINESS 


6. The pay-roll of workmen engaged in operations 
carried on partly as an industry under Schedule 1 and 
partly as an industry not under Schedule 1 shall be 
rated and dealt with by the Board as if all the operations 
were under Schedule 1. C.R.O. 1950, Reg. 371, s. 10. 


WHEN BUSINESS CARRIED ON BY FARMER UNDER 
PART I OF THE ACT 


7. Where a person engages in a business of farming 
and also carries on other operations that, if carried on 
by any other person as a business or trade, would be 
an industry included in Part I of the Act and for which 
workmen are specially employed, the other operations 
are included in and subject to Part I of the Act, but 
coverage applies only to the workmen specially em- 
ployed if the operations are not wholly incidental to 
the business of farming. C.R.O. 1950, Reg. 371, s. 11. 


SPECULATIVE BUILDING 
8. The construction of, 


(a) a house or any part of it by an employer who, 
within three years before the commencement 
of the house, has completed or has had 
completed for him the building of another 
house; and 


(b) any building or any part of it to sell or rent 
in whole or in part, 


whether or not it is done or carried on as a business 
or trade for profit or gain and if not included in 
Schedule 2, is included in the class or classes of in- 
dustries in Schedule 1 to which according to the nature 


of the work it should belong. C.R.O. 1950, Reg. 371, 
Sap 


BANKRUPTCY, WINDING-UP PROCEEDINGS, ETC. 


9. Continuation of an industry and reconstruction, 
alteration, repair, demolition, taking care of or making 
ready for ‘sale the plant or property of an industry or 
business in Schedule 1 in bankruptcy, in winding-up 
proceedings or under receivership, are added to the 
os to which the industry belongs. C.R.O. 1950, 

INGins OYA Ge Ihe, 


POSTING UP INFORMATION REGARDING ACT 


10. Every employer in Schedule 1 or Schedule 2 
shall post up and keep posted up in conspicuous places 
within easy access of his workmen such card, pamphlet 
or other information concerning the Act or this Regu- 
lation as is supplied to him by the Board. C.R.O. 1950, 
Reg. 371, s. 14. 


INDUSTRIAL DISEASES 
_ Ll. The diseases in Schedule 3 are declared to be 
industrial diseases and the diseases and the description 


of processes are added to Schedule 3. C.R.O. 1950, 
Ree 371,-s) 15: 


FIRST-AID REQUIREMENTS 
12.—(1) Every employer employing not more than 
fifteen workmen in a place of employment shall provide 
and maintain in the place of employment a first-aid 
box large enough so that each article therein is in plain 
view and easily accessible and containing as a minimum, 
(a) a standard first-aid manual; 
(b) instruments consisting of, 


(i) 1 pair of bandage scissors, 


(ii) 1 card of assorted safety-pins, 
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(iii) 12 tongue depressors, and 


(iv) 1 package of cotton tipped applicators; 


(c) drugs consisting of, 
(i) 1 ounce of aromatic spirits of ammonia, 


(ii) 6 ounces of any recognized fluid skin 
antiseptic, 


(iii) 1 bottle of castor oil eye drops with 
dropper, and 


(iv) 1 tube of burn ointment, not containing 
tannic acid; and 


(d) dressings consisting of, 


(i) two %-ounce packages of — sterile 


absorbent cotton, 


(ii) 24 adhesive 
wrapped, 


dressings, individually 

(ii) 1 roll of adhesive tape—in each width of 
1 inch and 2 inches, 

(iv) 6 triangular bandages, 
(v) 6 sterile gauze pads, 2 inches square, 
(vi) 6 sterile gauze pads, 4 inches square, 

(vii) 6 rolls of 1-inch sterile gauze bandage, 

(viii) 4 rolls of 2-inch sterile gauze bandage, 


(ix) 4 rolls of 4-inch sterile gauze bandage, 


x) 2 rolls of splint padding—non-absor- 
I 
bent cotton, and 


(xi) 4 surgical pads suitable for pressure 

dressings, individually wrapped. 
(2) The employer shall ensure that the first-aid 
box is in the charge of an employee who has first-aid 


knowledge and works in the immediate vicinity of the 
box. O. Reg. 69/59, s. 2. 


13.—(1) Every employer employing more than 
fifteen and less than 200 workmen in a place of employ- 
ment shall provide and maintain in the place of employ- 
ment one stretcher, one blanket and a first-aid box 
large enough so that each article therein is in plain 
view and easily accessible and containing as a minimum, 


(a) a standard first-aid manual; 


(6) instruments consisting of, 
(i) 1 pair of bandage scissors, 
(ii) 1 pair of tweezers, 
(iil) 24 safety-pins, 
(iv) 1 graduated medicine-glass, 
(v) 24 tongue depressors, 
(vi) 1 white-enamel basin, and 
(vii) 1 package of cotton tipped applicators; 
(c) drugs consisting of, 
(i) 1 ounce of aromatic spirits of animonia, 


(ii) 6 ounces of any recognized fluid skin 
antiseptic, 
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(iii) 1 bottle of castor oil eye drops with 
dropper, and 


(iv) 1 tube of burn ointment, not containing 
tannic acid; and 


(d) dressings consisting of, 


(i) six 14-ounce packages of absorbent 
cotton, 


(ii) 48 adhesive dressings, individually 


wrapped, 

(iii) 1 roll of adhesive tape—in each width of 
V% inch and 2 inches, 

(iv) 12 triangular bandages, 


(v) 24 sterile gauze pads, 2 inches square, 
(vi) 24 sterile gauze pads, 4 inches square, 
(vil) 


(viii) 8 rolls of 2-inch sterile gauze bandage, 


12 rolls of 1-inch sterile gauze bandage, 


(ix) 8 rolls of 4-inch sterile gauze bandage, 
(x) wood splints of assorted sizes, 


(x1) 


2 rolls of splint padding—non-absor- 
bent cotton, and 


(xii) 6 surgical pads suitable for pressure 
dressings, individually wrapped, 


and such additional quantities as may be necessary to 


provide first aid to workmen injured during their 
employment. 


(2) The employer shall ensure that the first-aid box 
is in charge of an employee who, 


(a) is the holder in good standing of a St. John 
Ambulance Senior First Aid Certificate or its 
equivalent; and 


(6) works in the immediate vicinity of the box. 


(3) The certificate referred to in clause a of sub- 
section 2 shall be prominently displayed in the vicinity 
of the box. O. Reg. 69/57, s. 2. 


FIRTS-AID ROOM 
14.—(1) Every employer employing 200 or more 
workmen in a place of employment shall provide and 
maintain in the place of employment an emergency 
first-aid room equipped with, 
(a) a standard first-aid manual; 


(6) instruments consisting of, 
(i) scissors, 
(ii) dressing-forceps, 
(ili) safety-pins, 
(iv) eye-droppers, 
(v) graduated medicine-glass, 
(vi) tongue depressors, and 
(vii) applicators, cotton tipped; 
(c) drugs consisting of, 


(i) aromatic spirits of ammonia, 
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(ii) denatured ethyl alcohol, 


(iil) 1-ounce bottle of castor oil eye drops 
with dropper, 


(iv) skin antiseptic, and 


(v) burn ointment, not containing tannic 
acid; 


(d) dressings consisting of, 
(1) absorbent cotton, 
(ii) gauze pads of assorted sizes, 
(iii) sterile gauze bandages of assorted sizes, 
(iv) adhesive plaster, 
(v) triangular bandages, 
(vi) wood splints of assorted sizes, and 
(vii) adhesive dressings; and 
(e) furnishings consisting of, 
(i) hot and cold running-water, 
(ii) 3 white-enamel washbasins, 
(ii) 1 instrument sterilizer, 
(iv) 1 cabinet for surgical dressings, 
(v) 1 enamel foot-bath, 
(vi) 1 sanitary disposal receptacle with lid, 
(vii) 1 first-aid box for use by attendant at 
the scene of accident before patient is 
removed to plant or general hospital, 


(viii) 1 couch curtained off or separate 


cubicle, 
(ix) 1 stretcher, and 
(x) 2 blankets, 


and such additional quantities as may be necessary to 
provide first aid to workmen injured during their 
employment. 


(2) The employer shall ensure that the first-aid 
room is in charge of, 


(a) a registered nurse; or 


(6) an employee who, 


(i) is the holder in good standing of a St. 
John Ambulance Senior First Aid 
Certificate or its equivalent, 


(ii) works in the vicinity of the first-aid 
room, and 


(iii) does not perform other work of a nature 
that is likely to affect adversely his 
ability to administer first aid. 


(3) The certificate referred to in clause } of sub- 


section 2 shall be prominently displayed in the first-aid 
room. O. Reg. 69/57, s. 2. 


GENERAL 
15. For the purposes of sections 12, 13 and 14, 
(a) every railway train, vessel or bus on a route, 


other than an urban or suburban route, on 
which a workman is employed; 
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(b) the central point from which bush workers are 
despatched daily to work sites; and 


(c) the site of the construction or repair of a 
building, 


shall be deemed to be places of employment. O. Reg. 


69/57, s. 2. 


16.—(1) Where the place of employment is the site 
of construction or repair of a building, the first-aid 
supplies and equipment required to be provided shall 
be maintained in the time office for the project. 


(2) Where there is no time office for the project, 
the first-aid supplies and equipment shall be maintained 
in a vehicle or building at the site and readily available. 
O. Reg. 69/57, s. 2. 


17. Where the construction or repair of a building is 
in the charge of a general contractor, the general con- 
tractor shall provide and maintain the first-aid supplies 
and equipment required by this Regulation in respect 
of the workmen engaged in the construction or repair, 
in the same manner as if he were the employer of the 
workmen. O. Reg. 69/57, s. 2. 


18. The employer of bush workers shall provide at 
each work site and in each vehicle or boat used for the 
transportation of the workers a first-aid box coloured 
white and prominently displaying a red cross, contain- 
ing, 


(a) a standard first-aid manual; 
(b) instruments consisting of, 
(i) 1 pair of bandage scissors, and 
(ii) a card of assorted safety-pins; 
(c) drugs consisting of, 


(i) 1 tube of burn ointment, not containing 
tannic acid, and 


(ii) 1 package of antiseptic swabs; and 
(d) dressings consisting of, 
individually 


(i) 12 adhesive dressings, 


wrapped, 
(ii) 1 roll of adhesive tape; 
(ii) 6 triangular bandages, 
(iv) 6 sterile gauze pads, 3 inches square, 
(v) 4 rolls of 1-inch gauze bandage, 
(vi) 4 rolls of 3-inch gauze bandage, and 
(vii) 2 surgical pads suitable for pressure 
dressings, individually wrapped. 
O. Reg. 69/57,.s.. 2. 

19.—(1) The employer of workmen engaged in 
transporting workmen in a vehicle shall equip the 
vehicle with a first-aid box containing as a minimum, 

(a) a standard first-aid manual; 

(b) instruments consisting of, 
(i) 1 pair of bandage scissors, and 
(ii) 1 card of assorted safety-pins; 


(c) drugs consisting of, 


(i) one 1-ounce tube of burn ointment, not 
containing tannic acid, and 


(ii) 1 package of 10 antiseptic swabs; 
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(d) dressings consisting of, 


(i) 16 adhesive 
wrapped, 


dressings, individually 


(ii) 1 roll of adhesive tape, 1 inch by 214 
yards, 


(ii) 3 triangular bandages, 

(iv) 6 sterile gauze pads, 3 inches square, 
(v) 4 rolls of 1-inch gauze bandage, 

(vi) 4 rolls of 4-inch gauze bandage, and 


(vii) 2 surgical pads suitable for pressure 
dressings, individually wrapped; 


or as an alternative a first-aid box containing, 
(e) a standard first-aid manual; 
(f) drugs consisting of, 
(i) 1 package containing two 5-ounce 
tubes or six Y%-ounce tubes of burn 


compound, not containing tannic acid, 
and 


(ii) 1 package of 10 antiseptic swabs or 
brushes other than iodine; and 


(g) dressings consisting of, 
(i) 1 package of 16 adhesive compresses, 
(ii) 3 packages of triangular bandages, 


(iii) 1 package of bandage compresses, 
2 inches—4 per pack, 


(iv) 1 package of bandage compresses, 
3 inches—2 per pack, and 


(v) 2 packages of bandage compresses, 
4 inches—1 per pack. 


(2) The employer of workmen engaged in trans- 
porting goods outside an urban zone in a vehicle 
shall equip the vehicle with a first-aid box containing 
as a minimum, 

(a) a standard first-aid manual; 

(b) instruments consisting of, 
(i) 1 pair of bandage scissors, and 
(ii) 1 card of assorted safety-pins; 


(c) drugs consisting of, 


(i) one 1-ounce tube of burn ointment, 
not containing tannic acid, and 


(ii) 1 package of 6 antiseptic swabs; 
(d) dressings consisting of, 


(i) 12. adhesive individually 


wrapped, 


dressings, 

(ii) 1 roll of adhesive tape, 1 inch by 24 
yards, 

(iii) 1 triangular bandage, 

(iv) 4 sterile gauze pads, 3 inches square, 

(v) 1 roll of 1-inch gauze bandage, 

(vi) 1 roll of 2-inch gauze bandage, and 


(vii) 1 ounce of absorbent cotton; 


or as an alternative a first-aid box containing, 
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(e) a standard first-aid manual; 
(f) drugs consisting of, 


(i) 1 sterile pad, 4% inch thick, 3 inches 
square, with bandage ties, and 


(ii) 1 package of 10 antiseptic swabs or 
brushes other than iodine; 


(g) dressings consisting of, 
(i) 1 package of 16 adhesive compresses, 


(ii) 1 package containing 1 triangular 
bandage, 


(iii) 1 package containing bandage com- 
presses, 2 inches—4 per pack, and 


(iv) 1 package containing 1 bandage 
compress, 4 inches. 


(3) Buses operated on a route other than an urban 
route shall be equipped with a first-aid box as provided 
in subsection 2, O. Reg. 288/58, s. 3; O. Reg. 276/59, 
Same 

20. Every employer shall keep a record of injuries 


to workmen and the first-aid treatment applied. 
O. Reg. 69/57, s. 2. 


Schedule 1 
INDUSTRIES THE EMPLOYERS IN WHICH 
ARE LIABLE TO CONTRIBUTE TO 
THE ACCIDENT FUND 
Crass 1 
1 i. Lumbering. 

ii. Bark-peeling. 

ili. Booming. 

iv. Cord-wood cutting. 

v. Pulp-logging. 

vi. Rafting. 

vii. River-driving. 
viii. Saw-logging. 


ix. Woods-operations, and hauling and loading in 
woods-operations. 


Ze i. Manufacturing, 
(a) basket-bottoms; 
(b) cooperage-stock ; 
(c) headings; 
(d) staves; 
(e) spokes; 
(f) veneer; 
(g) veneer articles; and 
(h) plywood. 

ii. Operating, 

(a) lath-mills; 


(6) sawmills; 
(c) shingle-mills; and 


(d) lumber-yards in connection with saw- 
mills; 


ili. Rossing. 
Crass 2 
i. Manufacturing, 


(a) corrugated-paper boxes and corrugated- 
paper cases; 


(b) fibre board; and 
(c) fibre-board boxes and fibre-board cases. 
ii. Operating, 
(a) paper-mills; 
(b) pulp-mills; and 
(c) pulp-mills and paper-mills and pulp- 
and-paper mills. 
Crass 3 
i, Manufacturing, 
(a) artificial limbs; 
(b) bed-springs of wood; 
(c) canoes; 
(d) coffins; 
(e) cork articles; 
(f) cork carpets; 
(g) fixtures of wood; 
(hk) furniture; 
(2) linoleum; 
(j) mattresses; 
(k) organs; 
(1) phonographs; 
(m) pianos; 
(7) piano-actions or piano-keys; 
(0) skiffs; 
(p) small boats; and 
(q) wicker and rattan ware. 
ii. Installing pipe-organs. 
iii. Picture-framing. 


iv. Upholstering. 


Crass 4 
i. Manufacturing, 
(a) excelsior; 
(6) hardwood flooring; and 


(c) wooden packing-cases or wooden boxes. 
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ii. Operating, 


(a) planing-mills or moulding-mills; 
(b) sash-factories or door-factories, and 
sash-and-door factories; and 


(c) lumber-yards in connection with plan- 
ing-mills and sash-factories or door- 
factories, and sash-and-door factories. 


i. Manufacturing, 


(a) baskets; 

(b) cheese-boxes; 

(c) churns; 

(d) refrigerators, not included in Class 10; 
(e) spokes and hubs for wooden vehicles; 


(f) toys and novelties, not included in 
Class 10; 


(g) turned and shaped goods; 
included in 


(h) washing-machines, not 


Class 10; and 


(4) wooden barrels or kegs. 


ii. Pattern-making, 


3. 


i. Manufacturing, 


(a) brooms; 

(b) brushes; 

(c) carpet-sweepers; 
(d) door-screens; 
(e) dusters; 

(f) grilles; 

(g) hockey-sticks; 
(h) lacrosse-sticks; 
(z) ladders; 

(j) lead-pencils; 
(Rk) matches; 

(1) mops; 

(m) mouldings; 


(nx) musical instruments, not included in 


Class 10; 
(0) picture-frames; 
(p) pressed-wood pulleys; 
(q) pumps, not included in Class 10; 


(r) screens or window-shades, not included 
in Class 10; 


(s) shade-rollers; 
(t) skis; 
(u) sport rackets; 


(v) toboggans; and 


OO 
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ii. Carpenter-work, joiner-work or cabinet-work, 


ili 


ill, 


(w) venetian blinds made of wood, and 


other articles made of wood. 


in a shop. 


. Hand-carving. 


Crass 5 


Mining. 

Diamond-drilling. 

Reduction of ores. 

Smelting of ores, not including iron. 
Treatment of ores or minerals. 
Shaft-sinking in or for mines. 


. Cross cutting and drifting in or for mines. 


CLASS 6 


gravel-pits. 


i. Stone-crushing. 


Quarrying. 


. Manufacturing cement. 


. Manufacturing, 


(a 
(b 
(c 
(d 
(e 
Gg 
(g 
(h 
(i 


il 
i 
il 
ili 


i 


il 


i. 


) brick; 

) fire-proofing; 

) foundry-facings; 

) porcelain; 

) pottery; 

) roof-tile; 

) sewer-pipe; 

) terra-cotta; and 

) tile. 

Manufacturing glass or glass products. 

. Glass-cutting. 

. Operating marble-works. 

. Stone-cutting and stone-dressing. 

. Monument-making. 

. Manufacturing, 
(a) artificial brick and artificial stone; 
(b) cement blocks or cement tile; 
(c) peat-fuel; 


(d) plaster board, plaster blocks or plaster 
casts; 


(e) slate; and 


(f) stone paving-blocks or artificial-stone 
paving-blocks. 


. Operating lime-kilns. 


Operating sand-pits, shale-pits, clay-pits or 
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iii. Lime-burning. De i, Manufacturing locomotives. 
iv. Milling of gypsum, lime, limestone or other ii. Ship-building or ship-repairing,. 
stone. 


; ! iii, Operation of dry-docks. 
v. Manufacturing coal briquettes. 


3. Manufacturing, 


Cass 7 (a) boilers, including installing; 


Lg i. Manufacturing heavy forgings. (b) cranes; 


ii. Operating, (c) engines; 


(a) rolling-mills; and (d) freight or passenger elevators; 


(b) steel-works. (e) heavy machinery; 


iil. Smelting of iron, with blast-furnace. (f) iron stairs; 


2, Manufacturing, (g) ornamental iron for buildings or fences; and 


(a) abrasives; (h) safes. 
(b) abrasive-cloth or abrasive-paper articles; Ne i cearing: 


(c) alundum; (a) metal, 


(d) artificial abrasives and artificial graphite; Greene! 
(e) calcium carbide; qaneecnag: 


(f) carbon electrodes; Gi ehingles and 


(g) carborundum; Gy eine: 
(h) cyanamid; (b) other metal sheets; 
(2) electrolytic ferro-silicon; and 
(c) steel, 
(j) metal pipe and metal tube. F 
(i) barrels, 


Crass 8 (ii) drums, and 
i i. Manufacturing, (iii) tanks. 

a) a babbitt metal; 
oh Crass 10 
(6) cast hot-water-boilers and cast radia- . F 

tors; if, i. Manufacturing, 
(c) metal sanitary-ware; (a) ammunition-shells, without explosives; 
(d) metal water-fixtures; (b) carriage-mountings; 
(e) metal bedsteads, not included in (c) chains; 

Class 10; 


(d) cream-separators; 

(f) pipe-fittings; and 

(e) cutlery; 

wrought-iron pipe or wrought-iron A , 

o Se a : (f) electric apparatus, appliances or 
motors; 


ve 6) ting, ic fi 
i perating (g) electric fixtures; 
foundries; and i 
(a) foundries; an (h) fire-arms; 
(b) lead-works. j 
(7) furnaces; 

ee eee 
i. Die-casting (7) gas-fixtures; 


2. Gas-welding or electric-welding. (ejatendware 


Crass 9 (1) light forgings; 
1. Fabrication of structural, (m) light machinery; 
(a) iron; (n) metal, 
(b) metal; and (i) axles, springs or vehicle-parts, 


(c) steel. (ii) awnings, 
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(iii) doors, 
(iv) instruments, 
(v) refrigerators, 
(vi) screens, 
(vii) toys, 
(viii) utensils, 
(ix) wares, and 
(x) window frames; 
(0) ranges; 
(p) sheet-metal wares or articles; 
(q) sheet-metal enamelled wares or articles; 
(r) sporting-goods; 
(s) steel bedsteads; 
(£) tools; 
(uw) tin-ware articles; 
(v) washing-machines; and 
(w) other metal articles. 
ii. Operating, 
(a) blacksmith-shops; 
(6) machine-shops; and 
(c) metal-stamping-works. 
iii. Heat-treating. 
2. i. Manufacturing, 
(a) bolts; 
(6) cables; 
(c) cold-drawn shafting; 
(d) lightning-rods; 
(e) metal flag-staftfs; 
(f) nails; 
(g) nuts; 
(h) screws; 
(4) windmills; and 
(j) wires. 
ii. Manufacturing, 
(a) screens; and 


(6) wire baskets, cages, cloth, fencing and 
other wire goods. 


3, i. Manufacturing, 
(a) adding-machines; 
(b) batteries, dry and storage; 
(c) buttons of metal, pearl, ivory or horn; 


(d) cameras; 


(e) cash-registers; 
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(f) celluloid articles; 

(g) clocks; 

(Ah) electric shavers; 

(4) gold, silver and plated ware; 
(7) incandescent lamps; 

(Rk) ivory articles; 

(1) jewellery; 
(m) machine-needles; 

(m) musical instruments; 

(0) neon-tube-lights; 

(p) optical goods; 

(q) phonograph-records; 

(r) photographic supplies; 

(s) plaster statuary; 

(t) articles made from plastics; 


(uw) radios and television-sets, including 
servicing; 


(v) radio-tubes; 
(w) rubber stamps or stencils; 
(x) scales; 
(y) sewing-machines; 
(z) typewriters; 
(sa) vacuum cleaners; and 
(sb) watches and watch-cases. 
ii. Erecting wire fences. 
iii, Operating a storage battery business. 
iv. Operating dental laboratories. 
v. Plating. 
vi. Polishing and buffing. 
vii. Vacuum metallizing. 
vill. Galvanizing. 
ix. Metal-enamelling. 


x. Tinning. 


Crass 11 


1. Manufacturing, 


(a@) agricultural implements; 
(b) carriages; 

(c) farm-tractors; 

(d) motor-truck bodies; 

(e) sleighs; 

(f) threshing-machines; and 


(g) vehicles, other than self-propelled vehicles. 
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2. Operation of the business of selling or renting, 


including 


incidental servicing or repairing, of 


machinery and equipment with its warehousing 
or distributing. 


Xil. 


iii. 


ii. 


ill. 


iy 


Manufacturing, 
(a) automobiles; 
(0) 
(¢) 
(d) 
(e) 
(f) 
(g) 
(h) 
(1) 


automobile-bodies; 
aeroplanes; 

baby-carriages; 

bicycles; 

motor cycles; 

motor trucks; 

toy wagons or toy sleighs; and 


tricycles. 


. Automobile slip-cover installation. 

i. Painting vehicles or vehicle-parts. 

. Automobile-trimming or automobile-painting. 
7, Operating spray paint shops. 


i. Operating, 


(a) service stations; 
(b) garages; and 


(c) parking-stations or parking-lots. 


li. Salvaging automobile parts. 
. New and used automobile-sales business. 


. New and used trailer sales or rental business. 


Operating auto rental agencies. 


i. Operating auto laundries. 


Operating automotive machine shops. 


i. Manufacturing gun-carriages. 


i. Operating car-shops. 


CrAsse2 


i. Manufacturing, 


(a) gasoline, petroleum and _ petroleum 


products; and 


(b) gasoline, petroleum and _ petroleum 
products, including transmission and 
distribution. 


. Transmitting and distributing gasoline, petro- 


leum and petroleum products. 


Operating oil wells. 


i. Manufacturing, 


(a) gas; and 


(b) gas, including distribution and trans- 
mission. 


Distributing and transmitting natural gas. 


Operating gas wells. 
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Operating by-product coke-ovens. 


Well boring and drilling. 


3. Manufacturing, 


(a) 
(b) 
(c) 
(d) 
(e) 
(f) 
(g) 
(h) 
(2) 
(j) 
(k) 
(2) 


asphalted, pitched or tarred paper; 
dry colour; 

japan and other driers; 
oil; 

paint; 

printing-ink; 

printers’ rollers; 

salt; 

soap; 

tar; 

turpentine; and 


varnish, 


4. Manufacturing, 


(a) 
(6) 
(c) 
(d) 
(e) 
(f) 


ammonia; 
celluloid; 
charcoal; 
corrosive acids or corrosive chemicals; 
salts; and 


wood-alcohol. 


5. Manufacturing, 


(a) 
(d) 
(c) 
(d) 
(e) 
(f) 
(g) 
(h) 


(2) 
(7) 
(R) 
(1) 
(m) 
(n) 
(0) 


baking-powder ; 
candles; 

drugs; 

dyes; 

extracts; 
medicines; 
mucilage; 


non-corrosive acids or non-corrosive chemical 
preparations ; 


non-hazardous chemical preparations; 
perfumes; 

pharmaceutical or toilet preparations; 
shoe-polish or shoe-blacking; 

wax crayons; 

writing-ink; and 


yeast. 


6. Manufacturing, 


(a) 
(d) 
(c) 


cartridges; 
cordite or other high explosives; 


dynamite; 
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(d) 
(e) 
(f) 
(g) 
(h) 
(1) 


ill. 


vi. 


ili. 
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fireworks; 

fuses; 

gunpowder; 
gun-cotton; 
nitro-glycerine; and 
torpedoes. 


Crass 13 


i, Manufacturing, 


(a) cattle-foods; and 


(b) cereals. 


ii. Operating, 


(a) clover-mills; 

(b) ensilage-cutters; 

(c) grain-elevators; 

(d) threshing-machines; and 
(e) hay baling machines, 


Milling. 


iv. Seed cleaning. 


7, Buying and selling, with han 


feed, flour and grain. 


Warehousing or handling of grain. 


Crass 14 


i. Manufacturing, 


(a) fertilizers; 
(b) glue; and 


(c) meat products. 


i. Butchering. 


Operating, 
(a) abattoirs; and 


(b) packing-houses. 


iv. Preparation of meats. 


Crass 15 


i. Manufacturing, 


(a) 
(b) 
(Cc) 


2 i 


butter; 
cheese; and 


dairy products. 


. Manufacturing, 


(a) biscuits; 

(b) cereal products; 
(c) chewing-gum; 
(d) chocolate; 


(e) cocoa; 


Sh 


dling, of seed, 


Sh 


(f) confectionery; and 
(g) macaroni. 

il. Operating bakeries. 

i. Manufacturing, 


(a) cider; 


(b) condensed milk or condensed cream; 


(c) fruit juice; 


(d) jam; 


(e) spices and condiments; and 


(f) vinegar. 


ii. Canning or preparation of fish, fruit, vege- 


tables or other food-stuff. 


ili. Operating pickle-factories. 


iv. Roasting and grinding coffee and roasting nuts. 


v. Blending or packaging of tea. 
i. Manufacturing, 


(a) glucose; 


(b) malt or malt products; and 


(c) starch. 

ii. Operating sugar-refineries. 
i. Manufacturing, 

(a) alcohol; 

(6) malt liquors; 
methylated spirits; 
mineral waters; 
soda-water; 


(f) 


(g) wine. 


spirituous liquors; and 


ii. Operating, 


(a) breweries, including distribution; 
(b) distilleries, including distribution; and 


(c) brewers’ warehouses, including distri- 


bution. 


iii. Distribution of brewery or distillery products. 


6. Manufacturing, 


(a) cigarettes; 
(b) cigars; and 
(c) tobacco or tobacco products. 
Cass 16 
i. Embossing leather. 
ii. Japanning patent leather. 
iii. Operating tanneries. 
iv. Preparation of furs or hides. 


v. Wool-pulling. 
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Ds i, Manufacturing, 
(a) belting; 
(6) boots; 
(c) gloves; 
(d) harness; 
(e€) purses; 
(f) saddlery; 
(g) shoes; 
(h) trusses; and 


(7) other goods and products, 


of leather. 


ii. Manufacturing, 


(a) bags; 

(6) purses; 

(c) suit-cases; il. 
(d) trunks; iil 


(e) valises; and 
(f) whips. 
3. Manufacturing, iv 
(a) belting; 
(b) gloves; 
(c) golf-balls; 


(d) hose; 1. i. 


(e) imitation leather; 


(f) shoes; 


(g) tires; 


(h) tubing;and 
(2) other goods and products, 
of rubber. 


4.§ Operation of tire-sales and tire-service business, 


CxLass 17 

Ne i. Manufacturing, 

(a) bags; 

(b) binder-twine; 

(c) blankets; 

(d) braids; 

(e) canvas; 

(f) carpets; 

(g) cloth; 


(h) cordage; 

(z) cotton waste; 
(j) fabrics; 

(k) felt; 


(Z) felt hats; 
(m) fibre or asbestos goods; 
() haircloth or goods; 

(0) hosiery; 


(p) manilla or hemp goods or manilla or 
hemp products; 


(q) ropes; 

(7) rugs; 

(s) shoddy; 

(t) shoe-laces; 

(2) textiles; 

(v) thread; 

(w) woven labels; and 
(x) yarn. 


Bleaching, dyeing or finishing fabrics. 


. Operating, 


(a) flax-mills; and 


(6) weaving-manufactories. 


. Operating knitting-manufactories and spin- 


ning-manufactories. 


7, Wool-scouring. 


Cxiass 18 
Manufacturing, 


(a) articles from leather or fabric, not 
included in Class 16 or 17; 


(b) artificial feathers and artificial flowers; 
(c) awnings; 

(d) canvas goods; 

(e) caps; 

(f) clothing-pads; 

(zg) collars; 

(h) corsets; 

(2) embroidery; 

(j) furs; 

(Rk) gloves; 

(1) hats, other than felt; 


(m) lamp-shades, including assembling elec- 
tric lamps; 


(7) men’s clothing; 
(o) mittens; 

(p) neck-ties; 

(q) quilts; 

(7) robes; 


(s) shirts; 
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XVI. 


(t) stuffed dolls; 
(uw) tarpaulins; 

(v) tents; 

(w) white-wear ; 
(x) window-drapes; 


(y) window-shades, not included in Class 4; 
and 


(z) women's clothing. 


i. Covering umbrellas. 

i. Erecting awnings. 

i. Bleaching, dyeing or cleaning. 
ii. Operating laundries. 

iii, Pressing. 


7. Towel and toilet supply-business. 


Ciass 19 


i. Printing and publishing, including job-work. 
i. Publishing. 


i. Manufacturing, 


(a) card-board boxes; 

(b) jewellery-cases; 

(c) paper bags or other articles of paper; 
(d) papier-mAché articles; 

(e) playing-cards, including printing; 
(f) stationery; and 


(g) wall-paper. 


i. Blue printing. 

i. Book binding. 

», Coating and finishing of paper. 
», Embossing. 


i. Engraving or photo-engraving, not including 


printing. 


ii. Job-printing. 


. Lithographing, including mounting and finish- 


ing. 


. Mimeographing. 


Multigraphing. 


i. Multilithing. 


i. Operating type-setting-foundries and type- 


foundries. 


. Paper-oiling and paper-waxing. 
», Paper pattern-making. 
. Photostating. 


i. Printing and gumming paper-tape. 


Silk screen printing. 


XViil. 


xix. 


iv. 


Vv. 


Xil. 


Vi. 


i. Conveying passengers by 


*, Cutting, 


Steel-plate bank-note engraving and printing. 
Stereotyping and electrotyping. 


Advertising display work. 


i. Sign painting or lettering. 


i. Manufacture and erection of signs. 


Crass 20 


. Carting, teaming and trucking. 
1. Loading or unloading cars. 


i. Mixing and delivering ready-mixed concrete. 


Operation of aeroplanes, airships or other 
flying machines. 


Operations of forwarding companies or 
persons engaged in the business of transporta- 
tion by canoes, scows or sleighs. 


1. Operation of wharves or work upon wharves. y 
ii. Sanding streets or roads. 

. Scavengering. 

. Stevedoring. 

. Street-cleaning or removal of snow or ice. 


i. Warehousing or storage, with carting, teaming 


or trucking. 


Warehousing or storage, without carting, 


teaming:or trucking. 


. Creosoting of timbers. 


i. Kiln-drying. 


automobile or 
trolley-coach. 


. Operating a taxicab business. 


storing, handling and delivering 


natural ice. 


Manufacturing artificial ice, including hand- 
ling and delivering. 


. Buying and selling, with handling, of, 


(a) builders’ supplies; 

(b) coal; 

(¢) lumber; 

(d) metals other than scrap metals; 
(e€) scrap metals; 

(f) second hand materials; and 


(g) wood. 


ii. Wrecking automobiles. 


i. 


Crass 21 
Manufacturing, 
(a) asphalt; and 


(6) paving-material. 
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Construction of, 
(a) air-ports; 
(6) bridges; 
(c) culverts or small bridges; 
(d) roads; 
(e) sewers; 
(f) sidewalks; and 


(g) waterworks-systems, including opera- 
tion and maintenance. 


Blasting-work. 


. Bull-dozer operations. 


Business of, 
(a) land-clearing or land-cleaning; 
(6) stumping or grubbing; and 


(c) rental and operation of construction 
equipment. 


i. Caisson-work. 

il. Excavating, not included in Class 24. 
. Laying of mains and connections. 

ix. Pipe-line construction. 

. Shaft-sinking. 

i. Trenching. 

iil. Tunnelling. 

. Well-digging. 


7. Test boring and earth sampling. 


Cass 22 


i. Construction, installation or operation of, 


(a) electric power-lines; and 


(6) electric power-transmission lines, not 
included in Schedule 2. 


ii. Construction or operation of, 


(a) electric-light systems; 
(b) electric-light works; and 


(c) electric power-plants, not included in 
Schedule 2. 


Construction or operation of telephone or 
telegraph lines and works for the purposes of 
the business of a telephone or telegraph com- 
pany, not included in Schedule 2. 


Cxiass 23 


i. Construction of steel buildings and bridges. 


i. Erection or installation of, 


(a) chimneys; 
(b) fire-escapes; 


(c) stacks (high metal), not included in 
Class 24; 


(d) stand-pipes; 
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(e) tanks, elevated; 
(f) water-towers; and 
(g) windmills. 
. Erection, installation and repair of, 
(a) boilers; 
(b) elevators, freight or passenger; 
(c) engines; 
(d) heavy machinery; 
(e) iron stairs; 


(f) ornamental metal-work on buildings; 
and 


(g) tanks, not elevated. 


. Wrecking of machinery. 


. Construction of, 
(a) breakwaters; 
(6) canals; 
(c) dams; 
(d) dry-docks; 
(e) harbour-improvements; 
(f) piers; 
bridge-con- 


(g) railways, not including 


struction; and 
(h) wharves. 


. Canal or dam maintenance. 


iii. Dredging. 


. Pile-driving. 


. Sand-sucking. 


i. Subaqueous construction. 


Operation of railways, not included in Schedule 


3. Fishing. 


Cuass 24 


. Construction or erection of, 


(a) blast-furnaces; 

(b) chimney-stacks; 

(c) coke ovens; 

(d) filtration plants; 

(e) grain-elevators; 

(f) power-plants; 

(g) pulp-mills; 

(h) pumping stations; 

(7) sewage disposal plants; and 


(j) other high structures. 
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iv. 
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i. Bricklaying. 
i. Cement-work or concrete-work. 


iv. Construction of buildings or construction in 


respect of buildings. 


». Moving of houses or other buildings. 
i. Lathing. 

ii. Mason-work. 

. Plastering. 

ix. Pointing. 

. Roofing. 

i. Sand-blasting. 

i. Steam-cleaning of buildings. 
. Stone-setting. 

. Structural carpentry. 

. Window-cleaning. 


i. Wrecking of buildings. 


. Installation of, 


(a) lighting fixtures; and 


(b) marble, mosaic or tile in interior of 
buildings. 


i. Electric wiring of buildings, 


Erection of, 
(a) radio-aerials and television-aerials; and 
(b) lightning-rods. 


Floor-laying. 


, Gas-fitting or steam-fitting. 
i. Plumbing, heating or sanitary-engineering. 


ii. Sheet-metal work. 


Caulking. 


. Glazing or installation of plate-glass or leaded- 


glass. 
Installation, including sale of, 
(a) air-conditioning; 
(d) 
(c) 


commercial refrigeration; 


furnaces, oil-burners and other heating- 
appliances; 

(d) metal ceiling, metal siding and other 
metal sheets; and 


metal window-frames, metal screens, 
metal doors and metal awnings. 


(e) 


Insulating, including pipe-covering. 


*, Painting, decorating or renovating. 


Steeple-jack work. 


Weather-stripping. 


. Operation 
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Crass 25 


of hospitals, sanatoria or sanitaria 
approved or licensed by the Province of Ontario. 


. Operations of hotels, inns, public houses or taverns, 


where not operated in or for another industry under 
Part I of the Act. 


. Operation of office buildings whether operated as a 


business or by the operator for his own use. 


Operation of a building rented wholly or partly for 
manufacturing. 


Operation of a restaurant business, where not oper- 
ated in or for another industry under Part | of the 
Act. 


. Catering, including the operation of boarding cars, 


canteens and commissary work. 


. Operation of a wholesale mercantile business. 


. Operation of theatres and places for exhibition 


of moving pictures or television, under a licence 
issued under The Theatres Act. 


CLASS 26 


Operation of a retail mercantile business. 


C.R.O. 1950, Reg. 371, Sched. 1; O. Reg. 92/51, 
s. 4, (a-c); Of Rese 123/52,s..1 OO) Res 191/52) 
s. 2; O. Reg. 18/53, ss. 3-6; O. Reg. 217/54, ss. 2-9; 
O. Reg. 230/55, ss. 4-14: O. Reg. 202/56, s. 3: 
O. Reg. 240/56, ss. 5-15; O. Reg. 253/57, ss. 3-11; 
O. Reg. 288/58) ss, 4-15; ©. Reg. 276/59: s. 2: 
O. Reg. 309/60, s. 1. 


Schedule 2 


INDUSTRIES THE EMPLOYERS IN WHICH 
ARE, INDIVIDUBLEY LIABEE, VO PAY 
COMPENSATION AND MEDICAL AID 


Any trade or business within the meaning of sub- 
section 2 of section 1 of the Act. 


The construction or operation of railways operated 
by steam, electric or other motive power, street- 
railways and incline-railways, but not their con- 
struction when constructed by any person other than 
the company that owns or operates the railway. 


The construction or operation of car-shops, machine- 
shops, steam-plants and power-plants and other 
works for the purposes of any railway mentioned in 
paragraph 2 or used or to be used in connection 
with it when constructed or operated by the com- 
pany that owns or operates the railway. 


The construction or operation of telephone lines and 
works within the legislative authority of the Parlia- 
ment of Canada, for the purposes of the business of 
a telephone company or used or to be used in con- 
nection with its business when constructed or oper- 
ated by the company. 


The construction or operation of telegraph lines and 
works for the purpose of the business of a telegraph 
company or used or to be used in connection with its 
business when constructed or operated by the com- 


pany. 


The construction or operation of boats, ships, 
vessels and works for the purposes of the business 
of a navigation company, corporation or person 
carrying on a navigation business or used or to be 
used in connection with the business when con- 
structed or operated by the company, corporation 
or person, and all other navigation, towing and 
marine-wrecking carried on as a business. 


™~ 
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7. The operation of the business of an express company 
that operates on or in conjunction with a railway, 
or of sleeping-cars, parlour-cars or dining-cars, 
whether operated by the railway company or by an 
express, sleeping-car, parlour-car or dining-car 
company. 


8. The construction or operation of a bridge connecting 
Ontario with an adjacent province or state, but not 
its construction when constructed by any person or 
company other than the person or company owning 
or operating the bridge. 


9. Any employment by or under the Crown in right of 
Ontario and any employment by a permanent board 
or commission appointed by the Crown in right of 


Ontario. C.R.O. 1950, Reg. 371, Sched. 2; O. Reg. 
OD Slicers 
Schedule 3 
CoLumn 1 COLUMN 2 
Description of Disease Process 


1. Anthrax Handling of wool, 
hair, bristles, hides 


and skins 


Any process involv- 
ing continuous fric- 
tion 


2. Infected blisters 


3. Bursitis 


CoLUMN 1 


COLUMN 2 


Description of Disease 


Process 


. Epitheliomatous can- 
cer or ulceration of the 
skin due to tar, pitch, 
bitumen, mineral oil or 
paraffin, or any com- 
pound, product or resi- 
due of any of these 
substances 


. Compressed-air illness 
or caisson disease 


. Dermatitis venenata 


. Poisoning and its 
sequelae by 


(a) arsenic 


(b) benzol 


(c) beryllium 


(d) brass, nickel or 
zinc 


(e) cadmium 


Handling or use of 
tar, pitch, bitumen, 
mineral oil or paraf- 
fin, or any com- 
pound, product or 
residue of any of 
these substances 


Any process carried 
on in compressed air 


Any process involv- 
ing the use of arsenic 
or its preparations or 
compounds 


Any process involv- 
ing the use of benzol 


Any process involv- 
ing the use of beryl- 
lium or its prepara- 
tions or compounds 


Any process involv- 
ing the use of brass 
or nickel or melting 
or smelting zinc 


Any process involv- 
ing the use of cad- 
mium or its prepara- 
tions or compounds 


10. 


Tie 


(f) carbon bisul- 
phide 


(g) carbon dioxide 


(h) carbon 
monoxide 


(7) chlorinated 
hydro-carbons 
(carbon tetra- 
chloride, tri- 
chlorethylene, 
tetrachlorethane, 
trichlornaphtha- 
lene and others) 


(j) chrome 


(k) lead 


== 


mercury 


(1 


(m) nitro-derivatives 
and amino-deri- 
vatives of 
benzene, phenol 
and their homo- 
logues (trinitro- 
toluene, dinitro- 
phenol, anilin 
and others) 


(nm) nitrous fumes 


(0) phosphorus 


. The pneumoconioses 


other than silicosis 


. Any disease due to 


exposure to X-rays, 
radium or other radio- 
active substances 


Respiratory disease 
due to the inhalation 
of materials used in 
non-offset sprays 


Retinitisdue toelectro- 
welding or acetylene- 
welding 


Any process involy- 
ing the use of carbon 
bisulphide or its pre- 
parations or com- 
pounds 


Any process involy- 
ing the evolution of 
carbon dioxide 


Any process involy- 
ing the evolution of 
carbon monoxide 


Any process in the 
manufacture or in- 
volving the use of 
these substances 


Any process involv- 
ing the use of chro- 
mium or its com- 
pounds 


Any process involv- 
ing the use of lead or 
its preparations or 
compounds 


Any process involv- 
ing the use of mer- 
cury or its prepara- 
tions or compounds 


Handling any nitro- 
derivatives or amino- 
derivatives of ben- 
zene or phenol or any 
of their homologues, 
or any process in 
the manufacture or 
involving the use 
thereof 


Any process in which 
nitrous fumes are 
evolved 


Any process involv- 
ing the use of phos- 
phorus or its prepa- 
rations orcompounds 


Any process or occu- 
pation involving the 
use of non-offset 
sprays in the print- 
ing industry 


CoLUMN 1 


WORKMEN'S COMPENSATION 


COLUMN 2 


Description of Disease 


12. Silicosis 


13. Teno-synovitis 


14. Tuberculosis con- 


tracted by a workman 
employed by and in, 


(a) a hospital, sana- 
torium or sani- 
tarium to which 
Part I of the 
Act applies; or 


Process 


Mining or quarrying, 
cutting, crushing, 
grinding or polishing 
stone, or grinding 
or polishing metal 


CoLuMN 1 


Description of Disease 


(b) a laboratory 
operated by the 


Province of On- 
tario 


15. Ulceration of the cor- 


neal surface of the eye, 
due to tar, pitch, bitu- 
men, mineral oil or 
paraffin, or any com- 
pound, product or resi- 
due of any of these 
substances 


Reg. 571 


COLUMN 2 


Process 


Handling or use of 
tar, pitch, bitumen, 
mineral oil or paraf- 
fin, oranycompound, 
product or residue of 
any of these sub- 
stances 


C.R.O. 1950, Reg. 371, Sched. 3; O. Reg. 230/55, 
ssetootve 


Reg. 572 


WORKMEN’S COMPENSATION 


1063 


Regulation 572 


under The Workmen’s Compensation Act 


PENSION PLAN 
INTERPRETATION 
1. In this Regulation, 


(a) ‘‘actuary’’ means an actuary who is a Fellow 
by examination of the British Institute of 
Actuaries, the Actuarial Society of America, 
the Faculty of Actuaries in Scotland or the 
American Institute of Actuaries, and who is 
appointed the actuary of the plan by the 
Board; 


(6) “commissioner’’ means a member of the Board; 


(c) “date of the plan’’ means the 1st day of July, 
1940, but in respect of persons deemed em- 
ployees of the Board under subsection 3 of 
section 71 of the Act means the Ist day of 
January, 1951; 


(d) “Fund” means The Workmen’s Compensation 
Board Superannuation Fund established under 
the Act; 


(e) “new employee’ means an employee or a com- 
missioner who enters the service of the Board 
or is appointed a commissioner on or after the 
date of the plan; 


(f) ‘‘pension” includes superannuation or dis- 
ability allowance; 


(g) “present employee’? means an employee or a 
commissioner who is in the service of the Board 
or is appointed a commissioner at the date of 
the plan; 


(A) “superannuation plan” or “plan’’ means the 
plan established by this Regulation. C.R.O. 
1950, Reg. 372, s. 1; O. Reg. 192/52, s. 1. 


ELIGIBILITY FOR MEMBERSHIP 


2.—(1) Every present employee is on the date 
of the plan eligible to become, and is from that date, 
a member of the plan. 


(2) Every new employee who has not, at the date 
of his entry into the service of the Board or at the 
date of his appointment as a commissioner, attained 
his forty-fifth birthday is, on the completion of three 
months’ service, eligible to become, and is from that 
date, a member of the plan. C.R.O. 1950, Reg. 372, 
SH AGL AE 


(3) Subject to subsection 4, every new employee 
who has, at the date of his entry into the service of the 
Board or at the date of his appointment as a commis- 
sioner, attained his forty-fifth birthday, 


(a) if he was in the service or was a commissioner 
on the 18th day of February, 1952, is, on and 
from that date, a member of the plan; or 


(b) if he enters the service or is appointed a 
commissioner after the 18th day of February, 
1952, is eligible from the date of that entry 
or appointment to become, and on completion 
of three months’ service is from the date of 
completion, a member of the plan. O. Reg. 
81/52, s. 1, revised. 


(4) A new employee who has at the date of his 
entry into the service of the Board or at the date of 
his appointment as a commissioner attained his fifty- 
fifth birthday is not eligible to become a member of 
the plan. C.R.O. 1950, Reg. 372, s. 2 (3). 


3. The Board designates the following associations 
and corporations for the purposes of subsection 3 of 
section 71 of the Act: 


1. Transportation Safety Association of Ontario. 
2. Construction Safety Association of Ontario. 


3. Electrical Utilities 


Ontario. 


Safety Association of 


4. Industrial Accident Prevention Associations. 
5. The Lumbermen’s Safety Association. 


6. Mines Accident Prevention Association of 
Ontario. 


7. The Ontario Highway Construction Safety 
Association. 


co 


The Ontario Pulp and Paper Makers Safety 
Association. O. Reg. 192/52, s. 2; O. Reg. 
283/58, s. 2 (1-3). 


CONTRIBUTIONS TO FUND 


4.—(1) Subject to subsection 2 of section 6, each 
present employee shall, in each year after the date 
of the plan until he ceases to be employed or to be a 
commissioner, pay into the Fund an amount equal 
to 5.75 per cent of his salary in each year, and payment 
shall be made by the Board by deducting from each 
salary payment 5.75 per cent of the payment, and the 
Board shall pay the amount so deducted into the Fund. 
C.R.O. 1950, Reg. 372, s. 3 (1). 


(2) Subject to subsection 3 of this section and 
subsection 2 of section 6, each new employee shall, 
in each year after he becomes a member of the plan 
until he ceases to be employed or to be a commissioner, 
pay into the Fund an amount equal to a percentage, 
as set forth in Table 1 opposite his age at his nearest 
birthday, of his salary in each year and payment shall 
be made by the Board by deducting from each salary 
payment made to the new employee after becoming a 
member of the plan the percentage of the amount of 
the payment, and the Board shall pay the amount 
so deducted into the Fund. C.R.O. 1950, Reg. 372, 
SO (ROE Gee, TIS Ss, 3). 


(3) Where the period between the date when a 
new employee became a member of the plan on the 
18th day of February, 1952, and the date of his normal 
retirement age is less than ten years, he shall not pay 
into the Fund, but if he, 


(a) gives notice in writing to the Board within 
sixty days after the Ist day of June, 1952, 
of his intention to pay an amount equal to 
the amount payable for a sufficient number of 
years of service to complete the period of 
ten years; and 


(b) pays or agrees to pay the amount mentioned 
in clause a together with interest thereon at 
3 per cent a year, 


he is entitled to credit for that period in computing the 
amount of any pension payable to him. O. Reg. 192/52, 
s. 4. 
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(4) In subsection 2, ‘‘age’’ means the age at the 
date of his becoming a member of the plan. 


(5) The Board shall pay into the Fund each year 
an amount, determined by the actuary and approved 
by the Board, that is required in excess of member 
contributions to pay the benefits provided by the plan. 
C.R.O. 1950, Reg. 372, s. 3 (4). 


ELIGIBILITY FOR PENSION 


5. Subject to sections 7 and 10, normal retirement 
age is sixty-five years for males and sixty years for 
females. O. Reg. 92/51, s. 6. 


6.—(1) Every member shall retire on pension on 
completion of ten years’ service at the normal retire- 
ment age, but the Board may, under special circum- 
stances, retain a retired employee to age seventy and a 
commissioner may thereafter remain in office during 
pleasure. O. Reg. 283/58, s. 3. 


(2) A member shall cease to be a contributor to 
the Fund upon retirement at the normal retirement age 
notwithstanding that he is retained in the service of 
the Board under special circumstances or remains a 
commissioner. C.R.O. 1950, Reg. 372, s. 5 (2). 


7. A present employee, who has not completed at 
least ten years’ service with the Board or as a commis- 
sioner, may on attaining the age of sixty-five years in 
the case of a male and the age of sixty years in the case 
of a female elect to retire on pension on the date of the 
completion of ten years’ service and that date shall be 
deemed to be the date of attaining his normal retire- 
ment age. C.R.O. 1950, Reg. 372, s. 6. 


AMOUNT OF PENSION 


8.—(1) A member retiring on pension on attaining 
his normal retirement age is entitled to an annual 
pension, payable in equal monthly instalments for life, 
of an amount equal to, 


(a) 1 per cent of his average annual salary 
during the three highest paid years of ser- 
vice multiplied by the number of full years 
and any fraction of a year in the service of 
the Board or as a commissioner from the date 
of entry into the service or of appointment as 
a commissioner to the date of the plan; and 


(b) one-fiftieth of his average annual salary during 
the three highest paid years of service mul- 
tiplied by the number of full years and any 
fraction of a year in the service of the Board 
or as a commissioner, computed from the date 
of the plan to the date of his retirement, in 
the case of a present employee, and computed 
from the date of his becoming a member of the 
plan to the date of his retirement, in the case 
of a new employee. 


(2) In calculating the length of service of an em- 
ployee or commissioner, time of absence with leave 
without salary, computed to the nearest integral 
number of months shall be deducted. C.R.O. 1950, 
Res. $72, 'S.\7. 


9.—(1) A member who has completed ten years’ 
service may elect to retire on pension at any time 
within a period of five years immediately preceding his 
attaining normal retirement age, and in that event the 
pension payable to him is the percentage shown in 
Table 2 for his actual age at retirement applied to 
the pension earned by the member for his years of 
service to the actual date of retirement. 


_ (2) Where a member retires on a date other than 
his birthday, the percentage shall be computed accord- 
ing to Table 2 and to the month nearest the date of 
retirement. C.R.O. 1950, Reg. 372, s. 8. 
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10.—(1) A member may, at any time before attain- 
ing normal retirement age, retire on pension after the 
completion of ten years’ service with the Board or as a 
commissioner on total and permanent disability cer- 
tified by a medical referee appointed by the Board. 


(2) For the purpose of calculating the amount of 
pension, the date on which the member retires by 
reason of total and permanent disability shall be 
regarded as the normal retirement age and the pension 
payable shall be calculated in accordance with sec- 
tion 8. C.R.O. 1950, Reg. 372, s. 9. 


11.—(1) The minimum pension payable on retire- 
ment upon attaining normal retirement age or by 
reason of total and permanent disability is $365 a year. 


(2) Subsection 1 does not apply where a member 
retires on pension under section 9 or 12. C.R.O. 1950, 
Reg, 372, s. 10. 


12.—(1) At least five years before attaining his 
normal retirement age a member may elect to take in 
the stead of the pension otherwise payable during his 
lifetime at his normal retirement age a pension in any 
other form that is approved by the Board. 


(2) The amount of the alternate form of pension 
chosen by the member and approved by the Board shall 
be the actuarial equivalent, on the basis of the a(f) and 
a(m) (ultimate) Tables of Mortality with interest at 
the rate of 3% per cent a year, of the pension otherwise 
payable during the member’s lifetime at his normal 
retirement age. 


(3) If a joint and survivorship form of pension is 
chosen by the member under subsections 1 and 2 
and if the member’s wife or other prospective joint 
annuitant dies after the date of election and before 
the member attains his normal retirement age, the 
election does not become effective. C.R.O. 1950, 
Reg. 372, s. 11. 


DEATH WHILE IN SERVICE 


13.—(1) Where a member who has completed at 
least ten years’ service dies while he is in the service 
of the Board or is a commissioner and leaves surviving 
a widow, the widow is entitled to an annual pension 
payable in equal monthly instalments for life and so 
long as the widow remains unmarried. 


(2) For the purpose of calculating the amount of 
pension under subsection 1, the date on which the 
member dies shall be regarded as the normal retirement 
age and the amount of the pension payable shall be 
50 per cent of the pension calculated in accordance 
with section 8. 


(3) Where the annual pension payable under sub- 
section 1 is less than $300, it shall be paid in a lump 
sum or instalments as approved by the Board. 


(4) No refund of contributions shall be paid where 
a widow entitled under subsection 1 dies or remarries. 


(5) Where a member dies while he is in the service 
of the Board or is a commissioner, leaving no widow, 
the aggregate contributions made by him, but not those 
made by the Board on his behalf, shall be paid to his 
estate with interest at 2 per cent a year compounded 
yearly. O. Reg. 283/58, s. 4. 


14.—(1) Where a member dies after his retirement 
on pension, the excess, if any, of the aggregate contri- 
butions made by him, but not by the Board on his 
behalf, with interest at 2 per cent a year compounded 
yearly to the date of retirement only, over the total 
pension payments made to him, shall be paid to his 
estate. 


(2) No refund of contributions shall be paid on 
death after retirement on pension where the member 
has made an election under section 12. C.R.O. 1950, 
Reg. 372, s.. 13: 
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15.—(1) Where, for any reason other than death 
or retirement on pension, a member ceases to be em- 
ployed by the Board or to be a commissioner, he may 
elect to take, 


(a) payment of the aggregate contributions made 
by him, but not those made by the Board on 
his behalf, with interest at 2 per cent a year 
compounded yearly; or 


(b) where the member has been in the service of 
the Board or a commissioner continuously 
for ten years, a vested interest in a deferred 
annual pension payable monthly for life from 
his normal retirement age as may be pur- 
chasable by the accumulation of the member’s 
contributions to the fund and those made by 
the Board on his behalf, with interest on the 
accumulation computed at 2 per cent a year 
compounded yearly. C.R.O. 1950, Reg. 372, 
s. 14 (1); O. Reg. 283/58, s. 5. 


(2) Where a member who has made his election 
under subsection 1 dies before attaining normal retire- 
ment age, there shall be paid to his estate the aggregate 
contributions made by him, but not those made by the 
Board on his behalf, with interest at 2 per cent a year 
compounded yearly. 


(3) Where a member ceases to be employed by the 
Board or to be a commissioner and is indebted to the 
Board, the amount of the indebtedness shall be deducted 
from any refund to which he is entitled. C.R.O. 1950, 
Reg. 372, s. 14 (2, 3). 


INTEREST IN FUND NOT ASSIGNABLE, ETC. 


16. The interest of any person in the Fund or in 
any pension is not subject to garnishment, attachment 
or seizure or any legal process and is unassignable. 
C.R.O. 1950; Reg. 372; s.15. 


GENERAL 


17. The Board shall pay the pension to which a 
retired member under the terms of the plan becomes 
enimtled  GIRLOF L950) Regu3i2,(sailo. 


18. The Board shall cause an actuarial survey of 
the plan to be made at least every three years and a 
report in writing thereon to be submitted to the Board 
C.R.O. 1950, Reg. 372, s. 17. 
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TABLE 1 
ANNUAL CONTRIBUTION RATES FOR NEW EMPLOYEES 


Age Nearest 


Birthday Employee 
Se Cee stone: 4.32 per cent 
oS ann reroiiacn Haptic oe 4.34 
1 ha ach Re eR Sea eA 4.37 
i reg ted- Ne oS o OTS NES ere 4.40 
OD eeeeirre ae ee eee ree: 4.44 
PRD sts crate oth SERRE Nee GS SR 4.49 
DAREN G Aa SN erent oP pee 4.54 
DD igen PN Lee at ae UN ee 4.60 
DRY Mirek nade waeenor gen eteEy C 4.67 
PLN SOEs Sire React nae nA OL Set 4.74 
is Meats ney eee Any 4.83 
Oren eee ees ch te eae ee 4,92 
DN adr ics © ter aos Ra OER NEE 5.03 
DR Se ea eet RE SE A ee Sas 
0 eas SO ee NR 325 
S108 Ris Scene OE Ee crt ois fo 5.36 
SM Sa oneness ects Sena eet Sead 5.46 
SD By pe RAPE sou bate Sik eae 5.58 
Bier cisalc Orne oer ROOrn orca 5.68 
SLE OG co OD BE pee ee Siete 5.79 
Btn did Ren orion oh Groot 5.91 
SORE ee ERR CAE ee 6.02 
SW oa eee eA AAPOR Coe 6.14 
SOT IAs tere cc eee ae 6.26 
SLO ira sakes ato G08 6.37 
ae am enon tae ieee cen cree 6.49 
A Sees cenit ec as Po OE 6.63 
7 in aoe aie Dr pM Od Myles ok 6.79 
2 RUA al cc Ea EER 6.99 
AA ety) emia ence ee ae sil 
ASR OVCI nr attenic ear into lets 


€R.O, 1950, Reg. 372, Vable 1; O. Reg: 1927/52, sy 5. 
SOA oe 


PERCENTAGE OF PENSION PAYABLE AT EARLIER THAN 
NORMAL RETIREMENT AGE 


Age at 
retirement Males Females 

55 ere 69.9 per cent 
56 ae 75.6 
57 is 80.5 
58 Bethe 86.2 
59 oe 92.1 
60 65.9 per cent 100.0 
61 (ae xe 
62 76.9 
63 83.2 
64 90.2 
65 100.0 


C.R.O. 1950, Reg. 372, Table II; O. Reg. 228/51, s. 1. 
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APPENDIX 
SLATUTES* ORS ONTARIO; 1959 
CHAPTER 90 


as amended by 
1960-61, Chapter 88 


An Act to provide for the Consolidation 
and Revision of the Regulations 


Assented to March 26th, 1959 
Session Prorogued March 26th, 1959 


ER MAJESTY, by and with the advice and consent of 
the Legislative Assembly of the Province of Ontario, 
enacts as follows: 


1.—(1) Lachlan Randolph MacTavish, one of Her Commis- 
Majesty’s Counsel, and Arthur Norman Stone, a member of appointment 
the Bar of Ontario, Registrar of Regulations and Assistant 
Registrar of Regulations respectively, or such other person 
or persons as the Lieutenant-Governor in Council may 
appoint, are hereby appointed commissioners under the 
direction of the Attorney-General to consolidate and revise in 
accordance with this Act the regulations filed under The r.8.0. 1950, 


Regulations Act. 


(2) The commissioners and such persons as may assist them remunera- 
shall be paid such remuneration for their services under this “°" 
Act, out of the moneys voted by the Legislature for the 
purposes of this Act, as the Lieutenant-Governor in Council 
Mays OOO en OON Sel. 


2. The commissioners shall examine the Consolidated Puties 
Regulations of Ontario, 1950, and the regulations filed under 
The Regulations Act after the 1st day of January, 1951, and 
before the 31st day of December, 1960, and shall arrange, 
consolidate and revise such regulations in accordance with this 
EXGe, MOSSE es 0), S : 


3. In the performance of their duties under this Act, the powers 
commissioners may omit any regulation that is obsolete, may 
alter the numbering and arrangement of any regulation, may 
make such alterations in language and punctuation as are 
requisite to obtain a uniform mode of expression, and may 
make such amendments as are necessary to bring out more 
clearly what is deemed to be the intention of the authority 
that made the regulation or to reconcile seemingly inconsistent 
provisions or to correct clerical, grammatical or typographical 
errors. 1959, c. 90, s. 3. 

4. As soon as the commissioners report the completion of Printed | 
the consolidation and revision, the Lieutenant-Governor may deposited 
cause a printed roll thereof, attested by his signature and Clerk of 
countersigned by the Attorney-General, to be deposited in pens 
the office of the Clerk of the Assembly. 1959, c. 90, s. 4. 
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Proclama- 
tion 


Idem 


Copies 
printed 

by Queen’s 
Printer to be 
evidence 


Distribution 
of copies 


Idem 


wit. 
R.R.O. 1960 


How regu- 
lations may 
be cited 


Short title 


APPENDIX 


5.—(1) After the deposit of the roll pursuant to section 4, 
the Lieutenant-Governor may by proclamation declare the 
day upon which the roll will come into force and have effect 
as law by the designation ‘‘Revised Regulations of Ontario, 
1960”’. 


(2) On and after the day so proclaimed, all regulations and 
parts of regulations not contained in the roll are revoked. 
19590NC2 90 NSa 


6. Copies of the Revised Regulations of Ontario, 1960 as 
printed by the Queen’s Printer shall be received as evidence 
of the regulations as consolidated and revised under this Act 
in all courts and places whatsoever. 1959, c. 90, s. 6. 


7.—(1) The Revised Regulations of Ontario, 1960 shall be 
distributed in such numbers and to such persons and in such 
manner as the Lieutenant-Governor in Council may order. 


(2) The Lieutenant-Governor in Council may make a list 
of the persons and classes of persons to whom the Revised 
Regulations of Ontario, 1960 may be distributed free of charge 
and may fix the price at which copies may be sold by the 
Queen’s Printer. 1959, c. 90, s. 7. 


8. This Act shall be printed with the Revised Regulations 
of Ontario, 1960 and is subject to the same rules of construc- 
tion as the Revised Statutes of Ontario, 1960. 1959, c. 90,s. 8. 


9. Regulations in the Revised Regulations of Ontario, 1960 
may be cited and referred to as ‘‘Revised Regulations of 
Ontario, 1960, Regulation ” or the abbreviation 
“R.R.O. 1960, Reg. ”, adding in each case the 
number of the particular regulation. 1960-61, c. 88, s. 1. 


10. This Act may be cited as The Regulations Revision Act, 
LOSE NOSSO Ca OO Sa0: 
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REPORT OF THE COMMISSIONERS 


To His Honour JOHN KEILLER Mackay, 
Lieutenant Governor of the Province of Ontario. 


The undersigned Commissioners appointed by The Regulations 
Revision Act, 1959 to consolidate and revise in accordance with that Act 
the regulations filed under The Regulations Act have the honour to report 
the completion of their work in accordance with the provisions of The 
Regulations Revision Act, 1959. Submitted herewith is a printed Roll 
containing 572 Regulations that have been so consolidated and revised. 


Dated at the Parliament Buildings, Toronto, this 20th day of 
June, 1961. 


L. R. MacTAvisH 


A. N. STONE 
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PROCLAMATION 


BRINGING THE 
REVISED REGULATIONS OF ONTARIO, 1960 


INTO FORCE 


mm | D 
Van ae ae 
y 
y 


ONTARIO 


(eos JOHN KEILLER MACKAY 
PROCLAMATION 


ELIZABETH THE SECOND, by the Grace of God of the United 
Kingdom, Canada and Her other Realms and Territories, Queen, 
Head of the Commonwealth, Defender of the Faith. 


To all to whom these presents shall come—GREETING : 


A. KELSO ROBERTS | HEREAS in and by The Regulations 

Attorney General. Revision Act, 1959, passed at the 
fifth session of the twenty-fifth Legislature of Ontario, it is among other 
things enacted that Lachlan Randolph MacTavish, one of Her Majesty’s 
Counsel, and Arthur Norman Stone, a member of the Bar of Ontario, 
Legislative Counsel and Registrar of Regulations respectively, are 
appointed Commissioners to consolidate and revise the regulations filed 
under The Regulations Act in accordance with the provisions of The 
Regulations Revision Act, 1959; 


AND WHEREAS it is further provided in and by The Regulations 
Revision Act, 1959 that, as soon as the Commissioners report the comple- 
tion of the consolidation and revision, the Lieutenant Governor may 
cause a printed Roll thereof, attested by his signature and countersigned 
by the Attorney General, to be deposited in the office of the Clerk of the 
Legislative Assembly ; 


AND WHEREAS compliance has been duly made with the afore- 
said provisions; 
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AND WHEREAS it is further provided in and by The Regulations 
Revision Act, 1959 that the Lieutenant Governor in Council after the 
deposit as aforesaid of the said Roll may by proclamation declare the day 
upon which the same shall come into force and have effect as law by the 
designation ‘‘Revised Regulations of Ontario, 1960”; 


NOW THEREFORE KNOW YE that, having taken the premises 
into our Royal Consideration, WE, by and with the advice of Our 
Executive Council of Our Province of Ontario and in pursuance of the 
provisions of The Regulations Revision Act, 1959, and in the exercise of the 
power in US vested in this behalf by the said Act or otherwise howsoever, 
DO, by this Our Royal PROCLAMATION, declare Saturday, the first 
day of July, 1961, as the day upon which the said printed Roll shall 
come into force and have effect as law by the designation of ‘Revised 
Regulations of Ontario, 1960”. 


OF ALL WHICH PREMISES all Our loving subjects and all 
others whom it doth or may in anywise concern are hereby required 
to take notice and govern themselves accordingly. 


IN TESTIMONY WHEREOF We have caused these Our Letters 
to be made Patent and the GREAT SEAL of our Province of 
Ontario to be hereunto affixed. 


WiITNEss: The Honourable JOHN KEILLER MACKAY, a 
Companion of Our Distinguished Service Order, upon whom has 
been conferred Our Volunteer Officers’ Decoration, One of Our 
Counsel learned in the Law, a Lieutenant Colonel in Our 
Canadian Army Supplementary Reserve; Doctor of Civil Law, 
Doctor of Laws, Lieutenant Governor of Our Province of 
Ontario, 


at Our City of Toronto, in Our said Province, this 22nd day of 
June in the year of Our Lord one thousand nine hundred and 
sixty-one and in the tenth year of Our Reign. 


By Command. 
JOHN YAREMKO, 


Provincial Secretary. 


Ok Ontario. Laws, statutes, 


On etc. 

fj ‘ R Ls “| pamiic = < 
Chneral Revised reguiations of 
“pans Ontario, 1960 


Reference v.3 


PLEASE DO NOT REMOVE 
SLIPS FROM THIS POCKET 


pe 


UNIVERSITY OF TORONTO 
LIBRARY 


5 


48749 8 


